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ABOUT NTIS 


The National Technical Information Service of the 
U.S. Department of Commerce is the central source 
for the public sale of Government-sponsored research, 
development and engineering reports and other analy- 
ses prepared by Federal agencies, their contractors 
or grantees, or by Special Technology Groups. NTIS 
also is a central source for Federally generated ma- 
chine processable data files. 

NTIS ships about 20,000 information products 
daily as one of the world’s leading processors of spe- 
cialty information. It supplies its customers with about 
four million documents and microforms annually. The 
NTIS information collection exceeds 900,000 titles and 
all are available for sale. About 105,000 tities are 
stocked in multiple copies. Current lists of best selling 
reports describe those most in demand. 

NTIS is obligated by Title 15, U.S. Code 1151-7, to 
recover its cost from sales. The distribution of its in- 
formation products and services is self-sustaining from 
the registration fees charged for information entering 
the system and from the sales of its products and 
services. 

Timely and continuous reporting to subscribers is 
ensured by agreements between NTIS and Federal 
research sponsoring organizations and Special Tech- 
nology Groups. NTIS is the marketing coordinator for 
the latter, for their publications, technical inquiries 
and special analyses. 

Customers may quickly locate summaries of interest 
from among some 480,000 federally sponsored re- 
search reports completed and published from 1964 
to date, using the agency's on-line computer search 


service (NTISearch) or more than 1000 prepackaged 
bibliographies called Published Searches. About 60,000 
new summaries and reports are added annually. An 
additional 180,000 descriptions of ongoing and re- 
cently terminated research projects, compiled by the 
Smithsonian Science Information Exchange, also are 
computer retrievable. Copies of the whole research 
reports, on which the summaries are based, are sold 
by NTIS in paper or microfiche. 

The NTIS Bibliographic Data File (on magnetic tape) 
includes unpublished research summaries and is avail- 
able for lease. The computer products of other Federal 
agencies also are sold or leased by NTIS. 

Current summaries of new research reports and 
other specialized information in various categories of 
interest are published in some 26 weekly newsletters 
(Weekly Government Abstracts) and these are indexed. 
An all-inclusive biweekly journal (Government Reports 
Announcements & Index) is published for librarians, 
technical information specialists and those requiring 
all the summaries in a single volume. 

A standing order microfiche service, Selected 
Research In Microfiche (SRIM), automatically provides 
subscribers with the full texts of research reports spe- 
cially selected to satisfy individual requirements. Auto- 
matic distribution of paper copies also is available. 

The foregoing and many more information products 
and services are described in this catalog. 

Additional services, such as the coordination, pack- 
aging and marketing of unusual information for indi- 
viduals and organizations, may be specially designed. 


HOW TO ORDER 


Three categories of order fulfillment are offered. 


® RUSH HANDLING (replaces ‘‘Rush Order’’) is for 
customers who must have immediate delivery. 

Rush Handling guarantees that a particular order 
will be filled within 24 hours of its receipt. Rush 
Handling orders receive immediate validation, verifica- 
tion of availability and individual hand processing 
through inventory control and the warehouse; priority 
printing if reproduction from film is required, and 
priority mailing. 

Rush Handling orders for mailing rather than pickup 
are accepted only from customers having NTIS Deposit 
Accounts or American Express cards. 


Rush Handling orders may be placed only by tele- 
phone, telegram, Telex, Telecopier or customers in 
person; not by mail. 


Rush Handling for delivery to customers by priority 
mail costs $10 for each item ordered. 


Rush Handling for pickup in Springfield or D.C. costs 
$6 for each item ordered. 


© PREMIUM SERVICE is a 24-hour toll-free tele- 


phone ordering procedure ensuring priority mail deliv- 
ery to NTIS Deposit Account customers within five to 
12 days. 


All Deposit Account customers will receive Premium 
Service identification numbers with which they may 
place telephone orders at any time. Premium Service 
benefits are toll-free calls with 24-hour availability, no 
busy signals, simplified ordering techniques (details 
with the identification number), postage savings, and 
priority delivery. 

Premium Service costs $3.50 for each item ordered. 


® REGULAR SERVICE will continue to operate with 
improved processing and stocking methods, optional 
priority mail delivery (slight additional cost) and op- 
tional pickup in Springfield or D.C. Current parcel post 
deliveries using the U.S. Postal Service are completed 
within nine to 30 days. 
DOMESTIC AIRMAIL is $2 additional for each docu- 
ment shipped. 


FOREIGN AIRMAIL is $3 for each document shipped. 






































PRICE CODES 


Most NTIS products are now announced with a price 
code. Dated periodicals have a code-price table, current 
at time of publication, affixed to the back cover so that 
users can determine the actual price of a product. As 
this is a hard-bound publication the code-price table 
cannot be attached to the back cover; you will find the 
current table shipped along with this index. The code- 
price table is updated in July and January. You can also 
consult a current issue of Weekly Government Abstracts 
(WGA) or Government Reports Announcements & Index 
(GRA&Il) for the code-price table. 


Use of the price-code scheme permits the NTIS 
electronic data base (from which WGA and GRA&I are 
derived) to reflect “current prices.’’ The codes won't 
change. In the future, by using a then current code-price 
table, one will be able to determine current prices of 
products that were entered into the system in the past. 











Weekly Government Abstracts comprise weekly news- 
letters in 26 categories, each carrying summaries of 
most unclassified federally funded research as it is 
completed and made available to the public. Abstracts 
of reports appear in as many categories as appropriate 
by means of a computerized cross-referencing system 


Administration 
Agriculture & Food 
Behavior & Society 
Biomedical Technology 
& Human Factors 
Engineering 

Building Industry 
Technology 

Business & Economics 
Chemistry 

Civil Engineering 
Communication 
Computers, Control, & 
information Theory 
Electrotechnology 
Energy 

Environmental 
Pollution & Control 

©® Government Inventions 
for Licensing 


NTIS PRODUCTS 


ABOUT WGA 


and do so within two or three weeks of their receipt 
by NTIS from the originating agencies. Generally, the 
technical report summaries have been prepared by 
the author. The last issue of the year is a subject index 
containing up to 10 cross references. The titles avail- 
able are: 





@ Health Planning 

Industrial & Mechanical 

Engineering 

Library & Information 

Sciences 

®@ Materials Sciences 

Medicine & Biology 

@ NASA Earth Resources 
Survey Program 

© Natural Resources & 
Earth Sciences 

@ Ocean Technology & 
Engineering 

© Physics 

© Problem-Solving 
Information for State & 
Local Governments 

® Transportation 

@ Urban & Regional 
Technology & 
Development 


For a price list and sample copies please write to Sub- 
scriptions, NTIS, Springfield, VA 22161. 


ABOUT SRIM 


SRIM (Selected Research in Microfiche) is an auto- 
matic biweekly service available from NTIS to help you 
expand your coverage of U.S. Government research 
and development at a cc-t within reach of a modest 
information budget. You limit your expense by receiv- 
ing complete research reports (not just abstracts) in 


microfiche, but only in the subject areas you select, 
and you get the reports in microfiche without having 
to tract down a specific report and order it. For further 
details, telephone SRIM Information (703) 557-4640 
or write to NTIS. 





ABOUT NTISearches 


NTiSearches are prepared by information specialists 
at NTIS from its online interactive bibliographic re- 
trieval system comprising more than 500,000 docu- 
ment/data records. The NTISearches are of two kinds: 
Published Searches and OnLine Searches. Published 
Searches are bibliographies prepared by NTIS analysts 


in anticipation of users’ needs. OnLine Searches are 
prepared by these same analysts on a customized basis 
to satisfy a very specific user information need. Write 
NTIS for a listing of Published Searches and ask for 
NTIS-PR-186 or call NTIS on the NTISearch Hot Line 
(703) 557-4642 to start a customized OnLine Search. 





PRODUCT FORMATS 


NTIS products can be in one or more of the following 


forms: 


Paper Copy—Copies of the original report or reprint 


are furnished. 


Microforms—tThe size of the microfiche film sheet is 
105 x 148.75mm (about 4 x 6 inches); microfilm 


can be 35mm or 16mm. 


Magnetic Tape—tTape can be prepared in most stand- 
ard 7 or 9 track recording modes for one-half inch a 
tape. Identify recording mode desired by specify- 
ing character set, track, density and parity. Call 
NTIS Computer Products if you have questions 
(703) 557-4763. 
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An Attrition Model for Penetration Processes. 
AD-A023 039/1GI 76-11 15G PC AO3/MF AO1 


IDA/HQ-75-17900 
mohipe Production and Marketing Decisions with 
Mu s: An ication of Mathematical 
Problems in the Con- 
AD-A022 019/4GI 76-10 12B PC AOQ2/MF A0O1 
IDA/HQ-75-17904 
Opportunities for R and D Action to Reduce 
Acquisition and Support Costs of Tactical Aircraft. 
mary. 
AD-A023 038/3GI 76-11 15& PC A04/MF A01 
IDA/HQ-75-17837 


On the Vector-i Combat Model. 
AD-A030 220/8G! 76-24 15G PC AOQ3/MF AO1 


IDA/HQ-75-17974 


Programs with Opti 
straints. 


Workshop on Atmospheric Transmission Modeling. 
AD-A026 354/1Gi 76-18 4A “PC | A11/MF A01 
IDA/HQ-75-17877 


On the Lulejian-1 Combat Model. 
AD-A030 171/3G! 76-24 15G PC AO4/MF A01 


IDA/HQ-75-18002 
—y Cost —— in the FCRCs (Federal Con- 


ract Research Centers) - 1950-1975. 
AD-AOT9 701/2G! 76-06 5A PC AOQ3/MF A01 
IDA/HQ-76-18012 


Duane’s Reliability Growth Model as a Non- 
homogeneous Poisson Process. 
AD-AO20 165/7GI 76-07 12A PC AOS/MF A01 


IDA/HQ-76-18059 
infrared Continuum tion by Atmospheric 
Water Vapor in the 8-12-Micrometer 


AD-A025 377/3GI 76-16 17E PC AO3/MF A01 
IDA/HQ-76- 18086 

The Effects of Patent and Antitrust Laws, 43 - 

tions, and Practices on innovation. Volume ti: Ex- 


ecutive Summary. 
PB-252 861/0GI 76-15 5B PC AQ2/MF A01 
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IDA/HQ-76-18155 


The aye -< Battle Damage on A-10 Availability 
and Sortie 


AD-A028 249/06 76-22 1C PC A04/MF A01 
IDA/HQ-76-18215 

A Common Programming Language for the Depart- 

ment of arian and Technical 

Requiremen 

AD-A028 997/061 76-21 98 PC A08/MF A01 
IDA/HQ-76-18267 


catia ai” he tay Meee ah Five Year De- 

riment of the Navy Program DP) 1B wae 
urce oie P Structure a 

Resource D 

AD-A027 721/00 76-20 15E PC A14/MF A0O1 


IDA-HQ-76-18304 


The Effects of Patent and Antitrust Laws, Regula- 
tions, and Practices on Innovation. Volume ill: An- 
notated ery 

PB-252 86 76-15 5B PC A13/MF A01 


IDA/HQ-76-18307 


On MaxMin and MinMax Strategies in Multi-Stage 
Games and ATACM. 
AD-A030 246/3GI 76-24 15G PC AOQ4/MF A01 


IDA/HQ-76-18368 


Air Force Central Supply and Maintenance Cost 
Data Base FYs 1965-1 
AD-A024 251/1GI 76-13 15E PC AOS/MF AO1 


IDA/HQ-76-18403 

Antagonistic Games. 

AD-A030 148/1GI 76-24 12B PC AOQ2/MF A01 
IDA/HQ-76-18462 


Computation of Particular Economic Equilibria. 
AD-A030 167/1GI 76-24 5C PC AO3/MF AO1 


IDA/HQ-76-18513 


On the CONAF Evaluation Model. 
AD-A030 232/3GI 76-24 15G PC A04/MF A01 


IDA/HQ-76-18656 
implications of ennetins Chinese Petroleum 


ts to 
AD- 017/8GI 76-24 SC PC A0S/MF A01 
IDA/HQ-250-74-16712 


Quantity-Quality Tradeofts, 
AD-B003 482/7GI 76-01 15G PC A11/MF AO1 


IDA-WORKING PAPER-266 


The yo of Computer Pr 
AD-A029 09/3! 76-24 


1DB-ASP-05-067 
Methods for the a of interferon in Cul- 
lls. 


tures of Human Diploid 
76-02 6M PC A02/MF AO1 


PC A08/MF A01 


PB-246 283/6G! 
1DB-ASP-05-068 


The Evaluation of Systemic, Local, and Topically 
Administered Antiviral Compounds on the Preven- 
~y and Treatment of Virus-induced Skin Infections 


n Experimental Animal Models. 

PB-246 340/4GI a 7601 60 PC A04/MF AO1 
IDB-ASP-05-079 

Preparation of Anti-interferon SERA; Production of 

Mouse interferon. 

PB-248 231/3GI 76-05 6E PC AO3/MF A01 
IDB-ASP-06-070 

Stabilization Studies on Human Interferon. 

PB-246 350/3GI 76-02 6M PC A02/MF AO1 
IDB-ASP-06-075 


Study of Interferon and interferon inducers in the 
revention of Rabies in Animals. 


PB-246 341/2GI 76-01 6M PC AO3/MF A0O1 
1DB-ASP-06-076 

Antiviral Substances and Animal Systems 

PB-248 999/5GI 76-07 60 PC A04/MF A01 
IDB-ASP-06-078 


Animal Model Systems for the Study of Interferon, 
interferon inducers and Other Antiviral Substances 


PB-248 308/9G! 76-05 6E PC A03/MF AO1 
1DB-ASP-06-081 

Biological Inducers of Interferon. 

PB-248 285/9GI 76-05 6M PC A02/MF AO1 
1DB-ASP-06-082 


Conduct Studies on the Transport of interferon 
Across the Mucous Membrane. 
PB-248 948/2G! 76-07 6P PC AOQ2/MF AO1 
IDB-ASP-06-186 
ical Stimulators of interferon. 
PB-248 949/0GI 76-08 6M PC AOQ2/MF A0O1 
IDB-VDP-03- 166 


Evaluation of influenza Temperature Sensitive Mu- 
—_s Phenotype, Genetic Defects and Infectious 
ial. 


PB-251 282/0GI 76-12 6M PC A02/MF A01 
IDB-VDP-65-097 

Control of Pneumococcal Pneumonia Among 

Navajo indians 

PB-251 281/2GI 76-12 6E PC AO3/MF A01 
IDB-VDP-05-113 


Development of Attenuated Mutants of Respiratory 
Syncytial Virus and Parainfluenza Viruses as Poten- 


tial Vaccine Strains. 
PB-248 284/2GI 76-05 6M PC A03/MF AO1 


1IDB-VDP-06-120 


Hepatitis Testing Laboratory: Annual Report and 
Statistical Summary, 1974-75. 
PB-251 283/8GI 76-12 6M PC AO2/MF A01 


1DB-VDP-06-123 


Research and Development in Support of the 

Laboratory of infectious Diseases (LID), NIAID 

Respiratory Virus and Mycoplasma Research Pro- 

ram. (Part A). Tissue Culture Production and 
ment Laboratories. (Part B). 

6M PC A03/MF AO1 


PB-246 344/6GI 76-01 
1IDB-VDP-06-124 
Geeestion of Pneumococcal Polysaccharide 
Reference Laboratory. 
PB-246 349/5G! 76-02 6& PC A02/MF A01 


IDB-VDP-06-127 
Radioimmunoassay for the Quantitative Determina- 


tion of Human Anti-Meningococcal Antibodies 
PB-246 346/1Gi 76-02 PC A02/MF AO1 
IDB-VDP-06-130 


a Evaluation of Octavailent A nog 
ride Vaccine and Antibody Response in 
on and Children. 


PB-254 916/0GI 76-19 6E PC A04/MF AO1 
1DB-VDOP-07-128 

Studies on in vitro Cultivation of Treponema pal- 

lidum 

PB- 346 121/8GI 76-01 6M PC AO3/MF AO1 
IDB-VDP-10-132 


Field Trial of the Efficacy of Dodecavalent Pneu- 
mococcal Vaccine at the Kaiser- en Medi- 
cal yay San Francisco, wy 


PB-251 /2GI 76-12 6E “PC A02/MF A01 
IDB-VDP-10-133 

immunohistochemical Assay of Hepatitis Virus As- 

sociated Anti -. 

PB-254 880/ 76-19 6M PC A02/MF A01 


wnenene. 


Safety and Antigenicity of Respiratory Viral Vac- 
cines in Infants and Children (A). Epidemiology, 
Pathogenesis, Clinical Studies of Non-bacterial 
Gastroenteritis (B). 


PB-248 947/4GI 76-07 60 PC A03/MF A01 
IDO-10060 
ae Plan. pe River Geothermal _aigeton 
idaho Geothermal R and D P 4 
NVO-151 76-06 81 PC \03/MF A01 
IDO-10061 


wey J Pian: Réft River Geothermal Exploratory 
Hole No. 2. 


NVO-156 76-07 8! PC AOQ3/MF A01 
1DO0-10062 
Raft River Geothermal —~ ppreperm Hole No. 1 


eas Completion 
Pett 81 PC AQ3/MF AO1 


Jou 
Drilling Plan: Raft River Geothermal Exploratory 
Hole No. 3. 
NVO-170 76-25 81 PC A03/MF A01 
1D0-12079 


Summaries of the idaho National Engineering 
Laboratory Site Ecological Studies information 


Heid at idaho Falls, wn ogy 1975. 
IiDO-1 76-25 PC A04/MF AO1 
1DO-22055 
Hydrologic Data for the Idaho National Engineering 
Laboratory Site, idaho. 


1IDO-22055 76-14 8H PC AO4/MF A01 
IDOE-76-81 

Reprint: Nitrogen Uptake in the Northwest Africa 

a Area: Results from the Cineca-Charcot ll 

PB-256 141/3GI 76-22 8A Not available NTIS 
IDRC-042E 


Low-Cost Rural Health Care and Health Manpower 
Training. An Annotated er ge with Special 
Emphasis on Developing Countries. Volume 1. 

HRP-0007732/1Gi 76-18 6E Not available NTIS 


1EA(M)-75-5 
Alaskan Methanol! con A Pre-Feasibility Study. 
1EA(M)-75-5 6-21 7A PC A11/MF A01 
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Alaskan Methanol! Concept. A Pre-Feasibility Study. 
PB-249 350/0GI 76-10 21D eC A11/MF A01 
1EA-30 
Application of Radioisotopes in the Petroleum, Gas, 


and Petrochemical industries. Part li. Logging of 
Petroleum Wells (Neutron me ogaing). 
1EA-30 


PC A05S/MF AO1 
1EA-31 
Environmental impacts of Nuclear Power Plants 
1EA-31 76-13 8H PC AOT/MF AOt 
1EA-36 
a of Isolated Scientists or Research Groups. 
76-08 51 PC AOQ2/MF A01 
Bo 
Health Physics. 
\EA-38 76-05 18F PC AO6/MF AO1 
1EA-40A 
Strain Gauges. 
1EA-40A 76-13 148 PC AQ3/MF A01 
1EA-42 
Nondestructive exp 235 U Enrichment Assay by 
ma Spectrometry. 
1EA-42 76-05 7D PC AO02/MF A01 
1EA-44(3-75) 


Utilization of Thorium: Conversion Ratio and Fuel 
Needs in Thermal Reactors. 
1EA-44(3-75) 76-15 18) PC AO02/MF AO1 


1EA-75-1 
1EA Energy Simulation Model: A Framework for 


a Ne -Ra U.S. E Analysis. 
to 05 10A PC AO4/MF A011 


1EA-75-2 
coat from Coal Fuel pose Other Applications. 


ORAU-126 7A PC AO4/MF AO1 
1EA-75-3 

Net Energy from Nuclear Power. 

\EA-75-3 76-13 18& PC AO7/MF AO1 

Net Energy from Nuclear Power, 

PB-254 059/9GI 76-21 18E PC A06/MF A01 
1EA-324 


intermediate Structure in the Photoneutron and 
Photofission Cross Sections in exp 238 U and exp 


IEA-324 76-13 20H PC A0Q2/MF AO1 
1EA-340 

iterative Methods in the Eai-Pace TR 48 Computer. 

1EA-340 76-10 9B PC AQ2/MF A01 
1EA-355 


—- Orientation Effects in Rare-Earth Doped Caf 


1CA-355 76-05 7D PC A02/MF A01 
1EA-361 


Determination of the Diffusion Coefficients of Ura- 
ny! Nitrate in Aqueous and Organic Media Using the 


1EA-361 76-02 7E PC A02/MF AO1 
Preparation of High-Cuality lodine-125-Labeled 
Pituitary Luteinizing Hormone for Radioimmunoas- 
1EA-362 76-05 6A PC A02/MF A01 


1EA-365 
ae ay ransferred Thermoluminescence (Ptti) in Lif 
100. 
1EA-365 76-05 18D PC AQ2/MF A01 
1EA-367 


Separation of Zinc and Palladium Traces from 

Uranium by Extraction with Tri-N-Oc ine. Direct 

Determination in the Organic Phase Atomic Ab- 

\EA-367 76-02 7D PC AQ2/MF AO1 
1EA-368 

Two-Group Milne Problem: A Numerical Study of 


the Effect of an ary 
1EA-368 6-09 PC A0Q2/MF A0O1 
1EA-370 


a Orthogonality Theorem for Thermal 
Neutron Transport. 

1EA-370 76-09 20H PC AO2/MF AO1 
1EA-371 


Rapid Radiochemical lon-Exchange Separation of 
lodine from Tellurium: A Novel Radioiodine-132 


Generator. 

1EA-371 76-05 188 PC AO2/MF AO1 
1EA-372 

Back-Scatter and Building-Up Effects on the Ther- 

moluminescence Sensitivity of a Thermal Neutron 

1EA-372 76-05 18D PC A02/MF A01 


1EA-378 
Void-Fraction Measurement in a Two-Phase Air-- 


\EA-378 76-14 20D PC A03/MF AO1 
Void-Fraction Measurement in a Two-Phase Air- 
Water Flow in a Vertical Tube. 
N76-25528/0GI 76-20 20D Not available NTIS 


1EA-379 
Tech for the Preparation of Uranium 
Tetrafiuo by Hydrofiuorination of Uo sub 2 Ob- 
tained from Ammonium Diuranate 
1EA-379 76-15 18) PC AO4/MF AO1 
1EA-384 


Counti Wave Subjected to First-Order Delay 
(Ana ulation). 


\EA- 76-16 9B PC A02/MF A01 
1EA-386 

Directional Correlations of gamma -Transitions in 

exp 134 Xe. 

1EA-386 76-15 20H PC A02/MF AO1 
1EA-388 


Transition Time for Water of the Juqueri River 

owe East Branch to the Pirapora Reservoir. 

\EA- 76-15 8H PC AO2/MF AO1 
1EA-389 


Water Percolation Conditions at the Entrance of the 
Canal Locks of the Parana River Using Radioisotop- 
ic Techniques. 


1EA-389 76-15 13M PC AO2/MF AO1 
1EA-391 
loys of V Production by Fast Electrons in Dilute Al- 


anadium., ti: By and Mol ey 
76-15 11F A02/MF AO1 
Damage Production by Fast Electrons in me Al- 
Vanadium, Niotium and Molybder 
N76-31045/7GI 76-26 11F PC A02/MF A01 


1EA-396 
Spectrographic Determination of Trace impurities in 
Nuclear Graphite. 
IEA-396 76-13 7D PC A02/MF A01 
1EA-398 


Measurement of Humidity in iron Ores in Freight 

Cars by Nuclear Techniques. 

1EA-398 76-13 148 PC AO3/MF AO1 
1EC-468001 

implementation of an initial Network for an EPA 

Ocean by saepanat information Center in the 


New York Bi 
PB-253 371/ ar 76-18 5B PC A02/MF AO1 
1EOR-75012 


An Evaluation of CPU Efficiency under Dynamic 


Quantum Allocation, 
AD-A027 200/5GI 76-20 9B PC A03/MF A01 
1EOR-75016 
The G/M/s/N Queue with Two Classes of 
Customers. Part |. A Parametric Analysis of System 
AD-A020 846/2G! 76-08 12B PC E02/MF AO1 
1ES-WORKING PAPER-23 


Evaluation of Institutional Arrangements for Solid 
Waste cling, 
PB-247 /8GI 76-05 138 PC A04/MF A01 


1ES-25 


1974 Survey of Energy Use in Wisconsin. 
PB-245 959/2GI 76-02 10A PC A04/MF A01 


1ES-26 


Alternative Future Electricity Generation Require- 
ments for the State of Wisconsin. 


PB-245 960/0G! 76-02 10A PC A03/MF AO1 
1ES-32 

A Model of Environmental impact of Wisconsin 

Electricity Use. 

PB-245 962/6GI 76-02 10A PC AQ3/MF Ai 
1ES-33 

A Model of industrial - Use in Wisconsin. 

PB-245 963/4GI 10A PC A02/MF A01 
1ES-35 

— eS ay Analysr Model: A Tool for Regional 

PB aus 964 76-02 10A PC AO4/MF AO1 
1ES-36 

A Model of Commercial + he Use in Wisconsin. 
PB-245 961/8GI 76-02 10A PC A02/MF A01 


1ES-37 


A Model of Residential a Use in Wisconsin. 
PB-245 966/7GI 10A PC A03/MF AO1 


A Simulation Model of Long-Range Expansion of 
Electricity Generation Capacity in Wisconsin. 


IFA-FR-134-1975 


PB-245 967/5GI 76-02 10A PC A02/MF A01 
1ES-39 


WISSIM-A Simulation Command a Part 1: 
Users Guide to WISSIM Comma 
PB-245 968/3G! 76-02 8 “PC A03/MF A01 


1ES-40 
WISSIM-A Simulation Command Langu Part 2: 
Users Guide for interfacing WISSIM and imulation 
Models. 
PB-245 969/1GI 76-02 98 PC AQ2/MF AO1 
1ES-42 


a of Commercial Building Codes for 
Semeeneean. 
eee 76-02 13A PC A0Q2/MF AO1 


1ES-49 


es Climate and World Food Systems Vi: A 
Detailed Mode! of the Production and Consumption 

— Wheat in the United States. 
PB 71/2GI 76-01 2B PC A06/MF AO1 


1ES-51 


Recycling of Compost in Dane, bye and Rock 
Counties, Wisconsin by foveate o Land, 
PB-247 111/8GI 76-04 138 Not available NTIS 


1ES-52 
The of Floods and Sediment Yields to 
Climatic Variation and Land Use in the Upper Mis- 
sissippi Valley, 
PB-247 086/2GI 76-04 8H PC AOS/MF AO1 
IFA-CRD-60-1975 
Three Numerical Methods for the Computation of 


the Electrostatic vane. 
IFA-CRD-60-1975 6-15 20H PC AQ2/MF AO1 
Three Numerical Methods for the Computation of 


the Electrostatic Energy. 
N76-30968/1GI 76-26 20C Not available NTIS 


IFA-ONBR-14-1975 
Set of Programs for the Storage and Selective 
Retrieval of Experimental Neutron Nuclear Data for 
the Danex L . (index, Sintex, Redex). 
IFA-DNBR-14-1975 76-03 20H PC MF A0O1 
IFA-DNBR-15-1975 


Optical Model Neutron Cross Sections Calculations 
for Cu — 63 . Cu hn 65 and Natural Cu in the 


radon his7s 7 76-02 20H PC A03/MF AO1 
IFA-ONR-21-1975 

— y= Calculations by the Coupled Channel 

ran Me Modified Version of the pm Age yO oy 

Ming R-21-1975 76-15 

Cross Section Calculations by the Coupled nan 

T : A Modified Version of the Program Jupitor. 

N76- /0GI 76-26 20H Not available NTIS 
IFA-DT-1-1975 

Structure of Block-Automorphisms of M X S exp 1. 

IFA-DT-1-1975 76-14 12A PC AO3/MF AO1 
IFA-FA-1-1975 


Reduction Theory. 

IFA-FA-1-1975 76-21 112A PC AO03/MF AO1 
IFA-FR-126-1975 

Using the Sun Gravitational Field for Determining 

the Velocity of the Gravitational interaction in the 

Case of Newtonian Gravitational Fields. 

IFA-FR-126-1975 76-02 20J PC A02/MF A01 
IFA-FR-127-1975 

Aspects of the Neutron Noise Analysis in View of 

Determining the Kinetic Parameters of the Nuclear 

Reactors with Thermal Neutrons at Ifa, Bucharest. |. 

Method of the Reduced Variance. 

IFA-FR-127-1975 76-02 18K PC A03/MF AO1 
IFA-FR-131-1975 

Theoretical ne Concerning the Size of 

Thermonuc Plasma Core of the Thermonuciear 

Reactor Controlled by the Rate of the Nuclear Fis- 

sion Reactions. Part |. 

\FA-FR-131-1975 76-02 18A PC A02/MF AO1 
IFA-FR-132-1975 

Theoretical Considerations Concerning the Size of 


Thermonuclear Plasma Core of the Thermonuclear 
Reactor Controlled by the Rate of the Nuclear Fis- 


ns. Part il. 
IFA-FR-132-1975 76-02 18A PC A02/MF A01 
IFA-FR-133-1975 


Thermal Conductivity of the Thermonuclear Plasma 
Doped with impurities and Thermal Pseudo-Con- 
ductivity in the Presence of a Space Transport of 
Particles at a Constant Flux. 

IFA-FR-133-1975 76-13 201 . PC AO2/MF AO1 


IFA-FR-134-1975 


Use of Code Dtf-4 for Determining the Coefficient of 
Back-Refiection of the Neutron within the Ther- 
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monuciear Plasma of a Thermonucilear Reactor 
Geanenes by the Rate of the Fission Reactions. 
art |. 
IFA-FR-134-1975 76-02 18A PC A02/MF A0O1 
IFA-FR-135-1975 
Use of Code Dtf-4 for Determining the Coefficient of 
Back-Refiection of > Neutron within the Ther- 
monuciear Plasma of a Thermonuciear Reactor 
yam by the nate ‘a the Fission Reactions. 
art i. 
IFA-FR-135-1975 76-13 18A PC AQ2/MF AO1 
IFA-FR-136-1975 
Computation Program for Determining the Space 
Temperature and of the lon Density within a 
Thermonuciear Reactor, the Thermonucilear Plasma 
of Which ts Controlied by Fission Reactions Dstd 
IFA-FR-136-1975 76-02 20! PC A02/MF A01 
1FA-FR-137-1975 
Application of Computation Program Dstd to the 
Thermonucilear Plasma Size for the Thermonucilear 
yg Controlled by the Rate of the Fission Reac- 
tion. 1. 
IFA-FR-137-1975 76-13 18A PC AO3/MF A0O1 
IF A-FR-138-1975 
Use of a Somaaes Magnetron for Making Electric 
Generators with R or a Converting Cell 
of the Fission Nuclear Energy. 
IFA-FR-138-1975 76-14 18N PC AOQ2/MF AO1 


Use of a Converted Magnetron for Making Electric 
Generator with Radioisotopes or a Converting Cell 
of the Fission Nuclear Energy. 

N76-25668/4GI 76-20 18N Not available NTIS 


IFA-FR-140-1975 


Application of og ge Program Dstd to Deter- 
ny a Suitable Form of Thermonuciear Plasma 
or the Thermonuciear Reactor Controlled by Fis- 


oh Reaction Rate. 
IFA-FR-140-1975 76-13 18A PC AO3/MF AO1 
IFA-FR-141-1975 


Geometric Dimensions of an Alternative Nuclear En- 
ine and the Coefficient of Variation with Regard to 
Sne-Dimension of the Neutrons Multiplication Fac- 
tor. 
IFA-FR-141-1975 76-13 18K PC AO3/MF AO1 
1FA-FT-111-1975 


ee of Lorentz and Einstein Transformations 
ncepts of Distance and Duration. 
——w ae 11975 76-03 20J PC A0Q2/MF AO1 


IFA-FT-116-1975 
Setf-Consistent Fieid ay 4 for the Plasma 
+= qe of an Electron Gas in a Layered Thin 
IFA-FT-116-1975 76-09 201 PC AQ2/MF AO1 
iFA-FT-117-1975 
Renormalization Group Equations with Multiple 


me Constants 
IFA-FT-117-1975 76-13 20) PC AOQ2/MF AO1 


IFA-MC-23-1975 

Fortran Program for Data Handling on 
IFA-MC-23-1975 76-13 18D PC IME A01 
IFA-NR-56-1975 

Resonant Absorption of pane a in the 


Presence of ~ 7 Photon F 
IFA-NR-56-197 76-02 20H POA A02/MF A01 


IFA-NR-5S7-1975 


Selfsupported Epitaxial Silicon Film 

IFA-NR-57-1975 76-13 20L PC A02/MF A01 
IFA-NT-1-1975 

Code for Coupled Parameter Analysis. 

IFA-NT-1-1975 76-03 18K PC A02/MF A01 
tFA-NT-6-1975 


Evaluation of the Fast Reactor Examples for gig 

One-Dimensional Multigroup Diffusion a 

IFA-NT-6-1975 6-13 18E PC MF A01 
1FA-RT-3-1974 

Power-Fast-Reactor Optimization by the Game 

iFA-RY.3-1974 76-02 18E PC A02/MF AO1 


tFA-SR-12-1975 
influence of the Ph of the Tissues on the Transverse 


Relaxation Time T sub 2. 
IFA-SR-12-1975 76-13 6P PC AOQ2/MF AOi 
tFA-SR-13-1975 . 


Computer Program for Simulation of Moessbauver 
Relaxation ra. 
IFA-SR-13-1975 76-13 20H PC AQ2/MF AOi 


tFC-LR-76-1 
Evaluation of Revised Approach Lighting Criteria. 
AD-A030 073/1GI 76-24 1E PC AQ2/MF A01 
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IFC-LR-76-2 
Role of yor? Suapiy t in instrument Flight. 
AD-A030 075/ 6-24 1D PC MF AO1 
IFC-TN-75-2 


Five-inch Vertical Scale Tape Altimeter and Air- 

speed indicator Evaluation. 

AD-A018 446/5GI 76-03 1D PC AO2/MF AO1 
IFC-TR-76-1 

Light-Line Visual Landing Head-Up Display (HUD) 

Evaluation, Phase |. 


AD-A021 903/0G! 76-10 1D PC AO4/MF A01 
1FC-TR-76-2 

Solid State ie egaes — Timer Evaluation. 

AD-A022 14B PC A03/MF A01 
iFC-TR-76-3 

Helicopter Yaw Axis mentation Investigation. 

AD-A024 512/6GI 6-14 1C PC /MF AO1 
1FI-CUU-MEMO-1 

Introduction to Lisp Einfuehrung in Lisp 

N76-10757/2Gi 76-03 9B PC AOS/MF A01 
IFKM-WB-1/75 


The Effect of Ultrasonic Waves on the Fracture Pro- 
ies of KCi Single C is. 
76-21339/6GI 76-16 20 PC AOB/MF AO1 


tFKEA-WB-6/74 
Model In tions of the Strength of Inorganic 
Nonmetallic Materials with inhomogeneities under 


Dynamic Strain Mod gen Zum Festig- 
keitsverhalten von Anorganischen, Nichtmetal- 
lischen Werkstoffen MIT inhomogenitaeten bei 


woo ee new Beanspruchung. 
N76-11293/7GI 76-07 11G PC A04/MF A0O1 





IFKM-WB-6/74 

Schlieren Optical Investigations into the Propaga- 

tion of Short Duration Elastic Pulses in Plates. 

N76-10520/4GI 76-03 19D PC AOS/MF AO1 
IFKM-WB-7/74 

interaction of Multiple Cracks. 

N76-11470/1GI 76-07 20K PC A04/MF AO1 
IFKM-WB-9/74 

An Experimental investigation into Crack pe ee 
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JPL-TM-33-770 
ee 1: Compatible interpolation over a Trian- 
R76-23920/1GI 76-18 12A PC AO3/MF AO1 
JPL-TM-33-771 


- Numerical — pasooe of wo ote a 
ithms: An Determination Case Study. 
N¥6-28830/ 


/7G\ 76-22 22C PC A03/MF 
JPL-TM-33-772 
RAPID: A + tide ee Access Picture Digitizer, Display, 
Nve-2s880%Gr 76-18 98 PC AQ3/MF AO1 
JPL-TM-33-773 


DABI: A Data Base for 
deterministic Inference C 
N76-23884/9GI aco 


JPL-TM-33-774 
On the Problem of Embedding Picture Elements in 
Regions. 
N76-26445/6GI 76-22 14E PC AO3/MF AO1 


, 


je Analysis with Non- 
PC A03/MF A01 








JPL-TM-33-775 
Low Work Function Silicon Collector for Ther- 


mionic Converters 
N76-23704/9GI 76-18 108 PC A03/MF A01 
JPL-TM-33-777 


Tenth Aerospace Mechanisms Symposium 
N76-28272/2GI 76-25 22B PC At1/MF A01 


JPL-TM-33-778 
Solar Radiation Pressure Effects on the Helios 
Spacecraft. 
N76-30258/7GI 76-26 22A PC AO04/MF A01 
JPL-TM-33-780 


An Experimental Investigation of Fluid Flow and 
Heating in Various Resonance Tube Modes. 
N76-30498/9GI 76-26 20D PC AO0S/MF A01 


JPL-TM-33-781 
The Transient Thermal Response of a Tubular Solar 


Collector. 
N76-28649/1Gi 76-25 10B PC A03/MF A011 
JPL-TM-33-782 


Heterogeneous Reaction of Ozone with Aluminum 


Oxide. 
N76-30321/3GI 76-26 7D PC AO3/MF AO1 
JPL-TM-33-788 


irradiate-Anneal Screening of Total Dose Effects in 
Semiconductor Devices. 


N76-28223/5GI 76-25 22B PC A03/MF A01 
JPL-TM-33-789 

Life Capability of Bb Silver Electrode in Alkaline 

Electrochemical C 

N76-28648/3GI * 16-25 10C PC A03/MF A01 
JPL-TM-33-794 

Viking X-Band reser gry 

N76-30274/4GI 9F PC A04/MF A0O1 
JPL-TM-33-795 


——— Disposable = (MODCAN) Crash Cushion: 


er Investigation 
N7631 /2GI 76-26 13F PC A03/MF A01 
JPL-TR-32-1598 
we Dynamics Simulation Subroutines for 
Systems of —~ ~~ rae Rigid Bodies with 
Nrethootiaan 76-07 20K PC AO7/MF A01 
JPL-TR-32-1600 
Results of the 1973 NASA/JPL Balloon Flight Solar 


Cell Calibration Program. 
N76-13590/4GI 76-08 10B PC A03/MF A01 


JPL-TR-32-1601 
New Optical and Radio Frequency Angular Tropo- 
spheric Refraction Models for Deep Space Applica- 
tions. 
N76-28449/6GI 76-25 20N PC AO3/MF AO1 
JPL-TR-32-1602 


The Prediction of Zenith Range Refraction from 
— Measurements of Meteorological Parame- 


N76.28718/4GI 76-25 4A PC AO3/MF AO1 
JPL-TR-32-1603 

JPL Development Ephemeris Number 96 

N76-24106/6GI 76-18 3A PC A03/MF AO1 
JPL-TR-32-1604 


Five Meter Diameter Conical Furlable Antenna. 
N76-27479/4GI 76-25 9E PC A03/MF AO1 


JPL-4 
Rie’ Deo of Thermoelectric Generator Testing and 
ke me rg Mechanisms Evaluation. Progress 
(epost 
76-11 18N PC AO4/MF A01 
Po 


Shuttle Synthetic Aperture Radar implementation 
Study, Volume 1. 
N76-26362/3GI 


JPL-760-96 
Science Aspects of a 1980 Flyby of Comet Encke 


with a Pi acecraft. 
76-17 22A PC A08/MF A01 


76-22 171 PC A14/MF AO1 


ioneer Sp 
N76-22227/2GI 
JPL-900-715 
ren Quarantine, Supporting Research and 


N76-10971/9GI 76-03 22A PC AO6/MF A01 
JPL-900-732 

Planetary Quarantine. 

N76-23848/4GI 76-18 6M PC AO7/MF AO1 
JPL-1200-194 


Project Pian Hydrogen Energy Systems Technology. 


a 1: Hydrogen Energy Systems Technology 
N76-18678/2GI 76-13 21D PC AO2/MF AO1 


JPL-1200-240-V-1 


An Automated System for Chromosome Analysis. 
Volume 1: Goals, a ae and Performance. 
N76-30785/9GI 6B PC A07/MF A01 


JPL-1200-240-V-2 


An Automated System for Chromosome Analysis. 
Volume 2: System Construction, Programming, 
ration, and Maintenance. 


N76-30786/7GI 76-26 6B PC A11/MF A01 
JPL-5040-1 

Hydrogen Tomorrow: Demands and Technology 

Requirements. 

N76-18654/3GI 76-13 210 PC A11/MF AO1 


JPL-5040-12-VOL-1 
Lean Mixture Engines Testing and Evaluation Pro- 
ram. Volume |: Executive Summary 
B-251 765/4GI 76-13 218 Voc A03/MF A01 
PL-5040-12-VOL-2 
Lean Mixture ye Testing and Evaluation Pro- 
ram. Volume ti: Comprehensive Discussion. 
B-251 766/2GI 76-13 21B PC A06/MF AO1 
JPL-5040-12-VOL-3 
Lean Mixture Engines ee and Evaluation Pro- 
i. Volume lil: Appendices. 
B-251 767/0GI me-13 21D PC AOS/MF A01 
JPL-5040-13 
Proceedings of the First Erda Semiannual Solar 
Photovoltaic Conversion Program Conference. 
N76-12472/6GI 76-07 10B PC A99/MF A01 
JPL-5040-16 
Application of Computer-Aided Dispatch in Law En- 
forcement: An Introductory Planning Guide. 
N76-24086/0GI 76-18 SK PC AOQS/MF A01 
JPL-5040-17 
Application of Automatic Vehicle Location in Law 


Enforcement: An Introductory Planning Guide. 
N76-24087/8GI 76-18 5K pe A04/MF A01 
JPL-5040-18 


Patrol Force Allocation for Law Enforcement: An In- 
troductory Planning Guide. 
N76-24084/5GI 76-18 SK PC AO4/MF AO1 


JPL-5040-19 
Multi-Community Command and Control Systems in 


Law Enforcement: An Introductory Planning Guide. 

N76-24085/2G! 76-18 PC /MF AO1 
JPL-5040-22 

JPL Activated Carbon Treatment System (ACTS) for 

N76-206 

N76-20697/8G! 76-15 13B PC AO3/MF AO1 
JPL-5040-29 


The Sane 4 yn from Utility-Owned Solar Elec- 
tric S way Revenue Methodology for 
ERDA/EPRI E evalu ations. 

N76-28647/ 76-25 108 PC A0S/MF A01 


JPL-5040-30 


An Automated System for er ro Ana 
N76-30798/2GI 76- 6E PC A07/ F Ao1 


JPL-5040-31 
Effects of the Physiological Environment on the 
Long-Term Physical Performance of Polymeric 


Materials. 
PB-255 708/0GI 76-20 6L PC A04/MF AO1 
JPNRSR-12 


Calculation of Radionuclide Yields in Complex 
Decay, Activation, and Fission at Any Given 


(Codac Code) 
JPNRSR-12 76-13 18K PC AQ4/MF A01 
JPNRSR-13 
Experimental Investigation of Safety Against Unsta- 
le Fracture of the Pressure Components of 
Nuclear React 
JPNRSR-13 76-12 181 PC A13/MF A01 
JPNRSR-14 


Experimental Research on Strength Design Criteria 
Taking into Consideration Fatigue and Creep in- 
teraction of Nuclear Reactor Materials. 

ERDA-tr-48 76-05 11F PC A10/MF A01 


JPNRSR-28 


Correlation Between Acoustic Emission and Crack 
Size Calibrated by Standard AE Source Generated 


> ag Steel 
R-28 76-25 18) PC A02/MF A01 
Petron 
Soviet Oceanographic Studies--Transiation. 
JPRS-63899 76-16 8J PC A0Q2/MF A01 
JPRS-64893 


Parameters of Laser Pulses Passing Through a 
Water Medium--Translation. 
76-18 20F PC A02/MF A01 


JPRS-65910 


JPRS-65532 
Translations on the Law of the Sea, XXii. Special 


rt--Transiation. 
ipa essse 76-05 5D PC A03/MF A01 


JPRS-65742 
Piant Construction in enetnen tea 
JPRS-65742 6-02 13M PC A02/MF A01 
JPRS-65760 


Acoustic Methods and Facilities for Investigating 
the Ocean--Transiation. 
JPRS-65760 7 8J PC A10/MF A01 


JPRS-65792 


international Conference on Powder Metallurgy 
~~, Czechoslovakia, October 1974--Transiation. 
RS-65792 76-03 118 PC A0Q2/MF A0O1 


aeibine 


ys pbb. of Unified Computer System--Translation. 
76-01 98 PC A02/MF A01 


JPRS-65817 
ge Holes with Electrically Driven Bits--Transla- 


JPRS-65817 76-02 81 PC A02/MF A01 
JPRS-65823 

Gravimetric Investigations of the Mid-Atlantic 
Ridge--Translation. 

JPRS-65823 76-02 8E PC A02/MF A01 
JPRS-65824 


Some Data on Extraorgan Innervation of Dolphin 


Pharynx--Translation. 
JPRS-65824 76-01 6C PC A02/MF A01 
JPRS-65834 


Selection of Characteristic Depth in Automating 

Research on the Ocean Floor Relief--Transiation. 

JPRS-65834 76-01 8) PC A02/MF AO1 
JPRS-65835 


Geophysical Investigations of the Yamato Rise-- 
Translation. 


JPRS-65835 76-02 8G PC AO2/MF AO1 
JPRS-65837 

ee the Noise of a Shipboard Sonar--Transia- 

JPRS-65837 76-02 17A PC AO2/MF A01 
JPRS-65846 


Determination of the Second Derivative of the 
Gravitational Potential from Relative Motion of a 
id Body--Transiation. 


JPRS-65846 76-02 8E PC A02/MF A01 
JPRS-65847 

Model of a Driving Center--Transiation. 

JPRS-65847 76-01 12A PC A02/MF A0O1 


JPRS-65858 
Exploration of Earth Resources by Space Methods-- 
Translation. 


JPRS-65858 76-02 8F PC AOS/MF A01 
JPRS-65859 
Histochemistry of Serotonin of Skeletal Muscles Ex- 


to Pulsed Magnetic Fields--Transiation. 
JPRS-65859 76-01 6R PC AO02/MF A01 
JPRS-65862 
Physiological Mechanisms of Goal-Directed Move- 
ment--Transiation. 
PRS-65862 76-01 5J PC AO2/MF AO1 
JPRS-65877 


Study of the Auditory Perception of Dolphins as a 

Function of Signal Characteristics in the Time 

Domain--Translation. 

JPRS-65877 76-01 6C PC A02/MF A01 
JPRS-65883 


Levels of the Slow Bioelectric Organization of the 
ye Brain--Translation. 
JPRS-65883 


76-01 6P PC A02/MF A011 
JPRS-65885 
Thermonucilear Reaction and the Laser--Transia- 
tion. 
JPRS-65885 76-01 18A PC AO02/MF AO1 
JPRS-65899 


Comparison of the MPC Levels of Chemicals in the 

Air of a Work Area Adopted in the USSR and USA-- 

Translation. 

76-01 6J PC AQ2/MF A01 

JPRS-65909 

influence of Vibration on the Readings of String 

and en ee ae 

JPRS 148 PC AOQ2/MF AO1 
JPRS-65910 

Marine Gravimeter Observations During the Sixth 

Antarctic Expedition--Transiation. 

JPRS-65910 76-02 148 PC A0Q2/MF A01 


AR-665 








JPRS-65927 


Oceanographic investigations. Results of Geological 
and Geophysical Investigations in the Sea of Japan 
on 42d Voyage of the Scientific Research Vessel! VI- 
TYAZ--Transiation. 


JPRS-65927 76-02 8G PC A06/MF AO1 
JPRS-65936 

Atmospheric Processes--Transiation. 

JPRS-65936 76-02 4A PC A03/MF AO1 
JPRS-65939 


Use of Highly Damped Gravimeters for Observations 
on Submarines, Surface Vessels, Aircraft and 
Helicopters--Transiation. 

JPRS-65939 76-02 8E PC A03/MF AO1 


JPRS-65947 


Acoustic Methods and Facilities for investigating 
the Ocean. Part |--Transiation. 
JPRS-65947 76-01 17A PC A13/MF AO1 


JPRS-65949 


The Brain: Living, Alert, and Working--Translation. 
JPRS-65949 76-02 SJ PC AO2/MF AO1 


JPRS-65961 


Telecommunications by rs Fibers--Translation. 
JPRS-65961 03 20F PC A03/MF AO1 


JPRS-65999-1 
Works of the All-Union School-Seminar on Statisti- 
cal Hydroacoustics (SG-5). Part |--Transiation. 
JPRS-65999- 1 76-01 20A PC AOS/MF AO1 
JPRS-65999-2 
Works of the All-Union School-Seminar on Statisti- 
cal Hydroacoustics (SG-5). Part ll--Transiation. 


JPRS-65999-2 76-01 20A PC AO0S/MF A01 
JPRS-66008 

Twenty Years of Atomic Energy--Transiation. 

JPRS-66008 76-05 181 PC A14/MF A01 
JPRS-66018 


investigations of Temperature Stability of Gravime- 
ters--Translation. 
S-660 


JPR 18 76-02 14B PC AO2/MF A01 
JPRS-66021 

Whales and Doiphins--Translation. 

JPRS-66021 76-02 6C PC A03/MF AO1 
JPRS-66022 

Turbines for Nuclear Power Stations--Translation. 

JPRS-66022 76-03 18E PC AO3/MF A01 
JPRS-66025 

Construction and Architecture of Leningrad--Trans- 

JPRS-66025 76-02 13M PC A04/MF AO1 
JPRS-66028 


Peripheral Equipment for USSR Unified System 
aca 
JPRS-6602 76-02 9B PC A02/MF A01 


JPRS-66036 

Morphology of Delphinidae--Transiation. 

JPR 76-03 6C PC AO0S/MF A01 
JPRS-66053 

pe Studies--Translation. 

JPR 76-03 5K PC A12/MF A01 
JPRS-66058 


Aerospace Research of the Environment. 

pgm Soil Science, and Hydrology--Transla- 

JPRS-66058 76-04 8F PC A10/MF AO1 
JPRS-66060 

Manual on Meteorological Support for Civil Avia- 


tion--Translation. 
JPRS-66060 76-03 48 PC AOS/MF A011 
JPRS-66061-1 


Scattering of Waves Statistically irrequiar Surfaces 


Part |--Transiation. 
JPRS-6606 1-1 76-03 20N PC A13/MF AO1 
JPRS-66061-2 
Scattering of Waves by Statistically Irregular Sur- 
faces. Part li--Transiation. 
JPRS-6606 1-2 76-03 20N PC A10/MF AO1 


JPRS-66085 : 

Studies of Earthquake Properties on Kamchatka 

Peninsula - Part |!--Translation. 

JPRS-66085 76-04 8K PC AO6/MF A01 
JPRS-66097-1 ~° 

Handbook of ‘Cimecw Part i--Transiatio 

JPRS-66097 - 76-03 SJ PC A13/MF A01 
JPRS-66117 

Diffraction of Electromagnetic Waves on Conduc- 

tive Bodies in Sea Water--Transiation. 

JPRS-66117 76-03 20N PC AOS/MF AO1 


AR-666 


JPRS-66125 


Approximate Methods of 

Processes--Transiation. 

JPRS-66125 7 
JPRS-66202 


Human Capacity for Work Under Special Conditions 

ina yoy Chamber--Transiation. 

JPRS-66 76-04 6S PC A02/MF AO1 
anumnae 

Computing the reey a Velocity and Pulsation 

Energy in a Turbulent Axisymmetrical Wake Far Be- 

hind a Streamlined Body--Translation. 

JPRS-66213 76-04 20D PC A02/MF A01 
JPRS-66218 

Gravimetric instrumentation and Observations on 

the Research Vessel Vityaz--Translation. 

JPRS-66218 PC A03/MF A01 
JPRS -66220 


Short Wave Radio Communications 
Translation. 


Analyzing Random 
12A PC A0QS/MF AO1 


Systems-- 


JPRS-66220 76-05 17B PC AOQ2/MF AO1 
JPRS-66221 

Waterworks of Thermal Electric Power Stations-- 

Translation. 

JPRS-66221 76-05 13A PC A03/MF A01 
JPRS-66222 

integration of Science and Production--Translation. 

JPRS-66222 76-05 13H PC A02/MF A01 
JPRS-66223 

Social Security Law in USSR--Translation. 

JPRS-66223 76-04 5K PC AO6/MF A01 
JPRS-66251 

Research of the Polar Experiment Program--Trans- 

lation. 

JPRS-66251 76-04 8) PC AO3/MF AO1 
JPRS-66255 

Construction Industry Requirements--Transiation. 

JPRS-66255 76-04 13M PC AOS/MF A0O1 
JPRS-66256 


Probability Methods in the Applied Theory of 
Gyroscopes--Transiation. 


JPRS-66256 76-04 17G PC AO6/MF AO1 
JPRS-66267 

Artificial Modification of Atmospheric Processes-- 

Transiation. 

JPRS-66267 76-04 4B PC AO2/MF A01 
JPRS-66268 

Methods of Determining Harmful Substances in the 

Air--Translation. 

JPRS-66268 76-05 7D PC A13/MF A01 
JPRS-66284 


Some Questions of Investigating Natural Resources 
with Aid of Space Stations--Translation. 
JPRS-66284 76-05 8F PC AOQ2/MF A01 


JPRS-66286 


Factors Affecting Rehabilitation After Myocardial In- 
farct--Transiation. 
JPRS-66286 76-04 6E PC A02/MF A01 


JPRS-66287 
Airborne Gravimeter Apparatus Based on String 


Sensors--Translation. 
JPRS-66287 76-05 8E PC AO2/MF A01 
JPRS-66304-1 


Plague Bibliography Russian Literature, 1740-1964. 


Part |--Translation. 
JPRS-66304-1 76-05 6E PC A12/MF A01 
JPRS-66304-2 


Plague Bibliography Russian Literature, 1740-1964. 


Part lil--Translation. 
JPRS-66304-2 76-05 6E PC A12/MF A01 
JPRS-66305 


rypes of Armed Forces and Combat Arms--Transla- 


JPRS-66305 76-05 15C PC AO3/MF A01 
JPRS-66306 

Marine Gravimeters--Translation. 

JPRS-66306 76-04 1 PC A03/MF A01 
JPRS-66307 

Research on Man, Genetic Engineering--Transla- 


JPRS-66307 76-04 6C PC AO3/MF A01 
JPRS-66309 

Effect of Mechanical Loads on the Destruction 

Processes of Medical Polyurethane Glue KL-3-- 
76-05 6. PC AO2/MF A01 
JPRS-66338 


Qualitative Characteristics of the Vestibular Nuclei 
of the Brain of Dolphins and Man--Translation. 


JPRS-66338 76-05 6C PC A02/MF A01 
JPRS-66339 

Use of Artificial Electromagnetic Fields in Medicine- 

-Translation. 

JPRS-66339 76-05 6E PC AO2/MF AO1 
JPRS-66340 

Testing Bulk Compressive Strength of Rocks-- 

Translation. 

JPRS-66340 76-05 8G PC A04/MF A01 
JPRS-66341-1 


Handbook on the Organization of Veterinary Ser- 

vice. Part |--Transiation. 

JPRS-66341-1 76-05 2E PC A10/MF A01 
JPRS-66341-2 

Handbook on the Organization of Veterinary Ser- 

vice. Part li--Translation. 


JPRS-66341-2 76-05 2E PC A08/MF A01 
JPRS-66353 

Biographical Treatment of the Creative Individual-- 

Translation. 

JPRS-66353 76-05 5B PC A08/MF A01 
JPRS-66356 


Control of Ballistic Missiles and Spacecraft--Trans- 
lation. 


JPRS-66356 76-07 16D PC AO06/MF AO1 
JPRS-66390 

Booster Rocket Guidance System--Transiation. 

JPRS-66390 76-07 21H PC AOQ2/MF A01 
JPRS-66391 

innovations in Industrial Construction--Transliation. 

JPRS-66391 76-07 13M PC AO3/MF AO1 
JPRS-66392 


Scientific and Technological Revolution and Forma- 
tion of the New Man--Translation. 
JPRS-66392 76-07 5D PC A04/MF A01 


JPRS-66396 
Basic Problems of Studying Pheromonal Communi- 


cation in insects--Translation. 
JPRS-66396 76-07 6C PC AO2/MF A011 
JPRS-66400 


Program of Conference on Technical Utilization of 
Superconductivity-- Translation. 
JPRS-66400 76-08 9C PC A02/MF A01 


JPRS-66405 
Question of Endemic Nature of Influenza A--Trans- 
lation. 
JPRS-66405 76-07 6M PC AO2/MF A01 
JPRS-66406 


Monitor and Control instrumentation Panels and 
Displays--Transiation. 
JPRS-66406 76-08 9B PC AQ2/MF A01 
JPRS-66412 
Technical and Economic Analysis of Trends to 
Large Computers--Transiation. 
76-08 9B 


JPRS 12 PC A02/MF A01 
JPRS-66413 
nt of Methods of Active Vibration Sup- 
pression--Translation. 
JPRS-66413 76-07 131 PC AQ2/MF A01 


JPRS-66417 
Man Converses with Machine--Translation. 
JPRS-66417 76-08 5E PC A02/MF AO1 
SPRS-CO616 


Te 





ical Conditions and Winter Wheat 


JPRS-66418 76-07 2D PC A14/MF A01 

JPRS-66426 
an Research in Soviet Far East--Translation. 

JPRS-66426 76-08 2D PC A03/MF A01 
JPRS-66428 

a tallochemical Features of Some Ferrites--Trans- 

4 28 76-08 201 PC AO3/MF A01 
JPRS-66434 


Clinical Aspects of the Effect of Metric Range Elec- 

iene tie om 

JPRS-66434 76-07 6R PC A02/MF AO1 
JPRS-66439-1 


Course on Political Economy. Volume ii. Part |-- 
Translation 


JPRS-66439-1 76-06 5C PC A11/MF A01 
JPRS-66439-2 

Course on Political Economy, Volume Wi. Part ti-- 

Translation. 

JPRS-66439-2 76-06 5C PC A12 
JPRS-66439-3 


Course on Political Economy. Volume UW. Part Iil-- 
Translation. 
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JPRS-66439-3 76-06 5C PC A0S/MF A01 
JPRS-66440 
yo Technology in industry--Transiation. 
76-08 9B PC A02/MF A01 
aa. 


poy of i aoe 
5J PC AQ3/MF A01 


au 
Microprofiling Seismic ple 
JPRS-66458 8K PC A02/MF A01 
JPRS-66469 
o~ Protection Through Chemistry--Translation. 
PRS-66469 76-10 6F PC A04/MF A01 
aati 
Modern Approach to the Problem of Unconscious 
Mental — (The enqenenon rene 
JPRS-66470 76-09 PC A02/MF A01 
JPRS-66498 
Third Generation Computer Exhibit-- Translation. 
JPRS-66498 76-08 9B PC A06/MF A0O1 
JPRS-66501 


Gyroscopic Systems and Instruments of Precision 

Mechanics--Translation. 

JPRS-66501 76-07 17G PC A04/MF AO1 
JPRS-66512 


Effects of Non-lonizing Electromagnetic Radiation-- 
Translation. 


JPRS-66512 76-08 6R PC A06/MF A01 
JPRS-66513 

Gravimetric Investigations-- Translation. 

JPRS-66513 76-06 8E PC A04/MF A01 
JPRS-66526 


1974 Results, 1975 Plan for institute for Medical 
Research and Occupational Medicine of the Yu- 


y of Sciences and Arts in Zagreb-- 
ransiation. 
JPRS-66526 76-10 6J PC A04/MF A01 
JPRS-66536 


Some Characteristics of a Discrete Subsystem of a 
sae Differential System--Translation. 
JPRS-66536 76-10 12A PC AQ2/MF AO1 


- JPRS-66537 
Soviet Research on ome Sw ty 
JPRS-66537 2D PC A0Q3/MF AO1 
JPRS-66541 
Laser Sounding of the Atmosphere--Transiation. 
JPRS-66541 76-10 20F PC AQ2/MF AO1 
JPRS-66545 


influence of Trace Pheromones of ‘Trissoicus gran- 
dis’ (Hymenoptera, Scelionidae) on the Searching 
pow of Females--Transiation. 
PRS-66545 76-10 6C PC A02/MF AO1 

Pr 


Morphofunctional Features of the Hearing Organ in 
Le ne Semiaquatic, and Aquatic Mammals-- 


JPRS-66546 76-09 6C PC AO2/MF A01 
JPRS-66558 

FORE SSS ee io Ry ec AGS/ME AOt 
JPRS-66559 

Can Intellect be Measured--Translation. 

JPRS-66559 76-10 .5j PC AO2/MF AO1 
JPRS-66560 


Automation of Railroad Shunting Yards--Transia- 
tion. 


JPRS-66560 76-11 1.5 PC AQ2/MF AOt 
JPRS-66562 

USSR State Prizes in Scienc: and Engineering 

(1975)--Translation. , 

JPRS-66562 76-10 *3 PC AQ2/MF AO1 
JPRS-66572 


aousinging the Mathematical and Ph 
7 Bases for the Automation of ne 


Design and Manufacture of Computers and Their 
nents--Translation. 
Jone cesT 76-10 98 PC AQ2/MF A01 
JPRS-66574 
Advantages of Automated Production Control 
, - y- gepeaay 
JPRS-665 76-10 5C PC A0Q2/MF A0O1 
Poe 


Properties of Penicilinamidase Covalently Bound to 
Cellulose Matrices--Translation. 


JPRS-66575 76-10 60 PC AO2/MF A011 
JPRS-66576 

Soviet Rice Research--Transiation. 

JPRS-66576 76-09 2D PC A02/MF A01 


JPRS-66577 


Abstracts of Papers for Conference on Engineering 
‘ection of supercensnais --Transiation. 
77 76-11 PC AO3/MF A01 
JPRS-66578 


Main Morphological Distinctions of the Brain and 
Cranial Nerves of Dolphins and Other Cetaceans. 


i rt 2--Translation. 
PRS-66578 76-10 6C PC A0O2/MF AO1 
aa 


Comparative Anatomical Analysis of the Structure 

and Innervation of the Nasolabial Region in Certain 

Mammals and Man--Transiation. 

JPRS-66579 76-10 6C PC A02/MF A01 
JPRS-66588 


Shipbuilding Technology in Developing Offshore 
Equipment to Exploit the Riches of the World 
n--Transiation. 


JPRS-66588 76-12 13J PC AO3/MF AO1 
JPRS-66592 

weeny of the USSR Academy of Sciences--Trans- 

JPRS-66592 76-09 5B PC A08/MF A0O1 
JPRS-66593 

Ocean as a Dynamic System--Translation. 

JPRS-66593 76-09 8A PC A04/MF AO1 
JPRS-66621 


Soviet Papers Presented at 1-3 September 1975 
Eindhoven Meeting of Thermionic Conversion Spe- 
cialists-- Translation. 


JPRS-66621 76-09 108 PC A0S/MF A01 
JPRS-66637 

Marine Gravimetric Research--Translation. 

JPRS-66637 76-10 PC A04/MF A01 
JPRS-66649 


Matrix Form of Computing and Programming 
Problems in Structural Mechanics on Computers-- 


Translation. 
JPRS-66649 76-10 20K PC AQ2/MF A0O1 
JPRS-66663 


investigation of Radiation Cross Linking of 
S 


Polyethylene in Heterogeneous Systems, 

JPRS-66663 76-09 7E PC A02/MF A01 
JPRS-66674 

a Technology in Transport Services--Trans- 

JPRIS-66674 76-10 138 PC AO2/MF A01 
JPRS-66675 


Basic Routes of Development of Control Computer 
Technology. Computers of the Third and Fourth 
Generations-- Translation. 
JPRS-66675 76-10 9B PC A02/MF A01 


JPRS-66677 


Optimum Selection and Recruitment Problem for 

Student Academic Groups Process-- Translation. 

JPRS-66677 76-09 51 PC A0Q2/MF A01 
JPRS-66693 

Physical Factors of Production Environment and 

Their Effect on the Health of Workers--Transiation. 

JPRS-66693 76-10 6 


PC A03/MF A01 
JPRS-66766 
tical Methods of Signal Processing--Transiation. 
JPRS-66766 76-10 20F A0O7/MF A01 
JPRS-66797 
Potential Transport Forms of Nitrogen Mustard, 
JPRS-66797 76-09 7C PC A03/MF A01 
JPRS-66814 


On the Classification of Psychic Phenomena as the 
Highest Plane of Integration (With Notes on the Al- 
tered States of Consciousness Phenomenon)-- 
Transiation. 

JPRS-66814 76-10 SJ PC AO2/MF A01 


JPRS-66815 


instruments for Gravity Determination at Sea and 
Their aa" a 


JPRS-66815 6-11 8E PC AO06/MF A01 
JPRS-66825 

Neuropathologists, Psychiatrists Meet--Translation. 

JPRS-66825 76-10 6E& PC A02/MF A01 


JPRS-66849 
Reference Aid: Abbreviations, Acronyms, and Spe- 
cial Terms in the Turkish Press (Revised and En- 


)--Translation. 
JPRS-66849 76-16 5B PC A06/MF A01 
JPRS-66866 
investigating the Effectiveness of Artificial and 
Natural Ventilation of Open-Pit Mines--Transiation. 
JPRS-66866 76-11 8! PC AQ2/MF AO1 


JPRS-67451 


JPRS-66870 
Tables of Contents of Books on Turbomachinery-- 


Translation. 
JPRS-668 76-12 10A PC AO02/MF AO1 

JPRS-66908-1 
blic Commusi:s’ Party Congress Materials. Part 


1-- Translation. 
JPRS-66908-1 76-12 5D PC A12/MF A0O1 
JPRS-66908-2 


Republic Communist Party Congress Materials. Part 


ll-- Translation. 
JPRS-66908-2 76-12 5D PC A11/MF AO1 
JPRS-66908-3 


Republic Communist Party Congress Materials. Part 
it!--Transiation. 


JPRS-66908-3 76-12 5D PC A10/MF AO1 
JPRS-66908-4 

ae Communist Party Congress Materials. Part 

JPRS-66908-4 76-12 5D PC A11/MF AO1 
JPRS-66978 


an Fiber Transmission at the CNET--Transla- 


JPRS-66978 76-13 20F PC A0Q2/MF A01 
JPRS-67009 


Studies on Problems in the indian Ocean and Lit- 
toral States--Translation. 


JPRS-67009 76-16 5D PC A0S/MF A01 
JPRS-67025 
Medico-Biological Study of Hydrocarbon Yeast-- 
Translation. 
JPRS-67025 76-13 6A PC AOQ2/MF A01 
JPRS-67028 


Principles for Organizing a System for the Auto- 
matic Processing of Gravimetric Information--Trans- 
lation. 


JPRS-67028 76-13 8! PC AO2/MF AO1 
JPRS-67047 

ha nn ppg Principles of Torpedo Weapons--Trans- 

lat 

JPRS-67047 76-13 19H PC A16/MF A0O1 
JPRS-67077 


information on the 21st Soviet Antarctic Expedition 
(1975-1977)--Translation. 


JPRS-67077 76-16 8. PC A02/MF AO1 
JPRS-67133 

Engineering Problems of Microbiological Synthesis- 

-Transiation. 

JPRS-67133 76-17 6M PC A11/MF AO1 
JPRS-67140-1 

Soviet Finance. Part |--Transilation. 

JPRS-67140-1 76-16 SA PC A10/MF AO1 
JPRS-67140-2 

Soviet Finance. Part li--Translation. 

JPRS-67140-2 76-17 5A PC A0S/MF AO1 
JPRS-67147 

a on the Defendant's Personality During an 

reer 

UPR 76-16 SJ PC A04/MF A01 

Pear i 


Research on the Defendant's Personality During the 


a 
JPRS-6 76-15 SJ PC AO4/MF AO1 


JPRS-67165 
Marine Gravimetric Studies--Transiation. 
JPRS-67165 76-17 8E PC A03/MF AO1 
JPRS-67182 
oe oe Party Congresses--Translation. 
76-17 5B PC A11/MF AO1 
JPRS-67285 
Elevators of the USSR--Transiation. 
JPRS-67285 76-18 2C PC A11/MF A01 
JPRS-67326 
n of Ventilation and Air Conditioning Systems 
y aaa a Areas--Transiation. 
76-19 13) PC AO3/MF AO1 
Pra 
Determining the Force of Gravity on a Mobile Base 
with the p of Heavily Damped Gravimeters-- 


Translation. 

JPRS-67408 76-19 8E PC AO7/MF AO1 
JPRS-67443 

VAGTI-4 Electronic Halide Leak Tester--Transiation. 

JPRS-67443 76-19 148 PC AO2/MF AO1 
JPRS-67451 


Some Experimental Results on the Effect of a 
Lateral Shock Wave in Water on Cylindrical Shelils-- 


Translation. 
JPRS-67451 76-19 20K PC AO2/MF AO1 


AR-667 





JPRS-67475 


Standard Solutions for Purification of the — of 
Ventilation Systems Using Oil Filters--Translatio 
JPRS-67475 76-21 13K PC AO2/MF A01 


JPRS-67477 
Highly Effective Purification of Air and Other Gases 
~ Fitters Based on FP Filter Material--Transia- 
NPRS-67477 76-21 13K PC AOQ2/MF AO1 
JPRS-67486 


Forensic Psychology--Translation. 
JPRS-67486 76-20 5J 


JPRS-67498 
mag Chambers and Altitude Chambers--Transia- 


JPRS-67498 76-21 146 PC AQ2/MF AO1 
JPRS-67530 


Reference Aid Administrative Structure, Military 
Ranks and Organization, Police, Monetary Units, 
and Abbreviations Related to the Middle East Press- 


-Translation. 
JPRS-67530 76-23 5B PC AOQS/MF A011 
JPRS-67566 


Eighth Five-Year Plan Budget of USSR, Union 


SPRS-67566 


JPRS-67578 
Mnemology, Theory of the Memory of Cybernetic 
Systems, Present State and Development 
a 
JPRS-67578 76-22 9B PC A02/MF A0O1 
JPRS-67579 
Heart Disease in Our Times--Translation. 
JPRS-67579 76-22 6E PC A02/MF AO1 
JPRS-67586 
Research and Development of High-Temperature 
Materials for MHD installation Assemblies--Transia- 
tion. 
JPRS-67586 76-24 11B PC A03/MF AO1 
JPRS-67590 
Ventilation Conditions for Exhaust Hoods When 


Working with Radioactive Substances--Transiation. 
JPRS-67590 76-22 18H PC AO2/MF AO1 


JPRS-67628 
inertial Navigation eee. Part |--Transliation. 
JPRS-67628 17G_ PC A0S/MF A01 
JPRS-67629 


Personal Protection in the Event of Radiation Ac- 
cidents--Translation. 
JPRS-67629 
JPRS-67630 
Decontamination of Protective Soctings and Per- 
sonal Protection es ik 2 lation. 
JPRS-67630 6-23 18F PC A02/MF AOl 
JPRS-67634 
aes Soviet Papers Presented at the interna- 
tional Conference on Peaceful Uses of Atomic Ener- 
gy ath), He Held at Seem. in 1971--Translation 
76-23 181 PC AQ4/MF AO1 


PC A07/MF A01 


76-22 SC PC A0S/MF AO1 


76-23 18F PC A02/MF A01 


JPRS-67680 
— Aviation Enroliment Announcement--Transia- 


UPRS-67680 
JPRS-67697 


Calculating the Economic Effectiveness of Using 
Machines in Construction--Translation. 
JPRS-67697 76-23 5A PC A03/MF A011 


JPRS-67708 
Scientific Research institutions of the System of the 
USSR Ministry of Agriculture, Address Directory-- 
Translation. 
JPRS-67708 76-23 5B PC A11/MF A01 
JPRS-67763 


Academy of Sciences General Meetings - 1976 
blic and USSR Sessions--Translation. 
JPRS-67763 76-23 5B PC A06/MF A01 


JPRS-67788 


Time Scale Converters--Translation. 
JPRS-67788 76-26 9B PC A0O7/MF A0O1 


JPRS-67861 . 


Rational Land Use in Urban Planning and Develop- 
ment in the USSR --Translation. 
JPRS-67861 76-26 13B PC A13/MF A01 


JRB-75-202-AA 
Use of Skylab EREP Data in a Sea-Surface Tem- 


perature Experiment 
E 8) PC A04/MF AO1 


76-23 5i PC A02/MF A01 


76-10217 76-11 


AR-668 


JS-02 


Joint Statements on: The Role of the Registered 
Nurse in Hemodialysis, in Employee Health Pro- 
i. ~~ oe Accord. 

RP-000071 76-26 6E PC AOQ2/MF A01 


aaaun 


Application of Remotely Sensed Multispectral Data 
to Automated Analysis of Marshiand Vegetation. in- 
oe to the oe of Breeding Habitats of the 
Salt Marsh Mosquito (Aedes Sollicitans). 
N76-19540/6 76-15 8F PC AO3/MF AO1 


JSC-S-401 


The Photon Gas Formulation of Thermal Radiation. 
N76-11900/7GI 76-07 20M PC AOS/MF AO1 


JSC-S-418 
Apollo Experience Report Guidance and Control 


6-26244/3GI 76-22 22B PC A02/MF A01 
JSC-S-419 

Apollo Experience Report: Guidance and Control 

aes. Lunar Module Stabilization and Control 

Noe 11192/1GI 76-07 22B PC A02/MF AO1 
JSC-S-430 


Bidirectional Plant Canopy Reflection Models 
Derived from the Radiation Transfer Equation. 
N76-11606/0GI 76-07 14B PC A06/MF AO1 


JSC-S-439 


Primer Vector Theory and pe 
N76-11200/2GI 76-07 12A PC A0Q3/MF A01 


JSC-S-440 


Apollo Experience Report: Development of the Ex- 
travehicular Mobility Unit. 
N76-10161/7GI 76-03 22A PC AOQS/MF A01 


JSC-S-441 


a me Report: Mission Evaluation Team 
ht Documentation. 
wre 162/5G1 76-03 22A PC AOQ3/MF A01 


JSC-S-449 
Apolio Experience Report: Detection and Minimiza- 
N76-18184/1GI 76-13 13L PC AQ2/MF AO1 
JSC-S-451-V-1 


Apollo Experience Report: Crew Station integration. 
Volume 1: Crew Station Design and 
N76-18186/6GI 76-13 22B PC /MF A01 


JSC-S-459 
Apollo Experiment Report: 
Processing in the Lunar Receiving L 


Vacuum Complex. 
76-26 148 PC AOQ3/MF AO 


Lunar-Sample 
aboratory High- 


N76-30249/6G1 
JSC-00134B8 


Catalog. 

N76-13131/7GI 76-08 22A PC AO03/MF A01 
JSC-07904-SUPPL-6 

Apollo 17 Mission Report. Suppiement 6: Calibra- 

2 Sane for gamma Ray Spectrometer Sodium 

N75- 8GI 76-01 3B PC A02/MF AO1 
JSC-08458-V-3 

The st Analysis [oe (Er-600). Volume 3: Erts-1 


Forest 
N76-11536/ 76-07 2F PC A06/MF.A01 
anainees 


The pte investigation (Er-600). Volume 4: Erts-1 


Range 

N76- 11537 GI 76-07 8F PC AO06/MF A01 
JSC-08461-V-6 

The ERTS-1 investigation (Er-600). Volume 6: Erts-1 

Signature Extension Analysis, July 1972 - June 

N76-11538/5GI 76-07 14E PC AOS/MF AO1 
JSC-08964 

Cubic Spline Function Interpolation in Atmosphere 

Models for the Software Development Laboratory: 


Formulation and Data. 
N76-27745/8GI 76-25 4A PC AO6/MF A01 
JSC-09053 


Skylab 4 Visual Observations Project Report. 
N76-16560/4GI 76-11 22A PC A11/MF AO1 
JSC-09076 


initial Comparisons of Modular-Sized, 
Utility Systems and Conventional 
Several Building Types. 

N76-24082/9GI 76-18 


JSC-09096 


Lessons Learned on the Skylab Program. 
N76-11188/9GI 76-07 22A PC A08/MF AO1 


Integrated 
Systems for 


13A PC AOS/MF A01 


JSC-09159 


Skylab Food S 
N76-18791 /3Gl 


JSC-09166 


Apollo Scientific Experiments Data Handbook. 
N76-14150/6GI 76-09 22A PC A99/MF A01 


MIUS Wastewater Technology Evaluation. 
N76-30120/9G! 76-25 138 PC AO7/MF AO1 


JSC-09379 


The Adams Formulas for Numerical Integration of 
Differential Equations from 1ST to 20TH Order. 
N76-26919/0GI 76-22 12A PC A03/MF A01 


JSC-09429 


Zonal and Tesseral Harmonic Coefficients for the 
Geopotential Function, from Zero to 18TH a 
N76-27931/4GI 76-25 8E PC A02/M 


JSC-09448-VOL-1 


age en ge ama Data Base for Consuma- 
Volume 1: Electrical Equipment List, 


Activity Block ks, and Time Lines. 
N75- 4/6G 76-01 22B PC A13/MF A01 


sdauapiione 
Electrical-Power-System Data Base for Consuma- 
bles Analysis. Volume 2: Electrical Equipment 


Utilization. 
N75-32325/3G! 76-01 22B PC A13/MF AO1 
JSC-09677 


Skylab Experiment M487 Habitability/Crew Quar- 
t 


N76-11727/4GI 76-07 SE PC A04/MF AO1 
JSC-09703 

Statistical Theory and Methodology for Remote 

Sensing Data Analysis with Special Emphasis on 

N75-39484/7GI 76-02 2C PC A10/MF AO1 
JSC-09728 


Development and Characteristics of the Hardware 
for Skylab Ex orient $015. 
N76-11407/ 76-07 14B PC A03/MF A01 


An interactive Method for Digitizing Zone Maps. 
N76-18627/9GI 76-13 PC A03/MF A01 


JSC-09815 


Astp Technical Air-to-Ground Voice Transcription. 
N76-14165/4GI 76-09 178 PC A99/MF AO1 


JSC-09832 
Refurbishment of NASA Aircraft with Fire-Retardant 


N76-13040/0G! 
JSC-09835 


Apollo Soyuz Mission: 5-Day 
N76-13144/0GI 76-08 


JSC-09836 


A Radiatwe Transfer Model for Microwave Emis- 
sions from Bare Agricultural Soils 
N76-10552/7G! 76-03 8M PC A03/MF A01 


JSC-09909 
A System Using Solid Ceramic Oxygen Electrolyte 
Cells to Measure Oxygen Fugacities in Gas-Mixing 
Nye. 18246/8G! 76-13 7D PC A03/MF A0O1 
JSC-09930-V-1-A 


Nasa Earth Resources Survey Symposium. Volume 
1-a: Agriculture, Environment. 
N76-17469/7GI 76-12 8F PC A25/MF A01 


JSC-09930-V-1-B 


Nasa Earth Resources Survey Symposium. Volume 
1-8: G , Information S s and Services. 
N76-17501/7GI 76-12 8F PC A99/MF A01 


JSC-09930-V-1-C 


Nasa Earth Resources Survey Symposium. Volume 
1-C: Land Use, Marine Resources 
N76-17552/0GI 


JSC-09930-V-1-D 
Nasa Earth Resources Survey Symposium. Volume 


1-D: Water Resources 
" 76-12 8H PC A23/MF A01 


76-13 6H PC AO03/MF A01 


76-08 1C PC A03/MF A01 


Report. 
22A PC A03/MF A01 


76-12 8F PC A99/MF AO1 


N76-17588/4GI 
JSC-09930-V-2A 

Nasa Earth Resources Survey Symposium. Volume 

2-a: Special Session Presentations. Plenary Sum- 

N76-26631/1G! 76-22 8F PC A08/MF AO1 
JSC-09930-V-2B 


Nasa Earth Resources hee | Symposium. Volume 
2-B: Special Session Presentations. Coastal Zone 
Management, State and Local Users, User Services. 
N76-26646/9GI 76;22 8F PC A10/MF A01 
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JSC-09930-V-3 

Nasa Earth Resources Survey Symposium. Volume 
. 3: Summary Reports. 

N76-17613/0GI 76-12 8F PC A04/MF AO1 
JSC-09951 

Molecular a Study by gage of a 

Molecular Beam with a Platinum Surf 

N76-18894/5GI 76-13 7D PC A A03/MF A01 
JSC-09964 

The Potential Benefit of an Advanced Integrated 

Utility System. 

N76-18671/7GI 76-13 13A PC AO3/MF AO1 
JSC-09966 

i Onboard Voice Transcription. 

14164/7GI 76-09 17B PC A99/MF AO1 

JSC-09996 

Spectral Analysis of Skeletal Muscle Cha 

_—, from 59 Days of Weightlessness in Skylab 

N76-12701/8GI 76-07 6S PC A02/MF AO1 
JSC-10013 

Mission Control Center (MCC) System ification 


for the Shuttle Orbital ayy Test (OFT) Timeframe. 
N76-22237/1GI 76-17 22D PC A18/MF AO1 


JSC-10029 
On-Line Mass Storage System Functional Design 
t 


ument. 
N76-19821/7GI 76-15 9B PC A04/MF AO1 
JSC-10151 


Approach and Landing Test Network interface 
Processor interface Control! Document. 


N76-22950/9GI 76-17 9B PC AO04/MF AO1 
JSC-10607 

Apollo Soyuz, Mission Evaluation Repo 

N76-30242/1GI 76-26 22A C A12/MF A01 
JSC-10613 

Full-Scale Aircraft Cabin Flammability Tests of im- 

proved Fire-Resistant Materials, Test ies 2. 

N76-23181/0GI 76-18 1C PC AQ4/MF A0O1 
JSC-10632 

Apolio-Soyuz Test Project: Preliminary Science Re- 

rt. 

N76-23074/7G! 76-17 22A PC A21/MF AO1 
JSC-10638 

Apolio Soyuz Mission, Toxic Gas Entered Cabin 

Du Earth Landing Sequence. 

N76-30241/3GI 76-26 22A PC A03/MF AO1 
JSC-10664 


Soyuz Test Project Photographic Film 
rocessing and Sensitometric Summary. 
N76-13457/6GI 76-08 14E PC A16/MF A01 

JSC-10683-V-1-REV-A 


Atmospheric Science Facility Pallet-Only Mode 
are caperasen System Payload (Feasibility 


), Volume 
Ne. 4319/5GI 76-19 22A PC A21/MF AO1 
JSC-10683-V-2-REV-A 
Atmospheric Science Facility Pallet-Only Mode 
Space Transportation System Payload (Feasibility 


Study), Volume 2. 
N76-18202/1GI 76-13 22A PC AO7/MF A0O1 
JSC-10683-V-3-REV-A 


Addendum Report to bey —- Science Facility 

Pallet-Only Mode ransportation _ 

P. Feasibility stud ae 3, Revision 

N76-25312/9GI 22A PC A03/MF A01 
JSC-10683-V-4-REV-A 

Preliminary Feasibility Study of Pallet-Only Mode 

for Magnetospheric and Plasmas in Space 


Payloads, Volume 4. 
N76-28261/5GI 76-25 22A PC A14/MF AO1 
JSC-10714 


Determination of Surface Heat Flux Using a Single 
Embedded Thermocou —- 
6-15 148 PC A03/MF AO1 


N76-20410/6GI 
JSC-10753 

Portable . Status System. 

N76-22893/1 76-17 68 PC AO03/MF A01 
JSC-10866 


Frequency Modulation System Test Procedure 
Saeuiea Task 501 Approach and Landing Test Con- 
N76-18205/4GI 76-13 17B PC AO5/MF AO1 
JSC-10876 

Electromyographic oy of Skeletal Muscle 
ews Arising from 9 ays of Weightlessness in 
the APOLLO-Soyuz Space Mission. 

N76-25762/5GI 76-20 6S PC A03/MF AO1 


JSC-10990 
SMS Design Review Pian, Type 1 Data. 


N76-22234/8GI 
JSC-10991 


SMS oe Ap er Review Summary Report: Preliminary, 


NASA Approval or Type 1 Data 
N76-25212/1Gi 6-20 228 "PC A13/MF A01 


JSC-10994-5-PT-1 
SMS Crew Station (C and D Panels and Forward 
— CE1 Part 1: Detail Specification, Type 1 
N76-22236/3G! 76-17 228 PC A06/MF A01 
JSC-10994-6-PT-1 
SMS Instructor Operator Stations. CE1 Part 1: 


Detail Specification 
N76-22231/4GI 76-17 22B PC AO3/MF AO1 
JSC-10994-8-PT-1 


SMS Power and Grounding. CE1 Part 1: Detail 


76-17 2268 PC AQ2/MF AO1 


Specification, Type 1 Data 

N76-22235/5GI 76-17 22B PC A02/MF A01 
JSC-11012 

SMS Data Book. 

N76-22232/2GI 76-17 226 PC AQ3/MF AO1 
JSC-11021 


Medical Microbiological Analysis of Apollo-Soyuz 


Test Proj Crew ' 
N76-24878/0GI 76-19 6M PC AO3/MF AO1 
JSC-11086 


Design Document for Shuttle Task 501. Shuttle Car- 
rier Aircraft Transceiver Console (Sed 36115353- 


301). 

N76-25451/5GI 76-20 17B PC A02/MF A01 
JSCS-458 

Apollo Experience Report Environmental Ac- 
ceptance Testing. 

N76-26245/0GI 76-22 22B PC A04/MF A01 
JU-RR-74/6 


Electromagnetic Transition Rates in exp 208 PB. 
JU-RR-74/6 76-05 20H PC A02/MF A0G1 


JU-RR-74/7 
Rapid on-Line Separation System by Using Helium- 
Jet and Centrifugal Techniques. 
JU-RR-74/7 76-02 188 PC A02/MF A01 
JU-RR-75/2 


Mixing of the Transitions Form the 3 exp + Quasi 
amma -Band Level 7S = Gd. 


U-RR-75/2 PC A02/MF A01 
JU-RR-75/3 
eS 14.6 H exp 90 NB. 
JU-RR-75/3 76-05 20H PC A02/MF A01 
JU-RR-75/4 


Helium-Jet Transport Technique Applied to a exp 

252 CF Source at the Tem ure of Liquid Air. 

JU-RR-75/4 7 18) PC MF AO1 
JUEL-CONF-16(V.1) 

International Symposium on Highly Excited States 

in Nuclei, Juelich, 23--26 September 1975. Volume 

1. Contributed Papers. 

JUEL-CONF-16(V.1) 76-11 20H PC AO7/MF A01 
JUEL-919-MA 


Spprennaen of the Viasov Equation by a System 


of Linear Integral Equations. 
JUEL-919-MA 76-11 201 PC AOQ3/MF AO1 
JUEL-947-RE 


Concept of the Plate-Shaped Fork Absorber for 10 
Mw Operation of the Frj-1. 


JUEL-947-RE 76-11 181 PC A04/MF A01 
JUEL-964-MA 

a ne rage of the Weierstrass zeta and sigma Func- 

tions. 

JUEL-964-MA 76-11 201 PC AOQ3/MF A01 
JUEL-1134-AT 


Numerical Treatment of Heat Conduction Problems 
with the Help of Finite Elements in Three Dimen- 


sions. 

JUEL-1134-AT 76-11 20M PC A03/MF A01 
JUEL-1140-SE 

Current Heat Loss of High-Current Cables in Load- 

ing with Symmetrical Three-Phase Current and 

Cooling with Liquid Nit n. 

JUEL-1140-SE 76-11 9A PC AO4/MF A01 
JUEL-1230 

Energy Expenditure for the Construction and 

Operation of Nuclear Power Piants 

JUEL-1230 76-11 18E PC A0S/MF A01 
JUL-CONF-14 

Fuel Elements for Lwr, Htr, Snr, and Gsb. Status 

Report of eng Group on — Elements, 


Juelich, Germany, 12--13 November 1974 
JUL-CONF-14 76-13 18E PC A15/MF A0o1 





JUL-1177 


JUL-902-DV 
Concept for The Construction of The On-Line Data 


rename System in The KFA. 
JUL-902-D 76-14 98 PC A03/MF A01 
JUL-940-NC 


Electrophilic Aromatic Substitution in the Gas 
Phase as a Result of the /Sup 80M/Br-lsomeric 
Transition. 


JUL-940-NC 76-10 7E PC AOS/MF AQ1 
JUL-957-PC 

Evaluation of Motion Pictures for Kinetic Absorption 

Spectrometry. 

JUL-957-PC 76-12 7D PC AO2/MF AO1 
JUL-964-MA 

- aes of the Weierstrass zeta and sigma Func- 

JUL-964-MA 76-21 20C MF AO1 
JUL-1004-MA 


Joker: A System for the Coupling of Experiment 

Computers of Various Manufacture with a Central 
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gramma van Het Gaussische Piluimmodel. 

N76-19598/1GI 76-15 138 PC A0S/MF A0O1 


KNMI-WR-75-8 
Variation of the Wind Direction after One or Two 
Hours Windrichtingsvariatie NA Verioop van een of 
Twee Uur. 
N76-19755/7GI 76-15 4A PC AO04/MF A01 
KNMI-WR-75-9 


The Use of Wind Persistence Data for the Caicula- 
tion _of Concentration Statistics Het Gebruik van 
s voor Het Berekenen van 


76-11 4B PC A03/MF AO1 





Koncentratiestatistieken. 
N76-16706/3GI 
KNMI-WR-75-10 
Empirical Orthogonal Eigenfields of the 500 Mbar 
Level: Properties and Usefulness Saee 
Orthogonale Eigenveiden van Het 500 Mbar-Viak. 
~~ Onderzoek Naar Eigenschappen en Bruikbaar- 


N76-19758/1GI 76-15 48 PC A0S/MF A01 
KNMI-WR-75-11 

Wind Measurements at the 80 M Mast at Viaardin- 

nk in 1967 and 1968 Windmetingen Aan de 80 M- 

Te Viaardingen in 1967/68. 

N76-20775/2GI 76-15 4B PC AOS/MF A01 
KNMI-WR-75-12 

A Simple Model! for Calculating the Variation in lon 

Density of the E Layer Caused by an Internal Gravity 

Wave een Eenvoudig Model voor de Berekening van 

de Vérandering in de lonendichtheid van de E-Laag 

Veroorzaakt Door een inwendige Zwaartekracht- 


id. 
N76-20750/5G! 76-15 4A PC AO3/MF A01 
KNMI-WR-75-13 
On the Automatic Handling of Data Obtained from 


Recording Current Meters. 
N76-22837/8G! 76-17 8C PC AO7/MF AO1 
KNMI-WR-76-1 


Two Practical Methods for Forecasting Wave Com- 
ponents with Periods Between 10 and 25 Seconds 
Near Hook of Holland Twee Praktische Methoden 
voor Het Maken van Verwachtingen voor Golfcom- 
ponenten Met Perioden Tussen 10 en 25 Seconden 


Nabij Hoek van Holland. 
N76-27809/2GI 76-25 8C PC AQ3/MF AO1 


KNMI-WR-76-2 


A Numerical Data Storage Apparatus een Nu- 


merieke Data Opsiag Automaat. 
N76-27791/2GI 76-25 4B PC AO6/MF AO1 


KNMI-WR-76-4 
Spatial interpolation of Daily Rainfall Totals. An Ex- 


perimental Treatment. 
N76-22841/0GI 76-17 4B PC AOS/MF AO1 


KNMI-WR-76-6 
Wind and Temperature Profiles Measured During 
Aircraft ——. Wind- on Temperatuurprofielen 
Gemeten Tijdens Vliegtuiglandi 
N76-27796/ 1Gi _ 76.25 “a PC A03/MF A01 
KNMI-98 
Yearbook B, No. 121: —~ ne Geomagnetic 
Observations at Witteveen, 1 
N76-19654/2GI 76-15 8N PC AO3/MF A01 


KNMI-102-97 


An Approach to the Possibilities af Forecasting 
Downy Mildew Infection in ee - Cro 


N76-16603/2GI 76-11 2D PC A0S/MF A01 
KNMI-117 

Precipitation, 1974. 

N76-27792/0GI 76-25 4B PC A07/MF A01 
KNMI-142-19 


Synoptic and Upper Air Observations in the Nether- 


lands, Volume 19, 1974 

N76-22838/6GI 76-17 48 PC A17/MF AO1 
KNMI-151-5 

Marine Climatological Summaries for the Mediter- 

ranean and the Southern indian Ocean, Volume 5, 


1965. 
N76-27793/8GI 76-25 48 PC A20/MF A0O1 
KOAIS-1 
User's Guide to ENDEX/OASIS: Environmental Data 
index and the Oceanic and Atmospheric Scientific 


information S 
PB-252 471/ 76-14 5B PC AO5/MF AO1 
KR-151 


Program Multec-1: Multivariable Estimation and 


Control. Users Manual. 
KR-151 76-08 9B PC A04/MF A01 
KR-152 


Rasmussen Report Re-Reviewed. A Critique of 
“Preliminary Review of the AEC Reactor Safety 


Study” Prepared the Union of Concerned 

Scientists, Sierra Club Joint Review Committee, 

Nov. 1974 

KR-152 76-02 181 PC A03/MF AO1 
KRI-9212-1 


Statistical indicators of Scientific and Technical 

Communication (1960-1980). Volume li: A Research 

Report. 

PB-254 060/7GI 76-17 5B PC A22/MF A01 
KRI-9212-111 

Statistical indicators of Scientific and Technical 

Communication (1960-1980). Volume Ill: A Data Ap- 


ndix to Volume Ii. 
B-255 503/5GI 76-20 5B PC A14/MF A01 
KSC-GP-1052-REV-5 
Glossary, ie pl Abbreviations: Space Trans- 
rtation S and Associated ey" 
76-30109/2GI 76-25 SA A05/MF AO1 


KSC-TR-612-REV-13 
Saturn 1B and Saturn 5 Computer Programs, Soft- 


ware. 
N76-13156/4GI 76-08 22D PC A0S/MF A01 
KSC-1037-1 
Reliability Analysis of an Htgr Scram System Includ- 
rt 


ing Human interfaces. Final Repo 
KSC-1037-1 76-13 181 


KTECH-TR-75-19 
Carbon Ribbon Gauge for Electron Beam Diag- 
nosti 


ics. 
AD-A026 905/0G! 76-19 20G PC A06/MF A01 
KTR-3071-1-VOL-1 
A Study of the Effects of Jamming and Aircraft 
Maneuvers on Radar Tracking Performance 


(Numerical Results). Volume |. 
AD-A024 858/3G! 76-15 171 PC AOQ3/MF AO1 


KTR-3071-1-VOL-2 
A Study of the Effects of Jamming and Aircraft 
Maneuvers on Radar Tracking Performance 
ae Results). Volume ll. Appendices A, B 
and C. 
AD-A024 859/1GI 76-15 171 MF AO1 
KU-FRL-700 
A Theoretical Investigation of over-Wing-Blowing 


Aerodynamics. 
76-16 1A PC AO4/MF AO1 


PC A17/MF AO1 


ody 
N76-21155/6GI 
KURRI-TR-134 
Report of the Symposium on the Chromosome 
Anomalies and Radiation: Mainly on Human 


Chromosome. 
KURRI-TR-134 76-02 ,6R PC A03/MF A01 
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KY-666 
Disposal of Hydrogen Fluoride and Fluorine by Gas- 


Liquid Dispersion Scrubbing. 

KY-666 76-02 188 PC AQ2/MF A01 
10318 

Fluidic Laminar Angular Rate Sensor Research Pro- 


ram. 
RD-a027 583/4GI 76-20 13G PC A0S/MF A01 
L-0506-10-24 


Aec--Nasa Space Nuclear Propulsion Office Nerva 
Program. Informal Monthly Progress Letter No. 24, 
June 1963. 

L-0506-10-24 76-08 18N PC A12/MF AO1 


L-0560-10-1 
informal Monthly Progress Letter No. 1 to AEC-- 
Nasa Nuclear ty Office for Project Nerva. 
Period Cove 


June--31 July 1961. 
L-0560-10-1 76-08 18N PC AO2/MF AO1 
L-0560-10-2 


informal Monthly Progress Letter No. 2 to AEC- 

NASA Nuclear Propulsion Office for oa Nerva 

—— Period 1 August--31 — 1961. 

L-0560-10-2 76-09 1 PC A03/MF A01 
L-0560-10-3 


informal Monthly Progress Letter No. 3 to AEC- 
NASA Nuclear Propulsion Office for Project Nerva. 
Period Covered: 1 tember--30 September 1961. 

L-0560-10-3 76-08 18N PC A03/MF AO1 


L-0560-10-4 


informal Monthly Progress Letter No. 4 to AEC- 

NASA Nuclear Propulsion Office for Project Nerva. 

Period = 1 — October 1961. 

L-0560-10- 18N PC AO4/MF A01 
L-0560-10-5 


Aec--Nasa Nuclear Propulsion Office informal 


Month zs ress Letter No. 5, 1 November--30 
Novem 1. Se Nerva. 

1 -0080-10-5 18N PC AO4/MF AO1 
L-0560-10-6 


Informal Monthly Progress Letter No. 6 to AEC- 
NASA Space Nuclear Propulsion Office for Project 
a Covering Period: 1 December--31 December 


L-0560- 10-6 76-05 18N PC AO04/MF AO1 
L-0560- 10-7 


informal Monthly Progress Letter No. 7 to AEC- 
NASA Space Nuclear "i fanary Office for Prahect 
Nerva. Period Covered: nuary--31 January 1962. 
L-0560-10-7 PC A04/MF A01 


L-0560-10-8 


informal Monthly Progress Letter No. 8 to AEC- 
NASA Space Nuclear Propulsion Office for Project 
a Period Covered: 1 February--28 February 


962. 
L-0560-10-8 76-08 18N PC A05/MF A01 


L-0560-10-11 


informal Monthly Progress Letter No. 11 to AEC- 
NASA Space Nuclear ae Office for Project 
Nerva. Covering Period: May 1962. 

L-0560-10-11 76-05 18N PC AOS/MF AO1 


L-0560-10-12 
Aec--Nasa Space Nuclear Propulsion Office Infor- 
mal a Progress Letter No. 12, June 1962. 
Project Nerva. 
L-0560-10-12 76-08 18N PC A0O7/MF A01 
L-0560-10-13 


Aec--Nasa Space Nuclear Propulsion Office Project 
Nerva. informal Monthly Progress Letter No. 13, July 


L-0560-10-13 76-08 18N PC AO7/MF A01 
L-0560-10-14 

informal Monthly Progress Letter No. 14 to AEC-- 

Nasa Space Nuclear Propulsion Office for Project 

(0560-10-14 76-08 18N PC AO7/MF AO1 
L-0560- 10-16 


informal Monthly Progress Letter No. 16 to AEC-- 

ae Space Nuclear Propulsion Office for Nerva 

0860 10-16 76-08 18N PC A06/MF A01 
L-0560-10-17 


ng Monthly Progress Letter No. 17 to AEC- 
NASA Space Nuclear Propulsion Office for Nerva 


a. Period Covered: November 1962. 
10-17 76-08 18N PC AOB/MF A011 
L-0560- 10-18 


informal Monthly Progress Letter No. 18 to AEC- 

NASA Nuclear Propulsion Office for Nerva 
ram. Period Covered: Becommer @ 1962. 

L 10-18 76-08 18N PC AO8/MF AO1 


L-0560-10-19 
Aec--Nasa Space Nuclear Propulsion Office Nerva 
Program. informal Monthly Progress Letter No. 19, 
January 1963. 
L-0560-10-19 76-08 18N PC A09/MF A01 
L-0560-10-20 


Aec--Nasa Space Nuclear Propulsion Office Nerva 

Program. informal Monthly Progress Letter No. 20, 

wooo: 1963. 

L-0560-10-20 76-08 18N PC A09/MF AO1 
L-0560-10-21 


informal Monthly Progress Letter No. 21 to AEC- 

NASA Space Nuclear tng oll Otes Covering 
Period of March 1963. Nerva Pr 
L-0560-10-21 76-09 18 PC A0S/MF A01 


L-0560-10-22 
Aec--Nasa Space Nuclear Propulsion Office Nerva 
Aori 1903. informa! Monthly Progress Letter No. 22, 
"0560 10-22 76-08 18N PC A10/MF A01 
L-0560-10-23 


informal Monthly Progress Letter No. 23 to AEC- 
NASA Space uaioas Propulsion Office Covering 

the Period of May 1 

L-0560-10-23 76-05 18N PC A11/MF A01 


L-0560-10-25 


Aec--Nasa Space Nuclear Propulsion Office Nerva 
Program. informal Monthly Progress Letter No. 25, 


July 1963. 
L-0560-10-25 76-08 18N PC A11/MF AO1 
L-0560-10-26 


Aec--Nasa Space Nuclear Propulsion Office Nerva 

Program. informal Monthly Progress Letter No. 26, 

August 1963. 

L-0560- 10-26 76-08 18N PC A12/MF A0O1 
L-0560-10-27 


informal Monthly Progress Letter No. 27 to AEC- 

NASA Space Nuclear Propulsion Office for Nerva 
ram. ene Period of September 1963. 

Loeen 102 76-05 18N PC A12/MF A01 


L-8452 


An Analytical Study of Aircraft nc Directional 
Handling Qualities Using Pilot Mode 
N76-16100/9GI -11 1C PC AO4/MF Aol 


L-9653 
Programs for Computing Abscissas and Weights for 
Classical and Nonclassical Gaussian Quadrature 
Formulas. 
N75-32791/6GI 76-01 9B PC A04/MF A01 
L-9743 


Motion-Base Simulator Study of Control of an Ex- 
ternally Blown Flap STOL Transport Aircraft after 
Failure of an Outboard Engine During Landing Ap- 


proach. 
N75-32091/1GI 76-01 1B PC A04/MF AO1 


L-9796 4 
A Computer Program to Predict Rotor Rotational 
Noise of a Stationary Rotor from Blade Loading 
Coefficient. 
N76-18889/5GI 76-13 1C PC A08/MF A01 
L-9806 
Analytical and Experimental Vibration Studies of a 
1/8-Scale Shuttle Orbiter. 
N76-16497/9GI 76-11 22B PC A08/MF A01 
L-9871 
Saltation on MARS and Expected Lifetime of Viking 
75 Wind Sensors. 
N76-12922/0GI 
L-9896 
Strain-Gage Bridge Calibration and Flight Loads 


76-07 38 PC A03/MF AO1 


Measurements on a ee > er’ -Ratio Thin a 
N75-32030/9GI 6-01 1C PC A04/MF A01 
L-9898 


A Brief Study of the Effects of Turbofan-Engine 
Bypass Ratio on Short and Long Haul Cruise Air- 


craft. 

N76-12068/2GI 76-07 21E PC A03/MF A0O1 
L-9929 

A Cubic Spline Approximation for Problems in Fluid 

Mechanics. 

N75-33345/0GI 76-02 20D PC AOS/MF A0O1 
L-9941 


A Two-Parameter Scintillation Spectrometer System 
for Measurement of Secondary Proton, Deuteron, 
and Triton Distributions from Materials under 558- 
Mev-Proton Irradiation. 

N75-32892/2GI 76-01 20H PC AO4/MF A0O1 


L-9945 


Aerothermal Performance and Structural Integrity of 
a Rene 41 Thermal Protection System at Mach 6.6. 
N76-13175/4Gi ~ 76-08 168 


PC A0S/MF A01 








L-10173 


L-9957 
Low Speed Aerodynamic Characteristics of a Trans- 
port Model Having 42.33 Deg Swept Low Wing with 
Supercritical Airfoil, Double-Slotted Flaps, and T- 
Tail or Low Tail. 
N76-11044/4GI 76-07 1A PC AOS/MF A01 
L-9984 
Evaluation of a Linear Washout for Simulator Mo- 
tion Cue Presentation —_— mene eee. 
N75-33032/4G! 04/MF A01 
L-9990 
A Theoretical Investigation of the Input Charac- 
teristics of a Rectangular Cavity-Backed Siot Anten- 


na. 
N75-32280/0GI 76-01 9E PC A06/MF AO1 


L-10001 


Subsonic Aerodynamic Characteristics of Interact- 
ing Lifting Surfaces with Separated Flow around 


Sharp E Predicted by a Vortex-Lattice Method. 
N75-32023/4GI 76-01 1A PC AOS/MF A01 
L-10018 


Computed Lateral Rate and Acceleration Power 
Spectral Response of Conventional and STOL Air- 
planes to Atmospheric Turbulence. 

N76-13022/8G! 76-08 1A PC A06/MF A01 


L-10022 


The Effects of Environmental Exposure on Reusable 
Surface Insulation for Space Shuttle. 


N75-33253/6GI 76-02 22B PC A03/MF A01 
L-10037 

Theoretical Aerodynamics of Upper-Surface-Biow- 
ing Jet-Wing Interaction. 

N76-11041/0GI 76-07 1A PC A03/MF A01 
L-10041 

Kalman Filter Estimation of Human Pilot-Model 
N76. 19896716) 76-08 5J PC A03/MF A01 
L-10045 


A Momentum Analysis of Helicopters and Autogyros 
in Inclined Descent, with Comments on Operational 
Restrictions. 

N75-33000/ 1G! 76-02 1C PC AOQS/MF AO1 


L-10046 
Experimental investigation of a Mach 6 Fixed- 
Geometry Iniet Featuring a Swept External-internal 


Compression Flow Field. 
N75-33051/4GI 76-02 21A PC A04/MF AO1 


L-10063 
Supersonic Dynamic Stability Characteristics of a 
Space Shuttle Orbiter. 
N76-15081/2GI 76-10 22B PC A08/MF A0O1 


L-10082 


The Noisiness of Low-Frequency One-Third Octave 
Bands of Noise. 
N76-11589/8GI 76-07 1C PC A03/MF A01 


L-10083 
Numerical Analysis and Parametric Studies of the 
Buckling of Composite Orthotropic Compression 


and Shear Panels. 
N75-33431/8GI 76-02 13M PC A06/MF A01 
L-10106 


Longitudinal Aerodynamic Characteristics of a 


Defiected-Thrust Propulsive-Lift Transport Model. 
N76-15085/3GI 76-10 1A A09/MF A01 
L-10129 


Aerodynamic Characteristics of a Powered, Exter- 
nally Blown Fiap STOL Transport Model with Two 
Engine Simulator Sizes. 

15088/7GI 76-10 1A PC A13/MF A0O1 


L-10138 


Experimental Study of a Free Turbulent Shear Flow 
at Mach 19 with Electron-Beam and Conventional 


robes. 
N75-32386/5G! 76-01 20D PC A04/MF A01 
L-10150 
A Mathematical Examination of the Press Model for 
Atmospheric Turbulence. 
N75-32095/2GI 76-01 1C PC AO04/MF AO1 
L-10152 


Fixed-Base Simulator Study of the Effect of Time 
Delays in Visual Cues on Pilot Tracking Per- 


formance. 
N76-10087/4GI 76-03 5J PC A05/MF A011 
L-10154 


weeny Smalt-Disturbance Solutions for 


personic Flow over Power-Law Bodies 
" 6-12016/1GI 76-07 1A PC A A04/MF AO1 
L-10173 


Low Speed Wind Tunnel Investigation of a Four-En- 
gine Upper Surface Blown Model Having Swept 


AR-675 








Wing and Rectangular and D-Shaped Exhaust Noz- 
les 


zles. 
N76-15086/1GI 76-10 1A PC A06/MF A01 
L-10178 
A bo ee pga Method for Constrained-Function 
N76-11734/0GI 76-07 12A PC AO3/MF AO1 
L-10183 


Effects of Jet Exhaust Gas Properties on Exhaust 

Simulation and Afterbody Drag. 

N76-10006/4GI 76-03 1A PC AO7/MF A01 
L-10188 

Aerodynamic Heating to the Gaps and Surfaces of 

Simulated Reusable-Surface-insulation Tile Arrays 

in Turbulent Flow at Mach 6.6. 

N76-11379/4GI 76-07 1A PC A04/MF AO1 
L-10203 

Predicting Failure of Specimens with Either Surface 

Cracks or Corner Cracks at Holes. 

N76-26587/5GI 76-22 11F PC AQ3/MF AO1 
L-10204 

Simulation and Flight Studies of an Approach 


Profile indicator for VTOL Aircraft. 

N76-12057/5GI 76-07 1D PC AOQ3/MF A01 
L-10223 

Selected Methods for Quantification of Community 

Exposure to Aircraft Noise. 

N76-18699/8GI 76-13 1C PC AOQ4/MF AO1 
L-10226 


A Rapid Method for Optimization of the Rocket 

_— System for Single-Stage-to-Orbit Vehi- 

N76-26255/9GI 76-22 21H PC A03/MF AO1 
L-10245 


A Cost Assessment of Reliability Requirements for 
Shuttle-Recoverable Experiments. 
N76-10490/0GI 76-03 22A PC AQ3/MF A01 


L-10258 
influence of Particle D 
Motion in — 
Velocimeter Applications 
N76-17329/3G! 76-12 20D PC A04/MF AO1 


L-10259 

A Global Search and Rescue Concept Using 

ae rs Radar and Passive User Ta 4 
21367/7GI 76-16 171 PC AOQ3/MF AO1 


L-10260 


Coefficient on Particle 
low with Typical Laser 


Turbulent Wall Jet in a Coflowing Stream. 
N76-12314/0GI 76-07 PC A03/MF A01 
L-10264 


Experimental Studies for Determining Human 

Discomfort Response to Vertical Sinusoidal Vibra- 

tion. 

N76-12728/1GI 76-07 SE PC AO04/MF AO1 
L-10279 


Development and Applications of Two Computa- 
tional Procedures for Determining the Vibration 


Modes of Structural Systems. 
N76-11455/2GI 76-07 1C PC AO4/MF A01 
L-10297 


The Effect of Winglets on the Static Aerodynamic 
Stability Characteristics of a Representative nd 


ion Jet Transport Model. 
N76-29167/3GI 76-25 1A PC AO3/MF AO1 
L-10303 


Method for Determining the Stability of 


Linear Retarded Systems with Two Delays. 
N76-11733/2GI 76-07 12A PC AO3/MF AO1 
L-10304 


Subsonic and Transonic a Stability Charac- 
teristics of a Space Shuttle O 
N76-15230/5GI 76-10 e PC A0S/MF AO1 


L-10305 
Aerodynamic Characteristics of a 70 Depree 
Research Airplane Coneege Having a ree 
—— — delta Wing at Mach Numbers 
to 


N76-12079/9G! 76-07 1A PC AOS/MF A01 
L-10320 

Comparison for Me 

Ocean Sonen T aan in a 

N76-11677/1GI __ 76-07 8) PC A03/MF A01 
L-10331 


Theoretical Face PressOre and Drag Characteristics 

of Many pm Steps in Supersonic Turbulent 

nre-123 aterser 76-07 20D PC AO4/MF AO1 
L-10333 


Flight Assessment of a are Supersonic Drone Air- 
craft for Research Use 


AR-676 


N76-12042/7GI 76-07 1C PC AO04/MF A01 
L-10336 
inverse Solutions for Laminar Boundary-Layer 


Flows with Separation and Reattachment. 
N76-12015/3G! 76-07 1A PC AO4/MF AO1 
L-10347 
Effects of 1- and 2-Mev Electrons on Photomultipli- 
er Tubes. 
N76-14917/8GI 76-09 9A PC A03/MF A01 
L-10348 


The Foot-Controlied Maneuvering Unit: Summary 

Report on S _ Experiment T-020. 

N76-12110/ 76-07 5H PC AO4/MF A01 
L-10352 

The Effects on Propulsion-induced Aerodynamic 

Forces of Vectoring a Partial-Span Rectangular Jet 


at Mach Numbers from 0.40 to 1.20. 
N76-16044/ 7G! 76-13 1A PC A11/MF AO1 
L-10354 


A Computerized Symbolic Integration Technique for 


a ment of Triangular and Quadrilateral Com- 
llow-Shell Finite Elements 
76. 13526/6G 76-08 20K PC A03/MF AO1 
L-10355 
A Review of the NASA V-G/Vgh General Aviation 
Program. 
N76-15083/8G! 76-10 1A PC AOQS/MF A01 
L-10356 


A Comparison of Measured and Predicted Test Flow 
in an Expansion Tube with Air and Oxygen Test 
N76-15410/3GI 76-10 200 PC AQ3/MF A01 
L-10357 
Joining and Fabrication of Metal-Matrix Composite 
Materials. 
N75-33183/5GI 76-02 11D PC A02/MF A0O1 
L-10359 
Virginia Particulate Measurements in Norfolk, 
ina 
13636/5GI 76-08 13B PC A0Q2/MF A0O1 
aint 
Optimum Design Considerations of a Gust Alleviator 
for Aircraft. 
N76-18147/8GI 76-13 1C PC AQ3/MF AO1 
L-10367 
Experimental Parametric Studies of Transonic T- 
Tail Flutter. 





N76-14517/6GI 76-09 1A PC AO3/MF A01 
L-10368 

Theoretical Monoch tic-Wave-induced Currents 

in Intermediate Water with Viscosity and Nonzero 

Mass Transport. 

N76-13711/6GI 76-08 8C PC AO3/MF A01 
L-10370 


Perspective on the Span-Distributed-Load Concept 


for ication to Large Cargo Aircraft oom. 
N76- /0GI 7 1C PC AO3/MF A01 
L-10371 


Surface Recession Characteristics of a Cryogenic 
insulation Subjected to Arc-Tunnel Heating. 
N76-11288/7G 76-07 13A PC /MF AO1 


L-10372 


On-Line Mass Spectrometric Monitori of the 
Po ization of a Phenolic-Resin-Based Material. 
N 3233/1GI 76-08 7C PC A02/MF A01 


L-10375 


Development of a Computer Program to Obtain Or- 
dinates for Naca 4-Digit, 4-Digit Modified, 5-Digit, 
and 16 Series Airfoils. 

N76-11033/7GI 76-07 1C PC AO3/MF A01 


L-10376 


Measurements of Farfield Sound Generation from a 

Filow-Excited Cavity. 

N76-13879/1GI 76-08 20A PC AO3/MF A01 
L-10377 

Microwave ral Line _ 

N76-11841/ 76-07 PC A0O7/MF A01 
L-10378 


Subsonic and Transonic Dynamic Stability Charac- 

teristics of the Space Shuttle Launch Vehicle. 

N76-19051/1GI 76-15 22D PC A04/MF A01 
L-10379 

Theory of Noise Generation from Moving Bodies 


with an lication to yaa A Rotors. 

N76-1 /9GI PC A04/MF A01 
L-10380 

The Role of Multiple Scattering in One-Dimensional 

Radiative Transfer. 

N76-12823/0GI 76-07 4A PC AO4/MF A01 


L-10383 
Nonreactive Mixing Study of a Scramjet Swept-Strut 
Fuel Injector. 
N76-13097/0GI 76-08 21E PC A03/MF A01 
L-10386 


Description and woeneation of the Langley 6- by 28- 

inch Transonic Tunne 

N76-12080/7GI 16-07 148 PC A04/MF AO1 
L-10387 


A High Subsonic Speed Wind Tunnel Investigation 
of Winglets on a Representative Second-Generation 


Jet Transport Wing. 
N76-26164/3GI 76-22 1A PC AO04/MF A01 
L-10389 
An Analytical Study of Turbulence Responses, In- 
cluding Horizontal-Tail Loads, of a Control-Con- 
figu Vehicle with Relaxed Static Stabili 
N76-18145/2GI 76-13 1C PCA /MF A01 
L-10391 
The Annular Suspension and Pointing (Asp) System 
for Space Experiments and Predicted Pointing Ac- 


curacies. 

N76-12124/3GI 76-07 22B PC A03/MF A011 
L-10398 

Computer Simulation of an Aijircraft-Based Dif- 
ferential Absorption and Scattering System for 


Retrieval of SO2 Vertical Profiles. 
N76-13635/7GI 76-08 13B PC A03/MF A0O1 


L-10399 


Comparison of Vibrations of a Combination of 
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Various Depths in the Lampf Negative Pion Therapy 


18E PC AO2/MF AOt 


am. 
LA-6049-MS 76-05 6R PC AO2/MF AO1 
LA-6050-PR 
Laser toe oy at Lasl. Progress Report, January 1-- 
June 30, 1 
LA-6050-PR 76-15 18A PC A08/MF AO1 
LA-6051 


Direct Evaluation of Transient Surface Tempera- 


tures and Heat Fluxes. 
LA-6051 76-12 18A PC AO2/MF AO1 


LA-6053-PR 


Userda Division of Electric Energy Systems DC Su- 
perconducting Power Transmission Line Project at 
Lasi, January 1--March 31, 1975. 

LA-6053-PR 76-05 9A PC A02/MF A01 


LA-6054-PR 


Htgr Safety Research Program. Progress Report. 
April--June 1975. 
LA 


-6054-PR 76-08 181 PC A0Q4/MF AO1 
LA-6055-MS 
Chemistry Computations for Irradiated Hot Air. 
LA-6055-MS 76-09 7E PC A04/MF AO1 
LA-6057-PR 


Development of Air-Sampling Techniques. Las! Pro- 

ject R-059, Niosh-la-74-10. Progress Report, Oc- 

tober 1, 1974--March 31, 1975. 

LA-6057-PR 76-12 148 PC AO02/MF A0O1 
LA-6062-MS 

Development Program for the High-Temperature 

Nuclear Process Heat System. 

LA-6062-MS 76-10 
LA-6063 

Laser-Fusion Target Fabrication: Application of a 

a Ablator Coating to a Ball-and-Disk Target 

Design by the Physical Vapor Deposition of 


Polyethylene. 
LA-606% 76-10 18A PC A02/MF A01 


LA-6064-MS 


Ductile to Brittle Transition of U--0.75 Wt% Ti 
Penetrator Cores. 


18E PC A02/MF AO1 


LA-6064-MS 76-15 11F PC A0Q2/MF AO1 
LA-6065-MS 

MUMPS Code-Building Package for Data-Base 
Management. 

LA MS 76-10 9B PC A03/MF A01 
LA-6068-MS 


Geomagnetic Radioflash Unfoid (Gruf) 
6068-MS 76-15 18C PC A02/MF AO1 
LA-6069-MS 
High-Density Metals and Metallic Composites for 
improved Fragmentation Submunitions. 
LA-6069-MS 76-15 198 PC A03/MF A0O1 
LA-6071 


integration Methods for Uncoupled and Coupled 
Thermoelastic Problems. 


LA-6071 76-14 20M PC AO2/MF AO1 
LA-6073-MS 

Higher Order Corrections to Energy Levels of 
Muonic Atoms. 

LA-6073-MS 76-12 7E PC A02/MF A01 
LA-6074-PR 


Multiple HEPA Filter Test Methods, July 1, 1974-- 
March 31, 1975. 
LA-6074-PR 76-11 148 PC AO0Q2/MF A011 


LA-6075-PR 


Application of Cell-Analysis and Sorting Techniques 
to Disease Detection. Progress Report, July 1, 1974- 
-June 30, 1975. 


AR-683 





LA-6075-PR 
LA-6076-MS 


Lognormal Damage Function with Offset Circular 
Normal | and Weapon Locations: Mean and 
Other Moments 


LA-6076-MS 76-11 15F PC AOQ2/MF A01 
LA-6079-MS 

Structure and Scaling Laws of Laser-Driven Ablative 

implosions 

LA-6079-MS 76-05 18A PC AO2/MF AO1 
LA-6080-PR 

Solid Earth Geosciences Research Activities at 

LASL. regress Report, January 1--June 30, 1975 

LA-6080-P 76-14 86 


76-12 6C PC AQ2/MF AO1 


PC A02/MF A01 
LA-6081-PR 
Research on Carbon--Aluminum Composites. 
Progress een January 1 we. 30, 1975. 
LA 1-P 76-12 11C PC A03/MF AO1 
LA-6082 


Performance of Multihundred-Watt Fueled-Sphere 
Assemblies in the on * Verification Test. 
LA-6082 6-15 18N PC A02/MF A01 





LA-6083-T 
Oxygen Potential of Uranium--Plutonium Oxide as 
ined by Controlied-/ e Ther- 
wees” 
LA T 76-08 18) PC A07/MF A01 
LA-6084-MS 


Respirator Protection Factors. 

LA-6084-MS 76-18 6Q PC AO2/MF A01 
LA-6086-MS 

Evaluation of Yield and Water-Level Relations. 

LA-6086-MS 76-09 8H PC A02/MF AO1 
LA-6088-PR 

Passive Electronic identification and Temperature 

a System. Progress Report, July 1, 1974-- 


June 30, 1975. 

LA 76-12 6B PC A02/MF AO1 
LA-6090-MS 

Pacer Processing: Cav eg Relationships. 

LA-6090-MS 7 18C PC A02/MF 
LA-6091 


Automated Spectrophotometer for Plutonium and 

Uranium Determination. 

LA-6091 76-16 7D PC AO5/MF A0O1 
LA-6082-MS 

Thermal Conductivity of Uranium: Effects of Purity 

and Microstructure. 

LA-6092-MS 76-09 11F PC A02/MF AO1 
LA-6083 

Water Quality in ae | “+ er Hill Site, 1974. 

LA-6093 8H PC A02/MF A01 


LA-6095-MS 
Consequences of Sodium Bond Loss from an Lmfbr 
Carbide Fuel Element. 
LA-6095-MS 76-10 18E PC AO2/MF AO1 
LA-6097-MS 
Detonation of High Explosives in Lagr 
Hydrodynamic Codes Using the Programmed Burn 
Technique. 
LA-6097-MS 76-12 19D PC AQ2/MF AO1 
LA-6100-PR 


Transuranic Solid Waste oe Programs. 


Progress Report, July--December 1974 
LA-6100-PR 76-09 18G PC A04/MF AO1 
LA-6103 


Monte Carlo Simulation of the Turbulent Transport 
of Airborne Contaminants. 


LA-6103 76-16 48 PC A03/MF A0O1 
LA-6104-MS 
Numerical Calculation of Flashing from Long Pipes 
ing a Two-Field 
LA-6104-MS 76-13 181 PC A02/MF A01 
LA-6105-MS 


Analytic Transport Theory Solutions for Steady 
Sources in Pure A 


LA-6105-MS 76-11 20H PC A0Q2/MF AO1 
LA-6106-MS 

Preliminary Topical Report on Comparison Reactor 

Disassembly Calculations. 

LA-6106-MS 76-12 18! PC AO3/MF A0O1 
LA-6107-MS . 

1974 Rocky Mountain E Flow P 

LA-6107-MS 76-12 10A PC AO? A02/MF A01 
LA-6108-MS 


ed Fitting in Hydrodynamical Calculations 
LA-6108-MS 76-15 201 PC A02/MF AO1 


AR-684 


LA-6109-PR 


Medium-Energy Physics Program Progress Report. 
February 1--April 30, 1975 


LA-6109-PR 76-13 20G PC A06/MF AO1 
LA-6110-PR 

| Come Annual Report, July 1, 1974--June 

LA-6110-PR 76-21 2C PC A02/MF AO1 
LA-6111-MS 

yr Spemtany, Sonpeaetons. 

LA-6111-MS 4A PC AO2/MF AO1 
wuauiint 


Geophysical Logging in Los Alamos Scientific 
Laboratory Geothermal Test Hole No. 2. 
LA-6112-MS 76-12 81 PC A02/MF A0O1 


LA-6113-MS 


Predicted Nuclear Heating and Temperatures in 

Gas-Cooled Nuclear Reactors for Process Heat 

plications. 

LA-6113-MS 76-12 181 PC AO3/MF AO1 
LA-6114 


Chit: A Cost Accounting Program for Postirradiation 
Examinations of Fast Breeder Reactor Materials. 
76-13 18E PC AO3/MF AO1 


LA-6115-MS 
Critical Borehole Pressure for a Vertical Hydraulic 
Crack in the Presence of Two Principal Total 
Stresses. 
LA-6115-MS 76-12 81 PC A02/MF A01 
LA-6116-MS 
Endf/B-IV Fission-Product Files: Summary of Major 


Nuclide Data 
LASNeMS 76-10 20H PC AO3/MF A011 


LA-6117-PR 


Superconducting Magnetic Energy Storage Project 
at the Los Alamos Scientific Laboratory. Progress 
Report, January 1--March 31, 1975. 

LA-6117-PR 76-10 10C PC AQ2/MF AO1 


LA-6118-MS 


Application of Sensitivity Analysis to a Quantitative 
Assessment of Neutron Cross-Section Require- 


ments for the Tftr: An Interim Report 
LA-6118-MS 76-11 18A PC A03/MF A01 
LA-6120-PR 


Ventilation Systems Analysis During Tornado Con- 
ions a Report, a ae 7 1975. 


76-11 PC A02/MF A01 
LA-6121-MS 
Shift Register Neutron Galncitnase Module. 
LA-6121-MS 76-12 18D PC A02/MF AO1 
LA-6122-MS 
woe Mountain Energy 1974: Fiows, Employment, 
LA-6122-MS 76-11 10A PC A03/MF AO1 
LA-6124-MS 


Very ee intensity Reaction Chamber Design. 

LA-6124-MS 76-11 20E PC AQ2/MF AO1 
LA-6125-PR 

Contamination Limits for Real and Personal Proper- 

ty. Progress Report, oe eo 1975. 

LA-6125-PR 76-10 18H PC A02/MF A01 
LA-6126 

Basics of , 7 Reliability Estimation from At- 

tribute Test Da 

LA-6126 76-22 12A PC AO02/MF A01 
LA-6127-MS 

Effects of Neutron Streami ane ame 

on Molten Fuel 1 

LA-6127-MS 76-12 181 Pe A02/ ME A01 
LA-6129 

Compilation of Yields from Neutron-induced Fission 

of exp 232 TH, exp 235 U, exp 236 U, exp 237 Np, 
a U, and exp 239 Pu Measured Radiochemi- 


cally at Los Alamos 

LA-6129 76-25 20H PC AO3/MF AO1 
LA-6130-MS 

Viasov Fiuid Model with Electron Pressure. 

LA-6130-MS 76-10 201 PC AQ2/MF A01 
LA-6131-MS 

Subcycling of Control Codes and Mesh Computa- 

ns. 

LA-6131-MS 76-12 9B PC AQ2/MF A01 
LA-6135-MS 

Rock Property Measurements Pertinent to the Con- 

struction of Drainage Systems at L  -~na 

Sites in Arizona by Subterrene 

LA-6135-MS 76-13 8G PC AO A02/MF AO1 
LA-6136 


Description of Collisioniess Plasmas by Classical 
Field Equations. 


LA-6136 76-14 201 PC A02/MF A01 
LA-6136-MS 

Algorithm for the Recognition of Typed Two-Dimen- 

sional Mathematical Expressions. 

LA-6138-MS 76-12 9B PC A03/MF A01 
LA-6139-MS 

Preliminary Report on Local impact Mode 

LA-6139-MS 76-12 10A PC A02/MF AO1 
LA-6142-PR 

Nuclear Analysis Research and Development Pro- 

gram Status Report, rer ees 1975. 

LA-6142-PR 76-22 18) PC A03/MF AO1 


LA-6143-MS 
1. Solar Energy Collector Final Summary 
Report. 
LA-6143-MS 76-12 10B PC A11/MF A01 
LA-6144-PR 


petocnates Cancer-Celi Sorting ee. Analysis. 
ress Report, April ee ar 30, 1975. 
LA 144-PR 76-13 6L PC A0O2/MF A01 


LA-6145-MS 
Coarse-Mesh Rebalance Methods Compatible with 


the Spherical Harmonic Fictitious Source in 
Neutron Transport Calculations. 

LA-6145-MS 76-10 20H PC A02/MF A01 
LA-6146-MS 


interaction Between Cesium and ‘es, for Use in 
the ae. of Surface Phenomen 
LA-6 MS 76-13 70 PC A02/MF A01 


LA-61 ~. 


Chemical Burnup Determination Based on Spec- 
trophotometric Measurement of Total Rare Earth 
Fission Products, Uranium, and Plutonium. 

~6147 


LA 76-22 18G PC A02/MF AO1 
LA-6148-MS 
Application of Stress Corrosion to Geothermal 
Reservoirs. 
LA-6148-MS 76-14 81 PC AO02/MF AO1 
LA-6149-MS 


General Numerical Fluid Dynamics Algorithm for 
yee Applications. 


LA-614 76-11 38 PC AO02/MF A01 
vgienaai 

Neutronic Rebalance Algorithms for Simmer. 

LA-6152-MS 76-13 18K PC AO2/MF AO1 
LA-6153 

ion Beam Limits. 

LA-6153 76-25 7D PC AO2/MF A01 
LA-6154-MS 


Theoretical Simulations of the Gas Explosive Simu- 

lation Technique oe Pupertmente 

LA-6154-MS 19D PC A02/MF AO1 
LA-6155-PR 

Examination of Fast Reactor Fuels, For Analytical 

Quality Assurance Standards and Methods, and 

ney Methods Development- ae Tests. 


ress Repoyt, July 1--September 30 
+ 155-PR 76-13 18E PC Aoa/MF A01 
LA-6156-PR 


Medium-Energy Physics Program. Progress Report, 
1 yk, July 1975. ia 
76-12 20G PC A04/MF A01 
LA-6157-MS 
Cross Section Space Soneing in Double 


Hete us Htgr ey 
LA-6157-MS 6-12 18E PC A02/MF AO1 
LA-6160-PR 


Development of Sampling and $e Methods 
for Carcinogens, January 1--June 30, 1975 


LA-6160-PR 76-25 148 PC A02/MF AO1 
LA-6161-PR 

~ r Safety 4 Program Progress Report, 

July--September 1975. 

LA-6161-PR 76-13 181 PC AO3/MF AO1 
LA-6167-MS 

Reliability Studies for the Nuclear-Powered Artificial 

Heart r . 

LA-6167-MS 76-26 6. PC A02/MF AO1 
LA-6168-MS 

Cross-Section Methodo in Simmer. 

LA-6168-MS 76- 20H PC A02/MF AO1 
LA-6169-MS 


Determination of Permeability of Granitic Rocks in 
GT-2 from ‘wee wears Data 

LA-6169-M 76-14 8 "oC A02/MF A01 
LA-6170-MS 


Forced Oscillations of the Los Alamos Scientific 
Laboratory’S Dry Hot Rock Geothermal Reservoir. 
LA-6170-MS 76-13 8! PC AO2/MF AO1 
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LA-6171-PR 


Userda Division of Electric Energy Systems DC Su- 
perconducting Power Transmission Line Project at 
Lasi. Progress Report No. 10, April 10--June 30, 


1975. 
LA-6171-PR 76-14 9A PC A03/MF AO1 
LA-6173-MS 
re os of the Zt-1 Toroidal Pinch Experiment. 
LA-6173-MS 76-12 18A PC A02/MF AO1 
LA-6175-MS 
Angle of Crack Propagation for a Vertical Hydraulic 
Fracture. 
LA-6175-MS 76-14 81 PC A02/MF AO1 
LA-6176-MS 
aay te Examinations of Three Dop 4 Iridium 
Shells from Simulant Fuel Sphere Assemblies. 
LA-6176-MS 76-25 18N PC AO02/MF AO1 
LA-6178-MS 
— of Axial Current in a. 
-6178-MS 76-12 18A PC AO2/MF A0O1 
wn 
i.e, Neutronic Analysis of a 3000- 
Higr. 
UN 8179-MS 76-14 18E PC AO3/MF A01 
LA-6181 


Effect of Heat Treatment Temperature on Binder 


Thermal Conductivities. 
LA-6181 76-15 7D PC AO2/MF AO1 
LA-6181-PR 


Carbide Coated Fibers in Graphites-Aluminum 

Composites 

N76-28367/0G! 76-25 11D PC A03/MF AO1 
LA-6183-PR 

Serologic Test Development. Progress Report, July 

1, 1974--June 30, 1975. 

76-21 2E PC A02/MF A0O1 

LA-6184 


Dissolution Rates of exp 238 PuO sub 2 and exp 
239 PuO sub 2 in 1M Perchioric Acid. 
6-25 


LA-6184 7E PC A02/MF AO1 
LA-6186-MS 

Tabulated p-- Exp 4 He Phase Shifts. 

LA-6186-MS 76-15 20H PC A02/MF AO1 
LA-6187-MS 

Jacobi Algorithms for Integers. 

LA-6187-MS 76-14 12A PC AQ2/MF A01 
LA-6191-MS 

Stability of the Flow in a Shock La 

LA-6191-MS 76-16 20)! "PC A02/MF A01 
LA-6192-T 


Neutron Spectra from 647- and a eg Proton 
Bombardment of —m— and Deuteriu 
LA-6192-T 25 20H PC ‘A11/MF A01 


LA-6193-PR 
ew Division Annual Report, FY 1975. 
LA-6193-PR 76-25 20H PC A11/MF AO1 
LA-6194-MS ' 


Set of Thermal Neutron-Scattering Experiments for 
the neweery Neutron 9 Facil 


LA-6194-MS 20L PC A02/MF A01 
LA-6195-PR 

Medium-Energy Physics crearem. Progress Report, 

August 1Oceber $1, 197 

LA-6195-PR 761 3 20G PC A05/MF A01 
LA-6197-MS 

Zuni Mountains, New Mexico as a Potential Dry Hot 

Rock rmal Energy Site 

LA-6197-MS 16-21 81 PC A02/MF A01 
LA-6199-MS 


Ae ee Measurements of the Thermal Conduc- 
tivity of Rocks from LASL Geothermal Test Holes 
GT-1 and GT-2. 
LA-6199-MS 76-14 81 PC AQ2/MF A01 
LA-6201-MS 


TIMEX: A Time-Dependent Explicit Discrete Or- 
Some Program for the Solution of Multigroup 
Transport _— with Delayed Neutrons 

LA-6201- 76-22 18K PC A04/MF AO1 


iin 


Computerized Low-Level Waste Assay System 
Operation Manual. 
LA-6202-MS 76-16 18G PC AO3/MF A0O1 


LA-6203-MS 


SRE octes High-Density Z Pinch. 
76-16 18A PC A02/MF A01 
‘een 1) 


Safety Analysis of the Los Alamos Critical Experi- 
ments Aven 
LA-6206(V.1) 76-25 181 PC AO3/MF A01 


LA-6207 
Laser-Fusion Target Fabrication: Application of Or- 
ganic Coatings to Metallic and Nonmetallic 
Micropeliets by the Glow-Discharge Polymerization 
of p-Xylene. 
LA-6207 76-25 18A PC A02/MF AO1 
LA-6209-SR 


Hg Product Decay Heat Studies of December 
’ 5. 
LA-6209-SR 76-18 181 PC A02/MF A01 


LA-6211 
Behavior of LASL-Made Graphite, ZrC, and ZrC- 
Containing Coated Particles in Irradiation Tests HT- 
28 and HT- 
LA-6211 76-26 18) PC A0Q2/MF A01 
LA-6215-PR 


Dc Superconducting Power Transmission Line Pro- 
ject at LASL. Userda Division of Electric Energy 
Systems Progress Report No. 11, July 1--September 


30, 1975. 
LA-6215-PR 76-15 9A PC AQ3/MF AO1 
LA-6216-PR 
Development of Air-Monitoring Techniques Using 
+ Sorbents. LASL Project R-059, Niosh-la-75-31. 
re oe Report, April 1, 1975--September 30, 1975. 
76-15 7D PC A02/MF A01 
LA-6217-MS 
Development of Thin Shell Equations for Reactor 
Subassembly Dynamics. 
LA-6217-MS 76-15 181 PC AO02/MF A01 
LA-6219-MS 
Linx and Binx: Cccc Utility Codes for the Minx Mul- 
yey Processing Code 
9-MS 76-15 20H PC A02/MF A0O1 
LA-6220-MS 
Caiculated Power Output from a Thin lron-Seeded 
Plasma. 
LA-6220-MS 
LA-6223-MS 
Experimental Evidence for Several Spheroid Growth 
Mechanisms in the Liquid-Phase Sintered Tung- 
sten-Base Composites 
LA-6223-MS 76-25 11F PC A02/MF AO1 


LA-6224-MS 
Consequence Analysis of Depressurization Ac- 


LA-6224-MS 76-14 181 PC AO2/MF A01 
LA-6225-PR 


Superconducting Magnetic Energy Storage Project 
at LASL, April 1--September 30, 1975. Progress Re- 


port. 
LA-6225-PR 76-26 10C PC A02/MF AO1 
LA-6228-PR 


Computer Science and Services Division. Annual 
Report, January--December 1975. 
LA-6228-PR 76-22 9B PC A02/MF AO1 


LA-6229-PR 


Examination of Fast Reactor Fuels, FBR Analytical 
Quality Assurance Standards and Methods, and 
Analytical Methods Development: irradiation Tests. 
te Report, October 1--December 31, 1975. 
76-22 181 PC AQ2/MF AO1 


76-25 20! PC A03/MF A01 


LA-6232-MS 

Thermal Expansion of exp 238 PuO sub 2. 

LA-6232-MS 76-25 18N PC A02/MF A01 
LA-6237-MS 

Neutron Production Gas Targets. 

LA-6237-MS 76-26 20G PC A02/MF A01 
LA-6238-PR 


Selection of a Model System to Determine the Ef- 
fects of Energy Production by-Products on the im- 
mune a July ig var 31, 1975. 

LA-6238-PR 6-21 6P PC A02/MF AO1 


LA-6239-MS 


Fission Cross Section of exp 243 cm from the Un- 
derground Nuclear Explosion, Physics-8. Table of 


alues. 

LA-6239-MS 76-26 20H PC AO3/MF AO1 
LA-6241-T 

Precipitation Model and Experimental Correlation 

with Various Properties of $Pentaerythritol 

Tetranitrate. 

LA-6241-T 76-25 7C PC AOQS/MF A01 
LA-6243-MS 

Some 4: yee of Amatex/20K. 

LA-6243-MS 76-22 7D PC A02/MF A01 

LA-6247-MS 

—— Coal Gasification Plans: Navajo Considera- 

LA-6247-MS 76-21 7A PC AO03/MF AO1 


LA-6302-MS 


LA-6255 
interaction of an tridium-Clad RTG Heat Source 
Unit with a Simulated Terrestrial Environment. 
LA-6255 76-25 18N PC AO2/MF A01 


LA-6256-MS 
Structural Design Aspects of Magnetic Coils for a 
Linear theta-Pinch Hybrid Reactor. 
LA-6256-MS 76-26 18A PC A02/MF A01 
LA-6258-MS 
Gamma Rays, Q-Values, and Kerma Factors 
LA-6258-M 76-25 20H PC A02/MF A01 
LA-6264-PR 


Transuranic Solid Waste Management Research 
Programs. \ ce ~ee January--June 1975. 
LA-6264-PR 76-26 18G PC A03/MF A0O1 


LA-6267-PR 


Detection of Early Changes in Lung Cell Cytology 
by nb cnet ag Analysis Techniques, July 1-- 
December 31, 197 


LA-6267-PR 76-22 6E PC A02/MF A01 
LA-6268-PR 


Evaluation of the Mechanisms of Energy-Related 

Toxic Agents on the Mammalian Hematopoietic 

System Using Flow Microfluorometric Analysis. 

eo Report, July 1--December 31, 1975. 

LA-6268-PR 76-22 6T PC A02/MF AO1 
LA-6271-MS 

Design and Construction Techniques for One-Meter 

osition Sensitive Proportional Counters of the 

Helical Delay Line Type. 

LA-6271-MS 76-25 18D PC A02/MF AO1 
LA-6272-MS 

Reference theta-Pinch Reactor (RTPR) Nucleonic 

ae he ee —— by Perturbation Theory. 

18A PC AO2/MF AO1 


LA-6273-MS 
Pi /sub mu sub 2 /: An Absolute Pion Beam Fiux 
Monitor. 
LA-6273-MS 76-26 20G PC A02/MF AO1 
LA-6274-MS 


Seismic Signal Location Program for the Los 
Alamos Scientific Laboratory's Dry Hot Rock 
Geothermal Project. 

LA-6274-MS 76-22 8! PC A02/MF A01 
LA-6275-MS 


Vacuum Ultraviolet Emission from co Krypton, 


and Xenon in a Radial-Viewed Theta Pinch. 

LA-6275-MS 76-26 18A PC "A02/MF AO1 
LA-6276-PR 

Effects of nts Associated with Coal and Oil 


Shale Extraction, Conversion, or Utilization on Cell- 
Cycle Kinetics and on Cena venesyne 
— Progress Report, July 1--December 


LA-6276-PR 76-26 6C PC A02/MF A01 
LA-6277-PR 
Aerosol Research and Development Related to 


Health Hazard Analysis. Progress Report July 1, 
1974--June 30, 1975 


LA-6277-PR ' 76-26 148 PC A02/MF AO1 
LA-6280-MS 

LASIP-ill, a Generalized Processor for Standard In- 

terface Files 

A0280-MS 76-26 9B PC AOS/MF A0O1 
LA-6283-MS 

Solid Propellant impact Tests. 

LA-6283-MS 76-26 18N PC AO2/MF A01 
LA-6287-MS 

Cinx: Collapsed interpretation of Nuclear X Sec- 

t ‘ 

LA-6287-MS 76-26 18F PC AO3/MF AO1 
LA-6292 


Application of Transmission Electron Microscopy to 


Splat-Cooled Plutonium Alloys. 

LA-6292 76-26 18) PC A02/MF AO1 
LA-6294-MS 

Calculation of Radiation Damage ie of 800-Mev 

Protons in a “Thin” Copper Tar 

LA-6294-MS 76-26 11F PC A02/MF A01 
LA-6298-MS 

Numerical Rate Equation Model for the He--Cs 

Charge Exchange Laser. 


LA-6298-MS 76-26 7D PC AO02/MF A01 
LA-6301-MS 

High-Temperature = by ees 

LA-6301-MS 19A PC A02/MF A01 
LA-6302-MS 


Effects of Long-Term eee at —- Tempera- 
tures on Small Cylinders of 
LA-6302-MS 76-26 1A PC A02/MF A01 


AR-685 








LA-6305-MS 
ae ats Field Resolution in RF Lesions. 
LA-6305-MS 76-26 6R PC AO02/MF A01 
LA-6309-PR 
Evaluation of the Dose-Effect Relationships for the 
—— to B ical a Agents > 
Cos! Technologies. 
Progress Re een Mener, July 1-December 31, 1975. 
PC AQ2/MF A01 
LA-6313-PR 


Biomedical and Environmental Research Program 
of the LASL Health Division. Progress Report, 
yey eee 1975. 


LA-6313- 76-26 6R PC AOS/MF A01 
aaa: 

Three-Dimensional Potential Field Calculations. 

LA-6315-MS 76-26 9B PC A02/MF A01 
LA-6316-PR 

Nuclear Safeguards Research. Program Status Re- 


port. Report, September--December 1975. 
LA-6316-PR 76-26 18) PC AQ2/MF A01 


LA-6320-MS 


Elastic and Charge-Exchange Scattering of Pions 
from exp 3 He and exp 3 H. 
LA-6320-MS 76-26 20H PC AOQ2/MF A01 


LA-6321-MS 

Environmental Surveillance at Los Alamos During 

LA-6321-MS 76-26 18H PC AO4/MF AO1 
LACIDT-STAFF-66.03 

improved Effectiveness of Traffic Signal Systems. 

PB-251 821/5GI 76-12 138 PC A02/MF AO1 
LAGEOS-73 

Lageos Assembly ion Plan. 

N76-14159/7GI 76-09 22B PC AO3/MF A01 
LAIR-23 
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AD-A026 
AD- 447/3GI 76-18 16A PC AO3/MF AO1 
LC-76-HP3 

S Reliability of Missile Materiel! Program. Mis- 


sile raulic and Pneumatic Systems Actuator 


AD-A026 353/3G! 76-18 16A PC A03/MF A01 
LC-76-HP4 


Storage Reliability of Missile Materiel Program. Mis- 
~ Hydraulic and Pneumatic Systems Pump Analy- 


AD-A026 449/9G! 76-18 16A PC AO04/MF A01 
LC-76-1C1 
ee Reliability of Missile Materiel Program, 
. poy Bipolar SSI/MSI Digital Integra Cir- 
cu 
AD-A026 123/0GI 76-17 9E PC A06/MF A01 
LC-76-IC2 
Sto Reliability of Missile Materiel Program. 
Monolithic “Bipolar SSI/MSI Linear Integ Cir- 
cuit Analys 
AD-A026 179/2GI 76-18 9E PC AO04/MF A0O1 
LC-76-OR1 
Reliability of Missile Materiel Program, 
ropeliant Rocket Motor Analysis. 
AD Al2e 105/7GI 76-17 21H PC A04/MF A01 
LC-76-OR2 
Storage Reliability of Missile Materiel Seem. ig- 
niters and Safe and ice Ana _ 
AD-A026 938/1Gi 76-19 tH C A03/MF A01 
LC-76-OR3 
Sto Reliability of Missile Materiel Program. 
Solid lant Gas Generators Analysis. 
AD-A026 717/9GI 76-19 19A PC AO3/MF AO1 
LCG-TR-189 
Computer Simulation in the Analysis of Surface 
Current Drifter Data. 
PB-252 374/4GI 76-14 8C PC A14/MF A0O1 
LCS-PR-12 
Laboratory for omeutae Science (Formerly Project 
) Progress Re it. 
AD-A024 527/4Gi 76-14 9B PC A06/MF A01 


"Reprin t: Quaternary Climate Change as Revealed by 
ium Carbonate Fluctuations in Western Equa- 


torial Atlantic Sediments. 

AD-A019 969/5G! 76-06 8G PC A02/MF A01 
LDGO-1882 

re owes Guest Editorial: The End of the Present in- 

PB 245 704/2G1 76-01 48 Not available NTIS 
LDGO-1884 

rint: Northeast Atlantic Post-Eemian 

— nography: A Predictive Analog of the Fu- 

PB-245 708/3GI 76-01 8G Not available NTIS 
LDGO-18868 

Reprint: insolation Regime of Interglacials, 

PB-247 398/1GI 76-04 48 t available NTIS 
LDGO-2053 


Reprint: Increased Surface Albedo in the Northern 
Hemisphere. Did Satellites Warn of the Weather 
Troubles of 1972 and 1973, 

PB-245 705/9GI 76-01 48 Not available NTIS 


LDGO-2091 
Reprint: Pacific Pleistocene Sediments: Planktonic 
Foraminifera Dissolution Cycles and Geochronolo- 
Bb-247 395/7GI 76-04 8G _ Not available NTIS 
LDGO-2132 


Reprint: Late Pleistocene Carbonate Dissolution Cy- 
cles in the Eastern Equatorial Atlantic, 
PB-246 176/2GI 6-02 8) Not available NTIS 


LOGO-2166 
Reprint: Fractionation of Abyssal Tholeiites: Sam- 


ee from the Oceanographer Fracture Zone (35 deg 

AD-AO1T 412/861 76-01 8D PC AQ2/MF A0O1 
LDGO-2168 

Reprint: Animal Traces on the Deep-Sea Floor. 

AD-A018 497/8GI 76-03 PC AOQ2/MF A01 
LDGO-2173 


Reprint: Skeletal Ulitramicrostructure of Some Elon- 
ey a ane Pianktonic Foraminifera and Re- 
pec 
AD-A028 012/3GI 76-21 8G PC A0Q3/MF A01 
LDGO-2180 
Reprint: Amino Acid Composition of the Silicified 
ye yee Matrix in Fossil fs Radiolaria. 
495/2G! 8G 


PC AO2/MF A0O1 
cae 
ue: Seasonal Change of Antarctic Sea ice 
Cover, 
PB-245 702/6GI 76-01 8L Not available NTIS 
LDGO-2190 
cg | Physical Oceanography from the Arctic ice 
ck: Proiect AIDJEX STD Programs. 
AD-AO'S 924/1G! 76-04 8L PC A02/MF A01 
LOGO-2195 
Reprint: Palaeomagnetism of Cretaceous Pacific 
Seamounts. 
AD-A020 260/6GI 76-07 8N PC AQ3/MF A01 
LDOGO-2200 
Gravity, Magnetics, and Seismicity, 
PB-257 266/7G! 76-23 PC A02/MF A01 
LDGO-2211 
Reprint: Voicanogenic Effects on the Rates of 
—e of Sediments in the Northwest Pacific 
AD-A017 351/8GI 76-01 8G PC A02/MF A01 
LDGO-2217 
a Dredged Rocks from Hatton Bank, Rockall 
ateau. 
AD-A019 971/1GI 76-06 8G PC A02/MF A01 
LDGO-2218 
Reprint: Mesozoic Reversal Sequenc 
AD-A017 964/8GI 76-02 8N “PC AO2/MF AO1 
LDGO-2221 
rint: Rb-Sr, Sr87/Sr86 Isotope S as an 
index of Provenance of Continental Dusts in the 


n ee Ocean. 
A017 352/6GI 76-01 
LDGO-2223 


Reprint: Late Miocene to Se Biostratig- 
—e of aa Pacific Sedimen 


468 PC A02/MF AO1 


76-11 8G PC A02/MF AO1 
unepieai 
Reprint: Comparison of Strong Ground Motion from 
Several Dislocation Models. 
AD-A027 o77/eGr 76-21 8K PC A03/MF A01 


LDGO-2227 
Reprint: Marine Gravity. 





LDGO-2289 


AD-A017 965/5G! 
LDGO-2230 

Reprint: Late Cenozoic Planktonic Foraminiferal 

Biostratigraphy of Northwest Pacific Sedimentary 

Sequences. 

AD-A027 743/4GI 76-20 8G PC AQ3/MF AQ1 
LDGO-2233 

Reprint: Further use of Natural Infrasound as a 


Continuous Monitor of the Upper Atm yt 
AD-A018 571/0G! 76-03 4B PC A02/MF AO1 


LDGO-2234 


Upper Pleistocene ‘Ethmodiscus rex’ Oozes from 
the Eastern E he Atlantic, 
Po.285 517/ 6-21 8A Not available NTIS 


LDOGO-2235 
Reprint: vec ee of Displaced Antarctic Diatoms 
i 


76-02 8E PC AQ2/MF A01 


in the Argentine n. 
AD-A022 422/0G! 76-10 8J PC A02/MF A01 
LDGO-2238 
Reprint: G y of the Caribbean Crust. 
AD-A025 043/1Gi 76-15 8G PC A03/MF A01 
LDGO-2242 


Reprint: Gravity Field of the Northwest Pacific 
Ocean Basin and its Margin: Aleutian island Arc- 
Trench S ; 
AD-A019 716/0G! 
LDGO-2243 
Reprint: Sediment Waves on the Moroccan Con- 


tinental Rise. 
AD-A019 970/3G! 76-06 8G PC A02/MF AO1 
LOGO-2244 


Reprint: Nature and implications of Asymmetric 
Sead Spreading - ‘Different Rates for Different 


AD-A028 689/8G! 76-22 8G PC A02/MF AO1 
LDGO-2247 

Reprint: Use of K20, Rb, Zr, and Y versus SiO2 in 

Volcanic Ash Layers of the Eastern Mediterranean 


to trace Their Source. 
AD-A019 715/2G! 76-06 8G PC A02/MF AO1 


LDGO-2251 
Reprint: Late Quaternary Depositional Processes on 
Continental Rise of Western Equatorial Atlantic: 
Comparison with Western North Atlantic and impli- 
cations for Reservoir-Rock Distribution. 
AD-A018 496/0Gi 76-03 8G PC A02/MF A01 

LDGO-2255 


Reprint: A Pseudo Three-Dimensional Finite Ele- 
ment nes ee Problems and Its 


76-06 8E PC AO3/MF AO1 


Geophysical App 

AD-A019 082/7Gi 76-05 8G PC AQ2/MF AO1 
Reprint: Tectonic Complexities in the South Fiji 
Marginal Basin. 

AD-A021 373/6G! 76-09 8G PC A02/MF AO1 
LDGO-2264 

Reprint: a Magnetic — and the 
Magnetic Quiet Z Northwest A 

AD-A021 374/461 76-09 8N PC AG2/MF AOt 
LDGO-2266 


rint: On the Magnetic Susceptibility Anisotropy 


Sea Sediment. 
AD AO 8 937/3GI 76-04 8) PC A02/MF A01 
LDOGO-2267 


Reprint: Metalliferous Deposits from the Apennine 


Ophiolites: Mesozoic Equivalents of Modern 

Deposits from Oceanic Spreading Centers 

AD-A019 719/4GI PC A0Q2/MF A01 
LDOGO-2282 

Reprint: Benthic Nepheloid Layers and the Ekman 

Thermal Pum 

AD-A021 375/1G! 76-09 8J PC A0Q2/MF AO1 
LDGO-2283 


Reprint: Relative Motion of South America with 

Respect to North America and Caribbean Tectonics. 

AD-A030 628/2G! 76-25 8G PC A02/MF AO1 
LDGO-2284 | 


Sees Vertical Structure of ba ok and Deep 
ratures in the Western Sar 


1 376/9GI 76-09 PC A02/MF AO1 
ania 
Reprint: The Equatorial Mid-Ocean Canyon: A Re- 
_ ~~‘ Channel on the Brazilian tinental 
AD-A022 423/8G! 76-10 8) PC A02/MF AO1 
LDGO-2289 


Reprint: South Atlantic Diapiric Structures. 
AD-A022 503/7GI 76-11 8) PC AOQ2/MF AO1 


AR-691 





LDGO-2290 
Reprint: A Comprehensive Study of Long-Period (20 
to 200 Seconds) Earth — at the High-Gain 


Woridwide Seismograph Statio 

AD-A024 627/2GI 76-14 ‘8K PC AOQ3/MF A01 
LDGO-2296 

Reprint: A Palaeomagnetic Pole from Late 


oe a Marine Magnetic Anomalies in the 


AD. A024 699/1GI 76-14 8N PC AOQ2/MF A01 
LDGO-2287 


Reprint: A Palaeomagnetic Poles from Marine Mag- 
netic Anomalies. 


AD-A024 696/7GI 76-14 8N PC AO2/MF AO1 
LDGO-2298 
Reprint: iad and Bathymetry in the Central 
Pacific Ocea 
AD-A024 127/36 76-13 8) PC AQ2/MF A0O1 
LDGO-2299 


Reprint: New Terrestrial Heat Flow Measurements 
on the Nazca Plate. 


AD-A023 368/4G! 76-12 8G PC AO2/MF AO1 
LDGO-2363 

Reprint: Dynamic Motions ~~ an Earthquake 

Fault: A Three-Dimensional Solutio 

AD-A027 978/6Gi 76-21 8K "Pc A03/MF AQ1 
LDGO-2305 

Reprint: Heat Flow Anomaly Associated with Dike 

intrusion, 2. 

AD-A023 369/2G! 76-12 8G PC A02/MF AO1 
LOGO-2316 


Reprint: Caicium Carbonate Distribution in the Sur- 
face Sediments of the indian Ocean. 
AD-A026 819/3GI 76-19 8J PC AQ2/MF AO1 


LDGO-2317 
Reprint: Upper Crustal Structure as a Function of 


AD-A027 081/9G! 76-19 8G PC A02/MF AO1 
LDGO-2319 

Reprint: New Evidence for Occurrence of Debris 

Flow Deposits in the Deep Sea. 

AD-A025 877/2G! 76-16 8J PC AQ2/MF A01 
LDGO-2328 


Reprint: ——s of Antarctic Bottom Water and 
its Effects on the Floor of the Indian Ocean inferred 
from Bottom-Water Potential Temperature, Turbidi- 


, and Sea-Floor Phot yw 
A030 668/8G! Fe. 8C PC AQ2/MF A@1 


LDGO-2332 
Reprint: Source Properties of a Biuve Mt. Lake 


Earthquake. 
AD-A030 131/7GI 76-24 8K PC A02/MF AQ1 
LDGO-2333 


Reprint: Distribution of Caicium Carbonate in Sur- 
face Sediments of the Atlantic Ocean. 
AD-A028 136/0G! 76-21 8J PC A@2/MF AQ1 


LDGO-2334 
—_ Higher-Mode Rayleigh Waves as an Aid to 


wr 132/5GI 76-24 17) PC AG@2/MF AGt 
LDGO-2350 
Reprint: Sections of the Earth's Crust in the Equa- 
AD-A030 626/6G! 76-25 8G PC AO2/MF AO1 
LDGO-2357 


of the Oceanographer Frac- 
Fracture Zones. 





AD-A030 981/4Gi 76-26 8G PC A02/MF A@1 
LBGO-2356 

Reprint: Recent Bottom-Current Activity in the Deep 

Western of Bengal. 

AD-A030 625/8G! 76-25 8C PC A02/MF AO1 
LDO@U-2241 

Reprint: On the Relative importance of the Driving 

Forces of Plate Motion. 

AD-A021 603/6G! 76-08 8G PC AOQ3/MF AO1 

-0302.00 

Test oneaieen for me ty ision Deyices 

PB-255 902/9G 22 17H PC AQ3/MF A01 
Rena: OR 

Terms and Definitions, for intrusion Alarm Systems, 

PB-255 872/4GI 76-20 5B PC A02/MF A01 
LEAA-MD-76-0011 

Comprehensive Pian 1976. Volume |. 

PB-248 356/8G! 76-05 5K PC A24/MF AO1 
LEAA-MD-76-0012 

Comprehensive Pian 1976. Volume Ii 

PB-248 357/6GI 76-05 5K PC A2S/MF AO1 


AR-692 


LEC/REN-2 
Ferroic Crystals for Electro-Optic and Acousto- 


ws plications. 
- 125/1GI 76-06 7D PC AO8/MF A01 
LEC-0336 

Multifrequency Microwave Radiometer (Mfmr) L- 


Band Modification. 

N75-32428/5GI 76-01 14B PC AO3/MF A0O1 
LEC-4326A-V-1 

Crop identification Technolgy Assessment for 

nee Sensing (Citars). Volume 1: Task Design 

an. 

N76-12454/4Gi 76-07 2C PC A13/MF A01 
LEC-4326G-VOL-9 

Crop identification Technology Assessment for 

Remote —enene. (Citars) Volume 9: Statistical Anal- 

i7s-32578/361 76-01 2C PC AOG6/MF A01 
LEC-4326H-V-10 


Crop identification Technology Assessment for 
Remote Sensing (CITARS). Volume 10: interpreta- 
tion of Results. 


N76-23668/6GI 76-18 2C PC A06/MF A01 
LEC-5388 

Test Procedures, AN/AIC-27 System and Com- 

ponent Units. 

N76-18299/7GI 76-13 17B PC AO7/MF AO1 
LEC-5733 


Dynamic Microphones M-87/AIC and M-101/AIC 


and Earphone H-143/AIC. 
N76-18298/9GI 76-13 17B PC A14/MF A01 


LEC-5809 
Detailed Requirements Document for the integrated 


ay Analysis System, Phase B. 
N76-22584/6GI 76-17 1C PC A9S/MF AO1 
LEC-5976 


S193 Radiometer Brightness Temperature Preci- 
sion/Accura ~ SL2 and SL3. 
N76-14578/ 76-09 14B PC A06/MF AG1 


aieenee 


Side Looking Radar Calibration Study. 
N76-13332/1Gi 76-08 17! 


LEC-6477 


Technical Description of a Tape Control Unit for a 
Honeywell Ddp-5 16 ~<a 


A03/MF A01 


N76-16847/5GI 76-11 98 PC A06/MF A0O1 
LEC-6725 

Soil Moisture: Some Fundamenta 

N76-10613/7GI 76-03 bre "PC A02/MF A01 
LEC-6730 

Space Shuttle Rudder/Speedbrake Subsystem Anat- 

\i76-16139/7G1 76-11 2268 PC A06/MF A01 
LEC-6734 


Detailed Requirements Document for the Balloon- 
Borne Ultraviolet Stellar Spectrometer Decommuta- 


tion and Formatting Programs. 

N76-12752/1GI ” "76-07 3B PC A03/MF A01 
LEC-6815 

Simplified Antenna Controller System Operation 


Manual. 

N76-12273/8GI 76-07 9E PC AQ2/MF A01 
LEC-6842 

Set Covering Algorithm, a Subprogram of the 

Scheduling Algorithm for Mission Planning and Lo- 


istic Evaluation. 
76-22225/6G! 76-17 22A PC AOS/MF AO1 


Computer Program Design Specifications for the 
Balioon-Borne Ultraviolet Stellar Spectrometer 
Buss) Science Data Decommutation Program 


N76-11406/SGI 76-07 98 PC A02/MF A01 
LEC-6995 

The 121.75 Mhz Band Pass Filter. 

N76-11349/7GI 76-07 9E PC AQ2/MF A01 
LEC-7181 

Development of an Actuator Simulator Console for 

the Space Shutt —— a oe 

N76-16140/5G!_ 228 PC A03/MF A01 
LEC-7195 

Joint Soil Moisture Experiment (Jsme) Scatterome- 

ter Systems. 

N76-13564/9GI 76-08 8M PC A03/MF A0O1 
LEC-7253 


Program Documentation Crew System Vidar Data 


Reduction (CSVIDR) P . 
N76-23862/5GI 18 9B PC AOS/MF A01 


LEC-7390 
Mission Payloads Subsystem Description, Revision 
2 


N76-27301/0GI 76-25 22A PC A09/MF A01 
LEC-7498 

Digitizing Zone Maps, Using Modified LARSYS Pro- 

N76-27649/2GI 76-25 8B PC A08/MF A01 
LEC-7619 

An Eight-Neighbor Filter for LARSYS. 

N76-27650/0GI 76-25 8B PC A03/MF AO1 
LEC-7646 


System Development of the Screwworm Eradication 
Data System (Seds) Algorithm. 


N76-22876/6GI 76-17 6F PC AOS/MF A01 
LEC-7730 

Lunsort List of Lunar Orbiter Data by Lac Area. 

N76-22129/0GI 76-16 3B PC A18/MF A01 
LEC-7737 

Satellites for Life Sciences. 

N76-21243/0GI 76-16 22A PC A04/MF AO1 
LEC-7852 


Estimation of Daily Mean Air Temperature from 

Satellite Derived Radiometric Data 

N76-21840/3GI 76-16 4A PC A04/MF A01 
LEC-7951 

Pines Method for Circular and Elliptical Orbits. 

N76-21235/6GI 76-16 2 PC AOQ3/MF A01 
LEC-8061 


A New Computer Approach to Mixed Feature Clas- 

sification for Forestry Application. 

N76-24685/9G! 76-19 2F PC AQ3/MF AO1 
LEC-8181 


Scheduling Algorithm for Mission Planning and Lo- 
— Evaluation Users’ Guide 
6-29339/8G! 76-25 22A PC A03/MF A01 


Raps 
An AD Hoc MAP Evaluation Procedure. 
N76-24686/7GI 76-19 8B PC AO3/MF A01 
LEC-8380 
Design Document for Navigation Aid Console (SDD 
N76-27908/5G! 76-25 22B PC A03/MF A01 
LEC-8478 


Water Vapor as an Atmospheric Attenuator to the 
Satellite-Observed Spectral Radiance. 


N76-25706/2GI 76-20 4A PC A02/MF A01 
LEC-8545 

Accuracy of Satellite Derived Radiometric Data. 

N76-25707/0GI 76-20 4A PC AOS/MF AO1 
LEC-8634 

Communications and Tracking Subsystem Ap- 

proach .and Landing Test Phase Task 501 RF Path 

Console Ac nce Test Report. 

N76-25453/1GI 76-20 178 PC A03/MF AO1 
LEC-8655 

LACIE Phase 1 Classification and EE 


Su (CAMS) Rework Experimen 
N76- /7G\ 76-25 2C 


LEC-8768 


Data Reduction Complex Analog-to-Digital Data 
Processing Requirements for Onsite Test Facilities. 
N76-27307/7GI 76-25 9B PC A0Q2/MF A01 


LECTURE SER-37 
Chemical ee of High Temperature Gases, May 


PC ‘A02/MF A01 


10-14, 197 

N74.74805/4G1 76-01 7D PC A20/MF A0O1 
LEGISLATIVE-SS75-1 

Modernization and improvement of New York's 

Riparian Law. 

PB-251 029/5GI 76-10 138 PC E09/MF E09 


LEHIGH/FL/217-74 


Column Research Council, Proceedings, 1974. 
PB-247 686/9GI 76-05 13M PC A07/MF AO1 


LEHIGH/FL/217-75 

Column Research Council, Proceedings, 1975. 

PB-247 687/7GI 76-06 13M A06/MF AO1 
LEHIGH/FL/360-165 

ibliography on Tall ee Supplement 1, 

PB-248 243/8Gi 6-10 13M PC A15/MF AO1 
LEHIGH/FL/369-138 

Planning and Design of Tali Buildings: Regional 

Conference (26th), High-Rise a te Workshop, 

Held in Singapore on Decembe 

PB-247 379/1GI 76-03 43M PC AOS/MF AO1 








LEHIGH/FL/369-147 


Tall Buildings and the Growth of Cities. Pan-Pacific 

Tall Buildings Conference too (28th), Held 

in Honolulu, Hawaii on January 26-29, 1975, 

PB-254 959/0G! 76-19 13M PC A1S/MF AO1 
LEHIGH/FL/369-166 

The Joint Committee: Scope, Activities, Recent 


ae and > of Tall Buildings, 
PE Bae 6 680/1GI 76-09 13M PC AOS/ME A01 
LEHIGH/FL/370-2 


Solutions to Various Reinforced Concrete Beam- 

Column Problems, 

PB-246 109/3GI 76-02 
LEHIGH/FL/388-2 


Biological Regeneration of Activated Carbon in Ad- 
vanced Wastewater Treatment. 


13M PC A03/MF A01 


PB-247 298/3GI 76-04 13B PC AOS/MF AO1 
LEHIGH/FL/405-4 

Test Program of a Resistant Steel Beam-to- 

Column Web Connect 

PB-245 830/5GI 76-02 13M PC AO3/MF AO1 
LER-70-105002 

Closed Circuit Television Electron-Beam-Weld 

Tracking System. 

LER-70-10 76-22 13H PC AO02/MF AO1 
LERC/RI-75-1 

Evaluation of in Situ Oil Shale Experiments by Hot- 

Film Logging 

LERC/RI-75-1 76-06 81 PC A03/MF AO1 
LERC/RI-75/2 


ey investigation of Reverse Combustion in 
a 


wo Utah Tar Sands. 
LERC/RI-75/2 76-08 21B PC A03/MF AO1 


LERC/RI-75/3 
Hydrodenitrification of Crude Shale Oil. 
LERC/RI-75/3 76-07 7A PC AQ2/MF A0O1 
LERC/RI-75/5 


Separating and Characterizing High-Boiling Petrole- 
um Distillates: The Usbm-AP! Procedure. 
LERC/RI-75/5 76-08 7A PC A0O3/MF A01 


LERC/RI-75/6 
are of Utah Tar Sands: North Seep Ridge 


rea, p.R. Spring Deposit. 
LEROIRL 75/6 76-11 8G PC AQ2/MF A01 
LERC/RAI-76/1 


Effects of Space Velocity on Quality and Quantity of 


Gas from Oil Shale Retorti 
LERC/RI-76/1 76-26 7A PC AO2/MF AO1 


LERC/RI-76/4 
Theoretical ts of Reverse Combustion in the 
Underground Gasification of Coal. 
LERC/RI-76/4 76-21 7A PC AQ3/MF AO1 
LERC/RI-76/5 


—— of — Tar Sands: Flat Rock Mesa Area, 


LERCIAI-T6 is 76-26 8! PC A02/MF A01 
LERC/TPR-75-1 


Oli Shale Conversion Process 
Monoxide and Water. 
LERC/TPR-75-1 76-21 


Using Carbon 


7A PC AO2/MF AO1 
LES-8124 

Acceptance Test Procedure for Shuttle Actuators 

Simulator (Elevon Su ). 

N76-28240/9GI 76-25 148 PC A10/MF A01 
LESP-RPT-0402.00 


ba Police Yenc Car: Economic cotangent in 
uisition, ration, and Disposition 
PB-257 466/361 76-25 5C PC A10/MF AO1 


LETI/ME-1025 


Tunnel Effect injection Through Depleted MOS Thin 
Films for Application to Photosensitive Receptor 
with incorporated Gain Etude de I'Injection Tunnel 
a Travers les Couches Fines MOS en Depletion en 


Vue de Leur Utilisation dans UN Recepteur 
Photosensible a Gain incorpore. 
N76-10875/2GI 76-03 20. PC AO3 


LF-TR-98 
Work Session on the Physio 
Shocks, Held at isi (institute 
March 1972. 
LF-TR-98 
LF-TR-100 
Experimental investigation on the Problem of Sleep 
Disturbances Caused by Sonic Boom 
LF-TR-100 76-14 6S PC A03/MF A01 
LF-TR-101 


Experimental Proteolytic qn gpg and the Lung 
Function. (Experiments with 
LF-TR-101 76-13 PC A02/MF A01 


ical Effects of Air 
int Louis) on 17 


76-14 6S PC AO0S/MF A01 


LF-TR-102 


apeaten of Total Alveolar Macrophage Population 
in Rats. 


LF-TR-102 76-13 6C PC AQ2/MF A01 
LF-TR-103 

Collagen Biosynthesis in the Lungs of Rats with 

Radiation Injury. 

LF-TR-103 76-13 6R PC AQ2/MF AO1 
LF-TR-104 


German--French Research Institute of Saint Louis 


List of Publications. 
LF-TR-104 76-13 5A PC AO2/MF AO1 
LF-TR-105 
Report on the Recording with the Aid of Holo- 
Ese interferometry by Double Ex re of the 
otion of the Tympanum of Guinea Pigs Undergo- 
the Action of Short-Time Sound Effects 
L -TR-105 76-14 6P PC AO3/MF A01 


LF-TR-106 


Relationship Between Locations of Mcemsaierate and 
Vascular Lesions in Collagen Diseas 
LF-TR-106 76-14 6E PC A02/MF AO1 


LF-TR-107 


tre Changes i . Scleroderm 

LF-TR-10 6-14 6E PC AG2/MF A01 
LF-TR-108 

Soluble Collagen and Protein--Carbohydrate Com- 

ponent Content in the Lungs of Rats with Experi- 


mental Silicosis. 
LF-TR-108 76-25 6A PC A02/MF AO1 
LF-TR-109 


Problem of the Role of Vitamin C in the Formation 


of Connective Tissue. 
LF-TR-109 76-14 6P PC AO02/MF A01 
LF-TR-110 
Oxyproline Content in the Composition of Peptides 
of the Pulmonary Tissue of Animals with Experi- 


mental Silicosis. 
LF-TR-110 76-14 6P PC AO2/MF A011 
LF-TR-112 


Tests Using Solid-State Track Detectors in 
Radiotoxicological Analysis Laboratories. 
LF-TR-112 76-25 18D PC A02/MF A01 


LF-TR-113 
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N76-11793/6GI 76-07 12A PC AOQ2/MF AO1 
MATHS-RES-49 
cone howe patel of Neutral Systems. 
76-07 12A PC AQ2/MF AO1 
nauineninds. 


A Note on the Distortion of a Magnetic Field 
ee ned dg a a os an Infinitely Conducting wid 


rcular C 
Sve-11384/401 eer 201 PC AOQ2/MF A01 
MATHS-RES-51 
An ximation Theorem for Convex Sets. 
N76-11805/8GI 76-07 12A PC AOQ2/MF AO1 
MATHS-RES-52 
mented Penalty Functions in Optimal Control 
8 with — Constraints. 
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N76-11843/9GI 76-07 7D PC AO02/MF A01 
MATHS-RES-61 
Measurable Selections and Uniformisation of 
Souslin Sets. 
N76-11807/4GI 76-07 12A PC AO03/MF A0O1 
MATHS-RES-62 


A Simple Model for Solar Wind Fiow. 


N76-11987/4GI 76-07 4A PC A02/MF A01 
MATHS-RES-63 

Penalty Function Type Optimal Control Methods for 

the of Turbine Blade Profiles. 

N76-11464/4GI 76-07 21E PC A03/MF AO1 
MATHS-RES-64 


Augmented Penalty Functions and Time Lag 


8. 
6-11772/0GI 76-07 12A PC A02/MF A01 
MATHS-RES-65 


The Use of Slater Orbitais in Variational Caicula- 
tions Involving One-Electron Green's Functions. 





MATT-1085 


N76-11844/7GI 76-07 7D PC AGQ2/MF A01 
MATHS-RES-66 

Distortion of a Non-Aligned om oth wey Field by the 

Flow of an inviscid a Circular 


11385/1GI 
MATHS-RES-67 
Se <8 CLS Ke Se 


Nie-t1779/6G1 


76-07 20i1 PC A0Q2/MF AO1 


76-07 12A PC A02/MF AO1 
MATHS-RES-68 
Continuous and Borel Selectors in Normed Spaces. 
N76-11808/2GI 76-07 12A PC A02/MF AO1 
MATHS-RES-69 


Optimal Controls for Neutral 


s by the t 
N76-11774/6GI 76-07 12A PC A03/MF AO1 
MATHS-RES-70 
Colliding Gravitational and ey netic Waves. 
N76-11990/8GI 20J A0Q2/MF AO1 
MATT-TRANS-114 
of Functioning and Applications of a Hydro- 
—_ Acid Laser. 
TT-TRANS-114 76-18 201 PC AOS/MF AO1 
MATT-TRANS-116 
Torsatron ‘‘Uragan-3" Divertor. 
MATT-TRANS-116 76-25 168A PC AOQ3/MF A01 
MATT-TRANS-117 
Survey of the Tokamak Experiments in the USSR. 
MATT-TRANS-117 76-22 18A PC AQ3/MF A01 


MATT-TRANS-120 
Heating of Plasma in the TM-3 Tokamak at the 
with M to 25 Koe. 


ic Fields Up to 
MATT-TRANS-120 76-15 201 PC AQ2/MF A01 
MATT-1069 


Physical Mechanism - Parametric Instabilities Near 
the Lower-Hybrid Frequency in inhomogeneous 


MATT-1069 76-05 20!1 PC AOQ3/MF A01 
MATT-1070 
im Transport in FM-1. 
MATT 070 76-05 201 PC A02/MF A01 
MATT-1072 


Optimization of Fusion Power Density in the Two- 


aaeeey emponant Tokamak Reactor 
MATT-1072 76-05 201 PC AG4/MF AO1 
MATT-1073 


Enhanced induced Emission for Stimulated Raman 


Scatteri as. 

MATT-1073 76-05 201 PC A02/MF A01 
MATT-1075 

Trapped-1on Theory of Dissipative Trapped-Electron and 


“1075. 76-05 201 PC AO02/MF AO1 
ware 
and Numerical mone ny oe of Collective 


Trangport errata eas 201 PC ‘A02/MF AO1 


MATT-1077 


Radiation from Piasmas in the St Tokamak. 
MATT-1077 76-05 201 PC A02/MF A01 


MATT-1078 
pranepat and Divertor Studies in the FM-1 Sphera- 


MATT-1078 76-05 201 PC AQ2/MF A01 
MATT-1079 
Effects of impurities and Magnetic Divertors on 
High-Temperature Tokamaks. 
TT-1 76-05 18A PC A02/MF A01 
MATT-1080 
Maximum Power Gains of Radio-F Sameera 
Ln aa ponent Tokamak React 
76-05 20! PC A02/MF A01 
MATT-1082 
Princeton Reference Fusion Power Piant. 
MATT-10862 7 18A PC AO2/MF AO1 
MATT-1083 


Test Results of NB sub 3 SN Ribbons for the Prin- 
ceton D Coil Test vuegnen. 


MATT-1083 76-05 18A PC A02/MF AO1 
MATT-1064 

Energy Transport Across a Magnetic Field by 
Plasma Waves 

MATT-1084 76-05 201 PC A03/MF A01 
MATT-1085 


Measurement of the Development and Evolution of 
Shock Waves in a Laser-induced Gas Breakdown 


AR-699 








MATT-1085 





76-05 20! PC AQ3/MF A01 


MATT-1088 

Two-Energy-Com ponent Toroidal Fusion Devices. 

MATT-1088 76-05 20! PC A02/MF A01 
MATT-1090 

Excitation of Lower-Hybrid Waves by a Slow-Wave 

Structure. 

MATT-1090 76-05 20! PC A02/MF Ai 
MATT-1082 

a apy on the Adiabatic Toroidal Compressor. 

-1092 76-05 201 PC A02/MF AO1 

aiitiien 

Theory of A andl Simulation Using the Multipole- 

Expansion Sc e. 

MATT-1083 76-05 20! PC AO3/MF A01 
MATT-1094 


Wave Generation and Heating in the St Tokamak at 
the Fundamental and Harmonic ton Cyclotron 


Frequencies. 
MATT-1094 76-05 20! PC AQ2/MF AO1 


MATT-1095 


iM ic Modes in Tokamak 
Configurations with Noncircular Cross Sections. 
MATT-1095 76-05 201 PC A02/MF AO1 





MATT-1096 

Nonlinear Saturation of the Trapped-lon Mode 

MATT-1096 76-05 201 PC A02/MF A01 
MATT-1087 


Defeat of Shear Stabilization by Peaking of the 


Diamagnetic Frequency Profile. 
MATT-1097 76-05 20! PC A02/MF AO1 


MATT-1098 


Measurement of the Energy Balance in 
Tokamak 


ATC 





MATT-1098 76-05 201 PC A02/MF AO1 
MATT-1099 
i in Tokar ay oan . 
nm toxama 
a using Gale Pc os A01 
bo 


Numerical Studies of Non-Linear Evolution of Kink 

and Tearing Modes in Tokamaks. 

MATT-1101 76-05 201 PC A0Q2/MF A01 
MATT-1102 


Neutron Wall Load Distributions in a Circular Cross 
Section Tokamak. 


MATT-1102 76-05 18A PC AO3/MF A01 
MATT-1103 
Filamentation instability in an inhomogeneous 
MATT-1103 76-05 201 PC A02/MF A01 
MATT-1104 


nitron Long Pulse Testing. 
MaTT-1104 76-08 18A PC AQ3/MF A01 


MATT-1108 
Excitation of Alfven Waves by High-Energy tons in a 
Tokamak. 


MATT-1108 76-05 201 PC A0Q2/MF AO1 
MATT-1113 

Fast-Wave Heating of a Two-Component Plasma. 

MATT-1113 76-05 201 PC AO4/MF A01 
MATT-1133 


Mechanica! Design of a 250 Kilogauss Solenoidal 


mat 1133 76-12 18A PC A02/MF AO1 
MATT-1134 

SS ere re 

MATT-1134 18A PC A02/MF AO1 
MATT-1140 

Wave Generation and Heating Near lon Cyclotron 


F in the St Tokamak. 
MATT.1140 76-08 20! PC A03/MF A01 


MATT-1143 
Orthogonal Cond of a Toroidal Piasma. 
MATT-1143 201 PC A03/MF A01 
MATT-1148 


ly ony Api vale A ie cr, Meee 
Plasma Flow into an wr76-02 "201 
MATT-1148 201" "pc A02/MF A01 


MATT-1150 


Observations of internal Relaxation Oscillations in 
the Adiabatic Toroidal Compressor. 
MATT-1150 76-08 20! PC A02/MF A01 


MATT-1151 
Density Fluctuations in the Adiabatic Toroidal Com- 


pressor. 
MATT-1151 76-26 118A PC AO02/MF A01 


AR-700 





MATT-1152 


impurity Transport in a eg Tokamak Piasma. 
MATT-1152 201 PC AO2/MF AO1 
MATT-1153 


Finite beta and Resonant Electron Effects on 
ee Sewen Instabilities. 
MATT-1153 76-08 201 PC AO03/MF AO1 


MATT-1154 
Tensor Transformation Technique for the Transport 


Equation. 
MATT-1154 76-05 201 PC AQ3/MF A01 
MATT-1155 
Tokamak Engineering Test Reactor. 
MATT-1155 76-05 18A PC AG3/MF A01 
MATT-1156 
Destabilization of the Trapped oe Mode by 
netic Curvature Drift Resonance 
MATT-1156 76-13 201 PC A02/MF AO 
MATT-1157 
, — Solitons and Oscillating-Two-Steam 
nsta 
MATT-1157 76-14 201 PC AQ3/MF A01 
MATT-1158 
Princeton Fusion Power Plant Superconducting 
ye. Ss and Costs. 
-11 76-09 18A PC AQ3/MF A01 
ana 


— Field Coils for the Princeton Divertor Ex- 


1T.1159 76-09 168A PC AQ2/MF A01 
MATT-1160 
Parametric marae and Plasma Heating in an 
! 


a. 
76-08 20! PC A03/MF A01 


MATT-1160 
MATT-1161 
Reactor Applications of Two-Component Tokamak 
Plasmas. 
MATT-1161 76-05 18A PC AO02/MF A01 
MATT-1162 


Oscillating Two Stream instability at the Resonance 
of Obliquely Incident Radiation in Inhomogeneous 


Piasmas. 

MATT-1162 76-09 20! PC AO3/MF A01 
MATT-1163 

Resistive instabilities in a Tokamak. 

MATT-1163 76-08 201 PC AOQ3/MF A01 
MATT-1165 


Counterstreaming-ion Tokamak Neutron Source for 
a Area Surface Radiation Studies. 


-1165 76-12 168A PC AOQ3/MF A01 
MATT-1166 
Discrete Coil Torus with Lower Field Ripple. 
MATT-1166 76-08 168A PC AO02/MF AO1 
MATT-1167 


inhibition of the Current-Driven lon Wave — 


RO eens eo 20 PC AGA/MF At 
MATT-1168 
netic Braiding Due to Weak Asymmetry. 
MATT-1168 76-13 18A PC A02/MF A01 
MATT-1169 


Saturation of the Parametric Decay Instability Near 
the Lower Hybrid Frequency. 


MATT-1169 76-10 201 PC AGQ2/MF A01 
MATT-1170 
for Thermonuciear ignition in a 
isional” Tokamak. 
MATT-1170 76-08 18A PC A02/MF A01 
MATT-1172 


High Frequency Parametric Wave Phenomena and 
Piasma Heating: A Review 


MATT-1172 76-16 201 PC AO4/MF AO1 
MATT-1173 

Waveguide and Loop Coupling to Fast Mhd To- 

roidal ra, 

MATT-11 76-14 201 PC AO3/MF A01 
MATT-1174 

Conference pees for Nuclear Fusion Phenomena 

in lonized Gases 

MATT-1174 76-10 201 PC AQ2/MF A01 
MATT-1175 


Suppression of Heavy Impurities in the St Tokamak. 


MATT-1175 76-15 201 PC A02/MF A01 
MATT-1176 

Multichannel! Wave ep 

MATT-1176 PC A03/MF A01 





MATT-1177 


Two New Proofs of the Test Particle Superposition 

Principle of Plasma Kinetic . 

MATT-1177 76-12 PC AO3/MF A01 
MATT-1178 


VIPER: A Program for Manipulating Card-image 


MATT-1178 76-11 98 PC AQ3/MF AO1 
MATT-1179 
Fault Protection for Neutral-Beam injection 
Ss. 
TT-1179 76-14 18A PC A02/MF A01 
MATT-1180 
Fusion Reactivities and Neutron Source Charac- 
teristics of Beam-Driven Toroidal Reactors with 
Both D and T injection. 
MATT-1180 76-13 201 PC AOQ4/MF AO1 
MATT-1181 
— Equations in Axisymmetric Toroidal Coor- 
MATT-1181 76-15 20! PC A03/MF A01 
MATT-1182 
lon-Beam-Driven manonese - ae pte pa 
MATT-1182 
MATT-1183 
Vacuum and Wall Problems in Precursor Reactor 
Tokamaks. 
MATT-1183 76-14 18A PC A04/MF A01 
MATT-1185 


R.F. Heating Near the Lower Hybrid Frequency in 


the FM-1 Spherator. 
MATT-1185 76-15 201 PC A03/MF A01 
MATT-1186 


Comparison of the D-T Neutron Wall Load Distribu- 
tions in Several Tokamak Fusion Reactor Designs. 
5 


MATT-1186 76-15 201 PC AQ3/MF A01 
MATT-1187 

On Current Penetration and Plasma Disru 

MATT-1187 76-09 18A PC ur A01 
MATT-1188 


Anomalous Transport and Stabilization of Collision- 

less Drift-Wave instabilities. 

MATT-1188 76-15 201 PC A02/MF A01 
MATT-1192 

Maximum Neutron Wali Loadings in Beam-Driven 

Tokamak 


MATT-1192 76-13 18A PC A02/MF AO1 
MATT-1193 

Pulsed Gas Load Pum of rogen Vapor 

Titanium rie _ aN 

MATT-1193 76-13 18A PC AO3/MF A0O1 
MATT-1194 

Phase Controlled a eh a 

MATT-1194 PC A02/MF A01 
MATT-1195 


Smail-Scale/Density Fluctuations in the Adiabatic 
Toroidal Compressor. 


MATT-1195 76-14 201 PC AO2/MF A01 
MATT-1196 
Experimental Studies of Lower Hybrid Wave 
n. 
MATT-1196 76-15 201 PC AO3/MF A0O1 
MATT-1197 
Analytic Solutions for Constant Tension Coil 
MATT-1197 76-13 18A PC A03/MF AO1 
MATT-1199 


Mhd Equilibrium Properties of Tokamak Fusion 
Reactor 


MATT-1199 76-13 201 PC AO02/MF AO1 
MATT-1200 

Some Effects of Parallel caren Ae ce oa on the 

Structure of Dissipative Trapped Electron Modes. 

MATT-1200 76-13 201 PC AO02/MF A01 
MATT-1201 

Effects of Low Z impurities During the Startup 

Phase of a Tokamak. 

MATT-1201 76-15 18A PC A02/MF AQ1 
MATT-1202 


High-Power Neutral-Beam Heating in the Adiabatic 
ssor 


Toroidal Compre ; 
MATT-1202 76-26 201 PC A02/MF A01 
MATT-1203 
Aluminum Limiter —— in ST Tokamak. 
MATT-1203 18A PC A02/MF A01 
MATT-1206 


Enhanced Penetration of Neutral-Beam-injected 
ions by Vertically Asymmetric Toroidal-Field R ‘ 
MATT-1206 76-25 "418A PC A03/MF A01 











MATT-1207 
Two Plasmon Parametric Decay in a Slightly In- 
ae Plasma. 


MATT-120 76-25 201 PC A02/MF A01 
MATT-1208 
Filamentation Instability of Lower Hybrid Waves in a 
a. 
MATT-1208 76-14 201 PC A02/MF A01 
MATT-1210 


Plasma Heating by Induced Scattering of Mag- 


netosonic Waves. 
MATT-1210 76-25 201 PC AOQ2/MF AO1 
MATT-1211 


Excitation of Fast Waves by Slow Waves Near the 
a Freq a 
MATT-1211 6-15 201 PC A02/MF A01 


MATT-1220 


peepeanse eae s ongeee islands. 
MATT-1220 18A PC A03/MF A01 


MATT-1221 


Quasilinear Theory of lon-Cyclotron Resonance 
Heating of Plasmas and Associated Longitudinal 


MATT 4221 76-15 20! PC A02/MF A01 
MATT-1225 
Pit on Injection —= Accelerating Supply. 
225 6-18 18A PC /MF AO1 
ae 


Resonance Cones Below the lon Cyclotron 
to oye a Theory and ey nt. 
201 PC AO2/MF A01 

MATT-1229 

Numerical Study of the Mhd gar in Tokamaks 

with a Noncircular Cross Sectio 

MATT-1229 76-18 201 PC A03/MF A01 
MATT-1231 


Simulation Model for Studying Low Frequency 
Microinstabilities. 


MATT-1231 76-25 201 PC A13/MF A0O1 
MATT-1233 

Velocity-Space Stability of Counterstreaming-ion 
Tokamak Plasmas. 

MATT-1233 76-26 18A PC A02/MF A01 
MATT-1234 


Comparative Analysis of a Fusion Reactor Blanket 
a Cylindrical and Toroidal Geometry Using Monte 


MATT-1234 76-26 18A PC A03/MF A01 
MATT-1240 

Highly lonized Atoms in Tokamak Discharges. 

MATT-1240 76-26 18A PC A03/MF AO1 
MATT-1241 


Observation of Inverted Population Levels in the 


FM-1 Spherator. 
MATT-1241 76-26 201 PC A02/MF A01 
MATT-1250 


Carbon influx Flow Rate in an Ohmically Heated 
Plasma in the FM-1 Spherator. 
76-26 


MATT-1250 201i PC A03/MF A01 
MATT-1253 

Possible Fusion Reactor. 

MATT-1253 76-26 18A PC A0Q2/MF A01 
MATT-1259 


Nonlinear Saturation of the Dissipative Trapped-lon 


Coupli , = 
MATT-12 20! PC AOQ4/MF A01 
MATT-1261 
Limitation of Pressure of Tokamak Plasmas 
MATT-1261 76-26 18A PC A02/MF A011 
MB72-4 


Minority-Owned Businesses (1972). Survey of 
Minority-Owned Business Enterprises. Bureau of 
the Census Special Report. 

PB-253 390/9GI 


76-16 5C PC-GPO/MF A01-NTIS 


MBB-ERP-74/01 


Definition of the Technical Requirements for os 
Earth Resources Payload for the Spacelab (With 
to European User Requirements). Follow- 


on Study. 

N76-15557/1GI 76-10 8F PC A06/MF A01 
MBB-RO2-75/01 

Applied Research a on Equipment Reliability. 

N76-15478/0GI PC A10/MF A01 


MBB-UFE-1014-O 
Computer ty wd for Calculating Pressure Dis- 


tribution and fficients of Win ies, Wing- 
Body Combinations and Wing-Tai Combinations in 
Subsonic, Su poe and Hypersonic Flow 

N76-21165/ 76-16 1A PC A07/MF A01 


MBB-UFE-1067-0 


Glass Fiber Reinforced Plastics for Small Aircraft 
Structures. Activities over the Years 1956 to 1971 in 
the Light Aircraft Division. 
N76-24368/2G! 76-19 11D PC AO3/MF AO1 
MBB-UFE-1070-0 
Further Development of the Panel Method. Part ‘ 
Nonlinear Panel Method Considering Discret 
ee rated Vortex Sheets on Swept Slender Wing 


Shapes. 
N76-24175/1GI 76-19 1A PC AO7/MF A01 


MBB-UFE-1072-0 
Weight Prediction Methods - Grugew P 

N76-24215/5GI 76-19 1C PC 

MBB-UFE-1073-0 
oe ees of the Mbb Pane! Method to Calculation 
Phen, mre Configurations with External Store 
nwendung Mbb-Panel-Verfahrens Zur 
cihenan von Fluegel-Rumpf-Konfigurationen 


MIT Ausseniasten. 
76-19 1A PC AO5/MF AO1 


8/MF A01 


N76-24176/9GI 
MBB-UFE-1093-0 


Comparative Investigation on Recognition Ranges 
of IR and TV Sensors Subjected to Various Environ- 
mental and Weather Conditions. 

N76-21666/2G! 76-16 4A PC A06/MF AO1 


MBB-UFE-1098-O0 


Comparative Study of Multiplex Signal Transmis- 
sion Onboard Aircraft Using Cables or Fiber Optics. 
N76-22194/4GI 76-1 17B PC A06/MF AO1 


MBB-UFE-1100-0-P T-2 


Atmospheric Effects on Electromagnetic Wave 
Propagation in (LC2)mm, (LC2)cm, and (LC2)D0m 
Wavelengths. Part 2: Attenuation. 
N76-22434/4GI 76-17 20N PC AOS/MF A01 


MBB-UFE-1101-0-PT-1 
Atmospheric Effects on Electromagnetic Wave 
te ~ ah in mm, cm, and Dm Wavelengths. Part 
N76-20433/661 76-17 20N PC AO6/MF A01 
MBB-UFE-1116-0 
a capa mang Digital Flight Control System 


for Ccv Applicatio 
N76-21219/0GI 76-16 1D PC AO2/MF AO1 
MBB-UFE-1120-0 


Control of an Elastic Aircraft Using Optimal Control 
Laws. 
N76-21220/8GI 76-16 1D PC AO2/MF AO1 


MBB-UFE-1158-0 


investigation on Airfoil Recompression Types in 
Compressible and incompressible Flow Including 


Viscous Effects. 

N76-22165/4G! 76-17 1A PC AOB/MF AO1 
MBB-UFE-1164-O 

Theoretical and Numerical investigations on the 

Aerodynamics of a Yawing Wind-Body-Tail Configu- 

ration (Airbus). 

N76-22166/2GI 76-17 1A PC AO08/MF A01 


MBB-UFE-1180-0 


Dynamic Simulation in Windtunnels, Part 1 
N76-21192/9GI 76-16 1A PC AQ2/MF AO1 


MBB-UR-V-79-74 
Study of Pap Launch System impact on Application 


Satellites. 

N75-33149/6GI 76-02 17B PC A0S/MF A01 
MBB-URV-80-75 

Study of Deployable Antennas for Satellites. 

N76-12233/2GI 76-07 9E PC A19/MF A01 
MBC-73-2956-76 


Platelet Typing and Refractoriness to Platelet Trans- 
fusions. 
PB-255 551/4GI 


76-21 6E PC A03/MF A01 
MBL-1975-8 
Some Reactions of the Se Adduct of Adenine. 
N75-33663/6GI 6R PC A02/MF AO1 
MBL-1975-10 


inactivation of Biologically Active DNA by aan 
Ray Induced Superoxide Radicals and Their Dismu- 
tation Products Singlet Molecular Oxygen and 


Hydrogen Peroxide. 
N75- /4GI 76-02 6R PC A0Q2/MF A01 
MBL-1975-11 


Comparison of the d Bout Enhancement Ratio for 
oe Ray induced Double-Strand Breaks in the 


of Bacteriop T7 as Determined by Two 
Different Methods of Analysis. 
N75-33665/1GI 76-02 6R PC A02/MF A01 
MBL-1975-12 


Measuring the Radon Concentration in Air Meting 
van de Radonconcentratie in Lucht. 
N75-33380/7GI 76-02 4A PC A02/MF AO1 





MCR-75-17-V-1 


MBL-1975-18 

The Use of Tritium Gas in Light Sources 

N76-27883/7GI 76-25 6A PC 1 A02/MF AO1 
MBL-1975-26 

amy vo all of Cobalt 60 Sources for the Dutch 

° r 

N7 27594/0G!_ 76-25 18D PC A0Q2/MF AO1 
MC/CHE-75/01 

Selected Problems * Design of Air Pollution Con- 

tro! Equipment. Part |: Problem Statements. Part li: 

Solution Manual. 

PB-246 363/6GI 76-03 7A PC A186/MF A01 
MC72(1)-1 

1972 Census of Manufactures. Subject Series, 

General Summary. 

PB-253 776/9GI 76-17 SC MF A0O1 
MC-112 

SUS Source Level Committee ~~ ae 

AD-A019 469/6G! 76-05 PC A04/MF A01 
MCIC-HB-04S1 

Handbook on Materials for Su nducting 

Machi (Mechanical, Thermal, Electrical, and 


inery. 
ay oy Properties of Structural Materials Includ- 
Data Sheets for the First SS 7 
A023 228/0G! 76-12 PC E10/MF E10 


MCIC-HB-06 


SEM/TEM Fractography Handbook. 
AD-A020 793/6G! 76-08 11F PC E19/MF E19 


MCIC-HB-07(V.1) 
ne oe rape Data on Selected Ceramics. 


Volume | 
MCIC-HB-07(V. 1) 76-22 118 PC AO6/MF A011 
MCIC-HB-07-VOL-1 


<a amery Bee 4 ga Data on Selected Ceramics. 


Volume | 

AD-A023 773/5G!_ 76-13 118 PC E07/MF E07 
MCIC-HB-08 

Electron No ma Handbook. 

AD-A026 54 76-19 11F PC €99/MF E99 
MCL/DF-75/001 


State Estimates of Output, 
Payrolis, 1967. 
PB-247 702/4GI 


MCL/DF-75/001A 
State Estimates of Output, 


Payrolls for 1967 
PB-247 703/2GI 76-04 5C PC A10/MF A0O1 
MCR-69-366 


+ — of Programs for Evaluation of Component 


Employment and 
76-04 5C CP TO1 


Employment and 


N74-74051/5GI 76-01 22D PC A11/MF AO1 
MCR-73-147 
Ablative Heat Shieid - for Space Shuttle. 
N75-32505/0GI 7 228 PC A03/MF AO1 
MCR-74-327 
investigation of Si 1115 X-Ray ner. 
N76-1 4GI 76-08 3B AQ2/MF A01 
MCR-74-423-V-1 
Six-Degree-of-Freedom Program to Optimize Simu- 
ee (6D Post). Volume 1: Formulation 
anual. 
N76-13133/3GI 76-08 22C PC A07/MF A01 
MCR-74-423-V-2 
Six-Degree-of-Freedom Program to Optimize Simu- 
ee rajectories (6D Post). Volume 2: Utilization 
anua 
N76-13134/1G1 76-08 22C PC A13/MF A01 
MCR-74-423-V-3 
Six-Degree-of-Freedom Program to Optimize Simu- 
lated Trajectories (6D Post). Volume 3: Pro- 
rammer’S Manual. 
76-13135/8G! 76-08 22C PC A11/MF A01 
MCR-75-3 
Shuttle Systems Dynamic Loads Analysis. 
N76-10212/8GI 76-03 22B PC A09/MF A01 
MCR-75-4 


2 meng mann of Transient Liquid Motion in 
N76-118227601 76-07 22C PC AOS/MF A01 
MCR-75-9 


Solar Power System and Component Research Pro- 
gram (January 15 to November 15, 1974). Final Re- 


port. 
MCR-75-9 76-06 10B PC A21/MF A01 


MCR-75-17-V-1 


Computer Program System for Dynamic Simulation 
re Stability Analysis of Passive and Actively Con- 
rolled Spacecraft. Volume 1. Theory 
76-20 228 


N76-25319/4G1 "bc A06/MF A01 


AR-701 











MCR-75-17-V-2 


Computer Program System for Dynamic Simulation 
and Stability Analysis of Passive and Actively Con- 
trolied Spacecraft. Volume 2: Program User’S 


Guide 
N76-25320/2GI 76-20 22B PC A08/MF A01 
MCR-75-17-V-3 


Computer Program System for Dynamic Simulation 
and Stability Analysis of Passive and Actively Con- 


trolied Spacecraft. Volume 3: Demonstration 
Problems. 

N76-25321/0GI 76-20 22B PC A21/MF A01 
MCR-75-18-V-1 

Dynamic Analysis of a Flexible Spacecraft with 
Rotating a Volume 1: Analytical 
Developmen 

N76. 10004/5Gi 76-03 22B PC A06/MF AO1 
MCR-75-18-V-2 


Dynamic Analysis of a Fiexible Spacecraft with 
Rotating Components. Volume 2: Program Guide 


and Examples. 

N76-10208/2GI 76-03 22B PC A10/MF AO1 
MCR-75-18-V-3 

Dynamic Analysis of a Fiexible Spacecraft with 

Ro Components. Volume 3: Program Code. 
N76-1 /0GI 76-03 22B P  AII/ME A011 


MCR-75-143-VOL-1 

Program to Optimize Simulated Trajectories (Post). 

Volume 1: Formulation Manual. 

N75-32146/3GI 76-01 22C PC AO7/MF AO1 
MCR-75-143-VOL-2 

Program to Optimize Simulated Trajectories (Post). 

Volume 2: Utilization Manual. 

N75-32147/1GI 76-01 22C PC A13/MF AO1 
MCR-75-143-VOL-3 


Program to Optimize Simulated Trajectories (Post). 
Volume 3: Programmer'S Manual. 


N75-32148/9GI 76-01 22C PC A11/MF AO1 
MCR-75-212 

The Detection of Tightly Closed Flaws by Non- 

destructive Testing a Methods. 

N76-14475/7GI 7 14B PC A0S/MF AO1 
MCR-75-262 


Evaluation of Low Cost/High veomperahure insula- 


tion, July 1974 - June 1975. 
N76-11 1GI 76-07 13A PC A07/MF A01 
MCR-75-270 


Tug Thermal Control Foliow-on 


N76- /9G! 76-18 22B PC A14/MF AO1 
MCR-75-298 
eee — Report, Large Space Telescope 
Ota/Si Phase B Study: High Speed Area Photome- 
ter. 
N76-14991/3GI 76-09 3B PC A06/MF A01 


MCR-75-310-V-1 
integrated Orbital Servicing Study for Low-Cost 


Payload Programs. Volume 1: Executive Summary. 
N76-11210/161 76-07 22A PC A04/MF Xo 


MCR-75-310-V-2 


integrated Orbital Servicing Study for Low-Cost 
Payload Programs. Volume 2: Technical and Cost 


Analysis. 

N76-11211/9GI 76-07 22A PC A17/MF A01 
MCR-75-319-1 

Orbital Assembly and Pe oy mye 

N75-32144/8G! 76-01 PC A18/MF A01 
MCR-75-319-2 

Orbital Assembly and Maintenance Study. Executive 

N75-32971/4GI 76-01 22B PC AQ3/MF A01 
MCR-75-320 

Manned Maneuvering Unit Technology Survey. 

N75-32759/3G! 76-01 22A PC A04/MF AO01 
MCR-75-322-V-1 


Computerized Optimization of Elastic Booster Au- 
ts. Volume 1: Technical Manual. 


11221/8GI 76-07 22B PC AO6/MF AO1 
MCR-75-365 
Positive tsolation Disconnect. 
N76-14187/8GI 76-09 2268 PC A0S/MF A01 
MCR-75-389 


Thermal Control! of Power Supplies with Electronic 


toy ee 
N76-1 76-07 108 PC A04/MF A01 
rrr a 


Study. Vv Reng ig Fy & a9 _ Re Se oo "Considerations 


a Scheduling and System. 
sare-117e1/ecs -—y~ 98 PC At AO6/MF A01 


AR-702 





MCR-75-390-V-2 
Scheduling Language and Algorithm Development 


Study. Volume 2 2: Introduction to Plans 
Programming. 
N76-11752/2GI 76-07 9B PC AO7/MF AO1 
MCR-75-390-V-3 
Scheduling — and Algorithm Development 
Study. valine Phase 2: As-Built Specifications 


for the Prototype Language and Module reg 
N76-11753/0GI 76-07 9B PC A25/M 


MCR-75-391 


Mars Surface Sample Return Tradeoff Studies. 
N76-18190/8GI 76-13 22A PC AO6/MF AO1 


MCR-75-425-VOL-1 
Titan WiC Transtage/Stage i Separation-Shock 


Bench Test. Volume |. 
AD-A024 560/5GI 76-14 13E PC AQ4/MF AO1 
MCR-75-425-VOL-2 
Titan WiC Transtage/Stage il 
Bench Test. Volume | 
AD-A024 561/3GI 


MCR-75-425-VOL-3 
Titan WiC Transtage/Stage ii Separation-Shock 
Bench Test. Volume Ii. 
AD-A024 562/1GI 76-14 13E PC A99/MF A01 
MCR-75-444 
A Study to Define an in-Flight Dynamics Measure- 
ment and Data Applications Program for Space 


Separation-Shock 


I. 
76-14 13E PC A09/MF A01 


Shuttle Payloads 

N76-11218/4GI 76-07 22A PC A11/MF AO1 
MCR-75-446 

Shuttle on-Pad Ground Wind Loads. 

N76-23623/1Gi 76-18 22B PC A13/MF A01 
MCR-75-457 

Revitalizing the Hydrodynamic Support for Space 

N76. 16104/1Gi 76-11 22D PC A03/MF A01 
MCR-75-486 


Spacecraft Utensil/Hand Be Fixture. 
N76-17825/0GI 76-12 PC A07/MF A01 


MCR-75-493 


Design and Development of a Unified System for 
Detection of Life on MARS. 


N76-16166/0GI 76-11 6B PC AOS/MF A01 
MCR-76-3-V-1 

Space Tug Docking Study. Volume 1: Executive 

Summary. 

N76-21245/5GI 76-16 22A PC AO3/MF A01 
MCR-76-3-V-2 


Space Tug Docking Study. Volume 2: Study 


N76-21246/3G! 76-16 22A PC AO7/MF AO1 
MCR-76-3-V-3 

Space Tug Docking Study. Volume 3: Procedures 

n76-21247/1G) 76-16 22A PC A11/MF AO1 
MCR-76-3-V-4 

Space Tug Docking Study. Volume 4: Supporting 

N76 21248/9G! 76-16 22A PC A12/MF A01 
MCR-76-3-V-5 

Space Tug Docking 7. Volume 5: Cost Analysis. 

N76-21249/7GI 6-16 22A PC AO3/MF A01 


MCR-76-6 
Urea/Ammonium lon Removal System for the Orbit- 


aa Otolith Experiment. 
N76-20797/6GI 76-15 6K PC A06/MF AO1 
MCR-76-7 


ee Contamination Control Require- 


Study. 
N?6-17177/6GI 76-12 22B PC AO2/MF A0O1 
MCR-76-10 
Zero Liquid Carryover Whole-Body Shower Vortex 
Liquid/Gas Separator. 
N76-18790/5GI 76-13 6K PC AO7/MF AO1 
MCR-76-11 


Experimental Study of Transient Liquid Motion in 


ge Spacecraft 
N76-19374/7GI 76-15 22A PC AO08/MF A01 
MCR-76-165 


Payload/Orbiter Contamination Control Require- 
ment Study: Com puter interface. 
N76-20193/8GI 76-15 22B PC A03/MF A01 


MCR-76-166 
Analytical Trade Study of the Sts Payload Environ- 


ment. 
N76-20194/6GI 76-15 22B PC A10/MF A01 


MCR-76-179-V-1 
Analysis of Structural Dynamic Data from Skylab. 
Volume 1: Technical Discussion. 

N76-22269/4GI 76-17 22B PC A10/MF A01 

MCR-76-179-V-2 
Analysis of Structural Dynamic Data from Skylab. 
Volume 2: Skylab Analytical and Test Model Data 
N76-22270/2GI 6-17 22B PC AIO/MF J A01 

MCR-76-186-V-1 
A Titan Exploration Study: Science, Technology and 
Mission Planning Options, Volume 1 
N76-29140/0GI 76-25 38 PC A03/MF AO1 

MCR-76-186-V-2 
A Titan Exploration Study: Science, Technology, 
and Mission Planning a or Volume 2. 
N76-29141/8GI 6-25 38 PC A15/MF AO1 

MCR-76-217-V-1 
Expansion and improvements of the FOPMA 
System for Response and Load Analysis. Volume 1: 


Programming Manual. 
N76-25590/0GI 76-20 20K PC AO04/MF AO1 


MCR-76-217-V-2A 
Expansion and improvement of the FORMA System 
for Response and Load Analysis. Volume 2A: 
Listings, Dense Forma Subroutines. 
N76- 1/8GI 76-20 20K PC A13/MF AO1 
MCR-76-217-V-2B8 
Expansion and Improvement of the FORMA System 
for Response and Load Analysis. Volume 2B: 


mow Moy roam Subroutines 
N76- /6GI 6-20 20K PC AO7/MF AO1 


MCR-76-217-V-2C 
Expansion and improvement of the FORMA System 
for Response and Load Analysis. Volume 2C: 
Listings, Finite Element Forma Subroutines. 
N76-25593/4GI 76-20 20K PC A06/MF A01 
MCR-76-217-V-3A 
Expansion and improvement of the FORMA System 
for Response and Load Analysis. eames 3A: Ex- 
planations, Dense Forma Subroutine 
N76-25594/2GI 76-20 20K PC A13/MF AO1 


MCR-76-217-V-3B8 


Expansion and improvement of the FORMA System 
for Response and Load Analysis. Volume 3B: Ex- 
peewee nations. = —— a. 


PC A0S/MF A01 
MCR-76-21 babe 


Expansion and Improvement of the FORMA bs 
for Response and Load Analysis. Volume Ex- 
a Finite Element Forma Subroutines. 

N76-25596/7G 6-20 20K PC A05S/MF A01 

MCR-76-219-V-1 


investigation and Evaluation of Fracture Properties 
of Thin Gauge Tankage Alloys for Tug, Volume 1. 
N76-27600/5GI 76-25 11F A08/MF A0O1 


MCR-76-271 

Payload/Orbijer Contamination Control Require- 
ment Study’ Preliminary Contamination Mission 
puanen Plan. 

N76-30814/7GI 76-26 22A PC A02/MF AO1 
MD-35 


A Calculation Method for incompressible Axisym- 
metric including Unseparated, Fully 


Separated, and Free Surface Flows. 

AD-A017 718/8G! 76-02 20D PC A11/MF A01 
MDC-A3155 

Simulated Lightning Test Shuttle 03 Scale Model. 

N76-22275/1Gi 76-17 22A PC A04/MF AO1 
MDC-A3313-V-1 

Study of a Fail-Safe Abort — for an Actively 

poe Hypersonic Aircraft me 1: Technical 

67050120/5G1 76-26 1C PC AOS/MF AO1 
MDC-A3313-V-2 


roe A of Fail-Safe Abort System - an Actively 


led —— ic Aircraft, Volume 
N76-18103/1GI 76-13 1C ec A11/MF A01 


mMDC- iteniin 


Design ion owe) of a Lift/Cruise Fan 
Tecnology V/STOL Aircraft. Volume 1: 


Na 
rational Aircraft. ad 
N76-13066/5GI 76-08 1C PC AO7/MF A011 
MDC-A3440-V-2 


Design Definition Study of a Lift/Cruise Fan 
ja V/STOL Aircraft. Volume 2: Technology 
N76-13067/3GI 76-08 1C PC AO06/MF AO1 
MDC-A3440-V-2-ADD-2 


Design Definition Study of a Life/Cruise Fan 
Technology V/STOL Aircraft. Volume 2, Addendum 
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On the Stability of Electric Arc Discharges 


PB-250 962/8GI 76-10 20! PC AQ3/MF A01 
MEL-75-07-PT-1 

Planning and Evaluation Under CETA: A Guide for 
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MERC/TPR-75/ 


Removal oe 
Gas with tron 
MERC/TPR-75/1 


MERC/TPR-75/2 
Sulfide Removal from Hot a Gas 


Hydrogen 
with a Solid Fly Ash--iron Oxide Sorben 
MERC/TPR-75/2 76-06 7A PC A02/MF A01 
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Report, January--March 1 
MHSMP-73-1 76-21 19A PC AQ2/MF A01 
MHSMP-74-31 


mupens® of Waste or Excess High Explosives. 
— —— | 1974. 


Mi HOMP-74- 138 PC AQ3/MF A01 
MHSMP-74-35J 

Long-Term a> of Lx-14. Period Covered, 
--Septembe 

Memeo 74-355 76-06 19A PC AOQ2/MF A01 
MHSMP-74-39 


a = Waste or Excess High Explosives. 


rt, July-- ember 1974. 
ae MP-74- ae 7056 13B PC A02/MF A01 
MHSMP-75-3 


Disposal of Waste or Excess High Explosives. 
Progress Report, October--December 1974. 


MHSMP-75- 76-06 13B PC A02/MF A01 
MHSMP-75-5A 

Hydrogen Gas in Cured yo Rubber. Period 

Covered: October--December 1974 

MHSMP-75-5A 76-06 11J PC A02/MF A01 
MHSMP-75-5B8 

PETN/Lx-13 Processing. Period Covered: October-- 

December 1974. 

MHSMP-75-5B 76-08 7A PC AO02/MF AO1 


MHSMP-75-5C 
—_e Period Covered: October--December 


MHSMP-75-5C 76-08 19A PC A02/MF A01 
MHSMP-75-5D 
Determination of Degree of Cure of isothermally 


Aged ea Period Covered: October-- 
1974 

MHSMP-75-5D 76-08 19A PC A02/MF A01 

MHSMP-75-5E 


Extrudable Explosives: Competteany. Period 


Covered: October--December 1974. 
MHSMP-75-5E 76-08 19A PC A02/MF A01 
MHSMP-75-5F 


Continuous ¢~-~ for the Synthesis of Hex- 


—- Period Covered: October--December 
76-06 7C PC A02/MF A01 
MHSMP-75-5G 


Hns Analysis. Period Covered: October--December 


1974. 
MHSMP-75-5G 76-06 7C PC A02/MF A01 
MHSMP-75-5H 


Tatb ene. 
December 1974 
MHSMP-75-5H © 


MHSMP-75-5i 
Tatb Process Studies. Period Covered: October-- 


December 1974 
76-06 7A PC A02/MF A01 


Period Covered: October-- 
76-06 7A PC A02/MF A01 


MHSMP-75-5! 
MHSMP-75-5J 


Chemical Analysis of Tatb. Progress Report, Oc- 
tober--December 1974. 


MHSMP-75-5J 76-13 19D PC A02/MF AO1 
MHSMP-75-5K 

Determination of a Chiorides in TATB. 

MHSMP-75-5K 76-11 148 PC AO2/MF AO1 
MHSMP-75-5L 

Nmr Procedure for the Analysis of the Ammonium 

Content of —_ Period Covered: October-- 

December 197 

MHSMP-TS-5L 76-06 7B PC A02/MF A011 
MHSMP-75-5M 

Tatb PBX Formulation. Period Covered: October-- 

December 1974. 

MHSMP-75-5M 76-08 19A PC AO3/MF AO1 
MHSMP-75-5N 


Mechanical Properties of ~~ Explosives. Period 
Covered: October--December 1974. 


MHSMP-75-5N 76-08 19A PC A03/MF A01 
MHSMP-75-50 

Thermal Cycling of TATB Parts. Period Covered: 

October--December 1974 


er . 
MHSMP-75-50 76-08 19A PC A02/MF AO1 


MHSMP-75-5P 


TATB Sensitivity and Performance Testing. Period 
Covered: ber--December 1974. 
MHSMP-75-5P 76-08 _19A PC AQ2/MF AO} 


MHSMP-75-50 
Rifle Bullet ein Period Covered: October-- 
December 1974 


MHSMP-75-5Q — 76-08 19A PC AQ2/MF AO} 
MHSMP-75-5R 


improvement of Photographic and Coes 
Period Covered: October--December 1974 
MHSMP-75-5R 76-06 14B PC A02/MF A01 


MHSMP-75-5S 
Analysis of Nitrod yhertanines in Pbx 9404. Period 
October--December 1974. 


Covered: 
MHSMP-75-5S 7C PC AQ2/MF AO1 
MHSMP-75-5T 


Determination of Macro-Quantities of Fluorine in 
Viton. Period Covered: October--December 1974. 


MHSMP-75-5T 76-06 7C PC A02/MF A01 
MHSMP-75-5U 

He Particle Characterization for Quality Control. 

Final Report. 

MHSMP-75-5U 76-08 148 PC A0Q2/MF AO1 
MHSMP-75-5V 


HMX Distribution Characteristics and Their Rela- 
tionships to Lx-04 Failure Strain and Time-to- 


Failure. Period Covered: October--December 1974. 

MHSMP-75-5V 76-08 19A PC A02/MF A01 
MHSMP-75-5W 

Sensitivity and Performance Testing of High Explo- 

sives. Period Cov “Desonuar were. 

MHSMP-75-5W ‘76-08 19A PC A02/M 
MHSMP-75-5X 


 naremay ved Stress and Velocity Gages. Period 
ber--December 1974. 
MHSMP-75-5X 76-08 148 PC A02/MF A01 


MHSMP-75-7 
Detonation Velocity and Pressure of 12.7 mm 


Diameter Hns Ii ra Final a 
MHSMP-75-7 PC A02/MF A01 


MHSMP-75-9 
Thermal Properties. penteny Progress Report, Oc- 


MHSMP-75-9 


76-08 19A PC AQ2/MF A01 
MHSMP-75-12 
Design of a Study to yo at the a of 
Preventive > mee 
MHSMP-75-12 13H or A03/MF A01 
MHSMP-75-12A 


Design of a Study to invest 


- — a of 
Preventive Maintenance Sta 


MHSMP-75-12A 76-11 ‘SH oy A03/MF A01 
MHSMP-75-14 
Disposai of Waste or Excess High Explosives. Final 
rt. 
MHSMP-75-14 76-06 19A PC A02/MF A01 
MHSMP-75-15 


a of Waste or Excess H n Explosives. 


ee. January--March 1975. 
MHSMP- 76-09 1 19D PC A03/MF A01 


MHSMP-75-16 
Development 4" Quarterly Progress Report, 


January--March 1 

MHSMP-75-16 76-06 19A PC A02/MF A01 
MHSMP-75-17 

Hns Cylinder Tests. Final Report. 

MHSMP-75-17 76-08 19D PC A03/MF A01 
MHSMP-75-18 

Cure Rate Study of lsothermally fase Syigard 182. 

Period Covered: Jan -March 1 

MHSMP-75-18 6-07 11J PC A02/MF A01 
MHSMP-75-19 

Detonation Velocity and Pressure of PETN Pellets 

from Two LOTS. Final Report. 

MHSMP-75-19 76-08 19D PC A02/MF AO1 
MHSMP-75-20A 

Evaluation of Hexcel Uralite 3121S Adhesive for As- 

eet Processes. Period Covered: January--March 

MtISMP-75-20A 76-07 11A PC A02/MF A01 
MHSMP-75-20B8 


Petn/Lx-13 Processing. Period Covered: January-- 


March 1975. 
MHSMP-75-20B 76-08 19D PC A02/MF A01 
MHSMP-75-20C 


Heer perry tometric Determination of PETN in Xtx- 
Lx-13 and Lx-08. rT te 1975. 
MHSMP-75-20C 76-08 PC A02/MF A01 





MHSMP-75-24A 


MHSMP-75-20D 
Rdx/Syigard. Period Covered: January--March 1975. 


MHSMP-75-20D 76-08 19D PC A02/MF A0O1 
MHSMP-75-20E 

Lx-14 A Weg Studies. Progress Report, January-- 

March 197 

MHSMP-75.20E 76-10 19D PC A0Q2/MF A01 
MHSMP-75-20F 


Bartherm ae of a —_ Pressings. 
Period Covered me * 
MHSMP-75-20F 190 "PC AGQ/MF Ot 


MHSMP-75-20G 
pm tee ey of Lx-14. Period Covered: 
MHSME-75-20G 76-07 111 PC AGS/MF At 
MHSMP-75-20H 
Tatb a. January--March 1975. 
75-20H 76-08 19D PC A02/MF A01 
MHSMP-75-201 
Tatb Solubility Studies. Period Covered: January-- 
March 1975. 
MHSMP-75-20! 76-07 19D PC AGQ2/MF A01 
apr cn 
joride Analysis of TATB. 
enaneen-7e a0) 76-07 78 PC AOQ2/MF A01 
MHSMP-75-20K 


Determination of Total Amination of Tatb. Progress 


Hs ouany- Mares 1975. 
M P-75- 76-10 19D PC AQ2/MF AO1 


MHSMP-75-20L 
Tatb Pbx Formulations. Period Covered: January-- 


March 1975. 
MHSMP-75-20L 76-07 19D PC AQ3/MF A011 
MHSMP-75-20M 


Mechanical Properties of Explosives. Period 
Covered: January--March 1975. 
MHSMP-75-20M 76-07 19D PC A02/MF AO1 


MHSMP-75-20N 
Thermal Cycling of Tatb/Kel-F Parts. Period 


Covered: January--March 1975 
MHSMP-75-20N 76-07 190 PC A02/MF AO1 
MHSMP-75-20P 


investigation of the Rates of Application and 

Removal of Compaction Pressure when Pressing 

Pbx 9404. January--March 1975. 

MHSMP-75-20P 76-08 19D PC A02/MF A01 
MHSMP-75-200 

Reduced Charge Skid Test. January--March 1975. 

MHSMP-75-200 76-08 19D PC A02/MF A01 
MHSMP-75-20R 

Design of an Electrostatic Spark Sensitivity Tester, 


pene es 1975. 
MHSMP-75-20R 76-08 148 PC A02/MF A01 
MHSMP-75-208 


Determination of Nitrogen in Nitroceliulose in PBX 
9404. Period Covered: Ee eB a= 1975. Normal 


Process . 223. 
MHSMP-75- 76-07 7C PC A02/MF A0O1 
MHSMP-75-20T 
Chromatographic Examination of Nitrodiphen- 
ines | x 9404. Progress Report, January-- 
arch 1975. 
MHSMP-75-20T 76-10 19D PC AOQ2/MF AO1 
MHSMP-75-20U 
Measurement of Relative Humidity by Gas Chro- 
meateaconty. 
MHSMP-75-20U 76-07 14B PC A02/MF AO1 
MHSMP-75-20V 
Analysis of Mass Spectrometer Data by Weighted 
Least Squares. 
MHSMP-75-20V 76-07 7D PC AO02/MF AO1 
MHSMP-75-20W 


improvement of Firing Site Optical Systems. Janua- 


HSMP-7s-20W 76-08 20F PC A02/MF A0O1 
MHSMP-75-23 

Detonation Pressure of Hns | and li. Final Report. 

MHSMP-75-23 76-10 190 PC AOQ2/MF AO1 
MHSMP-75-24-0 


tric Determination of PONPA in LX- 
ed, April--June 1975. 
76-11 119A PC AQ2/MF AO1 


09. Period Cover 
MHSMP-75-24-0 
MHSMP-75-24A 

Lx-13 Processing. Period Covered: April--June 


76-11 


1975. 
MHSMP-75-24A 19A PC A02/MF A01 


AR-705 











MHSMP-75-24B 


— -Term Compatibility of Adiorone L-315 and 
Conap en-8 with Lx-13 and Extex. Period Covered: 


April-June 1975. 

MHSMP-75-24B 76-11 198A PC AQ2/MF A01 
MHSMP-75-24C 

TATB Synthesis Activities. Period Covered: April-- 

June 1975. 

MHSMP-75-24C 76-11 7C PC AQ2/MF A01 
MHSMP-75-24D 

> bn 4 Formulations. Period Covered: April-- 

une 

MHSMP-75-24D 76-11 119A PC AQ2/MF AO1 
MHSMP-75-24E 


Mechanical Properties of TATB/KEL-F 800 Formula- 

tions. Period Covered: April--June 1975. 

MHSMP-75-24E 76-11 19A PC AQ3/MF A01 
MHSMP-75-24F 


Determination of Total Nitration of TATB. Period 


Covered: April--June 1975. 
MHSMP-75-24F 76-11 148 PC AQ2/MF AO1 
MHSMP-75-24G 


ity and Performance Testing. Period 


Covered: April--June 1975. 
MHSMP-75-24G 76-11 119A PC AQ2/MF AO1 
MHSMP-75-24J 


Mechanical and Frictional Behavior of 4.5 Kg Skid 
Test Billets. Period Covered: April--June 1975. 
MHSMP-75-24J 76-12 19D PC AO02/MF AO1 


MHSMP-75-24K 
Trace Ammonia Analysis by Direct Gas Chromatog- 


r ; 
MFSIAP-75-24K 76-12 7D PC A02/MF A01 
MHSMP-75-24L 


Detonation Electric Effect Studies. Final Report, 
April--June 1975. 


MHSMP-75-24L 76-11 19D PC AO2/MF AO1 
MHSMP-75-24M 
Computer Microdensitometer (Orum Scanner) 


System. Period Covered: April--June 1975. 
HSMP-75-24M 76-11 148 PC A02/MF AO1 


MHSMP-75-24N 


Compositional Analysis of Viton Used in Explosives. 
Period Covered: April--June 1975. 


MHSMP-75-24N 76-11 148 PC A02/MF A01 
MHSMP-75-24P 

Liquid Chromatographic Determination of Nitrocel- 

lulose and Cef in Pbx 9404. Period Covered: April-- 

June 1975. 

MHSMP-75-24P 76-11 148 PC AO02/MF AO1 
MHSMP-75-240 


Spectrophotometric Determination of HMX in PBX 
9404. Period Covered: April--June 1975. 
MHSMP-75-240 76-11 19A PC AO2/MF AO1 


MHSMP-75-24R 
LX-10 ~~ ates Studies. Period Covered: April-- 


June 1975. 

MHSMP-75-24R 76-11 19A PC AO2/MF AO1 
MHSMP-75-25 

Unreacted Hugoniots and Detonation Sensitivity o 

Hns |. Period Covered: April--June 1975. Final Re. 

rt. 

MHSMP-75-25 19D PC A02/MF A0O1 

MHSMP-75-26 


Long-Term Compatibility Test of ROX with Hons. 
Period: April--June 1975. 


76-10 


MHSMP-75-26 76-10 19D PC A02/MF A01 
MHSMP-75-27 

Hns Pressability St ey Report. 

MNGMP-TS-27" uey. 6-10 19D PC AOQ3/MF AO1 
MHSMP-75-28 


Cure Rate Study of tsothermally Aged Syigard 182. 


Period: April--June 1975. 
MHSMP-75-28 76-10 19D PC AO3/MF A01 


MHSMP-75-29 
Disposal of —— or —-% High Explosives. 


oe rt, April--June 19 
MP-75- 190 PC AO3/MF A01 


76-12 
MHSMP-75-35 
Detonation Electric Effect Studies. Final Report for 


Period April--June 1975. 

MHSMP-75-35 , 76-11 19D PC A02/MF A01 
MHSMP-75-36A 

}— ~ gy Properties. Period Covered, April--June 

santneeP-75-26A 76-11 198A PC AQ2/MF AO1 
MHSMP-75-36B 


Detailed etee of Aging repeqeeas of PBX 
9404. Period Covered, April--June 1975. 
MHSMP-75-368 76-11 148 PC AQ2/MF AO1 


AR-706 


MHSMP-75-37 
Synthesis of High om enanipeotivens 
MHSMP-75-37 6-21 7A PC A03/MF AO1 
MHSMP-75-38 


Results of a Study to Investigate the wept of 
tive Maintenance Standard Tim 
MHSMP-75-38 76-12 13H PC A04/MF AO1 


MHSMP-75-39 
Comparison of Millipore Particle Measurement 
Computer System ( Pi MC), Wet Sieve Analysis and 
Microscopy Analysis (Modified Zeiss Analyzer) for 
Particle Characterization. Period Covered: July-- 


September 1975. 
MHSMP-75-39 76-14 14B PC AO4/MF AO1 


MHSMP-75-40 


Liquid romstoguetie Determination of HMX and 
~ hy n Pbx 9404. Progress Report, July--September 


MHSMP-75-40 76-13 19D PC AQ2/MF A01 
MHSMP-75-40A 

—. ne Progress Report, July--Sep- 

MHSMP-75-40A 76-13 19D PC AO2/MF AO1 
MHSMP-75-40B 


Stability of Density in Small Pressings of Lx-14. 
Progress Report, July--September 1975. 
MHSMP-75-408 76-13 19D PC AOQ2/MF A0O1 


MHSMP-75-40C 
Lx-10 Pressing Studies. Period Covered: July--Sep- 
ber 1975 


MHSMP-75-40C 76-12 19D PC AQ2/MF A01 
MHSMP-75-40D 


Mechanical Properties of Lx-14. Period Covered: 
July--September 1975. 


MHSMP-75-40D 76-12 19D PC AOQ2/MF A01 
MHSMP-75-40E 

Tatb S$ vw A Activities. 

MHSMP- 76-12 19D PC AOQ2/MF AO1 
en 

Tatb Pbx Formulations. 

MHSMP-75-40F 76-12 19D PC AO3/MF A01 
MHSMP-75-40G 


Numberical Method for Titration End Point Deter- 
mination. Period Covered: July--September 1975. 
MHSMP-75-40G 76-12 19D PC A02/MF A01 


MHSMP-75-40H 
—_ te arora a one Sensitivity. Progress Report, 


-Septembe ; 
HW A SMP- 75-404. 76-13 19D PC AQ2/MF A011 
MHSMP-75-40! 


me amoaneny — Dmf ae Filtrate. 


eport, Ju re 
MNSMP-75 401 75-401 , 4 19D PC A02/MF A01 
MHSMP-75-40J 
Gasomnestiee of Hns in Dmf. Progress Report, 
--September 1975. 


MHSMP-75-40J 76-13 19D PC A02/MF A01 
MHSMP-75-40K 


initiation Sensitivity of Hns | ov Hns li Mdf. Progress 
rt, July--September 1975 
MHSMP-75-40K 76-14 19D PC AQ2/MF AO1 


MHSMP-75-40L 
Formulation and Process Safety. Progress Report, 


July-- tember . 
MHSMP-75-40L 76-13 19D PC AO2/MF A01 
MHSMP-75-40M 


Packing Procedure for ae of PETN Pellets. 
Final Report, October 197 


MHSMP-75-40M 76-43 19D PC A02/MF A01 
pe ocr oer 
Siow Pbx por. July-Se Wave iene en. 
rt, July-- - r 
MNSMP. 7550N" 19D PC A02/MF AO1 
MHSMP-75-40P 


Determination of Absolute Molecular Weights 
Nitrocellulose fl Gel Permeation A iat 


Covered: J a < m= 975. 
MHSMP-75-40P 6-12 19D PC AO2/MF A01 
MHSMP-75-40R 


Data Reduction of Gpc Spectra. Period Covered: 


P- wy 1975. 
MHSMP-75-40R 76-12 19D PC A0Q2/MF AO1 
MHSMP-75-40S 
Sensitivity and Performance Testing of He. Period 
Covered: July--September 1975. 
MHSMP-75-40S 76-12 19D PC AOQ2/MF A01 
MHSMP-75-52 
of Waste or Excess _— Explosives. 


ress Report, July--September 1975 
on MP. 75-52 76-12 19D PC AO3/MF A01 


MHSMP-75-54A 
Mechanical Properties of Tatb/Kel-F 800. Period 


Covered: July--September 1975. 
MHSMP-75- 76-12 19D PC A02/MF A01 
MHSMP-75-54B 


Thermal Properties, July--September 1975. 
MHSMP-75-54B 76-12 19D PC AOQ3/MF AO1 


MHSMP-75-58 
Liquid Chromatographic Analysis of Nitration of 


oa wy Stabilizer in Explosives 
MHSMP-75-58 76-14 7D PC A02/MF A01 
MHSMP-75-200 


Tatb Sensitivity and Performance Testing. Period 


Covered: January--March 1975. 
MHSMP-75-200 76-07 19D PC A02/MF A01 
MHSMP-75-245 


Polargraphic Analysis of HMX in Lx-09. Period 


: April--June 1975. 
MHSMP-75-245 76-11 148 PC AOQ2/MF A01 
MHSMP-76-2 


HNS Copies Studies. Progress Report, Oc- 
December 1975 


MHSMP-76-2 76-21 7C PC A02/MF A01 
MHSMP-76-3 


Stabilization of Bulk and Pressed HNS at Various 
Temperatures and Duration Time. Progress Report, 
October--December 1975. 

MHSMP-76-3 76-25 19A PC AO02/MF AO1 


MHSMP-76-4 
Stabilization of Dyed and Undyed Bulk RDX, Oc- 


tober--December 1975. 
MHSMP-76-4 76-25 119A PC A02/MF AO1 
MHSMP-76-5A 


Cure Rate Study of Isothermally Aged Syigard 182, 


ons Eg Progress Report, October-- 
MHSMP-76-5A | 76-25 19A PC A02/MF AO1 
MHSMP-76-5B 
LX-13 Processing. Progress Report, October-- 
December 1975. 
MHSMP-76-5B8 76-25 19A PC AOQ2/MF AO1 
MHSMP-76-5C 
Ecx and Pex Rheology. Progress Report, October-- 
December 1975. 
MHSMP-76-5C 76-25 19A PC AO02/MF AO1 
MHSMP-76-5E 


LX-10 Granulation and HMX Distribution Study. 

Progress Report, October--December 1975. 

MHSMP-76- 76-25 19A PC AO02/MF A01 
MHSMP-76-5F 

Long-Term Stability of the BONPF/BDNPA 

Nitroplaticizer System: An NMR Analysis. Progress 

Report, October--December 1975. 

MHSMP-76-5F 76-25 19A PC A02/MF AO1 
waaay ot $0) 

Assay of 4 9501. Progress Report, October-- 


December 197 

MHSMP76-56. 76-25 19A PC A02/MF A0O1 
MHSMP-76-5H 

Development of a Gpc Analysis Method for Estane 

| _— Progress Report, October--December 

MHSMP-76-5H 76-25 19A PC A02/MF A01 
MHSMP-76-5J 

Analysis of Chloride in TATB by X-Ray 


Fluorescence. Progress Report, October--December 


1975. 
MHSMP-76-5J 76-25 19A PC AQ2/MF AO1 
MHSMP-76-5K 


Determination of a in TATB. Progress Re- 
port, October--December 1975. 
19A PC A02/MF A01 


MHSMP- 76-5K 76-25 
MHSMP-76-5L 

Toluene Recycle in the ag of TATB. Progress 

Report, October--Decembe 

MHSMP-76-5L 76-25 9A PC A02/MF A01 
MHSMP-76-5M 

TATB PBX Formulations. Progress Report, October- 

-December 1975. 

MHSMP-76-5M 76-25 19A PC A0Q2/MF AO! 
MHSMP-76-5N 


initiation Sensitivity of HNS | by HNS ii Mdf. 

ty. rt, October--December 1975. 

MHSMP-76- 76-25 19A PC AQ2/MF AO1 
MHSMP-76-50 


Thermal! Stability of oe ae, eh in N.N- 
Seneermanite (OMF). Period vered: Oc- 
tober ber 1975. 


MHSMP-76-5Q 76-25 7C PC AO2/MF AO1 











MHSMP-76-5R 
Streak Camera hig Fiducial. Progress Report, Oc- 


tober--December 1975 
MHSMP-76-5R 


Mi/KD-5189 
Antenna a Using 1 Gain Element Radiators. 


76-25 14€ PC AQ2/MF A01 


N76-10357/1 9E PC A12/MF A01 
MI/KD-5323 

Antenna Arrays Using High Gain Element Radiators. 

Rider 1: Helix Study. 

N76-13381/8GI 76-08 9E PC AO06/MF A01 
MIC-AN-03 

Annual Report of the Mechanized information 

a (3rd), February 1, 1973 through January 31, 

1 ’ 

PB-252 855/2GI 76-16 5B PC A0S/MF A0O1 
MIC72(1)-1 


Census of Mineral industries (1972): Subject Series. 
General Summary. 


PB-254 781/8GI 76-19 5C MF A0O1 
MICH-SG-75-300 

Reprint: A Comparison of Vertical Drift-Envelopes 

to eons rift-Bottles 

PB-252 373 76-14 8C PC A02 
MICHU-SG-73- 

Reprint: Underwater Habitats for Scientific 


Research in the Great 


PB-252 662/2GI 76-14 6F PC AO02 
MICHU-SG-73-302 

Reprint: Trends in Drogue Design, 

PB-252 508/7GI 76-14 8C PC A02 
MICHU-SG-75-202 


Underwater Education and Technology at the 

University of Michigan: A Five Year Progress Re- 

port. 

PB-256 811/1GI 76-22 13) PC AO3/MF A01 
MICHU-SG-75-204 

Computer Simulation in the Analysis of Surface 


Current Drifter Data 
PB-252 374/4GI 76-14 8C PC A14/MF A01 
MICHU-SG-75-301 


Reprint: When Fishermen Joined Forces, 
PB-252 469/2GI 76-14 6C PC A02 


MICHU-SG-76-100 


Fishes of the Grand Traverse Bay a "ome 

PB-256 757/6GI 76-22 C A04/MF AO1 
MICHU-SG-76-200 

The Limnology of Grand Traverse Bay, Lake 

Michigan. 

PB-256 814/5GI 76-22 8H PC A12/MF A01 
MICHU-SG-76-201 

Grand Traverse Bay re Data 

PB-256 783/2GI 8H PC AOQS/MF A0O1 
MICHU-SG-76-300 


are: Historical Changes in Mercury Contamina- 


1 ollh Michigan Walleyes ('Stizostedion vitreum 

PB-256 drevect 76-23 6C PC A02 
MICHU-SG-76-301 

nse: Sees ens Di ~~ ag Water Levels: An Update: Beat 

PB-256 71 ar 76-22 8H PC A02 
MICHU-SG-76-302 

Reprint: Shoreline Erosion - Special Problems for 

Realtors, 

PB-256 749/3GI 76-22 138 PC A02 
MICHU-SG-76-306 


Buoyancy Compensation: Use or Abuse and Emer- 
Seay Scent Training: Safe or Unsafe, 
547/9GI 76-26 13) PC AO2 
MICHU-SG-76-307 
Buoyancy Compensation: Use or Abuse and Emer- 
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N76-1 /2G1 76-07 17! PC A17/MF AO1 
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N76-12898/2GI 76-07 3B PC A06/MF AO1 
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N76-12919/6GI 
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N76-12919/6GI 76-07 38 PC A02/MF A01 
N76-12921/2GI 
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N76-12921/2GI 76-07 38 PC AOS/MF A01 
N76-12922/0GI 
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N76-12922/0G! 76-07 3B PC AO3/MF AO1 
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me gee Estimates for a Jupiter Entry Probe: 


N7e.12028/8G1 76-07 38 PC A03/MF A01 
N76-12924/6GI 
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N76-12931/1GI 
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N76-12931/1GI 76-07 3B PC A03/MF A01 
N76-12932/9GI 

Results from the Ariel-5 All-Sky X-Ray Monitor. 


N76-12932/9GI 76-07 3B PC AO3/MF A0O1 
N76-12833/7GI 

Galactic gamma-Ray Observations and Galactic 
Structure. 

N76-12933/7GI 76-07 38 PC A0Q2/MF A01 
N76-12934/5GI 


a Goals for Cosmic-Ray Astrophysics in the 


N76-12934/5GI 76-07 3B PC A09/MF AO1 
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Apolio Expeditions to the Moo 

N76-12956/8GI 76-07 22A PC A14/MF AO1 
N76-12957/6GI 
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Small Gas Turbines 
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76-08 21E PC A08/MF A01 


Ha ghee ——-. Ferdinand Ferber, Adolf Rohrbach. 
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Subsonic Transports 

N76-13013/7GI 76-08 1C PC A06/MF A01 
N76-13014/5GI 

Development and Flight Tests of Vortex-Attenuating 

Splines. 

N76-13014/5GI 76-08 1A PC AQ3/MF A01 
N76-13015/2GI 


— Transonic Airfoil Design Methods Including 
— and —— interaction Effects 
Ne. 130767 1A PC A02/MF AO1 


N76-13016/0GI 


Flutter of Laminated Plates in Supersonic Flow. 

N76-13016/0GI 76-08 1A PC AO06/MF AO1 
N76-13017/8GI 

Adaptation of the Theodorsen Theory to the 

Representation of an Airfoil as a Combination of a 

Lifting Line and a Thickness Distribution. 

N76-13017/8GI 76-08 1A PC AO02/MF AO1 
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N76-13019/4G! 
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N76-13021/0GI 
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N76-13023/6GI 76-08 1A PC A04/MF A01 
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N76-13025/1GI 
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h Untersuchungen an 
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N76-13028/5GI 
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N76-13029/3G! , 
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ion of a Plane Leaeee > Jet. 
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riers. 

N76-13039/2G! 76-08 1C PC AOS/MF A01 
N76-13040/0GI 

Refurbishment of NASA Aircraft with Fire-Retardant 

Materials. 

N76-13040/0GI 76-08 1C PC A03/MF AO1 
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Protrusion Using the Turbulence Kinetic Energy 
—- with Reference to Aeronautical Operating 


Noe. 13041/8GI 76-08 1A PC AOS/MF AO1 
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N76-13044/2GI 
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N76-13044/2GI 76-08 17G PC A02/MF AO1 
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Astrolabe Experiments: Principles, Tests and Analy- 
sis. 
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N76-13065/7GI 
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Fuel injector 
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N76-13100/26! 76-08 21E PC AO0S/MF AO1 
N76-13101/0GI 
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N76-13101/0GI 76-08 13A PC A02/MF AO1 
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Description and Status to November 1975. 
N76-13102/8GI 76-08 21E PC AO7/MF A01 
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N76-13112/7Gi 


Dynamic ~~ aed Test Results on an 0.024 Scale B- 
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N76-13122/6Gi 

The Onera F-1 Pressurized Subsonic Wind Tunnel. 
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Experiment Definition Phase Shuttle Laboratory 
Ldri-10.6 Experiment 


N76-13129/1GI 76-08 22A PC A03/MF A01 
N76-13131/7GI 
Flight Hazards Catalog. 
N76-13131/7GI 76-08 22A PC A03/MF A01 
N76-13132/5GI 


Real-Time Orbit Estimation for Ats-6 from Redun- 


dant Attitude Sensors. 
N76-13132/5G!I 76-08 22C PC A04/MF A01 
N76-13133/3GI 


Six-Degree-of-Freedom Program to Optimize Simu- 


me Trajectories (6D Post). Volume 1: Formulation 
anual. 

N76-13133/3GI 76-08 22C PC A07/MF A01 
N76-13134/1GI 


_ ree-of-Freedom Program to Optimize Simu- 

_— ” cme (6D Post). Volume 2: Utilization 

N76-13134/1GI 76-08 22C PC A13/MF A01 
N76-13135/8GI 

Six-Degree-of-Freedom Program to Optimize Simu- 


lated Trajectories (6D Post), Volume 3: Pro- 
rammer'S Manual. 


76-13135/8GI 76-08 22C PC A11/MF A01 
N76-13136/6GI 
Nasa/Esa Cv-990 Spacelab Simulation. 
N76-13136/6GI 76-08 22A PC A02/MF A01 
N76-13137/4GI 


Manned Orbital Systems Concepts Study. Book 3: 
Configurations for Extended Duration Missions 


N76-13137/4GI 76-08 22A PC A16/MF AO1 
N76-13138/2GI 

Manned Orbital Systems Concepts Study. Book 5: 

User Analysis S eae ~ Task. 

N76-13136/2G! 22A PC A06/MF A01 
N76-13139/0GI 


N76-13139/0GI 
N76-13140/8GI 
Titan/Centaur D-1T TC-2, Helios a Flight Data Re- 


port. 
N76-13140/8G! 76-08 22D PC A1S/MF A01 


Video Guidance, ee and pave ym 
A07/MF ‘A01 


N76-13141/6GI 
Manned S s Utilization Analysis (Study 2.1). 
Volume 1: Executive Summary. 


N76-13141/6GI 
N76-13142/4GI 
Manned Systems Utilization Analysis (Study 2.1). 


76-08 22A PC A03/MF A01 


Volume 2: Manned Systems Utilization. 
N76-13142/4GI 76-08 22A PC AO7/MF AO1 
N76-13143/2GI 


Manned Systems Utilization Analysis (Study 2.1). 

Volume 3: Loves Computer Simulations, Results, 

and Analyses. 

N76-13143/2GI 76-08 22A PC A04/MF AO1 
N76-13144/0GI 


Spete Soyuz Mission: Lay Repent. 
6-13144/0GI 


N76-13145/7GI 
Apolio/Saturn 5 Postflight Trajectory. SA513 Skylab 
1 Mission. Tracking and Flight Reconstruction. 
N76-13145/7GI 76-08 22C PC A09/MF A01 
N76-13146/5GI 


A Method for Computing Coplanar Transfers in a 
Newtonian Central Force Field. 
N76-13146/5GI 76-08 22C PC A0Q3/MF A01 


N76-13149/9GI 
Milestone Report Tctp Application to the Ssme 


PC A03/MF A01 


Hydrogen System Analysis. 
N76-13149/9GI 76-08 22D PC A03/MF A01 
N76-13150/7GI 


Task 3 Milestone Report, Kennedy Space Center 

(Ksc) LOX Loading Facility Ana ‘ 

N76-13150/7GI 7 PC A04/MF A01 
N76-13151/S5GI 

Shuttle LOX Loading a oe Stud 

N76-13151/5GI 76-08 
N76-13154/9G! 

The Kosmos Satelit 

N76-13154/9GI 
N76-13155/6GI 


Centaur Zero Gravity Coast and Engine Restart 
Demonstration on the Titan/Centaur (Tc-2) Ex- 


bc A0S/MF A01 


es. 
76-08 22B PC AO06/MF A01 


tended Mission. 

N76-13155/6GI 76-08 22D PC A03/MF A01 
N76-13156/4GI 

Saturn 1B and Saturn 5 Computer Programs, Soft- 

N76-13156/4GI 76-08 22D PC A0S/MF AO1 
N76-13157/2GI 

Analysis of Aerobee 17.012 Data. 

N76-13157/2GI 76-08 19G PC A03/MF A01 
N76-13159/8GI 


Development, Launch and in-Flight Performance of 
aoe Sounding-Rocket Payloads. Volume 2: 


loads Launched in 1966. 
a 13159/8GI 76-08 22A PC A07/MF A011 


N76-13168/9G!I 4 
poneagmans of a Magnetically Suspended Momen- 


tum W ‘ 

N76-13168/9GI 76-08 22B PC A06/MF A01 
N76-13169/7 

Linear Phase Demodulator. 


PAT-APPL-635 531/GI 
7 17B PC AO02/MF AO1 


N76-13170/S5GI 


Study of a Dual Frequency Ranging Experiment to 
Be included in the Cos B Telecommunication 


cocina. 
N76-13170/5GI 76-08 22B PC A04/MF AO1 
N76-13175/4GI 


Aerothermal Performance and Structural wwe gy of 
a Rene 41 Thermal Protection System at Mac 
N76-13175/4GI 76-08 1 PC AO0S/MF A01 


N76-13176/2GI 


Results of Experimental Tests in the Msfc 14 X 14 
inch Trisonic Wind Tunnel on a .004 Scale Model 
mee Shuttle integrated Vehicle 5 (Model 77-0, 74- 
) to Relieve Wing Loads re. Ascent (1A71). 
N76-13176/2GI 76-08 PC A19/MF A01 


N76-13177/0GI 
Reentry Aerodynamics Forces and Moments on the 
Engine Nozzie of the 146-inch Solid Rocket Booster 
Model 473 Tested in Msfc 14 by 14 Inch Trisonic 


Wind Tunnel (Sa30f). 
N76-13177/0GI 76-08 22C PC A15/MF A01 


N76-13178/8GI 


Results of Aerodynamic Heat Transfer Tests of a 
0.0175-Scale Model of the Rockwell International 
Space Shuttle Orbiter 139 (Model Number 22-0) in 
the NASA/Ames 3.5-Foot Hypersonic Wind Tunnel 
(Test OH6). 
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N76-13178/8GI 
N76-13179/6GI 


The Lageos System. 
N76-13179/6GI 


N76-13180/4GI 
An investigation in Msfc 14-inch Twt to Determine 
the Static Stability Characteristics of 0.004-Scale 
Model (74-Ots) Space Shuttle Vehicle 5 Configura- 


tion (1A33), Volume 1. 
N76-13180/4GI 76-08 22B PC A99/MF AO1 


N76-13181/2GI 


An investigation in the Msfc 14-inch Twt to Deter- 
mine the Static Stability Characteristics of the 
0.004-Scale Model (74-Ots) Space Shuttle Vehicle 5 
Configuration (1A33), Volume 2. 

N76-13181/2GI 76-08 22B PC A99/MF A01 


N76-13182/0GI 


An investigation in the Msfc 14-inch Twt to Deter- 
mine the Static Stability Characteristics of the 
0.004-Scale Model (74-Ots) Space Shuttle Vehicle 5 
Configuration (IA33), Volume 3. 

N76-13182/0GI 76-08 22B PC A23/MF AO1 


N76-13183/8GI 


Wind Tunnel Test of the 0.019 Scale Space Shuttle 
integrated Vehicle (Model 14-Ots) in = — 8- 
Foot Transonic Wind Tunnel (1A36), Volume 2. 

N76-13183/8GI 76-08 22B PC ‘A99/MF AO1 


N76-13184/6GI 


Wind Tunnel Test of the 0.019 Scale Space Shuttle 
integrated Vehicle (Model 14-Ots) in the Calspan 8- 
Foot Transonic Wind Tunnel (IA36), Volume 1. 

N76-13184/6GI 76-08 22B PC A25/MF A01 


N76-13185/3GI 


Results of a Pressure Loads Investigation on a 
0.030-Scale Mode! (47-Ots) of the Integrated Space 
Shuttle Vehicle Configuration 5 in the NASA Ames 
Research Center 9 by 7 Foot Leg of the Unitary 
Pian Wind Tunnel (la81b), Volume 1. 

N76-13185/3G! 22B PC A99/MF A01 


N76-13186/1GI 


Results of a Pressure Loads Investigation on a 
0.030-Scale Mode! (47-Ots) of the Integrated Space 
Shuttle Vehicle Configuration 5 in the NASA Ames 
Research Center 9 by 7 Foot Leg of the Unitary 
Pian Wind Tunnel (la81b), Volume 2. 

N76-13186/1GI 76-08 22B PC A98/MF A01 


N76-13187/9GI 


Results of a Pressure Loads Investigation on a 
0.030-Scale Mode! (47-Ots) of the Integrated Space 
Shuttle Vehicle Configuration 5 in the NASA Ames 
Research Center 9 X 7 Foot Leg of the Unitary Plan 
Wind Tunnel (la81b), Volume 3. 

N76-13187/9GI 76-08 22B PC A99/MF AO1 


N76-13188/7GI 


Results of a Pressure Loads Investigation on a 
0.030-Scale Mode! (47-Ots) of the Integrated Space 
Shuttle Vehicle Configuration 5 in the NASA Ames 
Research Center 9 by 7 Foot Leg of the Unitary 
Plan Wind Tunnel (la81b), Volume 

N76-13188/7GI 76-08 22B PC A99/MF AO1 


N76-13189/5GI 


Results of a Pressure Loads Investigation on a 
0.030-Scale Mode! (47-Ots) of the Integrated Space 
Shuttle Vehicle Configuration 5 in the NASA Ames 
Research Center 9 by 7 Foot _— of the Unitary 
Pian Wind Tunnel (ia81b), Volume 

N76-13189/5GI 76-08 22B PC A99/MF A01 


N76-13190/3GI 
~ ge Shuttle Solid Rocket Booster (Srb) Separa- 


N76-13190/3GI 76-08 22B PC A04/MF A01 
N76-13191/1GI 


Transonic Stability and Control! Characteristics of a 
0.015-Scale (Remotely Controlled Elevon) Model 44- 
0 of the Space Shuttle Orbiter Tested in the 


76-08 22C PC AO06/MF A01 


76-08 22B PC A04/MF A01 


NASA/Larc 8 Foot Tpt (LA62). 
N76-13191/1GI 76-08 22B PC A25/MF A01 
N76-13192/9GI 


Comparison of Vibrations of a Combination of 
Solid-Rocket Launch Vehicle and Payload During a 


Ground Firin _ Launching. 
N76-13192/ 76-08 22D PC A03/MF A01 
N76-13194/5GI 


Design and Development of a Momentum Wheel 


with a Mainly Passive Magnetic Bearing. 

N76-13194/5GI 76-08 131 PC A04/MF A01 
N76-13195/2GI 

On-off Shutter. 

N76-13195/2GI 76-08 13A PC AOS/MF A01 
N76-13197/8GI 

Design of a Torque Current Generator for Strap- 

down Gyrosco 

N76-13197/8GI 76-08 22B PC A11/MF A01 


N76-13198/6GI 
Design and Development of a Starmapper Bread- 
board Model, Phases 2 and 3. 
N76-13198/6GI 76-08 3B PC A17/MF A01 
N76-13199/4GI 


Effect of Nozzle Nonlinearities Upon ee Sta- 
bility of Liquid Propeliant Rocket Mot 
76-08 


N76-13199/4GI 21H PCY A07/MF AO1 
N76-13200/0GI 

Space Electro-Jet Engines. 

N76-13200/0G! 76-08 21C PC A05/MF A01 
N76-13201/8GI 


Amplification of Reynolds Number Dependent 


Processes by Wave Distortion. 
N76-13201/8GI 76-08 21H PC A04/MF A011 
N76-13202/6GI 


Value Contamination Avoidance Devices 


N76-13202/6GI 76-08 21H PC A06/MF A01 
N76-13203/4GI 

Composite Saeees for Application to a Single- 
Stage-to-Orbit Vehicle. 

N76-13203/4GI 76-08 21E PC A0S/MF A01 
N76-13204/2GI 

Research Study on Multi-kw DC Distribution 
Ny6-13204/2G1 76-08 10B PC A04/MF A01 
N76-13205/9GI 


improvement of Solar Celi Covers. Volume 1: 
General Presentation. 
N76-13205/9G! 76-08 10B PC A03/MF AO1 


N76-13206/7GI 


improvement of Solar Cell Covers. Volume 2: 
Discussion, Proposed improvements, Preparation of 
Final Batch and Costs. 


N76-13206/7GI 76-08 10B PC A02/MF A01 
N76-13207/5GI 

Oxalic Diamido-Oxime and Oxalic Anilide Oxime 

Amido-Oxide. 

N76-13207/5GI 76-08 7C PC A02/MF AO1 
N76-13208/3GI 


Analysis of Organic Matter in Sediments and 
Meteorites and Paleochemical Studies of Extinct 


and Commemansary Life Forms. 
N76-13208/3GI 76-08 6M PC A02/MF A01 
N76-13209/1GI 
On the Succinic Diamidoxime and Its Derivatives. 
N76-13209/1GI 76-08 7C PC A02/MF 
N76-13210/9GI 


On Glutaric di(Hydroximidine) and Its Derivatives. 
76-08 


N76-13210/9GI 7C PC AO2/MF AO1 
N76-13211/7GI 

On the Behavior of Benzonitrolic Acid. 

N76-13211/7GI 76-08 7C PC AOQ2/MF AO1 
N76-13212/5GI 


A New Method for Formation of Amido-Oximes. 

N76-13212/5GI 76-08 7C PC A02/MF A0O1 
N76-13220/8G! 

= et Composites: An Emerging Structural 

aterial 

N76-13220/8GI 76-08 11D PC A02/MF A01 
N76-13221/6GI 

Composite Impact Strength Improvement Through a 

Fiber/Matrix Interphase. 

N76-13221/6GI 76-08 11D PC AOS/MF A01 
N76-13233/1GI 


On-Line Mass Spectrometric Monitori of the 
Polymerization of a Phenolic-Resin-Based Material. 
N76-13233/1GI 76-08 7C PC A02/MF A01 


N76-13234/9GI 
Comparison of Three Methods of Measuring Sur- 
faces Tension in Polyphenyis. 
N76-13234/9GI 76-08 148 PC A03/MF A01 
N76-13235/6GI 


Combustion and Gasification of Coal on the a. 
N76-13235/6GI 76-08 21B PC A02/MF A0O1 


N76-13267/9 


improved Bimetallic Junctions. 
PAT-APPL-625 733/GI 
76-08 13E PC A02/MF AO1 


N76-13268/7GI 


Hydrogen Environment Embrittlement of Astroloy 
and Udimet 700 (Nickel-Base) and V-57 (lron-Base) 
Superalloys. 

N76-13268/7GI 76-08 11F PC AO3/MF A01 


N76-13269/5GI 


Friction Differences Between Aliphatic and Aro- 
matic Structures in Lubrication of Titanium. 
N76-13269/5GI 76-08 11H PC A02/MF AO1 








N76-13334/7GI 


N76-13270/3GI 


Resistance of a gamma/gamma Prime - delta 
Directionally Solidified Eutectic Alloy to Recrystal- 


lization. 

N76-13270/3GI 76-08 11F PC A0Q2/MF AO1 
N76-13271/1GI 

Limitations on Slip-Line Fields for Sheet Drawing. 

N76-13271/1GI 76-08 13H PC A02/MF A01 
N76-13272/9G! 


Heterogeneous Beryllium Alloys with Controlled 

Microstructure Heterogene Berylliumlegierungen 

MIT Kontrolliertem Gefuegeaufbau. 

N76-13272/9GI 76-08 11F PC A04/MF A01 
N76-13273/7GI 

Powder Forging of Beryllium and Beryllium Silver 

Alloys Sinterschmieden von Beryllium und Beryili- 

um-Silber-Legierungen. 

N76-13273/7GI 76-08 13H PC A03/MF A01 
N76-13274/5GI 


influence of Copper on Crack Propagation in Beryl- 
lium Single Crystalis Einfluss von Kupfer Auf die 
Rissausbreitung in llium-Einkristalien. 
N76-13274/5GI 6-08 11F PC AOS/MF A011 
N76-13275/2Gi 
Quasi-Static Tensile Tests on Thin-Walled Tubular 
Stee! Specimens of Varying ones Lengths. 
N76-13275/2GI 76-08 11 PC AOQ3/MF A01 
N76-13276/0GI 


Tabulated Compilation of the Scc (Stress Corrosion 
Crack) Susceptibility of Titanium Alloys in Various 
Environments. 

N76-13276/0GI 76-08 11F PC A03/MF AO1 


N76-13292/7 
Abrasion Resistant Coatings for Plastic Surfaces. 
PAT-APPL-634 304/GI 
76-08 11C PC A02/MF A0O1 
N76-13293/5 
High Temperature Oxidation Resistant Cermet Com- 
ae. 
AT-APPL-633 877/GI 
7 118 PC AQ2/MF A01 
N76-13294/3 
High Temperature Resistant Cermet and Ceramic 
Compositions. 
PAT-APPL-633 876/GI 
76-08 118 PC A03/MF A01 
N76-13295/0G! 
Semiconducting Polymers for Gas Detection. 
N76-13295/0GI 76-08 7C PC A08/MF A01 
N76-13296/8Gi 
Radiation Effects on beta 10.6 of Pure and Europi- 


um Doped KCI. 
N76-13296/8G! 76-08 20F PC A0O2/MF AO1 
N76-13298/4GI 


The Effects of Radiation on the Mechanical and 
Electrical Pro — of the Geos Satellite Long 


Boom Cable rials. 
N76-13298/4GI_- 76-08 9A PC A06/MF A0O1 
N76-13308/1Gi 


Register of Specialized Sources for Information on 
Selected Fuels and Oxidizers. 


N76-13308/1GI 76-08 211 PC A03/MF A01 
N76-13311/5GI 

A Superfiuid Helium System for an LST IR Experi- 

ment. 

N76-13311/5GI 76-08 3B PC A04/MF A011 
N76-13312/3GI 

—— Study: Liquid Hydrogen Plant, 30 Tons 

er Day. 

N76-13312/3GI 76-08 13H PC A03/MF A01 
N76-13328/9GI 


Astp Communications Systems Analyses and Per- 
formance Predictions. 


N76-13328/9GI 76-08 17B PC A02/MF A01 
N76-13332/1GI 

Side Looking Radar Calibration Study. 

N76-13332/1GI 76-08 171 PC A03/MF A01 
N76-13333/9GI 

an Attenuation Diversity Measurements at 20 and 

N76-13333/9GI 76-08 20N PC A03/MF AO1 
N76-13334/7GI 


Modular Radar and Phase Guided Antenna Arrays. 
Study Visit to USA 1973, Part 3 Moduiradar och 
a Gruppantenner. Studieresa Till USA 1973, 


N76-13334/7G! 


76-08 9E PC A02/MF A01 


AR-737 











N76-13335/4GI 


Frequency Doubling of 10.6 Micrometer Radiation 
from a Tea Laser in Polycrystalline Zinc Selenide 
Frekvensfoerdubbling AV 10.6 Micrometer Straining 
Fran en Tea-Laser | Polykristallin Zinkselenid. 

N76-13335/4GI 76-08 20F PC A0Q2/MF AO1 


N76-13336/2GI 


Application of Kalman Filter to Automatic Target 
Tracking in Air Traffic Systems Anvaendning AV 
Kaiman-Filter Foer Automatisk Malfoeljning | Luft- 
trafiksystem. 

N76-1 /2GI 76-08 17G PC AO4/MF AO1 


N76-13337/0GI 


Comparison Between Measured and Calculated 
Field Strength in Undulating Terrain at Mhz in the 
Alvsbyn District Jaemfoereise Mellan Uppmaett och 
Beraekwad Faeltstyrka | Kuperad Terraeng Vid Mhz 
| Trakten AV Aelvsbyn. 

N76-13337/0GI 76-08 17B PC E03/MF A01 


N76-13338/8GI 


Experimental Data Processing for the Radio Relay 
Link in Lines of Sight Civitavecchia-Monte Argen- 
tario for the Evaluation of an impulse Measurement 

of Propagation Characteristics 
Elaborazione di Dati Sperimentali Rilevati Sulla 
Tratta di Ponte Radio in Visibilita Civitavecchia- 
Monte Argentario Per la Verifica Delle Prestazioni di 
UN Metodo di Rilevamento di aes impulsivo Delle 
Caratteristiche di Pr 
N76-13338/8GI Pret 17B PC AO3/MF AO1 


N76-13339/6GI 
identification of Multiple Paths in the impulse 
Response of Radio Links in Line of Sight 
identificazione di Percorsi Multipli Nella Risposta 
impulsiva Rilevata Su Una Tratta di Ponte Radio in 
Visibilita. 
N76-13339/6GI 76-08 17B PC A03/MF AO1 
N76-13340/4GI 


Feasibility and Performances of an Experimental 
Equipment for ‘eds Bit Rate Transmission on Cir- 
cular Waveguide 

N76-13340/4GI 76-08 17B PC AO2/MF A01 


N76-13341/2GI 


Dynemas: A Simulation Program for Evaluating a 
Network Management Action. 


N76-13341/2GI 76-08 17B PC A03/MF AO1 
N76-13342/0GI 

Fast Pulse conga ry at 26.6 Ghz Modulatore Per 

Impulsi ey a2 ’ 

N76-13342/ 76-08 9E PC A02/MF AO1 
joo sng 


Performance of a Filter Prototype for the Higher 
Electric Circular Modes Prestazioni di UN Prototipo 
di Filtro Per | Modi Circolari Elettrici Superiori. 
N76-13343/8GI 76-08 9E PC A02/MF A01 
N76-13344/6G! 
Radioelectric Measurements in the Framework of 
the Research Program Concerning Radiowave 
™ tion at Frequencies Higher Than 10GHZ Mi- 
ioelettriche Nell'Ambito Del Programma di 
Ricerca Sulla Radiopropagazione a Frequenze Su- 
periori a 10GHZ. 
N76-13344/6GI 76-08 17B PC A0S/MF A01 
N76-13345/3GI 


Detection of an Echopulse with a Frequency Depen- 
dent Background Signal. 
N76-13345/3GI 76-08 9D PC A05/MF A01 


N76-13346/1Gi 
Echo Removal as a Deconvolution Probiem. 


N76-13346/1GI 76-08 9D PC AO5S/MF A01 
N76-13347/9GI 

Two | - astaman Detection for Radar. 

N76-1334 76-08 17! PC A0Q2/MF AO1 
aki: 


Development of a Digital Electronic Rebalance 
Loop for a Dry Tuned-Rotor Two Degree-of- 
m Gyroscope. 

N76-13372/7GI 76-08 17G PC AO3/MF A01 
N76-13373/5GI : 

Design and Performance of a No-Single-Failure 
es System for the Mini-Brayton Power Conver- 
sion : 

N76-13373/5GI 76-08 10B PC AQ3/MF A01 
N76-13374/3GI 


Feasibility S of a Digital Rebalance Loop for a 
Dry Tuned Tdf Gyro 


N76-13374/3GI 76-08 17G PC AOS/MF AO1 
N76-13375/0GI 


High-Resolution Width-Modulated Pulse Rebalance 
Electronics for Strapdown Gyroscopes and Ac- 


celerometers. 
N76-13375/0GI 76-08 17G PC AOQ5/MF AO1 


AR-738 





N76-13376/8GI 


Development of a Low-Noise High Common-Mode- 
Rejection instrumentation Amplifier. 
N76-13376/8GI 76-08 9E PC A0S/MF A01 


N76-13377/6 


Open Loop Digital Frequency Multiplier. 
PAT-APPL-630 583/Gi 76 9E PC A02/MF A0O1 


N76-13379/2GI 


A Study of the Prediction of Antenna Performances 
from Near Field Measurements. 
6-08 


N76-13379/2GI SE PC A11/MF A01 
N76-13380/0GI 

L Band Linear Power aa. 

N76-13380/0GI 9E PC A04/MF A01 
N76-13381/8GI 


Antenna Arrays Using High Gain Element Radiators. 


Rider 1: Helix Study 
N76-13381/8GI 76-08 9E PC A06/MF A01 
N76-13418/8GI 


—— of Liquid-Metal-Jet aw Cooling 


a Corner Region and for a Row o 
N76-13418/8GI 76-08 20M PC A04/MF A01 
N76-13419/6 


Smokestack Mounted Airfoil. 
PAT-APPL-630 58 2/GI 
76-08 13B PC A02/MF A01 
N76-13420/4GI 


A Finite-Difference Analysis of the Nozzie Starting 
Process in an Expansion Tunnel. 
76-08 20D 


N76-13420/4GI PC A03/MF A0O1 
N76-13421/2GI 

Cellular ep in a Liquid Layer. Part 1: General 

Description of the Phenomena. 

N76-13421/2GI 76-08 20L PC A03/MF A01 
N76-13422/0GI 


On the Measurement of the Velocity in a Turbulent 
Flow Near a Smooth Wall by Means of a Hot-Wing 


Anemometer. 
N76-13422/0GI 76-08 20D PC A0Q2/MF A011 
N76-13423/8GI 


The Shearing Effect of Vapor Flow on Laminar 
Liquid Flow in Capillaries of Heat Pipes. 
N76-13423/8GI 76-08 20D PC A03/MF A01 
N76-13424/6GI 
Study of Normal Shock Wave-Turbulent Boundary 
r interaction Phenomena in View of Application 


to Transonic Turbomachines. 
N76-13424/6GI 76-08 21E PC A06/MF A01 
N76-13425/3GI 


impact Characteristics of Supersonic Jets in the 
Presence of Reflected Acoustic Waves. 
N76-13425/3GI 76-08 20D PC A02/MF A01 


N76-13426/1GI 
Modifications to the Streamtube Curvature Pro- 
—.) Volume 1: Program Modifications and User’S 
N76-13426/1GI 76-08 21E PC A14/MF A01 
N76-13427/9GI 


Modifications to the Streamtube Curvature Pro- 
ram. Volume 2: Program Listing. 
76-13427/9GI 76-08 21 PC A15/MF A01 


N76-13428/7GI 
A Family of Approximate Solutions and Explicit 
Error Estimates for the Nonlinear Stationary Navier- 


Stokes Problem. 
N76-13428/7GI 76-08 20D PC A02/MF A01 
N76-13429/5GI 


An Empirical Model for the Mixing of a Row of Dilu- 
tion Jets with a Confined Crossflow. 
N76-13429/5GI 76-08 20D PC A02/MF A01 
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N76-13953/4G! 76-08 9B PC A08/MF A01 
N76-13954/2GI 

Mirads-2 User’S Manual. 

N76-13954/2GI 76-08 9B PC A10/MF A0O1 
N76-13955/9G! 


Data Protection: Means and Measures for Data 

Processing Datenschutz. Mittel und Massnahmen 

fuer die Datenverarbeitung. 

N76-13955/9G! 76-08 9B PC A06/MF A01 
N76-13968/2G!I - 

Cost nye Methodology and Techniques for 





Preparin ust g Type Manhour and 

Material- Cost Estimates. 

N76-13968/2GI 76-08 PC A06/MF AO1 
N76-13970/8GI 


Guidelines for Application of Learning/Cost im- 
a urv 
76-13970/8GI 76-08 5A PC A03/MF A0O1 


N76-13971/6G 

Man Power/Cost Estimation Model: Automated 
Planetary Projects 

N76-13971/ 76-08 22A PC A0OS/MF AO1 
N76-13984/9Gi 

Greenwich Time Report, July - September 1974. 
N76-13984/9G! 76-08 14B PC A02/MF A01 
N76-13986/4G! 


investigation of Si 1115 X-Ray Telescope. 
N76-13986/4GI 76-08 38 PC A02/MF AO1 


N76-13987/2GI 
Effect of Polarization on Superfiuidity in Low Densi- 


Neutron Matter. 
76-13987/2Gi 76-08 3B PC A02/MF AO} 
N76-13988/0GI 


Gravitational-Wave Bursts from the Nuclei of 
Distant Galaxies and Quasars: Proposal for Detec- 
all. Doppler Tracking of Interplanetary 
pacec 

N76-13988/0GI 76-08 38 PC A02/MF AO1 

N76-13989/8GI 


Design Considerations of the Polarity Coincidence 
Correlator for Processing Radioastro Nomical 


N76-13989/8G! 76-08 38 PC A02/MF AO1 
N76-13990/6G! 
The Precision Radio Telescope of Helsinki Universi- 
of Technology. 
N76-13990/6G! 76-08 3B PC AO02/MF AO‘ 
N76-13991/4Gi 


Research Activities for the Year Ending 31 
974. 


December 1974 
N76-13991/4GI 76-08 36 PC A03/MF AO} 
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N76-13995/5G! 

Research Activities at the Astrophysical rtmen 

N76-13995/5GI 76-08 3B PC /MF AOI 
N76-13996/3GI 

Celestial Ob ee and Satellite Astronomy. 

N76-13996/ 76-08 3B PC /MF AO1 
N76-14001/1GI 

Researches into Planetary Atmospheres and Interi- 

N76-14001/1GI 76-08 3B PC A02/MF A01 
N76-14002/9GI 


Photometric Properties of the Surface of 1O and 
Their influence on Line Formation in the At- 


mosphere. 

N76-14002/9GI 76-08 3B PC A03/MF A61 
N76-14003/7GI 

A Size-Frequency Study of Large Martian Craters. 

N76-14003/7GI 76-08 3B PC A03/MF AO1 
N76-14004/5GI 

Techno y for Return of Planetary Sam 

N76-1 /5GI 76-08 3B PC e/MF A01 
N76-14005/2Gi 

Advanced Planetary Studies. 

N76-14005/2GI 76-08 3B PC A04/MF A01 
N76-14007/8GI 


Rotational Motions in Fine Solar Structures. 
N76-14007/8GI 76-08 3B PC AO7/MF AO1 


N76-14008/6GI 
A Correlative Study of Simultaneously Measured 
He(+ + ) Fluxes in the Solar Wind and in the Mag- 
netosphere Utilizing Imp-1 and 1971-089A Satellite 
N76-14008/6G! 76-08 4A PC A03/MF A01 
N76-14009/4GI 


Observations of the Structure Ra. Evolution of 
Solar Flares with a Soft X-Ray T wee 
N76-14009/4Gi 76-08 3B PC A03/MF A01 


N76-14013/6GI 
Anomaly in the Quiet-Time Helium Spectrum at 1 


Mev Per Nucleon 
N76-14013/6GI 76-08 3B PC AO02/MF A01 


N76-14014/4GI 
Relic Radiation. 
N76-14014/4G! 

N76-14015/1GI 
Ames yo eo Publications, July 1971 


Through December 197 
N76-14015/1GI 76-08 5B PC A13 


N76-14016/9GI 


Review of the Work of the Dfvir Institute for Elec- 
tronic Satellites During the Period 1964-1974. 
6-08 22B PC AOS/MF A01 


76-08 3B PC A04/MF A01 


N76-14016/9GI 

N76-14017/7GI 
Activities in Finland in 1974. 

N76-14017/7GI 76-08 22A PC A02/MF AO1 
N76-14042/5GI 

Analysis of Measured gine’ Pressure Distributions. 

N76-14042/5GI 1A PC AO03/MF AO1 
N76-14043/3GI 

Numerical Study of ess one Turbulent Flow over 

Smali Protuberan 

N76-14043/3GI 76-098 20D PC A02/MF A01 
N76-14044/1GI 


Attitude 72 of a High Altitude Balioon 

System. Part Development of the Parameter 

Determination my 

N76-14044/1GI 76-09 1C PC AO04/MF A01 
N76-14047/4GI 

Requirements for implementation of Kuessner and 

Wagner indicia! Lift Growth Functions into the Flex- 

stab Computer Program System for Use in Dynamic 

Analyses. 

N76-14047/4GI 76-09 1A PC A03/MF A01 
N76-14048/2GI 

Solutions to Kuessner’S integral Equation in Un- 


steady Flow Using Local Basis Functions. 

N76-14048/2GI 76-09 1A PC A04/MF A01 
N76-14049/0G! 

Skin Friction in a Lie sg Boundary Layer with a 

Positive Pressure Grad 

N76-14049/0GI 36-09 1A PC A02/MF A01 
N76-14050/8G! 


A Study of Gust and Control Response of Model 
Rotor-Propetiers in a Wind Tunnel Airstream. 
N76-14050/8GI 76-09 1A PC A04/MF AO1 


N76-14056/5G! 
Optimization of Mis Receivers for Multipath En- 
vironmen 


N76-14056/5G! 76-09 17G PC A08/MF A01 


N76-14057/3GI 

An Analysis of Short Haul Airline Operating Costs 

N76-14057/3G! 76-09 1C PC A06/MF AO1 
N76-14058/1GI 

— in the Demand for Short Haul Air Transpor- 

N76-14058/1G1 76-09 1C PC AQ4/MF AO1 
N76-14088/8G! 

Analytical Evaluation of lim Sensors 

N76-14088/8G! 76-09 17G PC AOS/MF AO1 
N76-14089/6G! 

General Aviation Tech y Assessment. 

N76-14089/6GI 7 1C PC AQ4/MF A01 
N76-14112/6GI 


Thermal Conductance of and Heat Generation in 
Tire-Pavement interface and Effect on Aircraft Brak- 


ing. 
N76-14112/6GI 76-09 1C PC A04/MF A01 


N76-14113/4GI 


Thrust and Wing Loadi 


Requirements for Short 
— ~ treee Constrained 


Engine Noise and Field 


eng 
N76-14113/4GI 76-09 20A PC A03/MF AO01 
N76-14121/7G! 
oe Cost Estimating and Synthesis 
hniques for Avionics. 
N76141217761 76-09 1D PC AO0S/MF A01 


N76-14122/5GI 


Optically Coupled - oo Altitude Encoder for 
General Aviation Altimeters. 

N76-14122/5GI °76-09 1D PC A0O3/MF A01 
N76-14123/3GI 

Swirl-Can Combustor Performance 
Stoichiometric Fuel-Air Ratio. 


to Near- 


N76-14123/3GI 76-09 21E PC AQ3/MF A01 
N76-14124/1Gi 

Turbine Blade Metal Temperature Measurem 

with a — Thin Film Chromel-Alume!l Ther. 

mocoup 

N76-14124/1GI 76-09 21E PC A02/MF A01 
N76-14125/8GI 

a } a Assessment of a Non-Resonant 

N76-14125/8GI 76-09 21E PC A03/MF A0O1 
N76-14127/4GI 

Nnep: The Navy NASA Engine creer 

N76-14127/4GI reo 2 PC A03/MF A0O1 
N76-14128/2G! 


timization 4 an Oxide Dispersion Strengthened 


Ni-Cr-Al Alloy for Gas Turbine Engine Vanes. 
N76-14128/2GI 76-09 21E PC A06/MF AO1 
N76-14129/0Gi 
Advanced Supersonic Propulsion System Technolo- 
By Study, Phase 2 
6-14129/0GI 76-09 21E PC AOS/MF A0O1 
N76-14130/8GI 


Some Comparisons of the Flyover Noise Charac- 
teristics of DC-9 Aircraft Having Refanned and 
See eens Jt8d Engines, with Soset Reference to 


Measurement and om Procedur 
Nye 14180/8G) 6-09 20A PC A0OS/MF AQ1 


N76-14131/6GI 
Measurement of Exhaust Emissions from Two J-58 
Eaginns at Simulated Supersonic Cruise Flight Con- 
ions. 
N76-14131/6GI 76-09 21E PC A03/MF A01 
N76-14133/2G! 


Simulation Techniques for Pylon-Mounted Turbo- 
Fan Engines, Volume 1. 
N76-14133/2GI 76-09 21E PC A0S/MF A01 


N76-14137/3Gi 
Stability and Control Derivatives of the T-37B Air- 
ne. 
N76-14137/3GI 76-09 1B PC A03/MF A01 
N76-14138/1Gi 


Application of Active Controls Technology to Air- 


craft Ride Smoothing —— 
N76-14138/1GI 1B PC A10/MF A01 
N76-14139/9GI 


Flexstab: A Summary of the Functions and Capa- 
bilities of the NASA Flexible Airplane Analysis Com- 
puter System 

N76-14139/9GI 76-09 1A Not available NTIS 


N76-14140/7GI 


Analysis of Visual Threshold Effect on Manual Air- 
craft Control. 


N76-14140/7GI 76-09 18 PC A03/MF AO1 
N76-14150/6G! 

Apollo Scientific Experiments Data Handbook. 

N76-14150/6GI - 76-09 PC A99/MF A01 


N76-14196/9GI 


N76-14151/4GI 
Ppp/Nonreal-Time Trajectory Program interface 
Requirements and Capabilities. 
N76-14151/4GI 76-09 PC AOQ2/MF AO1 
N76-14152/2GI 
Ase ragyel i. Determination System (Pads) 
Design and Analysis. Two-Axis Gimbal Star Tracker. 
N76-14152/2GI 76-09 22B PC A08/MF A01 
N76-14155/5GI 


Tracking and Data System Support for the Pioneer 
Project. Volume 4: Pioneer 10, from January 1974 - 
January 1975 and Pioneer 11, from 1 May 1973 
Through Jupiter Encounter Period January 1975. 


N76-14155/5GI 76-09 22D PC AQ7/MF AO1 
N76-14156/3GI 

Dye nome Test for Mission Contro! Operator Con- 

sole Displays. 

N76-14156/3GI 76-09 9E PC A02/MF A01 
N76-14157/1GI 


Absolute Calibration of a Hydrogen Discharge Lamp 
in the Vacuum Ultraviolet 
N76-14157/1GI 76-09 148 PC A03/MF AO1 


N76-14158/9 

Annular Momentum Control! Device Used for Sta- 

bilization of Space Vehicles and the Like. 

PATENT-3 915 416 

76-09 17G Not available NTIS 

N76-14159/7GI 
Assembly Operation Pian. 
N7 14159/7G1 76-09 228 PC AO03/MF A01 
N76-14160/5GI 


Mathematical Formulation of the Applications 
Technology ay (Ats-F) Orbital Maneuver 


Control ~y (Cnt 
N76-14160/ 76 22C PC A05/MF AO1 


N76-14161/3GI 


Sts Spin-Stabilized Upper Stage Study (Study 2.6). 

Volume 1: Executive Summa 

N76-14161/3GI 76-09 21H PC A03/MF AO1 
N76-14162/1Gi 


Sts Spin-Stabilized U 


per » aes Study (Study 2.6). 
Volume 2: Technical 


N76-14162/1GI 76-09 "328 Not available NTIS 
N76-14163/9G! 
Computer Simulation and a serge Studies of 
the Performance of a 2PHI-Dpsk Modem over a 
Satellite Channel. 
N76-14163/9GI 76-09 17B PC A02/MF AO1 
N76-14164/7GI 
Astp Onboard Voice Transcription. 
N76-14164/7GI 76-09 17B PC A99/MF A01 
N76-14165/4Gi 
Technical Air-to-Ground Voice Transcription. 
14165/4GI 76-09 17B PC A99/MF AO1 
N76-14186/0 
Spacecraft Docking and Alignment System. 
PATENT-3 910 533 
76-09 228 Not available NTIS 
N76-14187/3Gi 
Positive Isolation Disconnect 
N76-14187/8GI 76-09 228 PC A09/MF AO1 
N76-14189/4G/ 
Design, Processing, and Testing of LS! Arrays for 
spape Station. 
6-14189/4Gi 76-09 9E PC A02/MF A01 
N76-14190/2 


trolled ration Combustor. 


Con 
PATENT-3 910 035 
- 76-09 21E Not available NTIS 
pe npn eee 
ket Chamber and Method of Making. 
PATENT.3 910 039 
76-09 21H Not available NTIS 
N76-14192/8G! 
Space Shuttle Orbit Maneuvering Engine Reusable 
Thrust Chamber Program. 
N76-14192/8GI 76-09 21H PC A17/MF A01 
"omit 


Compa a of out-of-Core Nuclear 
tumnaenae ty Ss 


N76-14193/6GI 76-09 21F PC AOS/MF AO1 
N76-14194/4GI 

The 15 cm Mercury lon Thruster Research 1975. 

N76-14194/4GI 76-09 21C PC A06/MF A01 
N76-14196/9GI 


Design of Multi-Mission Chemical Propulsion 
Modules for Planetary Orbiters. Volume 1: Summary 


Report. 
N76-14196/9GI 


76-09 21H PC AOS/MF A01 


AR-741 











N76-14197/7GI 
Design of Muilti-Mission Chemical Propulsion 
Modules for Planetary Orbiters. Volume 2: Techni- 
cal Report. 

N76-14197/7GI 76-09 21H PC A12/MF A0O1 

N76-14198/5GI 
Design of Multi-Mission Chemical Propulsion 
—! for Planetary Orbiters. Volume 3: Appen- 

ixes. 
N76-14198/5GI 76-09 21H PC AO7/MF AO1 

N76-14203/3 


Prevention of Hydrogen Embrittlement of High 
St th Steel by Hydrazine Compositions. 
PATENT-3 919 014 

76-09 11F Not available NTIS 


N76-14204/1 
Reconstituted Asbestos Matrix. 


PATENT-3 910 814 
76-09 108 Not available NTIS 
N76-14205/8GI 


Technical and Economical Considerations on the 
Use of Self-Supporting Plastic Sandwich Construc- 
tions in Electrical Vehicles. 


N76-14205/8GI 76-09 13F PC A0Q2/MF AO1 
N76-14212/4GI 

Combustion Instability with Partial Length Acoustic 

Liners. 

N76-14212/4Gi 76-08 21H PC A02/MF AO1 
N76-14213/2GI 


The Combustion Process in Powdered Coal Firing. 
N76-14213/2GI 76-08 21B PC AO3/MF A01 
N76-14214/0GI 


Concentration Profiles in Front of a Carbon Surface 
Burning in a Flow of Oxygen. 2: Caiculation of the 
Concentration Profiles. 

N76-14214/0GI 76-09 21B PC A03/MF AO1 


N76-14215/7GI 


Determining the Concentration of Aicohol and Ether 
Vapors in Exhaust Alcohol-Ether Mixtures with the 


Aid of a Zeiss Gas ene. 

N76-14215/7GI 76-08 14B PC A02/MF A011 
N76-14216/5GI 

Sample Pupeeion of Metal Alloys by Electric 
Discharge Machining. 

NTO 1ahG/SOl 76-08 11F PC AO02/MF AO1 
N76-14240/5GI 


High Gas Velocity Oxidation — and Hot Corrosion 





Testing of Oxide Disp S d Nickel- 

N76 14200756! 76-09 11F PC A03/MF A01 
N76-14241/3GI 

Mossbauer Effect in Dilute +. Alloys. 

N76-14241/3GI 76-09 11F PC A03/MF A01 
N76-14242/1GI 


An investigation of Fracture Toughness, Fatigue- 
Crack Growth, Sustained-Load Flaw Growth, and 
impact Properties of Three Pressure Vessel Steels. 

N76-14242/1GI 76-09 11F PC AOQ4/MF A0O1 


N76-14243/9GI 
Analysis of cane ten Ring Segments Sub- 


ject to Forces and 
N76-14243/9GI FeO 20K PC AOQ3/MF A01 
N76-14244/7GI 


The Adsorption of Carbon Monoxide on Copper 
Films of Various Thickness 
N76-14244/7GI 76-09 11F PC A04/MF AO1 


N76-14245/4GI 
Effect of Nature of Oxygen tw sel on Friction 


of Titanium, Aluminum, and Molybdenu 
N76-14245/4GI 76-09 11F PC ‘A02/MF A01 
N76-14246/2GI 


Effects of Carbon and Hafnium Concentrations in 
Wrought Powder-Metallurgy Superalioys Based on 

NASA 28-11 Alloy. 

N76-14246/2GI 76-09 11F PC AO3/MF A01 


N76-14247/0 


Nickel Base Alloy. 
PAT-APPL-645 507/GI 
76-08 11F PC AO2/MF A01 
N76-14264/5 
Strain Arrestor Plate for Fused Silica Tile. 
PATENT-3 920 339 
7609 13M Not available NTIS 


N76-14265/2GI 
poarament of Restraint Material and Tucked 
N76-14265/2GI 76-09 6K PC A03/MF A01 
N76-14266/0GI 


Effect of — Properties and Adherend Sur- 
faces on Ad 


AR-742 








N76-14266/0GI 76-09 13E PC AO0S/MF AO1 
N76-14267/8Gi 

Electrets and Their Application in Contamination 

sare 14087 /8G! 76-09 14B PC A05/MF A0O1 
N76-14270/2GI 

improved Toughness of Silicon Carbide. 

N76-14270/2GI 76-09 11B PC A0Q3/MF A0O1 


N76-14271/0GI 


Fundamental Studies on the Nature and Properties 

of Ceramic Fiber Insulation. 

N76-14271/0GI 76-09 11E PC AOS/MF AO1 
N76-14284/3 


Helium Refrigerator. 
PATENT-3 914 950 
76-09 13A Not available NTIS 


N76-14294/2GI 
Executive Summary: Quantifying the Benefits to the 
National Economy from Secondary Applications of 


NASA Techno 
N76-14294/2GI 76-08 5C PC A0Q2/MF A01 
N76-14295/9GI 


investigation of the Operating Processes of an Ab- 
sorption Lithium-Bromide Refrigeration Machine 


with a Spra pp 
N76-14205/ SG 13A PC A02/MF AO1 
N76-14296/7GI 
Deep Space Network. 
N76-14296/7GI 76-09 22D PC A10/MF A01 


N76-14321/3 


Multichannel Y eee RF Level Detector. 
PATENT-3 916 316 
76-09 17B Not available NTIS 


N76-14336/1GI 
Computed Mie Scattering Properties for Laser 


F) ths in Various 7. Media. 
N76-1 /1GI 76-09 PC AOQ3/MF A01 
N76-14337/9GI 


Design of a Video System Providing Optimal Visual 

information for Controlling Payload and Experiment 
ions with Television. 

N76-14337/9GI 76-09 17B PC AO6/MF A01 


N76-14338/7GI 


Antenna Array with Circular Waveguide Elements 

ae Lead impedances Gruppantenner Med Cirku- 
are Ochderas Iimpedansanpassni 

Nye. 14 /7GI 76-09 9E A04/MF A01 


N76-14338/5GI 


Calculation of ey Backscattering from 
a Spherical Dielectric She 
N76-14339/5GI 76.09 20N PC A03/MF A01 


N76-14341/1Gi 
Time Diversity: A Realization and Some Com- 
parisons Tidsdiversite - en Realisering och Nagra 
Jaemfoerelser. 
N76-14341/1GI 76-09 17B PC AOS/MF AO1 
N76-14342/9GI 


ty ym Attenuation in the Frequency Band 30 
to Mhz. investigation of Some Communication 
Links in One of Cfs Planned Alarm Systems Ut- 
ene | Frekvensomradet 30 - 1000 
Mhz ry yy AV Nagra Foerbindeises- 


traeckor | Ett AV Cfs at Larms —.. 
N76 14342/9GI 76-09" 178 MF AO1 
N76-14343/7GI 


Measurement of Curves for the Probability of — 
tion of Simulated Target Signals in a ty 
Equipped with Digital Detection System _ 
maetning AV Kurvor Oever Upptaecktssannolik- 
heten Foer en Simulerad Malsignal | en Dopplier- 
radar Foersedd Med — Signalbehandli 
N76-14343/7GI 6-09 17! PC A04/MF A01 


N76-14344/5GI 
Relativistic Nonlinear Plasma Waves in a Magnetic 
Field 


N76-14344/5GI 76-09 201 PC AO4/MF AO1 
N76-14345/2GI 

The Effects of an lon-Thruster Exhaust Plume on S- 

Band Carrier Transmission. 

N76-14345/2GI 76-08 20N PC AO4/MF AO1 
N76-14347/8GI 


Attitudes Towards Changes in Communications 
Tech y: The —— of Teleconferenc 
N76-14347/8GI 17B PC A03/MF AO1 

N76-14348/6GI 
Test Pian and Preliminary Report of Airborne Elec- 
tromagentic eeomen Survey over USA Urban 


Areas 0.4 to 
N76-14348/6GI 76-09 20N PC A05S/MF AO1 








N76-14349/4GI 


_ the importance of Power Spectra of Circular 
Waveguide Mechanical Deformations. 
N76-14349/4GI 76-09 9A PC A02/MF AO1 


N76-14371/8 
comgnet Bi-Phase 


PATENT. 3 916 084 
76-09 17B Not available NTIS 


Pulse Coded Modulation 


N76-14372/6 
Turnstile and Flared Cone UHF Antenna. 
PATENT-3 919 710 76-09 9E Not available NTIS 
N76-14373/4 
Nonlinear Nonsingular A ary Shift Registers. 
PATENT-3 911 33 330 76-09 Not available NTIS 
N76-14374/2GI 
Present Position and Prognosis for Ft Element Per- 
formance within the Microwave Area for 1970 - 1985 
Nulaege och Prognos Foer Ft-Elements Prestanda 
inom Mikrovagsomradet 1970 - 1985. Tillaegg och 


Kommentarer Till Foa 3 Rapport a 3751-E8. 
N76-14374/2GI 76-09 9A PC AQ3/MF AO1 
N76-14375/9GI 


Contamination Control! in Hybrid Microelectronic 
Modules. Part 1: Identification of Critical Process 


and Contaminants. 
N76-14375/9G! 76-09 9E PC A03/MF AO1 
N76-14376/7GI 


Contamination Control in Hybrid Microelectronic 


promstee. Part 2: Selection and Evaluation of Coat- 
Materials. 

76-1 4376/7GI 76-09 9E PC AOS/MF A01 
N76-14377/5GI 


Contamination Control in Hybrid Microelectronic 
Modules. Part 3: Specifications for Coating Material 
and Process Controls. 


N76-14377/5GI 76-09 9E PC A03/MF A01 
N76-14378/3GI 

Relation Between Efficiency and Range of Electric 

Vehicles. 

N76-14378/3GI 76-09 13F PC A02/MF A01 
N76-14379/1GI 


Electric Propulsion for Road Vehicles: State of the 
ART and Problems. 





N76-14379/1GI 76-09 13F PC AO3/MF AO1 
N76-14380/9GI 
ration of the Suparamp at 33GHZ 
N76-14380/9G! 76-09 9A PC A03/MF AO1 
N76-14381/7GI 
Custom Design i in Complementary MOS Technology 
MOS gen in Komplementaer-MOS- 
N76. 1438/76! 76-09 9A PC A03/MF A01 
N76-14406/2GI 
Supersonic Flow past Conical Bodies at Large An- 
les of Attack. 
76-14406/2G! 76-09 20D PC A04/MF A01 
N76-14407/0GI 
Viscous Flow around a Transversally Oscillating E!- 
re 14407/001 76-09 20D PC A03/MF A01 
N76-14408/8GI 
Viscous Flow around a Rotationally Oscillating Cir- 
cular Cylinder 
N76-14408/8G! 76-09 20D PC A03/MF A01 
N76-14409/6G! 


A Numerical Method for the Calculation of Unsteady 
ge Free Convection over a Vertical Fiat 
te. 
N76-14409/6G! 76-09 20D PC A03/MF A01 
N76-14410/4Gi 
Mass Transfer Through a Porous Tube. Part 1: 


Theory and Computer Programme 
N76-14410/4GI 76-09 20D PC A06/MF A01 
N76-14411/2Gi 


incident Shock-Wave Characteristics in Air, Argon 
Carbon Dioxide, and eons in a Shock Tube with 


Unheated Helium Drive 
N76-14411/2GI 76-09 20D PC A0S/MF A01 
N76-14414/6GI 


An Effective Solution to the Nonlinear, Nonstationa- 
ry Navier-Stokes Equations for Two Dimensions. 


N76-14414/6GI 76-09 PC A0Q2/MF A01 
N76-14415/3GI 
Norges of a Spherical Bubble in incompressible 
uid. 
N76-14415/3GI 76-09 20D PC A02/MF A01 
N76-14416/1GI 


The Principle of the Surface Viscosity of Liquids 
ished by Mr. J. Plateau. -_ 
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N76-14416/1GI 
N76-14417/9GI 

A Simplified Analytical Solution for Thermal 

Response of a One-Dimensional, Steady State 

Transpiration Cooling System in Radiative and Con- 

vective Environment. 

N76-14417/9GI 76-09 113A PC AO3/MF A01 
N76-14418/7 

An improved Accumulator. 

PAT-APPL-641 802/GI 
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Reentry (T Volume 5 

N76-16134/8Gi 76-11 228 PC A12/MF AO1 
N76-16135/5GI 
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Pressure Loads of the 140A/B Space Shut- 
tle (Mode! 43-0) Determined in the Rockwell 
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An Interactive Method 4 Lary Zone Maps. 
N76-18627/9GI 8B PC A03/MF AO1 

N76-18628/7GI 


The Hydrology of Prehistoric Farming Systems in a 
Central Arizona Ecotone. 

N76-18628/7GI 76-13 8H PC A12/MF AO1 
_s 


to Elastic-Plastic Fracture 


76-13 20. PC AOQ3/MF AO1 


76-13 1368 PC A04/MF A01 
PC A04/MF A01 
76-13 8H PC AOS/MF A01 


76-13 8G PC A03/MF AO1 








N76-18629/5G! 
Theory of Passive Remote Sensing with 
Microwaves 
N76-18629/5G! 76-13 20N PC A14/MF AO1 
N76-18630/3GI 
Water eae Planning for Rivers Draining into 
ile Bay. 
N76-18630/3GI 76-13 8H PC A06/MF AO1 
N76-18631/1GI 


An Assessment of the impact of Water impound- 
ment and Diversion Structures on Vegetation in 


Southern Arizona. 

N76-18631/1GI 76-13 8H PC A0S/MF A01 
N76-18632/9GI 

The Application of Remote Sensing to the Develop- 

ment and Formulation of Hydrologic Planning 

Models. 

N76-18632/9GI 76-13 8H PC AO3/MF A01 
N76-18633/7GI 

The Application of Remote Sensing to the Develop- 


ment and Formulation of Hydrologic Planning 

N76-18633/7G! 76-13 8H PC A09/MF A01 
N76-18634/5GI 

Landsat US Standard Catalog, 1-31 December 1975. 

N76-18634/5GI 76-1 8F PC A06/MF AO1 
N76-18635/2G! 


Remote Sensing Application to Land Use Classifica- 
tion in a og Rea wegen a Area: 
irginia 


as Virginia 
18635/2GI 76-13 8B PC A10/MF AO1 
N76-18636/0GI 
Landsat Non-US Standard Catalog, 1-31 December 
1975. 
N76-18636/0GI 76-13 8F PC AO6/MF A01 
N76-18639/4GI 
E : A Continuing Bibliography with Indexes, 
issue 6. 
N76-18639/4GI 76-13 10A PC AOS 
N76-18640/2G! 


New Mexico Energy Research Resource Registry. 


Researchers and Facilities. 
N76-18640/2GI 76-13 5A Not available NTIS 
N76-18641/0 


rr ene Secondary Battery. 
PATENT-3 7 


76-13 10C Not available NTIS 
N76-18642/8 
eee oe Gas Generator. 
PATENT-3 920 416 
76-13 108 Not available NTIS 
N76-18643/6 


Zinc-Halide aay with Molten Electrolyte. 
PATENT-3 912 999 
76-13 10C Not available NTIS 


N76-18654/3GI 
Hydrogen Tomorrow: Demands and Technology 
Requirements 
N76-18654/3GI 76-13 21D PC A11/MF A01 
N76-18669/1GI 


Standardized Performance Tests of Collectors of 


Solar Thermal Energy: Revere Flat-Plate Collector 

with Two Transparent Covers. 

N76-18669/1GI, 76-13 10A PC AO2/MF A01 
N76-18670/9GI 

Anion Selective Membrane 

N76-18670/9GI 76-13 10C PC AOS/MF A01 
N76-18671/7GI 

The Potential Benefit of an Advanced integrated 

Utility a 

N76-18671/7GI 76-13 13A PC AO3/MF A01 
N76-18672/5GI 


a a mw > amomey= Wind Turbine: Simulation of 
we Mees suoeepens, and Shutdown Characteristics. 
ure 72/5G 76-13 10A PC AOQ3/MF A01 
N76-18673/3GI 


Photovoltaic Test and Demonstration Project. 
N76-18673/3GI 76-13 10B PC A02/MF A01 


N76-18674/1Gi 
pee Vibrations of the Erda-NASA 100 kw Wind Tur- 


N76-18674/1GI 


76-13 10A PC AO2/MF AO1 
N76-18675/8GI 
Evaluation of Conventional Power Systems. 
N76-18675/8GI 76-13 108 bc A09/MF A0O1 
N76-18676/6GI 


Solid Polymer Electrolyte Water Electrolysis System 
t. 
N76-18676/6GI 76-13 6K PC-A08/MF A01 


N76-18677/4GI 
Preliminary Assessment of Systems for Deriving 
Liquid and Gaseous Fuels from Waste or Grown Or- 

nics. 
N76-18677/4G! 76-13 21D PC AO3/MF A0O1 

N76-18678/2GI 
Project Plan Hydrogen Energy Systems Technology. 
eo 1: Hydrogen Energy Systems Technology 

udy. 
N76-18678/2GI 76-13 21D PC A02/MF AO1 

N76-18679/0 
A Mount for Continuously Orienting a Collector 
Dish in a System Adapted to Perform Both Diurnal 

and Seasonal Solar Tracking. 
PAT-APPL-653 422/GI 
76-13 22B PC A02/MF AO1 

N76-18680/8 

Solar Photolysis of Water. 
PAT-APPL-658 132/GI 
76-13 210 PC A02/MF AO 

N76-18696/4G! 
Environmental Quality. 
N76-18696/4GI 76-13 

N76-18697/2GI 
Application of Remote Sensing for Prediction and 
Detection of Thermal Pollution, Phase 2. 
N76-18697/2GI 76-13 13B PC AO8/MF AO1 

N76-18698/0G! 

Environmental Parameters of the Tennessee River 
in Alabama. 1: Thermal Stratification. 
N76-18698/0G! 76-13 138 


138 PC A04/MF A01 


PC A06/MF A01 
N76-18699/8G! 


Selected Methods for Quantification of Community 

Exposure to Aircraft Noise. 

N76-18699/8G! 76-13 1C PC AQ4/MF A01 
N76-18700/4Gi 


Fluorocarbons and the Environment. Report of 
Federal Task Force on inadvertent Modification of 
the Stratosphere 
N76-18700/4GI 


N76-18718/6GI 


Literature Review of Some Selected Types of 
Results and Statistical Analyses of Total-Ozone 


76-13 13B PC A06/MF A01 


Data. 

N76-18718/6GI 76-13 4A PC AO03/MF AO1 
N76-18719/4GI 

SAM 2 Balloon Test (Stratospheric Aerosol! Mea- 

surement). 

N76-18719/4GI 76-13 4A PC A02/MF A0O1 
N76-18720/2GI 

The Causes of Goemagnetic Activity. 

N76-18720/2GI 76-13 4A PC AO3/MF A01 
N76-18722/8GI 

Gravity Anomaly Detection: poe one 

N76-18722/8GI 76-13 A02/MF AO1 
N76-18723/6GI 

Airborne Photography of Chemical Releases and 

Analysis of Twilight Sky Brightness Data, Phases 1 

and 2. 

N76-18723/6GI 76-13 4A PC A03/MF A01 
N76-18724/4GI 


Electric Fields and Energetic Particle Precipitation 


in an Auroral Arc 
N76-18724/4Gi 76-13 4A PC A02/MF A01 
N76-18725/1GI 


A Study of a Sector Spectrophotometer and Auroral 


O+ (2P-2D) Emissions. 

N76-18725/1GI 76-13 4A PC AOS/MF A01 
N76-18749/1GI 

Weather and Climate 

N76-18749/1GI 76-13 48 PC AO3/MF AO1 
N76-18750/9GI 

Solar Structure and Terrestrial Weather 

N76-18750/9GI 76-13 4B PC ‘A02/MF A01 
N76-18769/9GI 

Marine and Maritime Uses. 

N76-18769/9GI 76-13 8J PC A03/MF A01 
N76-18770/7GI 

Ocean Foam Generation and Modeling. 

N76-18770/7GI 76-13 B&W Pe A05/MF A0O1 
N76-18771/5GI 


Remote Sensing of Submerged Aquatic Vegetation 

in the Lower Chesapeake Bay. 

N76-18771/5GI 76-13 8A PC AO4/MF A01 
N76-18773/1GI 

Cytocrome 553 of the . > Bumilleriopsis Filiformis. 

N76-18773/1GI 6-13 6A PC AO3/MF AO1 


N76-18823/4GI 


N76-18774/9GI 
Physiological oy to Environmental Factors 


Related 4. Space 
N76-18774/9G! 76-13 6S PC AO04/MF A01 
N76-18775/6GI 


Ecology and Thermal inactivation of meen in 


and on Interplanetary Space Vehicle Com 

N76-18775/6G! -13 6M PCA IMF hot 
N76-18778/0G! 

Test of Modelization for Sweating During Muscular 

Exercise. 

N76-18778/0GI 76-13 6P PC AO2/MF AO1 
N76-18779/8GI 


Body Functions and Metabolism tern Prolonged 


Hg neaie an —— Experim 
6-18779/8G és PC A03/MF Aol 


N76-18780/6GI 
The Physiology and Biochemistry of Total Body im- 


mobilization in Animals: A Compendium of 
Research. 

N76-18780/6GI 76-13 6S PC AO04/MF A01 
N76-18781/4Gi 


logic Responses to Water immersion in Man: 


A Compendium of Research. 
N76-18781/4GI 76-13 6S PC AOS/MF AO1 
N76-18782/2 


Liquid-Cooled Brassiere 
PAT-APPL-652 948/G! 76-13 6L PC A0Q2/MF A01 


N76-18783/0GI 
Research on Habituation to Novel Visual-Vestibular 
nee meee with Particular Reference to Space 
light. 
n7e-18789/0G! 76-13 6S PC A06/MF AO1 
N76-18787/1GI 


Shuttle Environmental and Therma! Control/Life 


Support System Computer Program, Supplement 1. 
N76-18787/1GI 76-13 226 


PC A06/MF A01 

N76-18788/9GI 

Advanced Recording and Preprocessing of 

Ph ical Signals. 

N7 788/9G! 76-13 68 PC AO5/MF AO1 
N76-18789/7GI 

Modular Biowaste Monitoring System. 

N76-18789/7G! 76-13 PC A10/MF A01 
N76-18790/5G! 

Zero Liquid Carryover Whole-Body Shower Vortex 

Liquid/Gas arator. 

N76-18790/5G 76-13 6K PC AO7/MF A01 
N76-18791/3GI 

Skylab Food System 

N76-18791/3GI 76-13 6H PC AO03/MF A0O1 
N76-18792/1GI 

A Tactile Paging System for Deaf-Blind People, 

Phase 1. 

N76-18792/1GI 76-13 5H PC A03/MF A01 
N76-18800/2 


Priority Interrupt System 
PATENT-3 829 839 76-13 98 Not available NTIS 


N76-18801/0GI 
Technical Description of a. Ultra Reliable 
Modular Computer ae a B. 
N76-18801/0GI 9B PC A11/MF AO1 
N76-18802/8G! 
Research in Interactive Scene Analysis. 
N76-18802/8GI 76-13 98 PC AO7/MF A01 


N76-18803/6 


Two-Dimensional A meng Energy Array Computers 
and Computing Dev 
PAT-APPL-657° goevGl 76-13 9B PC AOS/MF A01 


N76-18804/4 


Two-Dimensional oo Energy Array Computers 
and Computing Dev 
PAT-APPL-657 997/GI 76-13 98 PC A04/MF AO1 


N76-18805/1Gi 
Data eeegement 7: oi Test System 
8805/1Gi 98 


N76-1 PC AOS/MF A01 
N76-18821/8Gi 

LOGSIM P ‘ mer's Manual. 

N76-18821/ 76-13 98 PC A06/MF A01 
N76-18822/6GI 


MOSS, an Evaluation of Software Engineering 
Techniques. 
N76-1 /6GI 76-13 


N76-18823/4GI 


A Fortran Program for the Analysis of Linear Con- 
tinuous and Sampled-Data. 
N76-18823/4GI 76-13 98 PC A11/MF AO1 


98 PC AO03/MF A01 


AR-761 











N76-18824/2GI 


Computer Output Microfilm (FR80) Systems Soft- 
ware Documentation, Volume 2 


N76-18824/2GI 76-13 9B PC AS9/MF A01 
N76-18825/9G! 

Level 2 — Prototype Monitor Program Docu- 

ment, Part 

ure. i9a25/9i 76-13 98 PC A13/MF AO1 
N76-18826/7 


Multiple Rate Digital Command Detection System 
with Range Clean-Up Capability. 
PAT-APPL-658 449/GI 


76-13 17B PC AOQ3/MF A01 


N76-18837/4GI 
An investigation of Potential Applications of OP- 
SAPS: Operational ae Analog Processors 
N76-18837/4GI 6-13 9B PC A02/MF AO1 
N76-18847/3GI 
implicit Approxim ate-Factorization Schemes for the 
Low-Frequency Transonic Equation. 


N76-18847/3GI 76-13 1A PC AOQ3/MF AO1 
N76-18848/1GI 

Higher-Order Numerical Solutions Using Cubic 
Splines. 

N76-18848/1GI 76-13 12A PC AO04/MF AO1 
N76-18861/4GI 


Computation of Output Feedback Gains for Linear 

Stochastic Systems Using the Zangnill-Powell 

Method. 

N76-18861/4GI 76-13 12A PC AOQ2/MF A01 
N76-18881/2GI 


Difference ge nee of Cauchy Problems for 
Operators and Generation of 
Semigroups of N Nonlinear Contractions. 


N76-18881/2GI 76-13 12A PC A02/MF A0O1 
N76-18882/0GI 
Conjugate Quasilinear Dirichlet — Neumann 


) 

Problems and a Posteriori Error Bou 

N76-18882/0GI 76-13 12A ‘PC “A02/MF A01 
N76-18885/3GI 

A Theoretical and Experimental Study of Acoustic 

Propagation in Multisectioned Circular Ducts. 

N76-18885/3G! 76-13 20A PC A0S/MF A01 
N76-16886/1 

Acoustic Energy Shaping 

PAT-APPL-658 133/GI 

76-13 20A PC AOQ2/MF A01 

N76-18887/9Gi 

Noise Suppression by an Acoustically Treated 

Three-Ring inlet on a TF-34 Engine. 


N76-18887/9GI 76-13 21E PC AGQ3/MF AO1 
N76-18888/7GI 

Experimental and Theoretical Studies of Subsonic 

Fan Noise. 

N76-18888/7GI 76-13 21E PC A04/MF A01 
N76-18889/5GI 


A Computer Program to Predict Rotor Rotational 

Noise Ah Stationary Rotor from Biade Loading 

N76-16889/5GI 76-13 1C PC AO0B/MF A01 
N76-18894/5GI 


Molecular Contamination Study by Interaction of a 
Molecular Beam with a Platinum Surface. 


N76-18894/5GI 76-13 7D PC AOQ3/MF A01 
N76-18899/4G! 

Nonileptonic Decays of Charmed Baryons in the 

Quark Model. 

N76-18899/4GI! 76-13 20H PC A02/MF AO1 
N76-18904/2GI 


Dose Rate from a Beam Radiation and 
Exhaust Gas Fission Produc 
N76-18904/2GI 13. 21F PC E02/MF A01 


N76-18913/3 
Apparatus for 
Links 


PATENT-3 937 945 


Simulating Optical Transmission 


76-13 20F Not available NTIS 


N76-18915/8GI 

A Sensitive Far infrared Detection System 

N76-18915/8G!I 76-13 17E MC A A03/MF A01 
N76-18916/6GI 


Construction of Prototypes of a New Class of In- 


frared Detectors. 
N76-18916/6G! 76-13 17E PC AOQ2/MF A01 
N76-18917/4 


Optical Conversion Method. 
PAT-APPL-651 007/GI 
76-13 20F PC AQ2/MF AO1 


AR-762 








N76-18931/5GI 


Computation on Collisioniess Steady-State Plasma 
Flow past a Char Disk. 
76-13 201 PC AO6/MF A0O1 


N76-18931/5GI 
N76-18932/3G! 
ana Sterilization Technology for Spacecraft Ap- 
76. 18932/3G! 76-13 201 PC A06/MF A01 
N76-18933/1GI 


Angular Distribution of Photoelectrons at 584 a 

Using Polarized Radiation. 

N76-18933/1G!I 76-13 201 PC AO2/MF A01 
N76-18834/9G! 


Calculations of the Electron Energy Distribution 
Function in a Uranium Plasma by Analytic and 


Monte Cario Techniques. 

N76-18934/9GI 76-13 201 PC AO6/MF AO1 
N76-18953/9GI 

Electrostatic Analysis of Charge-Coupled Struc- 

N76-18953/9G 76-13 20L PC AOS/MF A01 
N76-18969/5GI 


The Future Environment: US and World Trends. 
N76-18969/5G! 76-13 138 PC A98/MF AO1 


N76-18987/7GI 


General Purpose Simulation S 
Management System for Space 


tem of the Data 
uttle Mission 18. 


N76-18987/7GI 76-13 9B PC AO7/MF A01 
N76-18968/5GI 

information Services and information Processing. 

N76-18988/5GI 76-13 9B PC AO3/MF A01 
N76-18995/0GI 

Costs and Benefits. 

N76-18995/0GI 76-13 22A PC AOQS/MF A01 
N76-19006/5G! 

NASA and the Now Syndrome. 

N76-19006/5GI 76-13 22A PC A02/MF AO1 
N76-19015/6GI 

The Search for the Cause of the Low Albedo of the 

NTe-10016/8G1 76-13 3B PC AQ4/MF AO1 
N76-19016/4GI 


Design and Construction of Prototype Radio Anten- 
na for Shortest Radio Wavelengths. 
N76-19016/4GI 76-13 9E PC AQ2/MF A01 


N76-19017/2GI 
Determination of the Light lon Abundances in the 


Strong-Helium Star Hr 3089. 

N76-19017/2GI 76-13 3B PC AQ3/MF A01 
N76-19018/0GI 

A Model for the X-Ray Nova A0620-00. 

N76-19018/0GI 76-13 3B PC A02/MF A01 
N76-19019/8G! 


Studies in Support of the Analysis of Astronomical 


Data from APOLLO 16. 
N76-19019/8GI 76-13 38 PC AQ3/MF AO1 
N76-19024/8G! 
Strong Scintillations in Astrophysics. 4. Cross-Cor- 
relation Between Different Frequencies and Finite 
s. 


Bandwidth Effect 
N76-19024/8GI 76-13 3B PC AQ3/MF A01 
N76-19025/5G! 


Search for and Analysis of Radioactive Halos in 
Lunar Material. 


N76-19025/5GI 76-13 3B PC AQ2/MF A01 
N76-19026/3GI 

Mineralogy, Structure and Paragenesis of the 
Products of Guttogenesis Due to Natural 
Aerodynamic Ablation hy ae Meteorites. 

N76-1 /3GI 3B PC AQ3/MF A01 
N76-19027/1GI 


Photographic Characteristics of MARS According to 
Data of Photographic Observations During the 
Great Opposition of 1971. 

N76-19027/1GI 76-13 3B PC AO08/MF A01 


N76-19028/9GI 
Comparison of a Model of Jupiter'S Magnetosphere 


with Pioneer Data. 
N76-19028/9G!I 76-13 386 PC AOQ2/MF A011 
N76-19029/7G!I 


Current Status of Models of appt Magneto- 


sphere in the Light of Pioneer 
N76-19029/7GI 76-13 3B PC A02/MF AO1 
N76-19030/5G! 


Reports of Accomplishments of Planetology Pro- 


grams, 1975 - 1976 
N76-19030/5GI 76-13 3B PC A13/MF A01 


N76-19036/2GI 


Active Regions in the Solar Wind from Data of 
Comet Observations. 


N76-19036/2G! 76-13 3B PC AO2/MF AO1 
N76-19039/6GI 

Reduction and pees of ATS-6 Data 

N76-19039/6GI 6-13 3B PC A03/MF A01 
N76-19040/4Gi 

A Study of Days Showing Non-Field-Aligned Diffu- 

sion Vectors of Cosmic Ray Diurnal Anisot 

N76-19040/4G! 76-13 3B PC A02/MF AO1 
N76-19041/2GI 


Day-to-Day Variability of lonospheric Electron Con- 
tent at Mid-Latitudes. 


N76-19041/2GI 76-13 4A PC AOQ2/MF AO1 
N76-19042/0G! 

Mechanism of the Diurnal Anisotropy of Cosmic 

Radiation. 

N76-19042/0GI 76-13 38 PC E02/MF AO1 
N76-19043/8GI 

infrared Emission from the Atmosphere Above 200 

Km. 

N76-19043/8GI 76-13 4A PC AO3/MF A0O1 
N76-19044/6G! 


X-1: A Return to the Pre-1971 Intensity Level 
and a 5.6-Day Modulation. . 
N76-19044/6GI 76-13 38 PC A02/MF A01 

N76-19045/3GI 
ee Modulation of Galactic Cosmic Rays 4: 
Latitude ‘pamee Modulation. 

N76-19045/ 76-13 38 PC AO3/MF AO1 

N76-19049/5G! 

Research Activities of the Institute of Sound and 


Vibration Research. 
N76-19049/5GI 76-13 20A PC A03/MF AO1 
N76-19050/3GI 


Aeronautical Engineering: A Special Bibliography 

with indexes Supplement (65), January 1976. 

N76-19050/3GI 76-15 1A PC AOS 
N76-19051/1GI 


Subsonic and Transonic Dynamic Stability Charac- 
teristics of the Space Shuttle Launch Vehicle 


N76-19051/1GI 76-15 22D PC AO4/MF AO1 
N76-19053/7GI 

FLEXSTAB Analysis. 

N76-19053/7GI 76-15 1A PC AO02/MF AO1 
N76-19054/5GI 


Wind-Tunnel Investigation of the Effect of Porous 
Spoilers on the Wake of a Subsonic Transport 


Model. 

N76-19054/5GI 76-15 1A PC AO3/MF A01 
N76-19055/2GI 

Advanced Supersonic ine Concept Ast-100 

— Developed Baseline-Update 

N76-19055/2GI 76-15 1A PC AOQ7/MF AO1 
N76-19056/0GI 


The Doiphin wpe bm with Unduiating Drive: Undula- 
tors with Rigid or Elastic Blade with Different Undu- 
lator Diameter at Rest and in Motion on Whirling 


Arm. 

N76-19056/0GI 76-15 21E PC AOQ2/MF AO1 
N76-19057/8GI 

Design and Wind Tunnel Measurement of a Wing- 

Body Combination with Supercritical Airfoil. 

N76-19057/8GI 76-15 1C PC AO2/MF AO1 
N76-19058/6GI 

amy of the Flow around a Cylinder and of Its Near 

N76-19058/6G! 76-15 20D PC A06/MF AO1 
N76-19059/4GI 

Collected Works of Robert T. Jones. 

N76-19059/4GI 76-15 1A PC A99/MF A01 
N76-19123/8GI 

T of the Lifting Airscrew. 

N76-19123/8G!I 76-15 1A PC A21/MF AO1 
N76-19124/6GI 


Yptimization of Free Flight Measurements on Mis- 
Optimierung von Freiflugmessungen an Flug- 
omen 
N76-19124/6Gi 76-15 168 PC A0Q4/MF AO1 
N76-19125/3G! 


Maep, a Fortran 4 Program a for the Compu- 
tation of Aerodynamic of Missiles and 
for the Preparation of Wind ee Data for Com- 





parison Purposes Maep, Ein Fortran-4 Pro- 
— fuer nung 

r Beiwerte von nalcesiten und 
fuer d Aufereitung von Wind Zu 
Vergleichszwecke °. 











N76-19125/3GI 76-15 168 PC AO3/MF A0O1 
N76-19134/SG! 

A New Com for Aeronautical Nav ‘ 

N76-19134/ 76-15 17G A0Q2/MF AO1 
N76-19135/2GI 


A Proposed Microcomputer Implementation of an 


76 10138/20 “ ; 


76-15 17G PC AQ2/MF A01 


N76-19136/0GI 

Possible Methods for USSR-VLF Navigation 

Receivers. * 

N76-19136/0GI 76-15 17G PC AOQ2/MF A01 

N76-19142/8Gi 

Transonic Wind-Tunnel Tests of an F-8 lane 
uipped with 12 and 14-Percent Thick 

Comme ings 

N76-19142/8GI 76-15 1C PC AOS6/MF AO1 

N76-19143/6GI 


A Computer Program pempecntas votes and 
Fracture Criteria in the Preliminary Design of Trans- 
Aircraft: An Evaluation. 


19143/6GI 76-15 1C PC AQ2/MF AO1 
N76-19144/4GI 
Study of LH2 Fueled Subsonic Passenger Transport 
N76-19144/4GI 76-15 21D PC AO6/MF A01 
N76-19145/1GI 
Conceptual Design Study of 1985 Commercial Tilt- 
Rotor Transports. Volume "¢ Sto! Substantiating 
N76-19145/1GI 76-15 1C PC AOS/MF AO1 
N76-19146/9GI 
| Evaluation of Tilting Proprotor Wind Tun- 
nel Test uirements. 
N76-191 76-15 1A PC AO7/MF AO1 
N76-19147/7GI 


fr Mini Flutter Related Computational Procedures 
imum Weight Structural Sizing of Advanced 


N76-19147/7G1 76-15 1C PC AO7/MF A01 
N76-19148/5Gi 

Flutter of a Plastic Glider Fiutteranalyse 

van een Kunststof Zweefviiegtuig. 

N76-19148/5GI 76-15 1A PC AOQ3/MF A01 
N76-19149/3GI 

Titanium Structures in Commercial Subsonic Air- 

N76-19149/3GI 76-15 11F PC AOQ2/MF A01 
N76-19151/9GI 

Noise Reduction in Jet Aircraft. 

N76-19151/9GI 76-15 1C PC A12/MF A01 
N76-19152/7GI 


Status of the NASA YF-12 Propulsion Research Pro- 
hiz6-19152/7G1 76-15 21E PC AQ3/MF A01 


N76-19153/5GI 

Alternatives for Jet Engine Control. 

N76-19153/5GI 6-15 21E PC A02/MF A01 
N76-19158/4GI 


The investigation of Optimal Discrete Approxima- 
tions for Real Time Flight Simulations. 
N76-19158/4GI 76-15 18 PC A0S/MF A01 


N76-19158/2 
Transonic and Supersonic Aircraft Wherein the 
Problems of Roll Contro! at High Angles of Attack 
Are Minimized. 
PAT-APPL-651 002/Gi 76-15 1C PC A02/MF A01 
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oe Saeesoeien the S'3h Escape System. 
AD-A025 he Aaa “Tes 
NADC-74084-40 


LAMPS Simulations: |. The Relationship Between 
Gate and Hook Circle Sizes and Time to Hook. 
AD-A021 633/3G! 76-09 5J PC AO3/MF AO1 


NADC-74090-40 
LAMPS Simulations: ti. A Comparison of the ATO's 
Hook Hook 


Skill with Two Circle/Gate Sizes 
under Six Symbol : 
AD-A021 1 76-08 5J PC AO4/MF AO1 
NADC-74100-40 


Logi of Fed yy] at Naval Aircraft Crew 
1. The Effect of Number of Digits in Nu- 
merais mera end Type of Instructions on R 
AD-A026 1 76-19 SJ PC F AO1 
NADC-74130-40 


Legibility of Alphanumerics at Naval Aircraft Crew 
oe § it. ee Se Cae CIS GS ED OF 


AD-A027 AD aoa? 208/408 76-20 5J PC AO3/MF A011 
NADC-75096-30 

ee ae a ae SORES 

Missile ow Target. 

AD-A018 698/1Gi 76-04 1C PC AOQ3/MF A01 
NADC-75119-30 

Low Velocity Transverse Normal! impact of Graphite 

Epoxy Composite Laminates. 

AD-A019 751/7GI 76-06 11D PC AOQ3/MF AO1 
NADC-75124-30 


Aerodynam of a General Purpose Tow 
Target New Configuration). 
699/9GI 76-04 1C PC AOQ2/MF AO1 


bt 
S-3A Graphite/Epoxy Spoiler Development Pro- 
gram. Volume Ii. 
AD-A031 066/4GI 76-26 1C PC AO04/MF AO1 
NADC-75168-30 
Final Engineerin Phase | HYCOS 
lic Check Syeter), 
788/7GI 13G PC AO6/MF A01 
NADC-75174-30 
comenee. Con yew xy 4 steering < of in- 
stalied Shipboard A uppo u 
AD-B005 880/0G! 76-22 1C Pe ME AGT 
NADC-75176-40 


Teale (ASA oe oop aos ae nee 
— and Evaluation of an AEMT/ALO: 


0 873/6G! 76-08 5i PC A06/MF A01 
NADC-75198-30 


Jet Trainer Conceptual Design Studies. 
AD-AD'E T7O/9Gl 76-04 1C PC AO4/MF A01 


NADC-75223-20 


Direction of Arrival Prediction. 

AD-A021 311/6GI 17C PC AOQS/MF AO1 
NADC-75236-30 

Explosion Proofin ee an 

AD-AD18 353/3G! 130. MAF AGT 
tenes 


a of Flocelerator for Heavy 
seat Er 17A - PC AOS/MF AO1 


we sassy 


NADC-75250-20 
Computer Programs for Scattering Effects in- 


634/8G! 76-14 9E PC A11/MF AO1 
NADC-75251-20 
Roll Plane and Bent Pilate Programs. Release No. 1. 
AD-A019 001/7GI 76-05 9E CP TOs 
NADC-75251-20A 
iene orem 16-05 SE MF AOI 


AR-818 





NADC-75251-208 


Bent Plate Computer Program —- 
AD-A018 t 76-05 9E MF A01 


NADC-75251-20C 

Antenna Prediction Computer owe 

AD-A024 652/261. 76-14 PC A02/MF A01 
NADC-75265-60 

Design and Anatysis of Fixed Time Reliability 

AD-A020 947/8Gi 76-08 14D PC A06/MF A01 
NADC-75267-40 

AD Ad2e 655/ . ei 1C PC AOS/MF A01 
NADC-75268-40 

Human Performance — — Actuation 

of Ej Seat Lower Contro 

AD- 373/2G! re 18 PC A03/MF A01 
NADC-75286-40 


A Facility and Method for Evaluation of Thermal 
AD-A021 234/0GI 76-09 148 PC A02/MF A01 


rw py for Pilot's Head-Up Display. 
AD- 945/2G! 76-08 9E PC A06/MF A01 


investigation of ‘Larger than A’ Size Dimensional 


AD Atos 024/7G! 76-22 1C PC AQ3/MF A01 
NADC-75308-30 

The Chemistry and Applications for the Solubiliza- 

a Salts in Nonpolar Organic Media - 

AD-A021 534/3G! 76-09 7C PC A02/MF AO1 
NADC-75310-30 


Catapult Launch Fatigue Investigation of the Model 
E-1B/C-1 Airplane. 


19 519/8GI 76-05 1C PC AOQ3/MF A01 
NADC-75324-30 
Ultrasonic Spectrum Analysis for NOT of Layered 
Composite Materials. 
sneneiniianes 856/3GI 76-22 14B PC AOQ3/MF A01 
"Holographic Horizontal aw = Dis Extension. 
029/8G! 1D AOS/MF A01 
NADC-75344-20 
ae f Explosive Sou 
m ° 
AD-A025 372/4GI 76-16 ig Soncbuoy Spacing 
NADC-75359-30 


Effect of Self-Locking Nuts on Torque-Tension 
Relationsh 


AD-A024 893/0Gi 76-15 13E PC AOS/MF AO1 
NADC-75368-30 

yg Launch Fatigue investigation of the Model 

AD-A024 071/3G! 76-13 1C PC AQ4/MF A01 
NADC-75369-30 


Fatigue investigation of the E-2B/C Nose Landing 


AD-A024 072/1GI 76-13 1C PC AO4/MF A01 

an ee 
> Seapertiee Formed ‘in situ’ by Reactions 

—4 the Solid State 

AD-A023 007/8G!_ 76-11 11F PC AO3/MF A01 
NADC-76004-30 

investigation of — for High Temperature 

Turbine Compon 

AD-Ab22 SOLSGI 76-11 11B PC AO6/MF AO1 
NADC-76038-30 

a Ketimine--A Replacement Curing Agent 

AD-A028 080/0G! 76-21 7C PC AQ3/MF AO1 
NADC-76044-50 


improved —— Ae anne B for Military Com- 

RO OzS 2eaaGl 7610 98 hO AOS/ME AOt 
NADC-76049-30 

Design and Fabrication of an 8000 PSi Control-by- 


Wire Actuator for on pee. in a T-2C Airplane. 

AD-A024 487/1Gi 76-14 1C PC AO3/MF AO1 
NADC-76076-30 

initial Development of a Fatigue-Crack-Retardation 

AD-A031 071/4GI 76-26 11F PC AO6/MF AO1 
NADC-76078-30 

Development of a Graphite Horizonta! Stabilizer. 

AD-A023 767/7G1 76-13 1C PC AOQS/MF AO1 





NADC-76079-30 


AD-AGZ3 081/06! ! 


NADC-76062-30 
Acoustic Emission Response of Metal Matrix Com- 


Concepts Study. 
76-12 21E PC AOQ3/MF A01 


AD-A026 024/0Gi 76-17 11D PC A04/MF AO1 
NADC-76085-40 

= Effect of Pre-Adapting Spectral Stimuli on 

AD-A024 312/1G! 76-14 6P PC AQ3/MF AO1 
NADC-76093-30 

Comparison of Solution Methods ~ Composite 

Material Beam R Due to impac 

AD-A028 317/6G! 76-21 1C PC A04/MF A01 
NADC-76108-20 

be he ag Peak Pulsed Power Amplifier 960 MHz to 

AD-A030 367/7G! 76-25 9E PC AO06/MF A01 
NADC-76110-40 

Safe Use of the P-3 Strobe Lamp. 

AD-A024 036/6G! 76-13 PC A02/MF A01 
NADC-76115-30 

Development of Directionally Solidified Eutectic 

Nickel and Cobalt 

AD-A024 420/2G! 6-14 11F PC AQ4/MF A01 
Tialiaenmane 

AD Adee 801 Sy Fila Ten? 11D PC A04/MF AO1 

NADC-76195-40 

An Apparatus for Evaluating Pilot Preference of 

Electronic 


tay information oy Formats. 


AD-A028 723/ 76-22 PC A02/MF A01 


NADC-76206-30 


Characterization of Organic Materials. Part |. The 
arg Rearrangement and Related Reactions 
. Model for Aromatic Polyu- 


RB N-Phenyicarbamate. 
AD-A028 081/8G! 76-21 7E PC A02/MF A01 
————— 


rogen in Beta Titanium 
AD Abad 406/00) 76-22 11F PC A10/MF AO1 


NADC-76221-30 
t of Procedures for the — 


Lino 
oeeee of Magnesium Compressor Casi 
AD-AOZE 998/ 76-22 13H PPC A04/MF 


NADC-76225-30 
Metal Matrix Composites for High Temperature Tur- 


bine Biades. 
AD-A030 074/9GI 76-24 11D PC A03/MF A01 


NADC-76262-40 

Safe Ejection Govstege Display System Develo 

ment ram. Phase IVA - eae an Test 

AD- 3G! 76-25 1C /MF AO1 
NADC-76265-40 

r Water Escape L 

AD-ADSO advo” 76-25 ic PC AG2/MF AO1 

NADC-76274-30 
for Electrical yw ar of Shells. 

AD- 890/8G! PC A03/MF A01 

NADC-76284-30 


Unidirectionally Solidified Eutectic 
Coramic shatrix-Metal Composit 
AD-A030 977/3GI 76- 11D PC A04/MF A01 


NADC-76296-40 


Reprint: Disorienting Effects of Aircraft Catapult 
Launching ll. Visual and Postural Contributions. 
AD-A030 6GI 76-26 6S PC A02/MF AO1 
NAE-LR-587 


Viscous Flow Instability on the Edge ofa Sohaning 
Disc (L'instabilite d'un Ecoulement Visqueux sur le 
Pourtour d'un Disque en Rotation), 
AD-A019 123/9GI 76-05 

NAE-LR-589 
A Flight “-_-m ~ using Variable Glide Path 
Trajectories a for Winds and 
Moderate Wind Shears en Vol sous Dif- 

ferentes T ires de A pour Com 
too Vent Vents et Cisaillements Moderes du Vent). 
AD-A026 103/2G! 76-18 1C PC AOQ4/MF A01 


NAE-LR-590 
Drop Size and Rate of Production from a Spinning 


Disc, 

AD-A027 465/4G! 76-20 20D PC A03/MF AO1 
NAEC-ENG-7430-REV-B 

for Certification Tests of Type C Mark 13 

Mod 1 _ Flush Deck Nose Gear Launch 

—_ ipment, le Arresters, and Jet Blast Deflec- 
on USS NIMITZ CLASS VESSELS, 
AD Ag20 093/1GI 76-06. 13) PC A0S/MF AO1 


PC A04/MF A01 











NAEC-ENG-7467 
Aircraft Carrier Turbulence Study for Pred aed 
Flow Dynamics with increasing Wind-Over- 
Velocities, 
AD-A020 223/4G! 76-07 20D PC AOS/MF AO1 
NAEC-ENG-7858 
Analysis and Design of an Electro-Mechanical Opti- 
cal a System for Helicopters at Night in Vary- 
No-A0es 346/8G! 76-16 18 PC AO6/MF A01 
NAEC-ENG-7868 
The Corrosion Control of + Systems for Air- 


craft Carrier Steam 
76-12 13H PC AO7/MF AO1 


NAEC-ENG-7875 


investigation of Internal Corrosion and Evaluation 
ane es Sa Sa 


AD-A020 127/7GI 76-06 11F PC AOQS/MF A01 
NAEC-ENG-7876 

Laboratory Testi of Thermal insulation and 

Weathercoats Designed for Shipboard Weather 

Deck Service. 

AD-A018 693/2GI 76-04 11C PC AO3/MF A01 
NAEC-ENG-7877 

Evaluation of Various Protective Coatings When Ap- 

plied Under Adverse Conditions. 

AD-A018 694/0GI 76-04 11C PC A03/MF AO1 
NAEC-ENG-7878 

ae ona of Corrosion in Catapult Water Brake 

an 

AD-A022 981/5GI 76-11 13D PC A0S/MF A01 
NAEC-ENG-7893-REV-A 

Purchase Descri a4 for Jet Biast Deflector 4-Way 

Solenoid Vaive 

AD-A022 sre7Gl ae af 13K PC AOQ2/MF A01 
NAEC-ENG-7898 


influence Wire oy wens on the Fatigue Per- 
formance of Arresting r Purchase Cable 


AD-A026 115/6GI 76-17 1C PC A04/MF AO1 
NAEC-ENG 7907 

Evaluation of Three Proposed Recovery Systems for 

the Amphibious Assault Landing Cratt Program 

AD-A023 498/9GI 76-12 133 PC /MF A01 
NAEC-ENG-7910 

Metallurgical Analysis of Arresting Gear Deck Pen- 

dant Failures. 

AD-A031 274/4GI 76-26 13J PC AO4/MF AO1 
NAEC-ENG-7916 


ew Flight Control Work Station improvement 


AD-A029 650/9GI 76-23 SE PC A03/MF AO1 
NAEC-GSED-MISC-0183-REV-1-A 

Data Item Description for Acquisition of Detailed 

Performance Characteristics and Signal Tracing 


Diagrams for Electronics. 
76-19 148 PC AOS/MF A01 


Feasibility Demonstration of Holographic Non- 
destructive inspection of Naval Aircraft Engine 


Components. 
AD-919 173/5G! 76-22 21E PC A03/MF A01 
NAEC-GSED-85 
of Gas Turbine Engine Failure Modes. 
AD- 229/2GI 76- 21E PC AOS/MF AO1 
NAEC-GSED-90 


Optimal Engine Selection for Ground Support 


A020 027/9G! 76-06 1E PC A10/MF A01 
NAEC-GSED-93 
Tool Control Program Thru June 1975. 
AD-A018 525/6GI 76-03 13! PC AO3/MF AO1 
roe on oe peel 
ey rt 4). rye or Miramar Hush 
-11 ume 
House (eroject 76-14 20A PC AO7/MF A01 
Wisc aneDae- VOL 
of NAS Miramar Hush 
eee House (Project P e114) Volume It 
76-14 20A PC A17/MF AO1 
NAFI-TR-2031 
Connectors for Fiber Optics Cable S 
AD-A019 828/3Gi 76-06 20F C Ad A03/MF A01 
NAFI-TR-2072 


Optoelectronic Devices Packaged for Fiber Optics 


pay Volume |. 
905/1GI 76-17 9A PC AO7/MF AO1 
NAFI-TR-2000 


A Comparison of Test Procedures for Determining 
Dielectric Constant and Dissipation Factor. 


AD-A019 197/3GI 76-05 9C PC AG3/MF AO1 
NAI-57-187 

General Principles of Package Design Part |. 
Cushioni 

AD-A019 778/0G! 76-06 13D PC A06/MF AO01 
NAILSC-03-31 


Optimal Loading of Technical Publications in the 

Maintenance information Automated Retrieval 

ab san soins 76-10 5B PC A12/MF AO1 
an ss 


An investigation of the Navy Oil Analysis Program 
(NOAP) (As Applied to Jet Aircraft Engines and Ac- 


AD-A030 787/6G! 76-26 11H PC AG3/MF AO1 
NAILSC-300-7624 

Feasibility of owen ey Removals o 

Failures of New A quipment (MTBR Tracking 

of S-3A Avionics). 

AD-A030 317/2G 76-25 9C PC AOS/MF A01 
NAL-TN-46 

A Multipoint Excitation System for Ground 

Resonance Testing of Aircraft. 

N76-11108/7GI 76-07 1A PC AOQ3/MF AO1 
NAL-TN-47 


An Automatic Control S$ Resonance 


Tracking in Structural Vibra esting. 

N76-14516/8GI 76-09 148 A02/MF A01 
NAL-TN-48 

A Voltage Controlied Two Phase Function-Genera- 

tor ~ OP-Am 

N76-11344/8GI 76-07 148 PC A02/MF A01 
NAL-TR-290T 


Study of a Rotary Drive Vibratory Output Two- 
ree-of-Freedom 
N76-26451/4GI 


76-22 17G PC A02/MF A01 
NAL-TR-402 
Semi-Constrained Attitude Control Tests of Flying 
Test Bed for VTOL Aircraft. 
N75-32089/5GI 76-01 18 PC A04/MF AO1 
NAL-TR-406 


Determination of ay gy Stability and Control 


Derivatives of the Queen Air. 

N75-32127/3GI 76-01 1C PC AO3/MF A01 
NAL-TR-407 

Nonequilibrium Flows of Sonuome and Diatomic 

Gases Behind a Normal Shock 

N75-32380/8GI 76-01 70 PC A02/MF A01 
NAL-TR-410 

Amo ee on the Surface of Externally- 

N75-32012/7GI 76-01 21E PC AQ2/MF A0O1 
NAL-TR-411 

pene intensity Factors of an internal Symmetric 

rac 

N75-32502/7GI 76-01 20K PC A0Q2/MF A01 
NAL-TR-413 

Static and Flexural Fatigue Strength of Keviar- 

hy - + cea 

/4GI 6-01 110 PC AQ2/MF A01 

nnn 


influence of Thermocouple on Temperature Fields. 


N76-19399/4GI 76-15 20M PC AOQ3/MF A01 
NAL-TR-415 

A Small, High Speed, High Head Ce Liquid 

. Pump Using Water and Liquid as Test 

u \. 

N76-18504/0GI 76-13 21H PC AO3/MF AO1 
NAL-TR-419T 

Difference roximation a Couciy Problems yo 

Qu Generation 

———— x. Nonlinear i. MN 

N76- e884 /: 76-13 12A PC A02/MF A0t 

NAL-TR-420 


Constant-Temperature Hot Wire Anemometer for 
Measurement of Turbulent Flows with Strong Inter- 
7627 480/1G3 76-16 20D PC A0Q2/MF AO1 
NAL-TR-421 

— Hydraulic Servo Mechanism Simulation 
N76-18143/7G! 76-13 13G PC A02/MF A01 
NAL-TR-422 

Hydraulic Analog Loading System Experimental 
N76-21451/9G! 76-16 13G PC AQ3/MF AO1 
NAL-TR-423 

Fiow-Field in a } tem with Breakdown Above 

a 


Sharp E delt 
N76-21157/2GI 16 1A PC AO3/MF AO1 





NAMRU-2-CS-95 


NAL-TR-424 
Ut yo yh a cveuaee © — Analog 
Loading ystem of Pressure Co Sym 
N76-21 \ 76-16 MF AO1 
NAL-TR-425 


Hover Control Tests on Flying Test Bed for VTOL 


N76-18142/9GI 76-13 18 PC AOQ4/MF AO1 
NAL-TR-427 

New Molding Method at Three-Dimensiona! Hollow 
Photoelastic Mode! and Centrifugal Stress Analyses 
of Air-Cooled Turbine Biades. 

76-13 21E PC AOQ3/MF AO1 


N76-18133/8GI 
NAL-TR-430 
On the Prediction of Universal Time in a Simulation 
of Satellite n. 
N76-21234/9GI 76-16 22C PC AQ3/MF AOi 
NAL-TR-431 
Relation Between Scatter of Fatigue Life and S-N 
Curve of 2024-T4 Aircraft Structural Aluminum Alloy 
Specimens with a Circular Hole at Constant Tem- 
pores and Humidity. 
21321/4Gi 76-16 11F PC AQ2/MF A01 
NAL-TR-432 
Experimental investigation of the F Strength 
of Bonded Lap Joints under Fiuct Tension. 
oe Joints of Thin Sheets. 
19470/3GI 76-15 13E PC A02/MF A01 


NAL-TR-433 
Study of Automatic Flare Control System for Air- 


fi7e-23180/3G1 76-18 18 PC AQ3/MF A01 
NAMRL-MONOGRAPH-22 

Atlas of Nuclear Emulsion wt, ty een from Per- 

sonnel Dosimeters of Manned 

AD-A025 970/5G! 76-17 PC A04/MF A01 
NAMAL-1217 

Pulmonary Function Testing in Military Personnel: A 

AD-A018 067/9G 76-02 6P PC A02/MF A01 
NAMAL-1219 


Major Orientation-Error Accidents in Regular Army 

am Aircraft during Fiscal Year 1971: Accident 

AD-A017 665/1G1 76-02 1B PC A03/MF A01 
NAMRL-1220 

Nuclear Emulsion ony anions 2 9 and 4, 

Radiation Exposures on 

AD-A019 804/4G! vee oR PC A02/MF A01 

Nuclear Emulsion Measurements of the Astronauts’ 

- mene Exposures on Skylab Missions 2, 3, and 

N76-16746/9GI 76-11 6R PC AO2/MF A01 
NAMARL-1221 

Evaluation of the Squirrel Monkey (Saimiri sciureus) 

ae an cataneall tains Udel tee leo 


AD-A021 287/8G! 76-09 6S PC A02/MF A01 
NAMAL-1222 

Behavior and Tem re of Rhesus Monkeys Ex- 

posed to Low Level Microwave Irradiation. 

AD-A021 769/5G! 76-09 PC A02/MF A01 
NAMAL-1223 


ment of a Proto Experimental Plan to 


NAMRL-1224 
Accuracy and Latency Scores as Measures of Spa- 


AD-A023 499/7G! 712 5 PC A03/MF A01 
NAMAL-1225 

The Seaton Medical Surveillance of Personnel 

Exposed to Extremely 


Low Frequency (ELF) Elec- 
Power ry Fields. 
AD- 668/6G! 76-14 6R PC A0Q2/MF A01 


NAMAL-1226 
Establishment of al Electrocardiographic 
Values for Rhesus Mon (Macaca mulatta) Under 
Sedated and itions, 
AD-A027 568/5G! 76-20 6E PC A02/MF A0O1 
NAMAL-1227 
oe Function Testing in Aviation Selectees, 
AD-A029 138/5G! 76- 6N PC AQ2/MF A011 
NAMAL-1228 
Nuclear Emulsion Measurements of the Astronauts’ 
Radiation Exposure on the ~——_ Mission, 
AD-A029 370/4G! 76-23 A0Q2/MF AO1 
NAMRU-2-CS-95 


Reprint: gh Study of Attenuated Japanese 
Encephalitis Viru 


AR-819 








AD-A027 611/3GI 
NAMRU-2-TR-649 





76-20 6M PC A02/MF A01 


Reprint: Structural identification of Haemoglobin E 

in a Group of Thai Subjects. 

AD-A017 /1GI 76-01 6E PC A02/MF A01 
NAMRU-2-TR-650 


+ Precontrol Investigation of Schistosomiasis 
m 


tral Sulawesi. 
AD-A017 336/9G! 76-01 6E PC AOQ2/MF AOi 
NAMRU-2-TR-651 


Reprint: intestinal Parasites and Malaria in Sukome- 


nanti Pasaman Regency, West Sumatra. 
AD-A017 337/7GI 76-01 6E PC AQ2/MF AO1 
NAMRU-2-TR-652 
say Culex a and Anopheline Mosquitoes 
Near Jakarta During 1972. 
AD-A017 338/5GI 76-01 6E PC A02/MF A01 
NAMRU-2-TR-653 


Reprint: intestinal Parasites and Malaria in Musi 


Banyu Asin and Ogan Ulu Regencies, 

South Sumatra. 

AD-A017 339/3G! 76-01 6E PC AQ2/MF AG1 
NAMRU-2-TR-654 


Reprint: Preparation and Chemical Characterization 
ee ee ee gee of the 


Sea Snake, Pelamis piaturus. 
AD-A017 139/761 76-01 6A PC AOQ2/MF A0O1 
NAMRU-2-TR-655 


Reprint: Prevalence of intestinal Parasites in Chil- 
dren on a Taiwan Offshore island Determined by 
the use of Several! Diagnostic Methods. 


AD-A017 140/5Gi 76-01 6E PC A02/MF A01 
NAMRU-2-TR-656 

~ a Subcutaneous Sparganosis - a Case Re- 

AD-A017 149/6GI 76-01 6E PC A02/MF A01 
NAMRU-2-TR-657 

Reprint: A Brief pooey of Mosquitoes in North Su- 

matra, indones 

AD-A017 ee 76-01 6C PC AOQ2/MF AO1 
NAMRU-2-TR-658 

isotope Studies in intestinal Capillari 

AD-A017 008/4G! 76-01 6E Pes A02/MF A01 
NAMRU-2-TR-660 

an ayn Observations on Natural Plasmodial infec- 

a ee and a Brief Survey of epee 
fone in Belu Re tndonasion Timo 
AD-A019 972/9Gi 76-06 6E PC A02/MF A01 


NAMRU-2-TR-661 


Reprint: Surveillance of Some infectious Diseases 
Aircrew personne! in Southeast Asia. 
76-07 6E PC AQ2/MF A01 


NAMRU-2-TR-662 
Reprint: Type 3 and Type 4 Dengue in Medan, North 
Sumatra 


AD-A019 973/7G! 76-06 6E PC A02/MF A01 
NAMRU-2-TR-663 

papas: Observations on Malaria in indonesian 
AD-A019 974/5GI 76-06 6E PC A02/MF A01 
NAMRU-2-TR-664 

Reprint: Epidemiologic Studies of Eosinophilic 
Meningitis in Southern Taiwan. 

AD-A019 975/2G! 76-06 6E PC A02/MF A01 
NAMRU-2-TR-665 


Reprint: The Distribution and Prevalence of Group 


islands. 
AD-A019 976/0GI 
NAMRU-2-TR-666 
opleemosie in the Lindv Study of Amebiasis and Tox- 
Lindu Valley, Central Sulawesi, 
AD-AON8 977/8GI 76-06 6E PC A02/MF AO1 
ge pap 


76-06 6E PC A02/MF A01 


Serological Su of Antibodies to 
d Respirator Viruses on Taiwan 
AD-A019 76-06 "PC A02/MF A01 


NAMRU-2-TR-668 

Reprint: Latent ‘Pneumocystis carinii’ infections in 

Some Mammais frorg T. Hsien, Taiwan. 

AD-A019 978/4Gi 6C PC A02/MF AO1 
NAMRU-2-TR-669 

Reprint: Growth of Japanese ~~ Virus in 

‘Culex tritaeniorh * Celi Culture 

AD-A019 980/2G! 76-06 6E PC AQ2/MF A01 
NAMRU-2-TR-670 

Reprint: Filariasis in indonesian Timor 

AD-A019 981/0Gi 76-06 6E PC AQ2/MF A01 


AR-820 








NAMRU-2-TR-671 


ae: Neurologic Complications with Elevated 
ew Titer after Acute Hemorrhagic Conjunc- 


AD-A019 988/SG! 76-06 6E PC A0Q2/MF A01 
NAMRU-2-TR-672 

Reprint: ‘Trichosomoides nasalis'’ in the Nasal 

Chamber of ‘Rattus coxinga’ on Taiwan 

AD-A021 799/2Gi 76-09 6M PC AO2/MF A01 
NAMRU-2-TR-673 

ae, Spee Experimental —~ ja intermediate Hosts 

AD-A021 "000/80 76-09 6M PC A02/MF AO1 
NAMRU-2-TR-674 


Reprint: A Rapid Method of Determining Worm Bur- 
den in intestinal Helminths. 


AD-A021 810/7GI 76-09 6C PC A0Q2/MF A01 
NAMRU-2-TR-675 

Reprint: Evidence to ghey mo 

Mechanism for Vertica Se 

AD-A021 811/5Gi 76-09 6E Pc MF AO1 
NAMRU-2-TR-676 

Reprint: Mebendazole in the Treatment of intestinal 

Capillarisasis. 

AD-A021 812/3GI 76-09 6E PC A02/MF A01 
NAMRU-2-TR-677 

Reprint: isolation of Japanese Encephalitis Virus 

from Mosquitoes near r, West Java, indonesia. 

AD-A024 579/5GIi 76-14 6E PC AOQ2/MF A01 
NAMRU-2-TR-678 

Reprint: Serologic Study of Toxoplasmosis in 


Taiwan. 
AD-A024 571/2Gi 
NAMRU-2-TR-679 
t: Mass Treatment of Malayan Filariasis in the 


76-14 6E PC A02/MF A01 


Gumbasa | ion Area of Central Sulawesi. 
AD-A024 574/6GI 76-14 6E PC AO2/MF A01 
NAMRU-2-TR-680 
Reprint: Distribution of ‘Oncomelania hupensis’ in 
the u Valley on Central Sulawesi, indonesia. 
AD-A024 573/8GI 76-14 6E PC AQ2/MF A01 
NAMRU-2-TR-681 
Reprint: Capillariasis in Wild Rats of indonesia. 
AD-A024 577/9Gi 76-14 6E PC A0Q2/MF A01 
gs ong or 
Reprint: * sp. in the Myocardium of a 
Water Buffalo ro way bed (Celebes), indonesia. 
AD-A024 576/1GI 76-14 6C A02/MF A01 
NAMRU-2-TR-683 
Reprint: bow Prevalence of IHA Antibodies 
ffen ndii’) in the Philippines. 
4 875/ t 76-14 PC A02/MF A01 
"aie gia 
rvey in _ Palu Valley, 
Conarel Fs aoe vy indonesi 
AD-A024 572/0Gi 76-14 6E PC A0Q2/MF A01 
NAMRU-2-TR-685 
rad ihn, 27 Typhoid in Indonesia. 
78/7GI 4 BE PC A02/MF A01 
Bh oe 
Reprint: nostic Methods in intestinal Fluke in- 
fections: A w. 
AD-A027 623/8GI 76-20 6E PC A02/MF A01 
NAMRU-2-TR-687 
Reprint: Diagnostic Methods in Other Tissue Hel- 
minthiasis Including iostrongyliasis, 
Gnathostomiasis and Trichinosis: A Review. 
AD-A027 622/0GI 76-20 6E PC AG3/MF A01 
NAMRU-2-TR-688 
Reprint: Multipoint inoculati Soperaue for 
Biochemical Determinations we) Mery 
AD-A027 621/2Gi 76-20 PC “ana/iA A01 
NAMRU-2-TR-689 


Reprint: The Prevalence of Entamoeba Histo 
and Toxoplasma Gondii Antibodies in Central 
AD-A027 620/4GI 76-20 6E PC A02/MF A01 
NAMRU-2-TR-690 
t: ‘Toxoplasma’ Antibodies in indonesian and 
Chbvens Medical Stu Jakarta. 
AD-A027 606/3GI 76-20 6M PC AQ2/MF A01 
NAMRU-2-TR-691 
sane: Sees Observations on the Host-Parasite Rela- 
‘Echinostoma revolutum’ and Lym- 


~~ — 
AD-A027 607/1GI 76-20 6E PC AOQ2/MF A01 


NAMRU-2-TR-692 


Reprint: Toxoplasmosis in Man and Animals in 
South Kalimantan (Borneo), Indonesia. 
AD-A027 608/9GI 76-20 6E PC AOQ2/MF A01 


NAMRU-2-TR-683 
Reprint: Febrile Resulting in Hospital Admission: A 
Bacteriological and Serological Study in Jakarta, In- 


AD-A027 744/2G! 76-20 6E PC AOQ2/MF A01 
NAMRU-3-TR-1-75 
Reprint: Observations on the Subgenus Argas 
eae Be ney oe. | 9, A. (A.) faico, New 
Species izing Kestreis in Western Australia. 
A018 389/7G! 76-03 6C PC A02/MF AO1 


NAMRU-3-TR-1-76 


Reprint: Optic Atrophy following Measles En- 
AD-A027 493/6G! 76-20 6E PC A02/MF A01 
NAMRU-3-TR-2-75 


: Ornithodoros ees collocaliae, 


e). Parasitizing 
AD AOI ne Senos 


6C PC AG2/MF A0t 

NAMRU-3-TR-3-75 
adnan Gh A. soataah Gaean tie teed. 
1 ( ae pec 
from . BAY. 


stralia and Tasmania. 
AD-A018 393/9G! 76-03 6C PC A02/MF AO1 
NAMRU-3-TR-3-76 
Reprint: Blood Parasites in Egyptian Domestic 
Animals. 
AD-A027 494/4G! 76-20 6M PC A02/MF A01 


NAMRU-3-TR-4-75 


Reprint: Urinary-Tract Lesions of Schistosoma hae- 
matobium with wanes Radiographic Considera- 


tion of the Urete 

AD-A018 392/1GI 76-03 6E PC A02/MF A01 
NAMRU-3-TR-4-76 

Reprint: Complement-Fixing and indirect 

Fluorescent Antibodies in Sera of Pods Experimen- 

tally Infected with ‘Babesia 

AD-A027 342/5G! 76-25 om. “PC AO2/MF A01 
NAMRU-3-TR-5-75 

Reprint: Treatment of Acute Enteric Fever with 

—— 

AD-A018 391/3Gi 76-03 60 PC A02/MF A01 
NAMRU-3-TR-5-76 


ee tee Amblyomma Loculosum (ixodoidea: Ix- 
odidae): identity, Marine Bird and Human Hosts, 
Virus infection, and Distribution in the Southern 
AD-A027 343/36! 76-20 6C PC A02/MF A01 
NAMRU-3-TR-6-75 
Reprint: Studies on Egg Excretion and Tissue Egg 


Burden in Urinary m ; 
76-03 6E PC A02/MF A01 





AD-A018 394/7GI 

NAMRU-3-TR-6-76 
a Trimethoprim-Sulfameth and Bac- 
AD-AO2S 129 06/90 76-22 60 PC A02/MF A01 


NAMRU-3-TR-7-75 
Reprint: Rifampicin Serum Level in Egyptian Tu- 


berculous Patients. 

AD-A018 390/5G! 76-03 60 PC A02/MF A0O1 
NAMRU-3-TR-8-75 

Reprint: Ethambutol Serum Levels of Tuberculous 

Patients after Oral Administration. 

AD-A018 834/2G! 76-04 60 PC A02/MF A0O1 
NAMRU-3-TR-8-76 

Reprint: Echinococcosis in Egypt: IV. Serology on 

Patients with Chest Problems. 

AD-A029 062/7G! 76-22 6E PC A02/MF A01 
NAMRU-3-TR-9-75 

Reprint: Notes on African by gee Lage 

Xl. ‘H. (Rhipistoma) zumpti’ Sp.N., a Parasite o 

Small Carnivores and Squirrels ye 

(Ixodoidea: Ixodidae). 

AD-A018 838/3G! 76-04 6C PC A0Q2/MF A01 
NAMRU-3-TR-9-76 


Reprint: Leptospirosis in Ethiopia: A Serological 
Su in Domestic and Wild Animais. 
AD_AG29 063/5G! 76-22 2E PC A02/MF A0O1 


NAMRU-3-TR-10-75 
Reprint: The ‘Haemaphysalis' Ticks (ixodoidea: Ix- 
odidae) of Birds. 4. ‘H. (Ornithophysalis) Phasiana’ 
AD-AOI6 63 esv/ear 76-04 6C PC A02/MF AO1 
NAMRU-3-TR-10-76 

Soldado Virus (Hughes ae trom 











NAMRU-3-TR-11-75 


Reprint: Rifampin Concentration in Cerebrospinal 
Fluid of Patients with Tuberculous Meningitis. 





AD-A018 833/4GI 76-04 60 PC /MF AO1 
NAMRU-3-TR-12-75 
int: C teri \ ophoresis in Diagno- 
sis of Meni ccal Menin rhay 
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NAMRU-3-TR-12-76 
Reprint: The Value of Ethambutol in the Treatment 


of Tuberculous Meningitis. 
AD-A029 512/1GI 76-23 60 PC A02/MF A01 
NAMRU-3-TR-13-75 


Reprint: Structure of the Nymphal Spiracile and its 

Formation in the Pharate Adult ‘Haemaphysalis 

9 anh an longicornis’ Neumann (ixodoidea: Ix- 

AD-A018 828/4G! 76-04 6C PC A02/MF A01 
NAMRU-3-TR-13-76 

Reprint: Aride Virus, a New Ungrouped Arbovirus 

infecting Amblyomma Loculosum Ticks from 


Terns in 
AD-A029 514/7GI 76-23 6M PC AQ2/MF A01 
NAMRU-3-TR-14-75 


Reprint: Bat Ticks of the Genus ‘Argas’ (ixodoidea: 
Argasidae). ll. The Structure and Possible Function 
of the Ventral Paired Grooves in ‘A. 
(Chiropterargas) boueti’ and ‘A. (Carios) vesper- 


AD-A018 829/2GI 76-04 6C PC A02/MF AO1 


NAMRU-3-TR-15-75 


Reprint: Haemaphysalis (Elongiphysalis) Elongata 
Neumann Subgen. N. (ixodoidea: Ixodidae): Struc- 


tural Variation, Hosts, and Distribution § in 
Madagascar. 
AD-A019 599/0G! 76-06 6C PC A02/MF A01 


NAMRU-3-TR-15-76 


Reprint: Class Arachnida. 
AD-A029 511/3GI 76-23 6C PC AOQ2/MF A01 


NAMRU-3-TR-16-75 
Reprint: Salmonelia Serotypes Newly Isolated from 


Humans in Egypt. 
AD-A019 609/7GI 76-06 6M PC A02/MF A01 
NAMRU-3-TR-17-75 
Reprint: Use of Sulfadiazine in the An eee of 
Group A Menin pesee Carriers in E 
AD-A019 600/ 76-06 60 P AG2/MF A01 
hn sone 


Reprint: Echinococcosis in Egypt: ll. Prevalence of 
Canine infection in the Cairo Area. 





AD-A019 612/1GI 76-06 6E PC A02/MF A01 
NAMRU-3-TR-19-75 

Reprint: Observations on the Subgenus Argas 
ixodoidea: Sa Argas). 8. The Life Cycle of 
AD ADIO 1 610/5GI 76-06 6C PC A02/MF A0O1 
NAMRU-3-TR-20-75 

Reprint: Counteri \ An Ad- 


nct to ——— Cumure | in the y oe of 


yy eni 

AD-AO oenaGh ome 06 6—E PC AO02/MF A01 
NAMRU-3-TR-21-75 

Reprint: Cytochemistry of 
76-07 6E 


Polymorphonuclear 
or. 
PC A02/MF A01 


Reprint: Haemolymph 
‘Dermacentor andersoni’ 
to delta-Aminolaevulic Ac 
AD-A020 411/5G! 


NAMRU-3-TR-23-75 


Reprint: Treatment of ‘Hymenolepis Nana’ with 
Niclosamide, Mepacrine and Thiabendazole. 
AD-A020 400/8G 76-07 6E PC A02/MF AO1 
pov pte 


4 ~—— of Echinococcal In- 
ndirect + ~~ ptm 


Sol Latex A ms Aggitination (LA) T 
76-07 6 PC C A02/MF A01 
Reverantceete 
Reprint: A Quantitative Post Mortem Analysis of Uri- 


Pat Schistosomiasis in Egypt. |. Pathology and 
399/2G! 76-07 6E PC A0Q2/MF A01 


NAMRU-3-TR-26-75 
Reprint: Evaluation of Thiabendazole Treatment for 
A 


and Ascaris infections. 
AD-A020 401/6G! 76-07 6E PC A02/MF A011 


and Egg Pigment of 
ixodoidea) with Reference 


Catabolism. 
76-07 6C PC AOQ2/MF AO1 


NAMRU-3-TR-27-75 
Reprint: The ~~ ‘Persicargas’ (ixodoidea: Ar- 


the Australian and Oriental Regions, Viral infec- 


tions, and Host n. 
AD-A020 402/4GI 76-07 6E PC AO02/MF A01 
NAMRU-3-TR-28-75 


mero Haemaphysalis (Kaiseriana) Mageshimaen- 
sis (ixodoidea: Ixodidae): Human and Wild and 
Domestic Mammal Hosts, and Distribution in Japan, 


Taiwan, and China. 
AD-A021 355/3G! 76-09 6C PC A0Q2/MF AO1 
NAMRU-3-TR-29-75 


Reprint: + ei, Due to Neisseria Menin- 


pwd ree © 
76-09 6E PC A02/MF A01 

Pernice 
Reprint: Bahig Virus (Tete Group) in Naturally- and 
Transovarially-infected ‘Hyalomma  marginatum’ 


Ticks from Egypt and Italy. 
AD-A021 791 ! 6C PC A02/MF A01 
NAMRU-3-TR-31-75 


Reprint: Isolation of Dugbe Virus from ‘Amblyomma 
= — Ticks in Cameroun. 


792/7GI 76-09 6C PC A02/MF A01 
NAMRU-3-TR-32-75 
ney oe chan Saimonetia Bacteremia in Egyp- 
tian F 
AD-A021 795 795/0G! 76-09 6E PC A02/MF A01 


NAMRU-3-TR-33-75 
Reprint: Biochemical and Physiological Studies of 
oe Ticks rege Activity of Juenile Hor- 


mbryogenesis in lomma 
(H.) (H.) dromederi’ “Kook (b (Ixodidae). bats 
AD-A021 793/5GI 76-09 6C PC A02/MF A01 


NAMRU-3-TR-34-75 


Reprint: Fine Structure of the Central Nervous 
ree of ame a ie (Say), 
lyomma americanum’ an ar- 
boreus’ Kaiser, ooeman a end Kohls ( modobtes). 
AD-A021 790/1GI A02/MF AO1 
NAMRU-3-TR-36-75 


Reprint: Observations on the Subgenus ‘Argas’ 
i Argas: DAE: :Argas;). ‘A. (A.) lowryae’ 
Cave-Dwe 


meng hs ene aoeians Kestrels in 
the Nullabor R ion of Western Australia. 
AD-A022 400/ 76-10 6C PC AO2/MF AO1 
NAMRU-3-TR-37-75 


Reprint: Enteric Fever in n Egypt. 
AD-A022 401/4GI 


NAMRU-3-TR-39-75 
Reprint: A Comparative Evaluation of the Treatment 


6E PC AO02/MF A01 


of Typhoid gay w~ Co-trimoxazole and 
een Egypt. 

AD-AG22 402 6-10 60 PC A02/MF A01 
sesteeniinmneen 


Reprint: The Relation of Worm Burden to P. 
of ‘Schistosoma haematobium’ Eggs in the Urine of 


infected Patients. 
AD-A022 403/0GI 76-10 6E PC A02/MF A01 
NAMRU-3-TR-41-75 


Reprint: The Subgenus ‘Persicargas’ (iIxodoidea: Ar- 
: ‘Argas’). 21. The Effect of Some Factors in 
Process y Mating on Egg Development and 
Oviposition in A. (P.) arboreus’ Kaiser, Hoogstraal 


and Kohis. 
AD-A022 404/8G! 76-10 6C PC A02/MF A01 
NAMRU-3-TR-42-75 


Reprint: The ‘Ixodes’ Ticks (Acarina: Ixodidae) or 
| 


Nepal. 
AD-A022 405/5GI 76-10 6C PC E02/MF A01 
NAMRU-3-TR-43-75 
eee The Incidence Ocular Complications in 
cal Meningitis 
ADS 736/3GI 76-11 6E PC A0Q2/MF A01 
NAMRU-3-TR-45-75 


t: Pretoria sae 5 A New African Agent in the 


Tickborne Dera Ghazi Khan (DGK ore and An- 
t ic ee within the OKG Gro 
A022 731/4GI 76-11 6E PC A 2/MF AO1 
NAMRU-3-TR-46-75 


Reprint: Observations on the Subgenus ‘ 
(ixodoidea: Argasidae: ‘Argas’). 10. Ne are 
africolumbae’, N. Sp., a Pretoria Virus-infected 
Parasite + Birds in Southern and Eastern Africa. 
AD-A022 735/5G! 76-11 6F PC A02/M 


iain eaen-as 


Reprint: Lesions of Bladder Muscle in Baboons and 
Monkeys Infected with ‘Schistosoma Haematobium’. 
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NAMRU-3-TR-48-75 
Reprint: eae eee in ‘Schistosomiasis 


ennai Tae week aren Salmonellosis. 
AD-A022 7aa/6G 6-11 PC A02/MF AO1 
NAMRU-3-TR-49-75 


Reprint: A Quantitative Post Mortem Analysis of Uri- 
nary Schistosomiasis in Egypt. li. Evolution and 


AD A022 728/26 76-11 6E PC AQ2/MF AO1 


NAMRU-4-72.13 
Evaluation of the Health of Personne! Working Near 


P Sanguine Beta Test Facility from 1971 to 
1972. 
AD-A023 986/3G! 76-13 6R PC AO3/MF AO1 
NAMRU-5-TR-01 
Bird-Ringing in Ethiopia Report Number 5, 1969- 
1975. 
AD-A029 421/5GI 76-23 6C PC A02/MF A01 
NAMRU-5-TR-02 
ne char a es Survey naan Glucose-6- 
rogenase ficiency and 
Hoemogtobin gin — 
915/3GI 6-11 6A PC AOQ2/MF AO1 


NAMRU-5-TR-03 
Reprint: identification of Hookworm Species in 


Eth ; 
AD- 879/8GI 76-16 6E PC AO02/MF A01 
NAMRU-5-TR-04 


Reprint: ‘Neisseria gonorrhoeae’ in Ethiopia. |. An- 
tibiotic Sensitivity Pattern 


AD-A022 916/1G ne 6E PC A02/MF AO01 
NAMRU-5-TR-05 
a Bancroftian Filariasis and Membrane Fil- 
oot ht Surveys . 
/O0GI 76-19 PC AQ2/MF A01 
NAMRU-5-TR-06 


Reprint: Chloroquine Sensitivity of ‘Plasmodium 

on aaa in Ethiopia. |. Results of an in Vivo 

est. 

AD-A025 881/4G! 76-16 60 PC AQ2/MF A01 
NAMRU-5-TR-08 

Reprint: Epidermoid Carcinoma of the Bulbar Con- 


junctiva in Ethiopia. 
AD-A026 483/8G! 76-19 6E PC AO2/MF AO1 
NAMRU-5-TR-09 
fang? A ys Distribution Map for Ethiopia. 
AD-A026 798/9G 76-19 6E PC A02/MF AO1 


NAMRU-5-TR-10 
Reprint: Common Bacterial ee. in Addis 


Ababa, 1969-1974. |. wee Se of isolatio 
AD-A029 481/9Gi PC A02/MF AO1 


NAMRU-5-TR-11 
Reprint: Yellow Fever Epidemic Sites Revisited: 
Possible Areas 


of Yellow Fever Endemicity in 
aD ab 
AD- 690/5G! 


76-24 
NAMRU-5-TR-12 
Reprint: Yellow Fever Unweicome Visitor Now in 


Residence 
AD-A029 691/3G! 76-24 6E PC A0Q2/MF A01 
NAMRU-5-TR-13 
Reprint: Oral Therapy for Acute Dehydrating Diarr- 
hoeas 


AD-A029 515/4GI 76-23 6E PC A02/MF AO1 


NAMRU-5-TR-15 


Reprint: Bleeding in Louse-Borne Relapsing Fever 
in = Clinical and Laboratory Features in 29 


Patients 
76-25 6E PC A02/MF A01 


6E PC A02/MF A01 


NAPTC-PE-61 


Rotor Burst Protection Program: Statistics on Air- 
craft oan Turbine Engine Rotor Failures that Oc- 
curred in U.S. Commercial Aviation During 1973. 
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NAPTC-PE-67 


Rotor Burst Protection Program: Statistics on Air- 

craft Gas Turbine Engine Rotor Failures that Oc- 

curred in U.S. Commercial Aviation During 1974. 

AD-A017 172/8G! 76-01 1B PC MF AO1 
NAPTC-PE-71 

A Study of the Factors Affecting Deposition Charac- 

— of Synthetic Lubricants for Gas Turbine En- 


2p-A024 472/361 76-14 11H PC AO4/MF AO1 


NAPTC-PE-82 
Evaluation of a JP-5 Type Fuel Derived from Oj 
Shale 


AD-A025 417/7G1 


76-16 21D PC AQ3/MF A01 
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NAPTC-PE-83 
Discussion of Aircraft Air Pollution Legislation and 


Naval Aircraft Ope . 

AD-A026 176/8GI 76-18 13B PC A02/MF AO1 
NAPTC-PE-85 

The Effect of Aircraft a Turbine Engine Lubri- 
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AD-A028 295/ 
staniabitinge-. 
ay ay of Technical Publications and Papers, 


- June 1976. 
472/5GI 76-25 6H PC AO4/MF A01 
NARADCOM-TR-7T-4-OR/SA 


ae by oe Pendieton Experiment in Battalion Level 
AD-A028 346/5GI 76-21 6H PC AO7/MF AO1 


NARADCOM-TR-7T-10-OR/SA 
A Cost and Systems Effectiveness Analysis of the 
XM-75 and XM-76 Field Feeding Systems for Marine 
Corps Divisions. 
AD-A029 543/6G! 76-23 6H PC AQ3/MF AO1 
NARADCOM-TR-75-118-AMEL 


Simulated Solar Heat Tests of M.U.S.T. Air-inflata- 
bie, Double-Wall Hospital Ward Shelters 
AD-A028 818/3G! 76-22 6L PC A04/MF AO1 


NARADCOM-TR-76-4-AMEL 

a of Glass Fiber Reinforced Foamboa 

AD- 058/5G! 76-22 13C PC A04/MF Adi 
NARADCOM-TR-76-7-AMEL 

Camouflage Study of General Purpose Small and 


Genera! Pu Tents. 

AD-A031 181/1GI 76-26 15E PC AO7/MF AO1 
NARADCOM-TR-76-16-FEL 

a and Development of Air Foam 

aD aaa? 787/1GI 76-21 13D PC AO4/MF AO1 
NARADCOM-TR-76-22-FEL 

Procedures to Minimize Mechanical Damage to 


wry: Foods 
AD-A029 053/6GI 76-22 6H PC AO7/MF AO1 


"a eh Heiceiacnanaeca 
A Cold Tempera’ Evaluation of the Bonding Ad- 
hesives Used Stor ti the MUST inflatable Shelters. 


AD-A030 635/7G! 76-25 111A PC AO4/MF A01 
NARADCOM-TR-76-26-FEL 


Products for Use in a Cook-Freeze 
A031 023/5GI 76-26 6H PC /MF AQ1 


NARADCOM-TR-76-32-FEL 


Evaluation of geraave fered of Meat for Use 
in Central Food 


AD-A027 788/00) 76-21 6H PC AQ3/MF A01 
NARADCOM-TR-76-37-FSL 


Microbiological Evaluation of Production 
Procedures for Frozen Foll Pack Meals at the Cen- 
tral Facility of the Francis E. Warren Air 


Force ; 
AD-A024 102/6GI 76-13 6H PC AG3/MF A01 
NARADCOM-TR-76-40-FSL 
Job Knowledge as =! intermediate Criterion 
of Performance. A Nowh of U 7 Cooks. 
AD-A026 968/8G! be-19 PC AG3/MF A01 
NARADCOM-TR-76-42-OTD 


Proceedings of Food for the Armed Forces interna- 
tional Meeting (3 _ Massachusetts 
on 14-17 October 1975 

AD-A022 648/0GI ‘76-11 6H PC A1S/MF AO 


NARADCOM-TR-76-43-FSL 
Resistance of Asporogenous Bacteria in 


Frozen : 
AD-A024 363/4GI 76-14 6H PC AOQ3/MF AO1 
NARADCOM-TR-76-45-OR/SA 


Consolidated Pelé Feeding. Battalion Level 
Consolidated Field ; 
AD-A024 070/5GI 76-13 15E PC AO7/MF A01 


NARADCOM-TR-76-46-FSL 
Sameneten of Trinitrotoluene (Alpha TNT) and 


AD-A02o 48/40 76-23 6M PC A03/MF A01 
NARADCOM-TR-76-49-CE/MEL 

The Effects of Tropical and Leather Combat Boots 
on Lower ey Cees Ameng Se ee 
AD hoes 200/20 76-17 SE PC A04/MF A01 
NARADCOM-TR-76-55-AMEL 

for Rapidly Estimating the 
76-24 6H PC AOS/MF A01 
NARADCOM-TR-76-64-FEL 

Result of the Assay of Radiation Sterilized Beet for 
induced Radioactivity. 


A Calorimeter D 
Level of Foodborne 
AD-A029 998/2G! 
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oes oy Analysis of Scale-Model Frame-Sup- 


ported Tents. 
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& of Papers Presented at the 208 Area- 


wide Water Quality Management Wo . 
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NARTS-109 
erative Cooling 
t Isolde 120-A, 
76-16 211 PC AQ3/MF A01 
NAS/ACT/P-755 
Fuels and Fuel Additives for H ay Vehicles and 
Their Combustion Products. Guide to Evaiuation of 
Their Potential Effects on Health. 
PB-254 0868/8GI 76-18 6T PC A04/MF A01 
NAS/ACT/P-829 


Health Effects of Benzene: A Review. 
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aera 
oes in Ch 
PB-257 C5261 
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Standardization and Metric Conversion for Tunnel- 
ng: round Construction, and Min 
243 { 76-02 138 PC 


~ for the Prevention of Lead 
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/MF AO1 
NASA-AN-OA-76-B 
inputs Requested from Earth Resources Remote 
Sensing Data Users Landsat-C Mission 
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Noise eupecenses for Turbo Fan Jet Engines. 
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76-13 21E PC AG2/MF A01 


NASA-CASE-ARC-10614-1 
Reduction of Nitric Oxide Emissions from a Com- 
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76-18 21E PC AQ2/MF AO1 
NASA-CASE-ARC-10820-1 


Automatic Fluid Dispenser. 

PAT-APPL-620 675/Gi 76-01 6K PC AQ2/MF A01 
NASA-CASE-ARC-10655-1 

Thermistor Holder for Skin Temperature Measure- 


ments. 
PAT-APPL-617 612/Gi 76-02 68 PC A02/MF AO1 
NASA-CASE-ARC-1 0696-1 
ratus for Measuring a Sorbate Dispersed in a 
id Stream. 
PAT-APPL-615 030/GI 
76-01 148 PC A03/MF A01 
NASA-CASE-ARC-10897-1 


ey Shaft Encoder 
PAT-APPL-625 781/GI 
76-07 


NASA-CASE-ARC-1 0696-1 
Sprint vs on eenll Accelerator and Constant Force 
PAT APPL 625 732 732/Gi 76-07 1C PC A03/MF AO1 
NASA-CASE-ARC-10900-1 
Method for Making a Hot Wire Anemometer and 
Thereof 


uct . 
PAT-APPL-630 579/GI 
7 


148 PC AQ2/MF A01 


148 PC AQ2/MF A01 
NASA-CASE-ARC-10903-1 


Full Color Hybrid Display for Aircraft Simulators. 
PAT-APPL-623 536/GI 
148 PC AOQ3/MF A01 


NASA-CASE-ARC-1 0905-1 


Smoke Generator. 
PAT-APPL-618 594/Gi 76-02 1C PC AQ2/MF AO1 


76-01 13G PC AQ2/MF A01 
NASA-CASE-ARC-10911-1 
Metallic Hot Wire Anemometer and Method for 
Fabricating the Same. 
PAT-APPL-610 802/Gi 76-01 48 PC A02/MF A01 
NASA-CASE-ARC-10912-1 


Tubular Sublimator/Evaporator Heat Sink. 
PAT-APPL-623 187/Gi 
13A PC A02/MF AO1 


NASA-CASE-ARC-10913-1 


b-Laminate Composite Structure. 
PAT. -~698 646/GI 
76-22 110 PC AQ3/MF A01 


NASA-CASE-ARC-10915-1 


Abrasion Resistant Coatings for Plastic Surfaces. 
PAT-APPL-634 304/Gi 
76-08 11C PC AOQ2/MF A01 


10916-1 
Em a mee Energy 


Storage Device for 76-22 66 PC AG2/MF AOt 
NASA-CASE-ARC-10917-1 


Tread Drum for Animais. 
PAT-APPL-672 223/Gi 
76-15 148 PC AG@2/MF AO1 


NASA-CASE-ARC-10832-1 





oeeen Alignment Device 
PAT-APPL-681 001/Gi 
NASA-CASE-ARC- 10970-1 
Pseudo-Backscatter Laser — ~ayh. Velocimeter Em- 
Antiparaiiel Reflector the Forward 
PAT-APPL-691 046/GI 
76-19 148 PC AO2/MF A01 
NASA-CASE-ARC-10871-1 
Schlieren System Employing Antiparaiiel Reflector 
Direction. 


76-17 20F PC A02 


in the Forward 
PAT-APPL-694 402/Gi 
76-22 14E PC AQ2/MF AO1 
NASA-CASE-ARC-10974-1 
System for Measuring Three Fluctuating Velocity 
Com in a Turbulently Flowing Fluid. 


PAT-APPL-667 010/GI 
76-15 148 PC AO3/MF A01 


NASA-CASE-ARC-10976-1 
ical instrument Employing Reticie Hav 

ee Visual Response Pattern iol 

Thereon. 

PAT-APPL-665 032/Gi 

76-15 20F PC A02/MF A01 

NASA-CASE-ARC-10979-1 

Rotating Launch Device for a Remotely Piloted Air- 


craft. 
PAT-APPL-608 483/G! 76-06 18 PC A02/MF A011 
NASA-CASE-ARC-10964-1 


Compression System. 
PAT-APPL 600 815/61 _ 
76-19 178 PC AQ2/MF AO} 


NASA-CASE-ARC-11007-1 


Ligu Brassiere. 
PAT-APPL-652 948/Gi 76-13 6. PC AOQ2/MF A01 
NASA-CASE-ARC-11006-1 


Anfenebenzimides from Cross-Linkable Poly-N- 
PAT-APPL-708 951/GI 76-25 7C PC AQ2/MF A01 


NASA-CASE-. 11046-1 
Flow eee Detector 
PAT -712 419/GI a 


NASA-CASE-GSC-11571-1 
A Length Controlled Stabilized Mode-Lock Nd:YAG 
PAT-APPL-646 704/GI 
76-12 20€ PC AQ2/MF A01 
NASA-CASE-GSC-11577-3 


of phire to b emesis Mix- 
ony KAN, Oxide a Oxide 
PAT-APPL-645 502/GI 

76-15 11D PC AQ2/MF AO1 


NASA-CASE-GSC-11839-2 
pe fae nay Radiant Energy Array Computers 


PAT-APPL-657 996/GI ® 76-13 98 PC AOS/MF A01 
usin teas 
pe fee mony Oe Radiant Energy Array Computers 


PAT-APPL-657 997/01 997/GI 76-13 9B PC AOQ4/MF A01 


200 PC A02/MF A01 


NASA-CASE-GSC-11960-1 
Reel Brake. 
PAT-APPLe25 456/G! 
14C PC A02/MF A01 
NASA-CASE-GSC-11976-1 
Remote Sensing of Vegetation and Soil Using 
Microwave , 
PAT-APPL-677 352/GI 
76-18 148. PC AQ2/MF AO1 
NASA-CASE-GSC-11969-1 
Method and Apparatus for Controlling the Contrast 
of a Photographic Transparency. 


ee ee a 








PAT-APPL-645 500/GI 
76-11 


yy ree + nan 


er adptenn Fe 76-18 9A PC A02/MF AO1 
NASA-CASE-GSC-12017-1 
Pseudo Noise Code and Data Transmission Method 
OAT APPL 648 510/GI 
76-11 
NASA-CASE-GSC-12018-1 


Linear Phase Demodulator. 
PAT-APPL-635 531/GI 
76-08 


NASA-CASE-GSC-1 2022-1 
Low Cost Substrates for Polycrystalline Solar Cells. 
PAT-APPL-576 488/GI 
76-08 10B PC AQ2/MF AO1 
NASA-CASE-GSC-12022-2 
improved Low Cost Substrates for Polycrystalline 
Solar Cells. 
PAT-APPL-693 074/Gi 
76-22 
NASA-CASE-GSC-1 2030-1 


Mechanica! Capacitor. 
PAT-APPL-710 035/GI 
76-26 10C PC A03/MF A01 


gr came ong: 


L-5 sre? 700/Gi 


76-15 14E PC A02/MF A01 
NASA-CASE-GSC-1 2044-1 


Binary to Binary Coded Decimal Converter. 
PAT- L-631 341/Gi 76-08 98 PC A02/MF A01 


NASA-CASE-GSC-1 2053-1 
Wideband Heterodyne Receiver for a Laser Commu- 
nication System. 
PAT-APPL-667 930/GI 
76-15 17B PC AO2/MF A0O1 
NASA-CASE-GSC-12058-1 
G yy Optical System. 


PAT-APPL-680 938/ 
76-18 20F PC A02/MF A01 
NASA-CASE-GSC-1 2059-1 


Opto-Mechanical Subsystem with Temperature 
Compensation Th a isothermal Design. 
PAT-APPL-680 957/ 

76-18 20E PC AO2/MF A01 


NASA-CASE-GSC-12075-1 


14E PC A02/MF AO1 


17B PC AO3/MF A01 


178 PC A02/MF A01 


108 PC A03/MF A01 


PAT-APP 


Automatic Transponder. 
PAT-APPL-562 499/GI 
76-15 17B PC A02/MF AO1 
NASA-CASE-GSC-12077-1 ~ 
Method for Fabricating a Mass Spectrometer iniet 
PAT-APPL-635 519/GI 
7 14B PC A02/MF AO1 
NASA-CASE-GSC-1 2081-1 
A Cervix-to-Rectum Measuring Device in a Radia- 
tion Applicator for Use in the Treatment of Cervical 
PAT-APPL-672 209/Gi 76-17 6L PC A02/MF A01 
NASA-CASE-GSC-1 2082-1 


Locking Mechanism for Orthopedic B 

PAT- -676 958/GI 76-17 ool PC A02 
NASA-CASE-GSC-1 2083-1 

awe and Apparatus for Splitting a Beam of 

PAT-APPL-643 897/GI 


76-10 20E PC A03/MF AO1 
NASA-CASE-GSC-1 2088-1 
A 2 ree/90 ree Laboratory Scattering 
SS wont 
PAT-APPL-648 700/GI 
76-12 
NASA-CASE-GSC-12110-1 
Method of Treating the Surface of a Glass Member. 


PAT-APPL-682 43 
76-18 118 PC A0Q2/MF A011 
NASA-CASE-GSC-12111-1 
Cubic Interieaver. 
PAT-APPL-678 813/GI 
76-18 20F PC AO3/MF AO1 
NASA-CASE-HOQN-1 0862-1 
Battery Which Combats 
of the Zinc Anode. 
-604 374/GI 
76-01 10C PC AO02/MF A0O1 
NASA-CASE-KSC-10849-1 
Percutaneous Connector Device. 


148 PC A02/MF AO1 


Shape 
PAT- 


PAT-APPL-613 734/GI 76-15 
NASA-CASE-LAR-11361-1 


6B PC A02/MF A01 


Solar r Generator. 
PAT-APPL 928/Gi 76-15 7B PC A02/MF AO1 
NASA-CASE-LAR-1 1387-2 


aaa oer Reference. 
PAT-APPL-623 156/GI 
76-22 17G PC AQ2/MF A01 


NASA-CASE-LAR-1 1390-1 


Method of Locating Persons in Distress. 


PAT-APPL-662 176/GI 
76-13 171 PC AQ2/MF AO1 
NASA-CASE-LAR-1 1490-1 
Tv a Crack ne System. 


PAT-APPL-707 125/ 
76-25 148 PC A02/MF A01 
NASA-CASE-LAR-1 1563-1 


Manufacture of Glass-to-Metal Seals Wherein the 
Cleanliness of the Process is Enhanced and the 
Leak nce of the Resulting Seal is Maximized. 
PAT-APPL-672 815/GI 

76-16 11A PC AO2/MF A01 


NASA-CASE-LAR-1 1607-1 
Phase Modulator. 
PAT-APPL-617 895/GI 

76-03 

—— 1617-1 


178 PC AQ2/MF A01 


PAPAPE APPL 547 —, 
148 PC AO02/MF AO1 


NASA-CASE-LAR-1 mm, 


Miniature Biaxial Strain Transducer. 
PAT-APPL-645 571/Gi 
76-11 148 PC A0Q2/MF AO1 


NASA-CASE-LAR-1 1649-1 


Automated ae Staining Device. 
PAT-APPL-626 942/GI 
6M PC A02/MF A01 


NASA-CASE-LAR-1 ome 
— Alinement Apparatus for Cutting a Work- 
PAT-APPL-625 729/G! 
7 131 PC AO2/MF A01 
NASA-CASE-LAR-1 1669-1 


Smokestack Mounted Airfoil. 
PAT-APPL-630 582/GI 
138 PC A02/MF A01 


NASA-CASE-LAR-11711-1 


Seteet Scanner. 
PAT-APPL-674 195/GI 
76-18 20F PC A02/MF AO1 


NASA-CASE-LAR-1 1756-1 
Extreme le oes Thermal Control Coating. 


PAT-APPL-688 879/G 
: 76-22 11C PC AQ2/MF A011 
NASA-CASE-LAR-1 1825-1 
ng Ribbon Extensometer. 
PAT-APPE 


-~632 satan 
14B PC A02/MF A011 
NASA-CASE-LAR-1 deat 
Transonic and Supersonic Aircraft Wherein the 
Problems of Roll Control at High Angles of Attack 
PAT-APPL-651 002/G! 76-15 1C PC AQ2/MF A01 
NASA-CASE-LAR-1 1883-1 


Apparatus for mtg Thermophysical Proper- 
ties of Test imens 
PAT-APPL-662 175/GI 

76-13 148 PC A02/MF A01 


NASA-CASE-LAR-1 1889-1 


Magnetic ae and Pointing System. 
PAT-APPL 182/GI 
76-13 17G PC A02/MF A0O1 
NASA-CASE-LAR-1 1902-1 
Thermal Shock and Erosion Resistant Tantalum 
Carbide Ceramic Material 
PAT-APPL-672 695/GI 
76-18 11D PC AQ2/MF AO1 
NASA-CASE-LAR-1 1919-1 
Two Dimensional Wedge/Transiating Shroud Noz- 


PAT-APPL-672 221/GI 76-17 21E PC A02 
NASA-CASE-LAR-1 2018-1 
Molded Composite Pyrogen igniter for Rocket Mo- 
PAT-APPL-678 520/GI 
76-25 21H PC A03/MF AO1 
NASA-CASE-LAR-1 2045-1 


Vortex Generator Controlling the Dispersion of Ef- 
fluents in a Flowing Liquid. 


NASA-CASE-LEW-12159-1 


PAT-APPL-682 416/GI 
76-18 200 PC AQ2/MF AO1 
NASA-CASE-LEW-11330-1 


Solar Celi Surface Treatment. 
PAT-APPL-642 083/G 
76-09 


NASA-CASE-LEW-11390-4 


108 PC A02/MF A01 


Method of aaa 1-123. 
PAT-APPL-619 471/G! 76-22 7E PC AOQ2/MF A01 
NASA-CASE-LEW-11496-1 


Silicon Nitride Coated, Plastic Covered Solar Cell. 
PAT-APPL-645 508/G! a 


NASA-CASE-LEW-11573-1 


——— Bimetallic Junctions. 
PAT-APPL-625 733/GI 
76-08 


NASA-CASE-LEW-11855-1 


Counter Pumping Debris Excluder and Separator. 
PAT-APPL-672 222/G 
76-15 21E PC A02/MF AO1 


NASA-CASE-LEW-11877-1 
Direct Heati se Combustor. 


PAT-APPL- 
76-25 21E PC AOQ2/MF A01 
NASA-CASE-LEW-11930-2 


Bearing Material. 
PAT-A -616 528/GI 


108 PC A02/MF AO1 


13E PC AO2/MF AO1 


76-22 11H PC AOQ3/MF AO1 
NASA-CASE-LEW-11978-1 
Process for Preparing Liquid Metal Electrical Con- 


tact Device. 
PAT-APPL-708 658/Gi 76-25 9A PC A0Q2/MF AO1 
NASA-CASE-LEW-11961-1 


Closed ge 2 Spray Cooling Apparatus. 
PAT-APPL-672 220/Gi 
76-15 20G PC A02/MF AO1 


NASA-CASE-LEW-12038-1 


Cesium Thermionic Converters Having Lanthanum 

Hexaboride Electrodes. 

PAT-APPL-623 189/GI 
7 108 PC A0Q2/MF A01 

NASA-CASE-LEW-12039-1 


Multi-Cell Battery Protection System. 
PAT-APPL-687 822/GI 
76-18 10C PC A02/MF A01 


NASA-CASE-LEW-12048-1 
Anode for lon Thruster. 
PAT-APPL-665 033/Gi 
76-15 21C PC A02/MF A01 
NASA-CASE-LEW-12050-1 
Thermocouples of Tantalum and Rhenium Alloys for 
More Stable Vacuum-High Temperature Per- 
formance. 
PAT-APPL-629 457/GI 
148 PC A02/MF A01 
NASA-CASE-LEW-12081-1 


Storage Method and Apparatus. 
PATAPPAS 7 432/Gi 
76-17 21D PC AO2/MF A01 


NASA-CASE-LEW-12082-1 
ion Beam Thruster Shield 
PAT-APPL-612 964/Gi 
76-01 21C PC A0Q2/MF AO1 
NASA-CASE-LEW- 12083-1 
Method of Form a Hydride Films. 


PAT-APPL-659 
76-13 11F PC AQ2/MF AO1 
NASA-CASE-LEW-12095-1 
Tantalum Modified Ferritic iron Base Alloys. 
PAT-APPL-651 009/GI 
76-12 11F PC A02/MF AO1 
NASA-CASE-LEW-12118-1 


Hybrid Composite Laminate Structures. 
PAT-APPL-616 332/GI 
7 


6-01 11D PC AO3/MF A01 
NASA-CASE-LEW-12119-1 
Circumferential Shaft Seal. 
PAT-APPL-672 219/Gi 
76-15 11A PC AQ2/MF AO1 
NASA-CASE-LEW-12137-1 
Fuel Combustor. 
PAT-APPL-672 210/GI 
76-15 21E PC AO2/MF AO1 
NASA-CASE-LEW-12159-1 
Selective Nery | A Solar Panels. 
PAT-APPL-643 04 
eto 11C PC AOQ2/MF A01 


AR-823 








NASA-CASE-LEW-12174-1 
Thermocouples of Molybdenum and Iridium Alloys 
for More Stable Vacuum-High Temperature Per- 
formance. 
PAT-APPL-667 929/GI 
76-15 148 PC A0Q2/MF AO1 
NASA-CASE-LEW-12220-1 
Electrically Rechargeable Redox Flow Cell. 
PAT-APPL-606 891/GI 
76-01 10C PC A02/MF AO1 
NASA-CASE-LEW-12258-1 
Corneal Seal Device. 
PAT-APPL-676 433/Gi 76-17 6L PC AO02/MF AO1 
yy er as 2270-1 


Nickel Base Al 
PAT- eles S07/GI 
76-09 


NASA-CASE-LEW-12277-1 
Liquid Metal Slip Ring. 
PAT-APPL-708 659/G! 76-25 9A PC A0Q2/MF A0O1 
NASA-CASE-LEW-12363-1 
fool Formulated Plastic Separators for Alkaline 
PAT- APPL-665 034/GI 
76-15 
NASA-CASE-LEW-12364-1 
— as Battery Separators for Soluble Electrode 


PAT-APPL-707 124/GI 
7 


11F PC AQ2/MF A01 


10C PC A02/MF AO1 


6-25 10C PC A02/MF AO1 
NASA-CASE-LEW-12417-1 
Splash Groove Fuel injector. 
PAT-APPL-674 340/GI 
76-17 21E PC AQ2/MF A011 
NASA-CASE-LEW-12465-1 


Extraction and Separation of a Preferentially Photo- 
ew ol boy mend isotope into Positive and 


oe ety s by Means of an Electric Field. 
PAT-APPL-692 413/GI 
76-25 18B PC AO02/MF AO1 


NASA-CASE-LEW-12554-1 
Therma! Barrier Coating System. 
PAT-APPL-686 449/GI 

76-18 


NASA-CASE-LEW-12619-1 

a Method of Making Reinforced Composite 

t 
PAT-APPL-462 424/GI 
76-11 

| maneunenns 2668-1 

improved Tissue Macerating iInstrumen 

PAT-APPL-677 353/GI 76-18 6L PC A02/MF A01 
NASA-CASE-MFS-19287-1 


An improved Accumulator. 
PAT-APPL-641 802/GI 
7 


11C PC A02/MF A01 


110 PC AOQ2/MF A01 


13G PC A02/MF A01 
NASA-CASE-MFS-22409-2 
Method and Means for Testing a Glancing-in- 
cidence Mirror System. 
PAT-APPL-636 193/GI 
76-22 20F PC A02/MF A01 
NASA-CASE-MFS-22906-1 
Plasma Cieaning Device. 
PAT-APPL-684 807/GI 
76-18 201 PC A02/MF A01 
NASA-CASE-MFS-23001-1 
Method of Crystallization. 
PAT-APPL-610 801/GI 
76-01 208 PC A02/MF AO1 
pyre moe meg 
. Method Apparatus for Continuously 
wey Me a onSingle Crystalline Ribbon in a 
aes rav a 
PAT-APPL-630 
208 PC A02/MF A01 
NASA-CASE-MFS-23008-1 
Semiconductor a impact Detector. 


PAT-APPL-665 7 
76-15 14B PC A02/MF A01 
NASA-CASE-MFS-23051-1 
An improved Rotatable Mass for a Flywheel. 
PAT-APPL-632 111/GI 
76-08 131 PC AOQ2/MF A01 
yj ctl a res 
E Descent Device. 
PAT- 1-623 188/GI 
76-08 6G PC A02/MF AO1 
NASA-CASE-MFS-23114-1 


Hybrid Holographic Non-Destructuve Test System. 
PAT-APPL-686 331/Gi 


AR-824 


76-19 148 PC AO2/MF A01 
NASA-CASE-MFS-23118-1 
Real Time Reflectometer 
PAT-APPL-691 256/Gi 
76-22 20F PC AQ2/MF AO1 
NASA-CASE-MFS-23175-1 
Tachometer. 
PAT-APPL-667 928/GI 
76-15 14B PC AQ2/MF A01 
NASA-CASE-MFS-23178-1 
Focused Laser Doppler Velocimeter. 
PAT-APPL-637 247/GI 
7 14B PC A02/MF A01 
NASA-CASE-MFS-23186-1 


Charge Injection Method and Apparatus of Produc- 


oe —— Area Electrets. 
PAT-APPL-684 810/G! 76-18 9A PC AOQ2/MF A01 
NASA-CASE-MFS-23194-1 

Projection System for Display of Parallax and Per- 

spective. 

PAT-APPL-629 458/GI 

20F PC A02/MF A01 

NASA-CASE-MFS-23225-1 


Actuator Device for Artificial L 
PAT_APPL O12 965/G!I 76-01 


NASA-CASE-MFS-23226-1 


A Process for Forming a Crystalline Film. 
PAT-APPL-614 990/GI 
7 


L PC AO3/MF A01 


13H PC A02/MF AO1 
NASA-CASE-MFS-23229-1 
A Method for Fabricating Graphite/Epoxy Laminate 
from Ultrathin Laminae. 
PAT-APPL-665 364/GI 
76-15 
NASA-CASE-MFS-23233-1 
An improved Load Handili 
PAT-APPL-613 845/GI 7 


NASA-CASE-MFS-23267-1 


110 PC A02/MF A01 


Device 
2 6K PC A02/MF AO1 


A Mount for Continuously Orienting a Collector 
Dish in a ore Adapted to Perform Both Diurnal 
and Seasonal Solar Tracking. 

PAT-APPL-653 422/GI 


76-13 22B PC A02/MF AO1 
NASA-CASE-MFS-23274-1 


Germanium Coated Microbridge and Method. 
PAT-APPL-714 158/G!i 76-25 9E PC A0Q2/MF A011 


NASA-CASE-MFS-23280-1 
Power Factor Control System for AC Induction Mo- 


tors. 
PAT-APPL-706 425/Gi 76-25 9C PC A02/MF A01 
NASA-CASE-MFS-23281-1 


A Device for Tensioning Test Specimens within an 
Hermetically Sealed Chamber. 
PAT-APPL 

76-13 


NASA-CASE-MFS-23299-1 


. Method for Measuring Biaxial Stress in a Body 
apes to 7 ae Loads. 
APPL-700 6 
O 6-22 13M 


gt ater 
Notch F 
PAT-APPL-676 957/Gi 76-17 9E PC A02/MF A01 


NASA-CASE-MFS-23311-1 
Wrist Joint Assem bly. 
PAT-APPL-708 800/GI 

76-25 

NASA-CASE-MFS-23312-1 

Field ~ ar Transistor and Method of Construction 


Thereof. 
PAT-APPL-69S 012/Gi 76-22 9A PC A02/MF A01 
NASA-CASE-MFS-23345-1 
Method of Preparing Zinc Orthotitanate Pigment. 
PAT-APPL-696 989/GI 
76-22 11C PC A02/MF A01 
NASA-CASE-MFS-23362-1 
Wind Measurement S 
PAT-APPL-637 268/G 76-08 4B PC AO02/MF AO1 
NASA-CASE-MFS-23461-1 
Method of Post-Process Intensification of images 
on Photographic Films and Plates. 
PAT-APPL-694 406/GI 
76-22 14E PC A03/MF A0O1 
NASA-CASE-MSC- 12564-1 
High ey Air Sea Rescue Panel. 
PAT-APPL-641 862/GI 
76-10 6G PC A02/MF A01 
NASA-CASE-MSC- 12618-1 
Optical Conversion Method. 


146 PC A02/MF A01 


PC A02/MF A01 


131 PC A02/MF A01 


PAT-APPL-651 007/GI 
76-13 20F PC AO2/MF A0O1 
NASA-CASE-MSC-12669-1 
Pyrolysis System and Process. 
PAT-APPL-645 503/G! 76-11 
NASA-CASE-MSC-12709-1 


Open Loop Digital Frequency Multiplier. 
PAT-APPL-630 583/G! 76-08 9E PC A0Q2/MF A01 


NASA-CASE-MSC-12731-1 
Fiuid Valve Assembly. 
PAT-APPL-690 816/GI 
76-22 13K PC AOQ2/MF A0O1 
NASA-CASE-MSC-14331-2 


Flame Retardant Elastomeric Compo 
PAT-APPL-657 907/G!i 76-19 6K 


NASA-CASE-MSC- 14331-3 


Flame Retardant Elastomeric Compositions. 
PAT-APPL-657 998/G!i 76-19 6K PC A03/MF A01 


HASA-CASE-MSC- 14885-1 


Snap-in Compressible Biomedical 
PAT-APPL-637 269/G!i 76-08 6L 


NASA-CASE-MSC-14683-1 
Method and System for Producing Chroma Signals. 
PAT-APPL-612 967/GI 
76-02 17B PC A03/MF A01 
NASA-CASE-MSC-14757-1 


Gas Compression Analysis. 
PAT-APPL-625 734/GI 


7A PC A02/MF A01 


sitio 
Pec A03/MF A01 


Electrode. 
PC A02/MF A01 


13G PC A02/MF AO1 
NASA-CASE-MSC-14770-1 
Regenerable Device for Scrubbing Breathable Air of 
CO2 and Moisture Without Special Heat Exchanger 
Equipment. 
PAT-APPL-688 855/G! 76-22 6K PC A0Q2/MF A01 
NASA-CASE-MSC-14771-1 
Regenerabie Device for Scrubbing Breathable Air of 
owe and “wane Without Special Heat Exchanger 
qui 
PAT-APPL-688 854/G!i 76-22 6K PC A02/MF A01 
NASA-CASE-MSC-14773-1 


Low Gravity Phase Separator. 
PAT-APPL-612 966/GI 
76-01 


NASA-CASE-MSC-14795-1 


Ceramic Fiber Insulating Material and Methods of 
Producing Same. 
PAT-APPL-640 806/GI 
76-10 11E PC AO3/MF A0O1 
NASA-CASE-MSC-14805-1 


A Condition Sensor System and Method 
PAT-APPL-688 856/GI 76-22 6B PC A02/MF A01 
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—y Friction Reduction by Slot Injection at Mach 


N76-28513/9GI 76-25 20D PC AOS/MF A01 
NASA-CR-2695 


Caiculation of Subsonic and apoties nic yy «4h ~ 
Penal Aerod ic Forces 

Po Aerodynamic Elements. 

N76-29158/2GI 76-25 1A PC A09/MF AO1 


NASA-CR-2696 


Refiection-Piane Tests of ; Speer on an Advanced 
Wing with a dig Fowler F 


N76 2018 4G! 1A PC AOS/MF A01 
NASA-CR-2697 

t of an Improved Coating for 

imidazole Foam. 

N76-24314/6GI 76-19 111 PC AOQS/MF A0O1 
NASA-CR-2698 
Finite Element Computer Program to Analyze 
Cracked Orthotropic Sheets. 
N76-27599/9GI 76-25 20K PC AOS/MF A0O1 
NASA-CR-2701 


Effects of Motion on Jet Exhaust Noise from Air- 


N76-28960/2G! 76-25 20A PC A10/MF A01 
NASA-CR-2702 
oe of Forward Velocity on Turbulent Jet Mixing 


w7e-30081/8G! 76-25 21E PC A17/MF A01 
NASA-CR-2703 

Experimental Study of Transient Dynamics of a 

Flexible Rotor. 

N76-26514/9GI 76-22 21E PC AQ3/MF A01 
NASA-CR-2704 

Combustion Contribution to Noise in Jet Engines. 

N76-28949/5GI 76-25 20A PC A03/MF A01 
NASA-CR-2707 


Space Shuttle Electromagnetic Environment Experi- 
ment. Phase a: Definition Stu 


N76-28950/3GI 76-25 PC A09/MF A01 
NASA-CR-2708 

Noise enon —? be y Mach Number inlets. 
N76-28959/4G 20A PC AO06/MF A01 
NASA-CR-2711 

Carbide Coated Fibers in Graphites-Aluminum 
N76-28367/0GI 76-25 11D PC A03/MF AO1 
NASA-CR-2712 

The Electron Boltzmann Equation in a Plasma 
Generated by Fission Fragments. 

N76-29018/8GI - 76-25 201 PC A03/MF AO1 


NASA-CR-2713 

Hover Performance Tests of Full Scale Variable 

Geometry Rotors. 

N76-29159/0G! 76-25 1A PC AQ2/MF AO1 
NASA-CR-2714 

Landing Gear pad Cond Noise Prediction 

N76- 1/0GI 25 20A PC AO4/MF AO1 
NASA-CR-2715 

A Computational System for Aerod ic Design 

and Analysis of Supersonic Aircraft. pee 1: Wom: 

Desc n and Theoretical 

N76-28161/7GI 76-25 1A PC AOS/MF A0t 
NASA-CR-2717 


A Computational System for Aerodynamic Design 
and Analysis of Supersonic Aircraft. Part 3: Com- 


r Program Description 
76-28162/5GI 76-25 1A PC AO6/MF AO1 
NASA-CR-2719 


ume Core Reactor Simulations Using RF Urani- 
m Seeded Argon a 
76- 


N76-30046/6G! 201 PC A03/MF A01 
NASA-CR-2720 

Develo t of an Optimal Automatic Contro! Law 

and Filter Algorithm for Steep Glidesiope Capture 

and Gi Tracking. 

N76-29160/ %-25 17G_ PC AOS/MF AO1 
NASA-CR-2726 


A Single Field of View Method for Retrieving Tropo- 

spheric Temperature Profiles from Cloud-Con- 

taminated Radiance Data. 

N76-29861/1Gi 76-25 4B PC A06/MF AO1 
NASA-CR-2741 


Analysis of the Effect of Numbers of Aircraft Opera- 


tions on Community Annoyance. 
N76-30181/1Gi 76-26 6S PC AOS/MF A01 
NASA-CR-14687 


The Generation of Gravitational Waves. 2: The Post- 

Linear Formalism Revisited. 

N76-21800/7GI 76-16 20J PC A03/MF AO1 
NASA-CR-54032 

investigation of Cavitation Sameas of Mechanical 

Pump ‘on rs Operating in Liquid Metal Space 

Power uarterly a Report No. 3, 

— 2.19 1964 March 31, 1964. 

76-15 18N PC A02/MF AO1 

eananaiiin 

Investigation of Cavitation Damage of a Mechanical 

Pump impeller in High Temperature Potassium 


Ye Progress Report No. 2, March 1, 1965-- 
R-54440 76-13 18N PC A0Q2/MF AO1 
NASA-CR-54785 


Brayton-Cycle Tubomashinery Relting emgnt 


+ rw b System. First Quarterly 
R-54785 76-13 18N PG AOS/MF A0O1 


NASA-CR-72294 
Determination of the Emissivity of Materials. Semi- 
oe Progress Report, 15 November 1966--14 May 
NASA-CR-72294 76-14 11F PC AO4/MF A01 
NASA-CR-102290 
1 - of Programs for Evaluation of Component 


e. 
N74-74051/5GI 76-01 22D PC A11/MF A0O1 
NASA-CR-114761 
Preliminary n Report, Large Space aoepe 
Ota/Si Phase B Study: High Speed Area Photome- 
ter. 
N76-14991/3GI 76-09 3B PC A06/MF AO1 


NASA-CR-114712 
A Method for Predicti 
of an Elastic Airplane 

cal Description. 
N76-17151/1GI 


NASA-CR-114713 


the Stability Characteristics 
olume 1: Flexstab Theoreti- 


76-12 1C Not available NTIS 


A Method for Predicting the Stability Characteristics 
of an Elastic us oune Volume 2: Flexstab 1.02.00 
User's Manu 

N7e-17152/96! 76-12 1C Not available NTIS 

NASA-CR-114714 

A Method for Predicting the Stability Characteristics 
of an Elastic — Volume 3: Filexstab 1.02.00 
Program Descrip 

N76-17153/7GI "76-12 1C Not available NTIS 


NASA-CR-118133 
Rate and Time Dependent Behavior of Structural 


N76-24407/8GI 76-19 11A PC A0@/MF AO1 
NASA-CR-119008 


Characterization of Measurements 
Communication. 


in Quantum 


NASA-CR-119135 


N75-33888/9G! 
NASA-CR-119089 


Rocket rometer for investigation of the Far UI- 
traviolet Spectrum. 
N75-33984/6GI 76-02 38 PC A03/MF A01 


NASA-CR-119090 
uction of Wind Tunnel Wall interference by 


Red 
Controlled Wali Flow. 
N75-33346/8G! 76-02 200 PC A04/MF AO1 


76-02 17B PC A07/MF AO1 


NASA-CR-119091 
Requirements for Space Shuttle Scatter Radar Ex- 
periments. 
N75-33289/0G! 76-02 22A PC AO3/MF AO1 


NASA-CR-119093 


soomoeperie 2 —- of Solar and Cosmic X-Ray 

Soowe. re of Cosmic X-Ray Spectra 
Rete Anatvtical Aye ae 

N75-3900" /1G1 PC AOQS/MF A01 


NASA-CR-119098 


improved Ultrasonic Standard Reference Blocks. 
N75-33439/1Gi 76-02 148 PC AOS/MF AO1 


NASA-CR-119099 
The Osu 275 System of Satellite Tracking Station 
rdinates. 


Coord 

N75-33156/1GI 76-02 8E PC AO03/MF A01 
NASA-CR-119106 

A he = oe Reaction-Rate Model for Turbulent Diffu- 


N75-33190/4GI 76-02 218 PC A03/MF AO1 
NASA-CR-119109 


Canonical Analysis and Transformation of Skylab 
Mult ral Scanner Data. 
E76-1 76-01 98 PC AQ2/MF AO1 


NASA-CR-119114 
Photointerpretation of Skylab tm: 
E76-10006 76-01 8F A03/MF AO1 


NASA-CR-119118 
Monitoring Estuarine Circulation and Ocean Waste 
Dispersion Using an integrated Satellite-Aircraft- 
Drogue Seen. 
E76-1001 76-01 8C PC AQ2/MF A01 
NASA-CR-119123 
interpretation and Mappi 
tion from ERTS (LAND 
76-10015 76-01 
NASA-CR-119125 


Remote Sensor Digital image Data Analysis Using 
the General Electric image 100 Analysis System (A 
Study of Analysis Speed, Cost, and Performance). 

E76-10017 76-01 98 PC AO03/MF AO1 


NASA-CR-119126 


Use of ERTS imagery for Natural 
Research and Development in Lesot 
E76-10018 76-01 8G 


NASA-CR-119127 


An integrated Study of Earth Resources in the State 
of California Using Remote Sensing Techniques. 
E76-10019 76-01 8F PC A99/MF A01 


NASA-CR-119129 


Investigation of the Unsteady es Distribution 
on the Biade of an Axial Flow F 
N75-32382/4GI 76-01 oe PC A02/MF A01 


NASA-CR-119130 


Design and Analysis of Optically Pumped Submil- 
limeter Wavequide Maser Amplifiers and Oscillators. 
N75-32443/4GI 76-01 20E PC A02/MF A01 


NASA-CR-119131 


A Wall-Wake Velocity Profile for Turbulent Com- 
a Boundary rs with Heat Transfer. 
76-12318/1GI 6-07 20D PC A02/MF A01 


NASA-CR-119132 
a mar sg and Sensitivity Studies of Flight-Path 


Me 
Nre sate 121/6G! 76-01 20A PC A04/MF AO1 
NASA-CR-119133 


investigation of the Multiple Model Adaptive Control 

(Mmac) Method for re ¢ ae Systems. 

N75-32128/1G! 1C PC AQ3/MF AO1 
NASA-CR-119134 


Research on Materials for Advanced Electronic and 
Peay nr —. 
N75-32169 76-01 

Mort pony nied 
Transfer Calibration of the Transmission of Elec- 
tron-Energy Spectrometers. 
N75-32427/7Gi 76-01 


of Gypsy Moth Defolia- 
-1 Temporal Com- 


2F PC A02/MF A01 


Resources 
ho. 
PC A02/MF A01 


11F PC AO3/MF A01 


148 PC AO02/MF A01 


AR-827 





NASA-CR-119136 
Program to Stimulate Graduate Training in the Field 
Aeroacoustics. 


of 
N75-32018/4GI 76-01 20A PC AOQ2/MF AO1 
NASA-CR-119137 


Dynamical and Photometric Investigation of Come- 


ok 2 Tails. 
/8GI 76-01 38 PC A04/MF A01 
NASA-CR-119138 


The Study of the rayaiee of Sy bee Nuclei. 
N75-32987/0GI C AO2/MF AO1 


NASA-CR-119140 


An Assessment of the impact of the Space Shuttle 
on ic Ozone Using a 3-D Photochemical 
namical Stratospheric Model. 
5-32615/7GI 76-01 4A PC AQ3/MF AO1 


NASA-CR-119141 
nye og Effects on Pulse Propagation in Reso- 


76-01 20E PC A02/MF AO1 
NASA-CR-119142 


Analysis and Compilation of Missile Aerodynamic 
Data, Volume 1. 
N75-32028/3G! 76-01 16D PC A06/MF AO1 


NASA-CR-119143 


Wave Theory of Turbulence in Compressible Media 
(Acoustic Theory of Turbulence). 
N75-32390/7G! 76-01 20A PC A06/MF AO1 


NASA-CR-119144 
Studies of Finite Element Analysis of Composite 


Material Structures. 
N75-32508/ 4G! 76-01 11D PC AO7/MF A0O1 
NASA-CR-119145 


Statistical Distribution Sampling. 
N75-33795/6G! 76-02 12A PC AOQ2/MF AO1 


NASA-CR-119146 


of Selected Microoganisms to Experi- 
mental Planetary Environments. 
N75-32990/4GI 76-01 6M PC A03/MF A01 


NASA-CR-119148 


interactive Cutting Path Analysis ‘ rams. 
N75-33397/1GI 76-02 131 PC A02/MF A01 


NASA-CR-119149 
Possibility of Growth of Airborne Microbes in the 


Jovian ~~ 

N75-33975/4GI 76-02 3B PC A02/MF AO1 
NASA-CR-119150 

Editing of Eia Coded, Numerically Controlled, 


Machine Tool Tapes. 
N75-32464/0GI 76-01 13H PC A02/MF A01 
NASA-CR-119151 


Doppler Measurements of the lonosphere on the 
Occasion of the APOLLO-Soyuz Test Project. Part 
1: Computer Simulation of ltonospheric-induced 


ores 
N7 8GI 76-02 4A PC A05/MF A01 


NASA-CR-119152 
Doppler Measurements of the lonosphere on the 
Occasion of the APOLLO-Soyuz Test Project. Part 
4 inversion of Differential and Rotating Doppler 
N75-33559/6GI 76-02 4A PC A03/MF A01 
NASA-CR-119169 


Measurement of Density and Temperature in a 


nen ic Turbulent Boundary Layer Using the 
Beam Fiuorescence Technique 


N75-33347/6GI 76-02 20D PC AO7/MF AO1 
NASA-CR-120215 
Comparison of Thruster Configurations in Attitude 


aay A. a 
N76-10213/6GI 76-03 22B PC A07/MF A01 


NASA-CR-120719 
Scale Drogue Parachute Model. 


N76-18055/3G! 76-13 1C PC AO3/MF AO1 
yr gy men 
Visible Laser Optical Communications 
Program ( oo ). 
/0GI 76-13 178 PC A22/MF A01 
cinemas 
LOGSIM User’S Manual. 
N76-22942/6G! 76-17 968 PC AOS/MF A0O1 


NASA-CR-124926 ~ 
Technological Development of High Energy Density 
18351/6GI 76-13 9A PC AO7/MF AO1 
NASA-CR-132374 
Advanced ane Technology Concept Study 


Reference C 
nreT1e2B/1G1 76-20 1C PC A14/MF A011 


AR-828 





NASA-CR-132449 
Comoc: Three Dimensional Boundary Region Vari- 


ant, Programmer'S Manual. 
N75- /0GI 76-01 20D PC A10/MF A01 
NASA-CR-132450 


Comoc: Three Dimensional Boundary Region Vari- 
ant, Theoretical Manual and User'S Guide. 
N75-32385/7GI 76-01 20D PC A0S/MF A01 


NASA-CR-132575-1 

Arrow-Wing Supersonic Cruise Aircraft ag 

Gosten Ce Concepts Evaluation. Volume 1: 

rare 2he19/301 76-25 1C PC A19/MF A01 
NASA-CR-132575-2 

oe ae Supersonic Cruise Aircraft Structural 

+ Evaluation. Volume 2: Sections 7 

Through 76-25 1C PC A18/MF A01 
NASA-CR-132575-3 

Arrow-Wing Supersonic Cruise Aircraft Structural 


Gesign Sescepts Evaluation. Volume 3: Sections 12 
ro 
N76- 1/9GI 76-25 1C PC A15/MF A01 


NASA-CR-132575-4 
Arrow-Wing Supersonic Cruise Aircraft Structural 
Design YY eno Evaluation. Volume 4: Sections 15 
Through 31. 76-25 1C PC A19/MF A01 
NASA-CR-132605-3 
Prediction and Verification of Creep Behavior in 
Metailic Materials and Components for the Space 
Shuttle Thermal Protection System. Volume 3, 
Phase 3: Full Size Heat Shield Data Correlation and 
n Criteria. 
N75- /4GI 76-02 22B PC A10/MF A01 
NASA-CR-132651 
A Spiral Guidance Approach Concept for Commer- 


cial VTOL Operations. 
N76-10140/1GI 76-03 1B PC AO7/MF A01 
NASA-CR-132675 


instrumentation Requirements for Aircraft Parame- 
ter identification with Application to the Helicopter. 
N75-32112/5GI 76-01 1D PC A06/MF A01 


NASA-CR-132676 


Flight Instrumentation Specification for Parameter 
identification: Program User'S Guide. 
N75-32113/3GI 76-01 1D PC AO7/MF A0O1 


NASA-CR-132678 
Special Analysis of Community Annoyance with Air- 


craft Noise eens by Residents in the Vicinity of 

Jfk Mapes. 1972. 

N76-16788/1GI 76-11 6S PC AOS/MF A01 
NASA-CR-132684 


A Numerically Efficient Finite Element Hydroelastic 

a Volume 2: implementation in Nastran, Part 

N76-13530/0GI 76-08 22B PC A11/MF A01 
NASA-CR-132684-V -2-PT-1 

A Numerically Efficient Finite Element Hydroelastic 

- mamees Volume 2: implementation in Nastran, Part 

N76-13529/2G! 
NASA-CR-132689 


Program to Optimize Simulated Trajectories (Post). 
Volume 1: Formulation Manual. 
N75-32146/3GI 76-01 22C PC AO7/MF AO1 


NASA-CR-132690 


Program to Optimize Simulated Trajectories (Post). 
Volume 2: Utilization Manual. 
N75-32147/1GI 76-01 22C PC A13/MF A01 


NASA-CR-132691 


Program to Optimize Simulated Trajectories (Post). 
Volume 3: Programmer'’S Manual. 
N75-32148/9GI 76-01 22C PC A11/MF A01 


NASA-CR-132705 
Modifications to the Streamtube Curvature Pro- 
ram. poe 1: Program Modifications and User’S 
val. 
N76-13426/1GI 76-08 21E PC A14/MF A01 
NASA-CR-132706 


Modifications to the Streamtube Curvature Pro- 
i. Volume 2: Program Listing. 
76-13427/9GI 76-08 21E PC A15/MF A01 


NASA-CR-132709 
A Three-Dimensional Solution of Flows over Wings 
with Leading-Edge Vortex Separation. Part 1: En- 


9 Document. 
N75- 76-01 1A PC AOS/MF A01 


76-08 22B PC A13/MF A01 


/7G\ 





NASA-CR-132710 


A Three-Dimensional Solution of Flows over Wings 
with coating Stag Vea Separation. Part 2: Pro- 
ram 


e ument. 
75-32027/5GI 76-01 1A PC A0S/MF A01 
NASA-CR-132717 
Carbon Monoxide Pollution Experimen 
N76-10579/0GI 76-03 4A PC A09/MF A01 
NASA-CR-132718 
Evaluation of Viscous Drag Reduction Schemes for 
Subsonic Transports. 
N76-13013/7GI 76-08 1C PC AO06/MF A01 


NASA-CR-132720 
Flight Test and Evaluation of omega Navigation in a 


General Aviation Aircraft. Volume 1: Technical. 
N76-18094/2G! 76-13 17G PC AOG6/MF AO1 
NASA-CR-132721 
Flight Test and Evaluation of omega Navigation in a 
General Aviation Aircraft. Volume mw d 
N76-18095/9G! 76-13 17G A12/MF A01 


NASA-CR-132722 


Study of Flutter Related Computational Procedures 
for Minimum Weight Structural Sizing of Advanced 


Aircraft, — Data. 
N76- 10094 1C PC AQ3/MF AO1 


NASA-CR-132724 
A Preliminary oe S of Air-Pollution Measurement 


Techniques 
ena” -— ps oo PC A15S/MF A01 
NASA-CR-132725 


Effects of High Energy Simulated Space Radiation 
on Po Second-Surface Mirrors. 
N76-10978/4GI 76-03 3B PC A06/MF A01 


NASA-CR-132727 


Transonic Pressure Measurements and Comparison 

of Theory to Experiment for an Arrow-Wing Con- 

—. Volume 1: Experimental Data Report, 
Base Configuration and Effects of Wing Twist and 


a Configuration. 
N76-11 788 "o 76-07 1C PC A9@/MF AO1 


NASA-CR-132728 


Transonic Pressure Measurements and Comparison 

of Theory to Experiment for an ee ce Con- 

—— Volume 2: E Data Report, Ef- 

fects of Control Surface 

N76-11035/2GI 76-07 1c PC A99/MF A01 
NASA-CR-132729 

Transonic Pressure Measurements and Comparison 

of Theory to Experiment for an Arrow-Wing Con- 

figuration. Volume 3: Data Report, eae of 

Attached Flow Theories to Experiment 

N76-11036/0GI 76-07 1C PC A23/MF AO1 
NASA-CR-132730 


Retort Braze Bonding of Borsic/Aluminum Com- 


ite Sheet to Titanium. 
76-13499/8G! 76-08 13H PC AO3/MF A0O1 
NASA-CR-132731 ° 


Study to Investigate Design, Fabrication and Test of 
Low Cost Concepts for Lange Hybrid Composite 


Hel Fuselage, Phase 1 
N7. 1/6GI 76-02 1C PC AOS/MF AO1 


NASA-CR-132732-1 


Addition of Flexible Body Option to the Tola Com- 
— no Part 1: —— 


1B PC A18/MF AO1 

Ror prea 

Addition of Flexible Body Option to the Tola Com- 

puter Program. Part 2: User and Programmer Docu- 

mentation. 

N76-12040/1GI 76-07 1B PC A10/MF A01 
NASA-CR-132733 

Flight Service Evaluation of Keviar-49/Epoxy Com- 

ny! Panels in Wide-Bodied Commercial Trans- 

an avert 76-03 1C PC A03/MF AO1 
NASA-CR-132739 

Characterization of Bci Strain Gages for Use to 


1366 K (2000 F). 
N76-10443/9GI 76-03 148 PC A04/MF AO1 
NASA-CR-132740 
investigation of Space Radiation Effects in Polymer- 
ic Film-Forming Materials. 
N76-10973/5GI 76-03 111 PC AO6/MF AO1 


NASA-CR-132741 


Six-Degree-of-Freedom Program to Optimize Simu- 
lated Trajectories (6D Post). Volume 1: Formulation 
Manual. 

N76-13133/3GI 


76-08 22C PC AO7/MF A01 











NASA-CR-132742 


Six-Degree-of-Freedom Program to Optimize Simu- 

lated Oe mice (6D Post). Volume 2: Utilization 

Manual. 

N76-13134/1GI 76-08 22C PC A13/MF A01 
NASA-CR-132743 

Six- en ee Program to Optimize Simu- 

a tories (6D Post). Volume 3: Pro- 


Sade Manual. 
£176-13135/8GI 76-08 22C PC A11/MF A01 
NASA-CR-132745 


A Survey of < paeas-7 Radiometer Antennas. 
N75-32319/6GI 6-01 9E PC AO03/MF A011 


NASA-CR-132746 


Video Guidance, .antee, and A ee, Systems. 
N76-13139/0GI A07/MF A01 


NASA-CR-132747 


Fatigue of Notched Fiber Composite Laminates. 
Part 1: Analytical 
N76-15274/3GI 


NASA-CR-132748 
The Recovery of Microwave Scattering Parameters 
from Scatterometric Measurements with Special Ap- 


ication to the Sea. 
76-12626/7GI 76-07 8) PC A10/MF AO1 
NASA-CR-132749 


Effect of Precipitation on Choice of Frequency for 
Seasat Scatterometer. 
N76-12447/8GI PC A04/MF A01 


NASA-CR-132750 
be saad Metropolitan Area Transportation Survey 


tudy. 

N75- /8Gi 76-02 13B PC A03/MF AO1 
NASA-CR-132751 

The Development of Low Temperature Curing Ad- 

hesives 


N76-12186/2GI 76-07 11A PC A03/MF AO1 
NASA-CR-134272 


a improved Numerical Differencing Analyzer. 
ineerin ae ram Manual, 
75224 76-08 9B PC A15/MF A01 


vain dias nin 


Results of an Investigation of Hypersonic Viscous 
interaction Effects on and 0.01 Scale Space Shuttle 
Orbiter 51-0 Model in the AEDC-Vkf Hypervelocity 


Wind Tunnel (0A81 
N76-16149/6GI 76-11 22B PC A06/MF A01 
NASA-CR-134622-V-1 
Disaster Warning System: Satellite Feasibility and 
Comparison with Terrestrial Systems. Volume 1: Ex- 


ecutive Summary. 
N76-28268/0G! 76-25 17B PC A03/MF A0O1 
NASA-CR-134622-V-2 
Disaster Warning System: Satellite Feasibility and 
Comparison with Terrestrial Systems. Volume 2: 


Final rt. 

N76- /8GI 76-25 17B PC A0S/MF A01 
NASA-CR-134635 

Two Dimensional Thermal and Charge Mapping of 


Power Thyristors 

N76-29491/7GI 76-25 9A PC A0O7/MF A01 
NASA-CR-134711 

The Use of the lon Probe Mass Spectrometer in the 

orn Hydrogen Concentration Gradients 


in Monel 
N76-30344/5GI 76-26 11F PC A04/MF A01 
NASA-CR-134736 


Experimental Clean Combustor Program, Phase 1. 


I. 
76-10 11D PC AO06/MF A01 


76-07 171 


N76-10124/5GI 76-03 21E PC A10/MF A011 
NASA-CR-134743 

Low Cost Silicon Solar Cell Array. 

N76-20633/3GI 76-15 108 PC A05/MF A011 


NASA-CR-134760 


Vacuum Jacket for Cryogenic Insulation, Volume 2. 
N75-32260/2GI 76-01 211 PC A10/MF A0O1 


NASA-CR-134776 
investigation of Electroforming Techniques, Litera- 


ture Analysis Report. 
N76-10303/5G! 76-03 13H PC AO06/MF A01 
NASA-CR-134779 


The Characterization and Evaluation of Accidental 


Explosions. 

N75-32191/9GI 76-01 19D PC AO5S/MF A01 
NASA-CR-134797 

Phase 2 Program on Ground Test of Refanned Jt8d 

Turbofan Engines and Nacelles for the 727 Airplane. 


Volume 1: Summa 
N76-18118/9GI 76-13 21E PC A04/MF A01 


NASA-CR-134798 


Phase 2 Program on Ground Test of Refanned Jtéd 
Turbofan Engines and Nacelles for the 727 a 
Volume 2: Hardware Design and Manufactu 

N76-18119/7GI 76-13 21E PC A0S/MF A0t 


NASA-CR-134799 


Phase 2 Program on Ground Test of Refanned JT8D 
Turbofan Engines and Nacelles for the 727 Airplane. 
Volume 3: Ground Tests. 

N76-21189/5GI 76-16 21E PC A15/MF AO1 


NASA-CR-134800 


Phase 2 Program on Ground Test of Refanned JT8D 
Turbofan Engines and Nacelles for the 727 Airplane. 
Volume 4: Airplane Evaluation and Analysis. 

N76-21190/3GI 76-16 21E PC A14/MF A01 


Tio a 34801 


Single Stage, Low a Advanced Technology 
Fan Volume 1: Aerodynamic Design. 
N76-24236/1GI 76-19 21E PC A07/MF A01 


NASA-CR-134802 


Single Stage, Low Noise, Advanced Technology 
Fan. Volume 2: Structural Design. 
N76-24237/9GI 76-19 1C PC AQ3/MF AO1 


NASA-CR-134803 


Single Stage, Low Noise Advanced Technology Fan. 
Volume 3: Acoustic Design. 
N76-24238/7GI 76-19 21E PC A04/MF A01 


NASA-CR-134807 


Register of Specialized Sources for information on 
Selected Fuels and Oxidizers. 
N76-13308/1GI 76-08 211 PC A03/MF A01 


NASA-CR-134813 
improving the Toughness of Refractory Com- 


pounds. 
N76-20230/8GI 76-15 11B PC A04/MF AO1 
NASA-CR-134814 


Multi-Kilowatt Modularized Spacecraft Power 
Processing System Development. 
N75-33171/ 76-02 22A PC A08/MF A01 


NASA-CR-134815 


Low Cost Solar Cell Arrays. 
N76-10567/5GI 76-03 


NASA-CR-134816-V-1 

T-111 Rankine System Corrosion Test 
Volume 1. 
N76-18258/3GI 
NASA-CR-134816-V -2 


10B PC A0S/MF A01 


Loop, 
76-13 11F PC A13/MF AO1 


T-111 Rankine System Corrosion Test Loop, 
Volume 2. 

N76-18259/1GI 76-13 11F PC A12/MF A01 
NASA-CR-134817 


The Application of Strain Range Partitioning 
Method to Torsional Creep-Fatigue Interaction. 
N76-30609/1GI 76-26 PC A03/MF A01 


NASA-CR-134820 
Noise Addendum Experimental Clean Combustor 


Program, Phase 1. 
N76-10128/6GI 76-03 21E PC A06/MF A01 
NASA-CR-134828 


Two-Stage, Low Noise Advanced Technology Fan. 
Volume 2: pagetyeamts Data. 
N76-26195/7GI 76-22 21E PC A16/MF A01 


NASA-CR-134829 


Two-Stage, Low Noise Advanced Technology Fan. 
Volume 3: Acoustic Data. 
N76-26196/5GI 76-22 21E PC A14/MF A01 


NASA-CR-134830 


Two-Stage, Low Noise Advanced Technology Fan. 
4: Aerodynamic Final Report. 
N76-26197/3GI 76-22 21E PC A0S/MF A0O1 


NASA-CR-134831 


Two-Stage, Low Noise Advanced Technology Fan. 
5: Acoustic Final Report. 
N76-26198/1Gi 76-22 21E PC AO6/MF A01 


NASA-CR-134835 


Redesigned Rotor for a Highly Loaded, 1800 Ft/Sec 

Tip ae Compressor Fan Stage 1: Aerodynamic 

and hanical Design. 

N76-10133/6GI 76-03 21E PC A04/MF A01 
NASA-CR-134837 


Nasa/Navy Life/Cruise Fan Preliminary Design Re- 


port. 

N75-32126/5GI 76-01 21E PC A0S/MF A01 
NASA-CR-134843 

Combustion Generated Noise in Gas Turbine Com- 


bustors. 
N76-10123/7GI 76-03 21E PC AO3/MF A01 





NASA-CR-134879 


NASA-CR-134849 


Demonstration of Short-Haul Aircraft Aft Noise 
Reduction Techniques on a Twenty inch (50.8 cm) 


Diameter Fan, Volume 1. 
N76-10129/4Gi 76-03 21E Not available NTIS 
NASA-CR-134850 


Demonstration of Short-Haul Aircraft Aft Noise 
Reduction Techniques on a Twenty inch (50.8 cm) 
Diameter Fan, Volume 2. 

N76-10130/2G! 76-03 21E Not available NTIS 


NASA-CR-134851 


Demonstration of Short-Haul Aircraft Aft Noise 
Reduction Techniques of a Twenty inch (50.8 cm) 
Diameter Fan, Volume 3. 

N76-10131/0GI "76-03 21E Not available NTIS 


NASA-CR-134854 


Rotor Burst Protection Program: Statistics on Air- 


tor Failures that Oc- 
curred in U.S. Commercial Aviation Du 1973. 
AD-A017 171/0G! 76-01 18 PC AQ3/MF A01 


NASA-CR-134855 


Rotor Burst Protection Program: Statistics on Air- 
craft Gas Turbine Engine Rotor Failures that Oc- 
curred in U.S. Commercial Aviation During 1974. 

AD-A017 172/8Gi 76-01 1B PC MF AO1 


NASA-CR-134856 
Development of a High Power 12GHZ Ppm Focused 


Traveling Wave Tube 
N76-18350/8GI 76-13 9A PC AOS/MF AO1 
NASA-CR-134857 


DC-9 Flight Demonstration Program with Refanned 


JT8D Engines. Volume 1: Summary. 
N76-1 /8GI 76-08 1C PC A04/MF A01 
NASA-CR-134858 


DC-9 Flight Demonstration Program with Refanned 


JT8D Engines. Volume 2: Design and Construction. 
N76-1 1/6GI 76-08 1C PC AQ7/MF A01 
NASA-CR-134859 


Dc-9 Flight Demonstration Program = Refanned 

Jt8d Engines. Volume why Performance — 

N76-1 /4GI 1c eC ATM A011 
NASA-CR-134860 


Dc-9 4s. oe Demonstration Program with Refanned 

Jt8d Engines. Volume 4: Flyover Noise 

N76-1 /2GI vic PC A17/MF A01 
NASA-CR-134861 

Hamilton Standard Q-Fan poe es Dynamic 

Pitch Change Test Program, Volum 

N76-29231/7GI 6-25 21E “Pc A09/MF A01 
NASA-CR-134862 

Hamilton Standard Q-Fan comet ae Dynamic 

Pitch nee oe a. Volum 

N76- 21E “PC A19/MF A01 


NASA-CR-134865 
aa of Powder Metallurgy Superalloy Disk 
aterials. 
N75-32225/5GI 76-01 11F PC AO7/MF AO1 
NASA-CR-134866 
Quiet Clean Short-Haul Experimental E me 


— paemenamin Characteristics of 30.5 


timeter lets. 
N76-27240/0GI_ 76-25 21E PC A06/MF AO1 
NASA-CR-134867 


Quiet, Clean Short-Haul Experimental Engine 
(QCSEE) Test Results from a 14 cm inlet for a Vari- 
able Pitch Fan Thrust Reverser. 

N76-20142/5GI 76-15 21E PC A03/MF A0O1 


NASA-CR-134871 


Theoretical Investigations of Plasma Processes in 
the lon Bombardment Thruster. 
N75-33862/4GI 76-02 21C PC A06/MF A01 


NASA-CR-134875 
Results of Acoustic Testing of the Jt8d-109 Refan 


oe gees 
N76-13089/7GI 76-08 21E PC A16/MF A01 
NASA-CR-134876 

Program for Refan Jt8d Engine Design, Fabrication 


and Test, Phase 2 
N76-12067/4Gi 76-07 21E PC A16/MF A011 
NASA-CR-134877 


Value Contamination Avoidance Devices 


N76-13202/6GI 76-08 21H PC A06/MF AO1 
NASA-CR-134878 

Design and Fabrication of Silver-Hydrogen Celis 

N75-33496/1GI 76-02 10C PC A04/MF AO1 


NASA-CR-134879 
Continued Development of Abradable Gas Path 


Seals. 
N76-11275/4GI 


76-07 21E PC A0S/MF AO1 


AR-829 








NASA-CR-134880 
Effect of Nozzle Nonlinearities Upon ~ ga Sta- 


bility of Liquid Propellant Rocket Moto 
N76-13199/4GI 76-08 21H PC I A07/MF A01 


NASA-CR-134881 


Graphite Fiber Reinforced Thermoplastic Resins. 
N76-11286/1GI 76-07 111 PC AO7/MF AO1 


por 134882 
nvestigations of Lubricant - eng as Applied to 


— mic vy 
—¥ 77/7Gi 11H PC A04/MF A0O1 
NASA-CR-134883 

Prediction of eyed Biown Fiap Noise and Tur- 


N75-33054/ 76-02 21E PC AO7/MF A01 
NASA-CR-134884 

Feasibility and Process Scale-Up Low Cost Alumina 

Fibers for Advanced Re-Usable Surface insulation 

ore 11980/900 76-07 13A PC A06/MF AO1 
NASA-CR-134885 


Semiconducting Polymers for Gas Detect 
N76-13295/0GI 76-08 7C PC ADSM A01 


NASA-CR-134886-V -1 
Microwave Power Transmission System Studies. 


Volume 1: Execu Summary. 
N76-15594/4GI 76-10 9C PC A11/MF A01 
NASA-CR-134886-V-2 
Microwave Power Transmission System Studies. 
Volume 2: introduction, Organization, Environmen- 
s Analyses. 
N76-15595/1GI 76-10 9C PC A12/MF A01 
NASA-CR-134886-V-3 


Microwave Power Transmission System Studies. 


ne 3, Section 8: Mechanical Systems and 
ht Operations. 

N7e 1580/96! 76-10 9C PC A11/MF A01 
NASA-CR-134886-V -4 


Microwave Power Transmission System Studies. 
Volume 4: Sections 9 Through 14 with ices. 
N76-15597/7GI 76-10 9C PC A11/MF AO1 


NASA-CR-134887 


Composite impact Strength improvement Through a 
Fiber/Matrix inter . 
N76-13221/6GI 76-08 11D PC A0S/MF AO1 


NASA-CR-134889 


Advanced Low No sub X Combustors for Super- 
sonic High-Altitude Aircraft Gas Turbines. 
N76-11098/0GI 76-07 21E PC AOS/MF A01 


NASA-CR-134894 
Single Stage, Low Noise, Advanced Technology 
Fan. Volume 5: Fan Acoustics. Section 1: Results 
and Analysis. 
N76-29234/1GI 76-25 21E PC A11/MF A01 
NASA-CR-134896 


Evaluation of Materials and Design Modifications 
for Aircraft Brakes. 


N76-14464/1GI 76-09 1C PC AO4/MF AO1 
NASA-CR-134899 

Filament-Wound Spar Shell Graphite/Epoxy Fan 
N76-21291/9GI 76-16 11D PC A0Q2/MF AO1 


NASA-CR-134900 
t of Autoclave Moldable Addition-Type 


N76-16257/9GI 76-11 11D PC A03/MF AO1 
NASA-CR-134901 

ose ry of an Oxide Dispersion Sesemanee 

-Al Alloy for Gas Turbine Engine V 

N76-14128/2Gi 76-08 21E PC ‘A06/MF A01 
NASA-CR-134902 

Evaluation of Low Cost/High Temperature insule- 

tion, July 1974 - June 1975. 


N76-11 1G! 76-07 13A PC AO7/MF A01 
NASA-CR-134903 
Feasibility of a 30-Meter Space Based Laser Trans- 


mitter. 

N76-11421/4GI 76-07 20E PC AO6/MF A01 
NASA-CR- 134904 

Advanced S onic n Study, Phase 2. 

N76-13100/261 ly ago) PC AGO/MF A011 


NASA-CR-134905 > 
The 15 cm Mercury lon Thruster Research 1975. 
N76-14194/4GI 76-08 21C PC AO6/MF A0O1 


NASA-CR-134906 
Workbook for Pre Pressure Wave and Frag- 
ment Effects of *Eaploding Propellant Tanks and 
Gas Storage Vessels. 

N76-19296/2GI 76-15 19D PC A24/MF A01 


AR-830 





NASA-CR-134907 


eer Sree Oem — an ee CIVM-JET 4B to 


| Responses of 
fecoaa saale Pew = A nanny Rings to Engine- 


Rotor-Fragment impact. 
N76-23182/8GI 76-18 21E PC A13/MF A01 
NASA-CR-134908 


High-Temperature, Low-Cycle Fatigue of “sy ane 
Base Alloys for Rocket Nozzies. Part 1: Data 
is Tested in Prior Pr 


mary for Materia 
N76-11273/9GI 76-07 11F 
NASA-CR-134909 


Turbulence in a Gaseous Hydrogen-Liquid Oxygen 
Rocket Combustion Chamber. 
N76-17193/3GI 76-12 21H PC AQ3/MF A01 


NASA-CR-134911 


Low-G Fluid Transfer T 
N76-24502/6GI 76-19 


NASA-CR-134912 

Coupling of Helmholtz Resonators to improve 
Acoustic Liners for Turbofan Engines at Low 
Frequency. 

N76-2121 76-16 21E PC A04/MF A01 
NASA-CR-134913 

pag ming ~~ Propulsion System Technolo- 


dy, Phase 
Be iatésvoar 76-09 21E PC AOS/MF A01 
NASA-CR-134917 
Amplification of 5 ey Number Dependent 
Processes ortion. 


by Wave Dist 

N76-13201/8GI 76-08 21H PC A04/MF A01 
NASA-CR-134918 

Studies of the Use of Heat from High Temperature 

Nuclear Sources for Hydrogen Production 

rocesses. 

N76-15599/3GI 76-10 21D PC A15/MF A01 
NASA-CR-134919 

Studies of the me of fom tinny sae ma Nuclear 


Heat from an Htgr fo 
N76-15574/6GI - : 16 vA Ono Ave A16/MF A01 


ee a 


improved Toughness of pmoen Carbide 
N76-14270/2G 76-09 118 PC A03/MF A01 


NASA-CR-134922 


= aoetnen pone woke and Permanent nate ner om 
° ee impacted or impulsively- 

Loaded Aluminum BEAMS with Clam Ends. 

N76-15498/8GI 76-10 13M AO6/MF AO1 


NASA-CR-134923 


Effect of Design Factors on Surface Temperature 
and Wear in Disk Brakes. 
N76-25562/9G! 76-20 1C PC A0Q3/MF AO1 


NASA-CR-134924 


n, Fabrication and Test of Prot Furnace 
uous Growth of Wide Silicon Ribbon. 
N76-16957/2GI 76-11 20B PC AO3/MF A01 


NASA-CR-134925 
t and Fabrication of Improved Schottky 


Power Diodes. 
N76-21391/7GI 76-16 9A PC AO6/MF AO1 
NASA-CR-134927 


Solar Electric Geocentric Transfer with Attitude 
Constraints: Analysis 


A14/MF A01 


Study. 
PC A13/MF A01 


N76-17169/3G! 76-12 22C PC AO7/MF AO1 
NASA-CR-134928 

Additional Design Studies of the NASA/Navy 
Lift/Cruise F 


N76-17144/6GI 
NASA-CR-134929 
Directory of Aerospace Safety Specialized informa- 


tion Sources, Volume 2. 
N76-25153/7GI 76-20 1C PC A11/MF A01 
NASA-CR-134930 


Effect of Ball Geometry on Endurance Limit in 
Bending of is. 


N76- 5GI 76-15 131 PC AO4/MF A01 
NASA-CR-134931 
Anion Selective Memb 


76-12 21E PC A03/MF A01 


rane. 
76-13 10C PC AOS/MF A01 


N76-18670/9GI 
NASA-CR-134932 
of Anion-Selective Mem branes. 
Nye. 10801700) 76-15 7D PC A04/MF AO1 


NASA-CR-134933 
Three-Dimension al Finite Element Analysis for High 


Vv impact. 
N76-21592/0GI 76-16 19D PC AO8/MF A0O1 


NASA-CR-134938 
Utilizing Skylab Data in On-Go Resource 


a Programs in the State of Ohio. 
E76-1 76-12 2F PC AO7/MF A001 


NASA-CR-134939 


Development of Procedures for Calculating Stiff- 
ness and Damping Properties of Elastomers. Part 3: 
The Effects of Temperature, Dissipation Level and 


N76-20273/8GI 76-15 113 PC A10/MF A01 
ge at orl 

Self- for Helicopter E 

ewe 76-13 OE PC ASS/MF AST 


NASA-CR-134941-V-1 


Energy Conversion Alternatives Study (ECAS), 
Westinghouse Phase 1. Volume 1: nema and 
——— a oneent Assumption 

6-23692/6G 76-18 108 * PC A10/MF A011 


asiaaiaanee 

Energy Conversion Alternatives Study (ECAS), 
Westi ~ sey Phase 1. Volume 2: Materials Con- 
N76-23693/4GI 76-18 108 PC A14/MF A01 
NASA-CR-134941-V-3 

Ene Conversion Alternatives Study (ECAS), 
Ww house Phase 1. Volume 3: Combustors, Fur- 
naces and Low-Btu Gasifiers. 

N76-23694/2GI 76-18 10A PC A22/MF A01 
NASA-CR-134941-V-4 


Energy Conversion Alternatives Study (ECAS), 
Westinghouse Phase 1. Volume 4: Open Recu- 
perated and Bottomed Gas Turbine Cycles. 

N76-23695/9G! 76-18 10B PC A06/MF A01 


NASA-CR-134941-V-5 


Energy Conversion Alternatives Study (ECAS), 
Westinghouse Phase 1. Volume 5: Combined Gas- 
Steam Turbine Cycles. 

N76-23696/7GI 76-18 10B PC A06/MF A01 


NASA-CR-134941-V-6 
Energy Conversion Alternatives Study (ECAS), 
Westinghouse ane 1. Volume 6: Closed-Cycle 


Gas Turbine System 
N76-23697/5G * 26-18 108 PC AO08/MF A01 
NASA-CR-134941-V-7 


Energy Conversion Alternatives Study (ECAS), 
Westinghouse Phase 1. Volume 7: Metal Vapor Ran- 
kine Topping-Steam Bottoming Cycles. 

N76-23698/3GI 76-18 108 PC A0S/MF A01 


NASA-CR-134941-V-8 
Energy Conversion Alternatives Study (ECAS), 


Westinghouse Phase 1. Volume 8 —_ Mhd. 
N76-23899/1GI 76-18 108 a /MF AO1 


NASA-CR-134941-V-9 

Energy Conversion Alternatives Study (ECAS), 

Westinghouse Phase 1. Volume 9: Closed-Cycle 

N76-23700/7GI 76-18 108 PC A10/MF A0O1 

NASA-CR-134941-V-10 

E Conversion Alternatives Study (ECAS), 

Hey house Phase 1. Volume 10: Liquid-Metal 

N76-23701/5GI 76-18 10B PC AQ9/MF A01 

NASA-CR-134941-V-11 

a Conversion Alternatives Study (ECAS), 
Phase 1. Volume 11: Advanced 


Steem 
N76-23 3G 76-18 108 PC A14/MF A01 
NASA-CR-134941-V-12 


Energy Conversion Alternatives St (ECAS), 

Westinghouse Phase 1. Volume 12: Fuel . 

N76-23703/1GI 76-18 10 PC A0S/MF AO1 
NASA-CR-134948-V-1 


Energy Conversion Alternatives Study (ECAS), 
General Electric Phase 1. Volume 1: Executive 


———— 
N76-23679/3G! 76-18 108 PC AO04/MF A01 
ee dee ie 


Energy Conversion Alternatives Study (ECAS), 
General Electric Phase 1. Volume 2: Advanced 
E Conversion Systems. Part 1: Open-Cycle 


Gas Turbines. 

N76-23680/1GI 76-18 108 PC AOS/MF A01 
NASA-CR-134948-V-2-PT-2 

Energy Conversion Alternatives Study (ECAS), 
General Electric Phase 1. Volume 2: Advanced 
Energy Conversion Systems. Part 2: Closed Turbine 


Nye-23681/9GI 76-18 10B PC A0S/MF A01 
NASA-CR-134948-V-2-PT-3 

Energy Conversion Alternatives Study ——. 
General Electric Phase 1. Volume 2: Advan 


Energy Conversion Systems. Part 3: Direct — 
Conversion Cycles. 
N76-23682/7GI 76-18 ,10B PC A07/MF A01 
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NASA-CR-134948-V-3-PT-1 


Energy Conversion Alternatives Study (ECAS), 
General Electric Phase 1. Volume 3: E nver- 
sion Subsystems and Components. Part 1: Bottom- 


Cycles and Materials of Conair 
Ni6-29683/561 76-18 
NASA-CR-134948-V-3-PT-2 
Energy Conversion Alternatives Study (ECAS), 
General Electric Phase 1. Volume 3: Energy Conver- 
a and Components. Part 2: Primary 
Heat input f tems and Heat Exchangers. 
N7 1 76-18 108 A10/MF A01 
BS. cm yea dB ys 
Energy Conversion Alternatives Study (ECAS), 
General Electric Phase 1. Volume 3: Energy Conver- 
sion Subsystems and Components. Part 3: Gasifica- 
tion, Process Fuels, and Balance of Plant. 
N76-23685/0GI 76-18 7A PC AO08/MF A01 
NASA-CR-134958 
Fabrication Process Development - pte caning 
Composite Sheet for Exhaust . yee 
1D. "PC /MF AO 


ction. 
108 PC AOS/MF A01 


N76-17202/2GI 76-12 
NASA-CR-134959 
investigation of a Techniques 
N76-20481/7GI 76-15 13H PC AO7/MF AO1 
NASA-CR-134960 


Analytical and Experimental Studies of an Optimum 
Multisegment Phased Liner Noise Suppression Con- 
t. 
N76-22976/4GI 76-17 20A PC AO7/MF A01 
NASA-CR-134961 


The Oblique Impingement of an 2 ee 
N76-16375/7GI 76-11 C A09/MF A01 


NASA-CR-134962 
Hydrogen Embrittlement of Structural Alloys. A 


Le ny Survey 
N76-25375/6GI 76-20 11F PC AO7/MF A01 
NASA-CR-134963 
NDE: An Effective Approach to improved Reliability 
. A Technology Survey. 
/7G\ 6-20 1C PC A08/MF A01 


NASA-CR-134964 


ae 4 raphy of Information on Mechanics of Struc- 
tural Failure (Hydrogen Embrittlement, Protective 


Composite Materials, NDE). 
N76 2868/96! 76-25 11F 
NASA-CR-134965 
Development and wy of Chemical Vapor 


wy Tantalum Base Alloys. 
N76-22350/2GI 76-17 11F PC A04/MF A01 


NASA-CR-134966 
Performance Analysis of a Laser Propelled interor- 


bital Transfer Vehicle. 
N76-19419/0GI 76-15 21C PC AO7/MF AO1 


NASA-CR-134967 


C A08/MF A01 


Development and Fabrication of Large Vented 

Nickel-Zinc Celis. 

N76-28642/6GI 76-25 10C PC A04/MF A01 
NASA-CR-134968 

Epitaxial Solar Cells Fabrication. 

N76-19560/1GI 76-15 10B PC AOS/MF A01 
NASA-CR-134970 

Experimental Clean Combustor Program, Phase 2. 

N76-28429/8G! 76-25 21D PC A0S/MF A01 
NASA-CR-134972 

pee Clean Combustor Program, Alternate 

Fuels Addendum 

N76-22396/1GI 76-17 21D PC A04/MF A01 

NASA-CR-134973 


infrared Emission Spectra from Operating Elas- 
ps yn Sliding Contacts 
1 /6GI 6-15 11H PC AOS/MF A01 
NASA-CR-134974 
Partitioning Behavior of an Automotive 
Turbine 


N76-20509/5G! 76-15 11F PC AOS/MF A01 
“ene 

Design of an integrated Nuclear 

ane rere Plant Using the Sulfur Cycle 


N76-23689/2G! 18 21D PC A10/MF A01 
ema 
Lubrication for Aircraft Engine Bearings. 
5GI 76-25 11H C A07/MF A01 
a 


ri 38 lean In Digital Compressor P 
ne 1: Flow and Parallel 


pressor Models 
N76-22200/9G!_ 76-17 21E PC A10/MF A01 


NASA-CR-134979 


Three Dimensional Thrust Chamber Life Prediction. 
N76-19229/3GI 76-15 21H PC AO6/MF A01 


NASA-CR-134980 


The Design of Aircraft Brake Systems, Em in 
Cooling to Increase Brake Life. ai weree 
N76- /0GI 76-17 1C PC A04/MF A01 


NASA-CR-134981 
Demonstration a the Feasibility of Automated Sil- 
abrication. 


icon Solar Cell F 
76-18 10B PC AQ3/MF A01 
NASA-CR-134982 
Exposure pe Seanne for KCI Windows in 


righ Power 
N76-28544/4GI 76-25 20F PC AO7/MF AO1 
NASA-CR-134983 


Oscillatory Combustion of Liquid Monopropeliant 


N76-21298/4GI 76-16 21B PC AO7/MF AO1 
NASA-CR-134984 


Numerical Calculation of the Internal Flow Field in a 
Centrifugal Compressor im f. 
N76-22495/5GI 76-17 21E PC AOS/MF A0O1 


NASA-CR-134985 
improved Turbine —_ ~ eae to Increase Reliabili- 


of Aircraft Jet E 
76-20140/9GI —— 21E PC A04/MF AO1 
NASA-CR-134986 


Theoretical Evaluation of R - Baffles in the Sup- 
of Combustion Instabi 


76-19228/5GI 76-15 21 PC AO7/MF A01 
NASA-CR-134987 
Further Development of oy a aamaaataaiiel 
sistant Graphite Fiber cougars “oe 
N76-21292/7GI 76-16 11D PC A04/MF A01 
NASA-CR-134990 
improved Toughness of Silicon Carbide. 
N76-20272/0G 76-15 11B PC AQ4/MF AO1 
ape a nage 
yr ay rimental Evaluation of Low 


ighly Loaded Biading for Compres- 
sors. Part’ 8 stage and Stage G, Volume 1. 
N76-23261/ 76-18 21E PC ‘A12/MF A01 


nashonatee 
a rimental Evaluation of Low 
ly Loaded Blading for Compres- 
sors. Part 9. ‘abate ‘ and Stage G. Volume 2: Data 
earionent. 
6-23262/8GI 76-18 21E PC A11/MF AO1 


nadinandaanes 
oe sare gael of High-Voltage Space Insulating 
a 


Mate , 
N76-19233/5GI 76-15 111 PC AOQ4/MF AO1 
NASA-CR-134996 


Modeling and Analysis of the TF30-P-3 Compressor 
with inlet Pressure Distortion. 
6-21205/9GI 76-16 21E PC AO7/MF AO1 


NASA-CR-134997 

Optimization of Suppression for Two-Element 

Lg Liners for Turbomachinery Exhaust 
cts. 

N76-24995/2GI 76-19 21E PC AO7/MF A01 

NASA-CR-134998 


Duct Wall impedance Control as an Advanced Con- 


cept for Acoustic impression. 
N76-30028/4GI 76-25 20A PC A16/MF A0O1 


NASA-CR-135000 
Alloy and Structural cer any sa of a Directionally 


Solidified Lamellar Eutect “oh 
N76-22355/1GI 7617 11F PC Al4/MF A01 
NASA-CR-135001 


Fiber Composite Fan Biade my aprovoment. 
N76-30296/7GI 76-26 11D A05/MF AO1 


NASA-CR-135002 
ay | of Turbofan Engines Designed for Low Ener- 


tion. 
Meanie! GI 76-17 21E PC A06/MF A01 
NASA-CR-135003 
Ultrahigh bee eye ee Ma ay ey Low Cycle 


Fatigue of Coa ncoated 
N76-26312 oeGl 76-22 11F res A A04/MF A01 
NASA-CR-135004 


Numerical Simulation of Low Sooty Draini 
N76-26423/3GI 76-22 PC A07/ 


* es 


ees - yaten Burning of Fuel Droplets. 
Nve21 6-16 218 PC AO3/MF AO1 
niente 
Thruster Endurance Test. 


N76-23355/0GI 
NASA-CR-135013 


t and Fabrication of Improved Power 
76-25 9A PC AQ3/MF A01 


Developmen 
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ey Satelite Measurement System 
N76-15551/4GI 76-10 8E PC AOS/MF A01 


NASA-CR-144135 


Study of Growth of Single ve Ribbon in Space. 
N76-16122/3GI 76-11 208 PC AO6/MF A01 


NASA-CR-144148 
instruction Manual, Optical Effects Module, Model 


nu7e-18405/0GI 76-13 148 PC AG3/MF A01 
NASA-CR-144149 
Revitalizing the Hydrodynamic Support for Space 
N76-16104/1GI 76-11 22D PC AQ3/MF A01 
NASA-CR-144150 
Rendezvous and Docking System 


Trade-off Study. 

N76-16162/9GI 76-11 22B PC AG2/MF A01 
NASA-CR-144151 

Free-Space Microwave Power Transmission Study, 


Phase 3. 
N76- 166 19/8GI 76-11 9C PC AOQ7/MF A01 
NASA-CR-144153 


Electrodynamics of Long Conducting Tethers in the 
Near-Earth Environment. 
N76-16335/1GI 76-11 4A PC AO2/MF AO1 


NASA-CR-144155 
General <7 lh a System of the _ 


for Space Shuttle Mission 

wre tbosr7ar 76-13 98 PC AO7/MF A0O1 
NASA-CR-144158 

~~ Processing of C line Materials: A Study 

Known Methods of Electrical Characterization of 

Semiconductors. 

N76-16956/4GI 76-11 201 PC AO02/MF A01 
NASA-CR-144159 


a oe ee on Collisioniess Steady-State Plasma 
low past a Charged Disk. 


N76-10001/5GI 76-13 201 PC AO6/MF A01 
NASA-CR-144162 

Dimensional Stability. 

N76-17248/5GI 76-12 118 PC A03/MF A01 


NASA-CR-144165 
SSME Turbopump he ny ree | improvements Via 
Transient Rotord ic Ana 


ynam . 
N76-16175/1GI 76-11 22B PC AO06/MF A01 
NASA-CR-144166 


LS! Arrays for Space Stations. 
N76-18349/0GI 76-13 9E PC A03/MF A01 


NASA-CR-144167 
Artwork interactive Design System (Aids) Program 


peoereeee. 
N76-17297/2GI 76-12 9B PC AOQS/MF A01 
NASA-CR-144168 

Reaction Wheel Assembly. 

N76-17186/7GI 76-12 22B PC A02/MF A01 


NASA-CR-144170 
Phase B: Final Definition and Preliminary Design 
Study for the Initial Atmospheric a Physics 
Laboratory (ACPL): A Spacelab Miss 
N76- /7G\ 76-20 22A PC Ai F A01 
NASA-CR-144171 


Vehicle Systems and Payload Requirements Evaiua- 


tion. 
N76-17187/5GI 76-12 22A PC AO06/MF AO1 
NASA-CR-144172 


Experiment Definition Studies for AMPS Spacelab. 
N76-17178/4GI 76-12 201 PC AO6/MF A01 


NASA-CR-144173 
Payload/Orbiter Contamination Control Require- 


ment Study. 

N76-17177/6GI 76-12 22B PC A0Q2/MF AO1 
NASA-CR-144174 

LOGSIM P peer s Manual. 


N76-18621/ 76-13 96 PC AO6/MF AO1 


NASA-CR-144175 
Electrostatic Analysis of Charge-Coupled Struc- 


tures. 

N76-18953/9G! 76-13 20. PC AOS/MF A01 
NASA-CR-144177 

Design, Fabrication, and Test of a Graphite/Epoxy 


russ. 
N76-1 /7GIi 76-13 11D PC AO8/MF A01 
NASA-CR-144178 
The Design, Development, Fabrication and Testing 
of Two (2) Non-Spin n Platforms, ( Nop). 
N76-17426/7GI 76-12 iG AOS/MF AO1 


NASA-CR-144182 
Applications Study of one ensue Orbit-to- 


Orbit (Amoos), Lee Summa 

N76-18209/6GI 6-13 228 PC A03/MF AO1 
NASA-CR-144183 

Applications —S AERO-Maneuvering Orbit-to- 

Orbit Shuttle (AM 


( , 
N76-18210/4GI 76-13 228 PC A10/MF AO1 
NASA-CR-144184 


Technical Description of b owg Ultra Reliable 


Modular Computer (SUMC), Model 
N76-18801/0GI 76-13 9B PC A11/MF AO1 


NASA-CR-144185 


Thermal Support for Scale Suppo 
N76-19219/4GI 76-15 oe “PC A16/MF A01 


NASA-CR-144187 


re Processing of Crystalline Materials: A Study 
Known Methods of Electrical Characterization of 

Semiconductors: Bibliography. 
N76-18160/1GI 


NASA-CR-144168 
Final Definition and Preliminary Design Study for 
the Initial Atmospheric Cioud Physics Laboratory, a 


b Mission Payload. 
6-18226/0G! 76-13 148 PC AO7/MF AO1 
NASA-CR-144189 


ic Characterization of Solid Roc 
6-18232/8G! 76-13 21H °C AD A06/MF A01 


NASA-CR-144190 
An Evaluation of Reaction Wheel Emitted Vibrations 


for Large Space Telescope. 
13/8GI 76-13 38 PC E0S/MF A01 


76-13 20L PC A03 


N76-1 
NASA-CR-144191 
MOSS, be Evaluation of Software Engineering 


Techn 
N76-1 22/66 76-13 98 PC AO3/MF A0O1 
NASA-CR-144192 


Water Resources Planning for Rivers Draining into 


N76-18630/3G! 76-13 8H PC AO6/MF AO1 
NASA-CR-144193 


Banning Artwork Program User'S Manual. 
N76-1 /0GI 76-15 98 PC E06/MF A01 


NASA-CR-144194 
Application of LS! to Signal Detection: The DELTIC 


N76-19314/3G! 76-15 178 PC A06/MF A01 
NASA-CR-144195 

Data M t System Diu Test 

N76-18805/1GI TC nas/Mr A01 


NASA-CR-144196 


Processing Eutectics in Space. 
N76-18183/3GI 76-13 22A PC A04/MF AO1 


NASA-CR-144197 
Spacecraft a Due to Back-Scat- 


tering of ug Prod 76-13 22B PC A03/MF A01 
NASA-CR-144198 


Environmental Parameters of the Tennessee River 
in Alabama. 1: Thermal Stratification 


N76-18698/0GI- 76-13 13B PC A06/MF AO1 
NASA-CR-144202 
Analytical and €E tal Evaluation of 


Techniques for the 

Hologram Storag 

N76-18407/6GI 
NASA-CR-144203 

The Application of Remote Sensing to the Develop- 

ment and Formulation of Hydrologic Planning 

N76-18632/9G! 76-13 8H PC A03/MF AO1 
NASA-CR-144204 

The Application of Remote Sensing to the Develop- 

ment and Formulation of Hydrologic Planning 


N76-18633/7GI 76-43 8H PC A0S/MF A01 


abrication of Thermoplastic 
76-13 14E PC A02/MF AO1 
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Special-Geomet Proportional Counters and 
Techniques for Detection of Low-Levels of X-Rays 
and beta-Particies. 

N76-18410/0GI 76-13 18D PC A02/MF AO1 


NASA-CR-144213 


tal Study of Transient Liquid Motion in 
Spacecraft. 
N76-19374/7GI 76-15 22A PC AO6/MF AO1 


NASA-CR-144214 


Analytics of Crystal Growth in Space. 
N76-19978/5GI 76-15 20B PC AO04/MF A01 
NASA-CR-144218 
Fluid Flow ae in 
N76-19373/9GI ye PC A03/MF A01 
NASA-CR-144219 


Analysis of Test Data on the Simplex Strapdown 


Nresore3G1 76-15 17G PC A02/MF A01 


NASA-CR-144220 


Position Error Propagation in the Simplex Strap- 

down N tion S 

N76-20182/1GI 76-15 17G PC A03/MF AO1 
NASA-CR-144221 

Toward the Modeling of Land Use Change: A Spa- 

tial Analysis sory RK Sensing and Historical 

N76-20612/7GI 76-15 8B PC A0S/MF A01 
NASA-CR-144225 

E retic Separation of Proteins in ce. 

N76- /9GI 76-15 6A PC /MF AO1 
NASA-CR-144226 

Studies on immiscible Alloys. 

N76-20258/9GI 76-15 11F PC A06/MF AO1 
NASA-CR-144227 


ee Sten of the Sperry Laser Gyro Model 


N76-22511/9GI 76-17 17G PC A03/MF A01 
NASA-CR-144228 

The Triggering and Subsequent Development of a 

76211007301 76-15 38 PC AO3/MF A01 
NASA-CR-144230 

A Preliminary Mag tee mag Study of an Ad- 

nese Nuclear- Electrolytic rogen-Production 

N76-21677/9GI 76-16 108 PC A06/MF A01 
NASA-CR-144232 


Payload/Orbiter Contamination Control Require- 
ment Study: Computer interface 


N76-20193/8G! 76-15 22B PC A03/MF A01 
NASA-CR-144233 
| Trade Study of the Sts Payload Environ- 
N76-20194/6G! 76-15 22B PC A10/MF AO1 
NASA-CR-144234 
ae t of a Solar-Powered Residential Air 
N76-20632/5G! 76-15 10A PC A07/MF A01 
NASA-CR-144236 
SSL: A Software Specification Langu age. 
N76-21931/0GI 76-16 PC A04/MF A01 
NASA-CR-144237 


aoe Sensitivities of Scintillator —_ Configura- 
tions for Location of gamma Ray Bur 


N76-22138/1GI 76-16 38 iy A02/MF AO1 
NASA-CR-144239 

Space Tug Docking Study. Volume 1: Executive 
N76-21246/ 

N76-21 5GI 76-16 22A PC A03/MF A01 
NASA-CR-144240 


Space T Docki Study. Volume 2: Study 
Results ~ ” 


N76-21246/3G! 76-16 22A PC AO7/MF A01 
NASA-CR-144241 

Space Tug Docking Study. Volume 3: Procedures 

N76-21247/1GI 76-16 22A PC A11/MF A01 
NASA-CR-144242 

Space Tug Docking Study. Volume 4: Supporting 

mae spa 76-16 22A PC A12/MF AO1 


T Study. Volume 5: Cost Analysis. 
Seace Tug Dock m9 76-16 22A PC AO3/MF AO1 


NASA-CR-144245 
Methods for Combini + as Parameter Varia- 
tions with tenet Gantrenmen 
N76-21267/9GI 716. '22A. PC AO4/MF A01 


NASA-CR-144246 
Gate-Controlled-Diodes in Silicon-on-Sapphire: A 


Computer Simulation. 
N76-22459/1GI 76-17 9A PC AOS/MF A01 
NASA-CR-144247 


Programmer’S Manual for the Banning Artwork Pro- 


ram. 
Ri76-22947/5G! 76-17 98 PC AOQ3/MF A01 
NASA-CR-144248 
integration of the Electrochemical Depolorized CO2 
Concentrator with the Bosch CO2 Reduction 
Subsystem. 
N76-22907/9G! 76-17 6K PC AOS/MF A01 
NASA-CR-144250 


Production and Delivery of Violet Solar Celis. 
N76-22661/2GI 76-17 108 PC A03/MF A01 


NASA-CR-144252 
Based Solar Power Conversion and Delivery 


Space- 
Systems (Study), Engineering Analysis. 
N76-22713/1GI 76-17 108 PC AO0S/MF A01 


NASA-CR-144259 
AMPS Particle Accelerator Definition > 


N76-22290/0GI 76-17 20G PC A08/MF A01 
NASA-CR-144261 
Data Analysis for on” Proton Spectrometer. 
N76-22285/0GI 76-17 4A perc A0S/MF A01 


NASA-CR-144263 
Phase B - Final Definition and Preliminary Design 
Study for the initial Atmospheric Cloud 
Laboratory (ACPL): A Spacelab Mission P 
Work Breakdown Structure for Phase C/D DR-MA- 


06 (Prelim Issue). 
76-17 22A PC AOQS/MF A01 


N76-22259/5G 
NASA-CR-144264 
Solid-Propeliant Rocket Motor Ballistic Per- 
mene Variation Analyses. 
6-23354/3GI 76-18 211 PC AOS/MF A01 


gmat 
Design, Fabrication, Testing and Delivery of a Solar 


Collector. 
N76-22671/1GI 76-17 108 PC A11/MF AO1 
NASA-CR-144266 


Landsat Data for State Av 
N76-22635/6GI 76-17 138 PC A04/MF A01 


NASA-CR-144267 


Remote Measurement Utilizing NASA'S Scanning 
Systems. Volume aor Doppler 


Laser Doppler 
Wake Vortex Tracking at ee ae 
N76-22527/5GI PC AOS/MF A01 


NASA-CR-144268 


— Measurement Utilizing NASA’S Scanning 

teehee pow r Systems. Volume 2: Laser ag 
elocity Profile Measurement P 

NT 22528/3GI 76-17 48 PC AF I Ao1 


NASA-CR-144269 
Contamination Control in Hybrid Microelectronic 


Modules. 

N76-22460/9G! 76-17 9E PC AOQ3/MF A01 
NASA-CR-144270 

NASA Software Specification and Evaluation 


we n, Part 1. 

N76-22945/9G! 76-17 9B PC AO4/MF A0O1 
NASA-CR-144271 

NASA Software Specification and Evaluation 


— n, Part 2. 
N76-22946/7GI 76-17 9B PC A10/MF AO1 
NASA-CR-144272 

Track-Train Dynamic Analysis and Test Program. 


Barber S-2 Static Test. 
N76-23068/9G! 76-17 13F PC AO3/MF AO1 
NASA-CR-144273 


ice in Space: An Experimental and Theoretical In- 


enya 
N76-23117/4GI 76-17 38 PC A06/MF AO1 
NASA-CR-144274 


Atmospheric Cloud Physics Laboratory. Require- 
ments Review Presentation. 
N76-22266/0GI 76-17 4A PC AOS/MF AO1 


NASA-CR-144275 
Atmospheric Cloud Physics Laboratory. Require- 


ments Review. 

N76-22267/8G! 76-17 4A PC A0B/MF A01 
NASA-CR-144276 

Survey and Development of Finite Elements for 

Nonlinear Structural Analysis. Volume 1: Handbook 


for Nonlinear Finite Elements. 
N76-22582/0G! 76-17 20K PC AO6/MF A01 


NASA-CR-144309 


NASA-CR-144277 
Survey and Development of Finite Elements for 
ee te eer Analysis. Volume 2: Nonlinear 


Shell Fin ents. 
N76-22583/8G! 76-17 20K PC AO7/MF AO1 
NASA-CR-144278 


Space Processing of Chaicogenide Glass. 
N76-22223/1GI 76-17 20F PC AQ4/MF AO1 


NASA-CR-144281 
Computer Program for Fast Karhunen Loeve Trans- 


form ‘ 

Ne 22008/361 76-17 98 PC AQS/MF A01 
NASA-CR-144282 

Bosch CO2 Reduction System Development. 

N76-22910/3G! 76-17 6K PC AOQ3/MF A01 
NASA-CR-144285 

Analysis of Structural Dynamic Data from Skylab. 

Volume 1: Technical Discussion. 

N76-22269/4G! 76-17 228 PC A10/MF A01 
NASA-CR-144286 

Analysis of Structural Dynamic Data from Skylab. 


Volume 2 Siylab Analytical and Test Mode Data 
22270/ 17 PC A10/MF A01 


oes poor 
Space-Based Solar Power Conversion and Delivery 


S Study. 
Noe-22672 \ 76-17 108 PC A12/MF A01 
NASA-CR-144290 


Shuttle on-Pad Ground Wind Loads. 
N76-23623/1GI 76-18 228 PC A13/MF AO1 


NASA-CR-144291 
Coupled Base Motion Response Analysis of Payload 


Structural S s. 
n7e-23624/00! 76-18 228 PC AO6/MF A01 


NASA-CR-144293 


Observation of Acoustic-Gravity Waves in the Upper 
Atmosphere During Severe Storm i a. 
MF AO’ 


N76-24794/9GI 76-19 
NASA-CR-144294 

Space Processing Float Zone Thermal Analysis. 

N76-25059/6G! , 76-19 208 PC A04/MF A01 
NASA-CR-144295 

Phase 2 STS New User Development Program. 

Volume 1: Executive Sunery, 

N76-23338/6G! 76-18 22A PC A03/MF A01 
NASA-CR-144296 


Phase 2 STS New User Development Program. 

Volume 2: Narrative rt. 

N76-23339/4GI 6-18 22A PC A08/MF A01 
NASA-CR-144297 


Phase 2 STS New User Development Program. 
Volume 3: The implementation Pian. 
N76-23340/2GI 76-18 22A PC AO4/MF A01 


NASA-CR-144298 
Phase 2 STS New User Development Program. 
— 4: nstructions for Representa- 
N76-23341/0GI 76-18 22A PC AQ2/MF A01 
NASA-CR-144299 


Phase 2 .STS New User Deveiopment Program. 
Volume 5: informational Materials. 
N76-23342/8GI 76-18 22A PC A0Q2/MF AO1 





NASA-CR-144300 
Solid Rocket Booster Thermal Radiation Model, 


Volume 1. 

N76-24350/0Gi 76-19 21H PC AO7/MF AO1 
NASA-CR-144301 

Solid Rocket Booster Thermal Radiation Model. 


Volume 2: User’S Manual. 
N76-24351/8GI 76-19 21H PC AO6/MF AO1 
NASA-CR-144302 


The Solidification under Zero Gravity Conditions of 
aw! haw _——s Solid State Iimmiscibility. 
5G! 6-18 11F PC AOS/MF A01 
aadieee 
Flight 1 Technical Report for Experiment 74-37 
Contained P. rystalline Solidification in Low-G. 
N76-24042/3G 76-18 7D PC A02/MF A01 
NASA-CR-144304 


Flight 1 Technical Report for Experiment 74-36: 
Thermal em of Bubbles and Their interaction 


with Solidifica 
N76-24043 Gl 76-18 7D PC A03/MF AO1 


NASA-CR-144309 
Multiple Detector Focal Plane Array Ultraviolet 


Spectrometer for 
N76-23540/7G! 


Amps Laboratory. 
76-18 14B PC AQ3/MF AO1 


AR-839 











NASA-CR-144310 
Development of Space-Stable Thermal Control 


ay Ayb Use on Large Space Vehicles. 
N76- /5GI 76-18 11C PC A20/MF A01 


NASA-CR-144311 
Zero-Gravity Growth of NaF-NaCi Eutectics in the 
NASA P 


rogram. 
N76-24289/0GI 76-19 20B PC AO04/MF A01 
NASA-CR-144312 


Studies of Earth Simulation Experiments 
N76-24795/6GI 76-19 4A PC AO4/MF AO1 


NASA-CR-144313 
Tank Head idie Oxygen Heat Exchanger Develop- 


ment for Tug Engine. 
N76-24352/6GI 76-19 21H PC AOS/MF AO1 
NASA-CR-144314 


Development of a Solar Powered Residential Air 
Conditioner 5 eae timization). 
N76-24702/ 19 113A PC AO0B/MF AO1 


NASA-CR-144315 
Unified a Codes: Properties Data for Low 


Cost Nozzie Materials 
N76-25342/6GI ‘76-20 21H PC AOS/MF A01 
NASA-CR-144316 


t of a Solid Propellant Viscoelastic 

ic Model. 
25433/3G! 
NASA-CR-144317 


Expansion and improvements of the FORMA 
for 1g Manus and Load Analysis. Volume 1: 
n 


Programmi anual. 
N76-25590/ 76-20 20K PC AO4/MF A01 


NASA-CR-144318 


Expansion and improvement of the FORMA System 
for Response and Load Analysis. Volume 2A: 
Listings, Dense Forma Subroutines. 

N76- 1/8GI 76-20 20K PC A13/MF A01 


NASA-CR-144319 
Expansion and improvement of the FORMA S 
rse roma aeooniane 
hire seeoorear 20K PC AO7/MF AO1 
NASA-CR-144320 


Expansion and improvement of the FORMA System 
for ty and Load Analysis. Volume 2C: 
Listi Finite Element Forma Subroutines. 

N76- 4Gl 76-20 20K PC AO6/MF A01 


76-20 21! PC A10/MF AO1 


NASA-CR-144321 
—— and improvement of the FORMA System 
and Load Analysis. Volume 3A: Ex- 
cnatene, Dense Forma a 
planation /2GI 76- 20K PC A13/MF A01 


NASA-CR-144322 


Expansion and improvement of the FORMA S 
for Response and Load Analysis. Volume 3B: Ex- 
pneiene. Sparse Forma Subroutines. 

25595/9GI 76-20 20K PC AO0S/MF A01 


NASA-CR-144323 
and improvement of the FORMA System 
lysis. Volume 3C: Ex- 
25596/7GI 76-20 20K PC AOS/MF AO1 
NASA-CR-144327 


Program to Design, Fabricate, Test, and Deliver a 
Thermal Control-Mixing Control =— for the 


ow AA Marshall Space Flight Ce 
N76- /5GI 76-20 13K PC A06/MF AO1 


NASA-CR-144329 
Observations of Limb Fiares with a Soft X-Ray 


Telescope. 
N76-27149/3GI 76-22 3B PC A04/MF A01 
NASA-CR-144330 


Results of an Analytical Study of Spacecraft Deposi- 
tion Contamination by internal Reflection Spec- 


t . 
N76-25634/0G! 76-20 22A PC AO3/MF A01 


NASA-CR-144331 
Mobile Bay Turbidity Plume Study. 
N76-25637 /9GI 76-20 8) PC AO03/MF A01 
NASA-CR-144332 
Unsteady Aerodynamic Flow Field Analysis of the 
Space Shuttle Configuration. Part 1: Orbiter 


N76-26828/56I 
NASA-CR-144333 


Unsteady Aerodynamic Fiow Field Analysis of the 
ee ee Part 2: Launch Vehi- 


nre-25se9/361 76-20 22B PC A04/MF A01 


76-20 22B PC A04/MF A01 


AR-840 





NASA-CR-144334 
me Aerodynamic Flow Field Analysis of the 
Space uttle Configuration. Part 3: Unsteady 

ics of Bodies with Co 


N76-25330/1GI 76-20 22B PC AOQ4/MF AO1 
NASA-CR-144335 
U namic Flow Field 
Space Shuttle Configuration. Part 4: 
Aeroelastic Stabili 
N76-25331/9GI 


pyrene nerd 


of the 
47/Orbiter 
76-20 22B PC AOQ4/MF A01 


eneteemen « Low Cost, High Reliability Sealing 
Tec ayy Hybrid et ae Phase 
N76-27 64/86 76-25 PC A04/MF A01 


NASA-CR-144340 


Development of Modified Vibration Test Criteria for 


Qual Space Vehicle Components. 
N76- /9GI 76-22 PC AO7/MF A01 


NASA-CR-144342 


——— of Alabama Resources information 
N76-26670/9GI 76-22 8F PC AOS/MF A01 


NASA-CR-144348 
High Torque DC Motor Fabrication and Test Pro- 


ram. 
N76-27476/031 76-25 9C PC AO7/MF AO1 
NASA-CR-144349 
Evaluation of a ie Mobile Holographic Non- 


destructive Test S 
N76-26525/5GI 76-22 14D PC AOS/MF A01 
NASA-CR-144351 


The Economic impact of NASA R and D Spending: 


Executive Summary. 
N76-24090/2GI 76-18 SC PC AOQ2/MF A01 
NASA-CR-144352 


The Economic im pe eee 
N76-24088/6GI <y 76-18 eas F hot 


NASA-CR-144353 
The Economic impact of NASA R and D Spending, 


Sepeneees. 
N76-24089/4GI 76-18 SC PC AO7/MF A0O1 
NASA-CR-144383 
An Evaluation of Skylab (EREP) Remote Sensing 
Techniques Applied to investigations of Crustal 


Structure. 

E76-10473 76-24 8G PC A02/MF AO1 
NASA-CR-144403 

Soil Salinity Detection. 

E76-10131 
NASA-CR-144422 


Orbital Assembly and Maintenance Study. 
N75-32144/8GI 76-01 22A PC A18/MF AO1 


NASA-CR-144431 


input Guide for Computer Programs to Generate 
Thermodynamic Data for Air and Freon CF4. 
N75-32941/7GI 76-01 7D PC A04/MF A01 


NASA-CR- 144432 


Electrical Distribution System (Eds) and Caution 
and Warning System (Cws). 
N75-32760/1GI 76-01 6K PC AOS/MF A01 


NASA-CR-144433 
Automated lodine Monitoring System Development 


2. 
75-32758/5G! 76-01 6K PC AOS/MF A01 
NASA-CR-144434 
Further Development of a Biocide Generation and 
Water S assification System Addendum. 
N75-32761/9GI 76-61 6K PC AO3/MF A01 
NASA-CR-144437 


lo Gastrointestinal Analysis. 
Nos s2734/ 6GI 76-01 6S PC AO02/MF A01 
NASA-CR-144439 
Studies Relative to the Radiosensitivity of Man: 
Based on Retrospective ~~ of Therapeutic 
and Accidental Total-Body Irradiation. 
N75-32733/8GI 76-01 6R PC A11/MF AO1 
NASA-CR-144440 
Shuttle Orbit Maneuverin 
§-32165/3GI 76-01 
NASA-CR-144441 
Spee Shuttle Orbit Maneuvering Engine Reusable 
rust Chamber Program. 
N75-32164/6G! 76-01 21H PC A04/MF AO1 
NASA-CR-144442 
image 100 Procedures Manual Development: li- 
cations S Library Definition and image 100 
Software ition. 
N75-32573/8GI 76-01 8F PC A12/MF AO1 


76-08 8M PC A03/MF A01 


om "BCs A10/MF A01 


NASA-CR-144444 


Manned Maneuvering Unit Technology Survey 
N75-32759/3GI 76-01 22A A04/MF A01 


NASA-CR-144445 
Shuttle Kit Freezer Refrigeration Unit Conceptual 


n. 
N75-32763/5GI 76-01 13A PC A05S/MF A01 
NASA-CR- 144446 


Development and Parametric Evaluation of the 
Proto 2 and 3 Flash Evaporators. 
N75-32168/7GI 76-01 228 PC A11/MF A01 


NASA-CR-144447 


One Man Electrochemical Air Revitalization System. 
N75-32765/0G! 76-01 6K PC AO7/MF AO1 


NASA-CR-144448 
Orbital Assembly and Maintenance Study. Executive 


Summary. 

N75-32971/4GI 76-01 22B PC A03/MF A0O1 
NASA-CR-144449 

Crew liance Study. 
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N76-15241/2GI 76-10 22868 PC A10/MF A0O1 


NASA-CR-147398 
Mems Reagent and Sample Handling Procedure: 


Feasibility of Viral Antibody Detection by Passive 
immune utination. 
N76-16751/ 76-11 6E PC AOS/MF A01 


NASA-CR-147399 


Stereometric Body Volume wow y 
N76-16745/1GI 76-11 6S PC A04/MF Aol 


NASA-CR-147400 


Geologic Structure of Shaliow Maria. 
N76-17001/8GI 76-11 368 PC AOS/MF A01 


NASA-CR-147401 


Portable a med i (Pos). 
N76-16801/ 6-11 6K PC AOS/MF A01 


NASA-CR-147402 


Remote Terminal System Evaluation. 
N76-15529/0GI 76-10 9B 


NASA-CR-147403 
Computer Classification of Remotely Sensed Mul- 
tispectral Image Data } h Eumasten and Classifica- 


tion of Hom neous O 
7 eo 8F PC AOS/MF A01 


PC A04/MF A01 


N76-21665/ 
NASA-CR-147404 
A Case Study Using Larsys for Analysis of Landsat 
ta 


ata. 
N76-15530/8G! 76-10 96 PC AO7/MF A01 
NASA-CR-147405 


The Use of ERTS-1 Multispectral imagery for Crop 
identification in a Semi-Arid Climate. 
N76-15533/2G! 76-10 2C PC A04/MF AO1 


NASA-CR-147406 
Classification of Multispectral Image Data by Ex- 
traction and Classification of Homogeneous Ob- 
jects. 
N76-15527/4GI 76-10 9B PC AQ2/MF AO1 
NASA-CR-147407 
Biomedical Applications Team Tasks. 
76-10 


N76-15772/6GI 6B PC A03/MF A011 
NASA-CR-147408 
Solid State 


lectro-Optic Color Filter and Iris. 
N76-16916/8GI 76-11 17B PC AO4/MF A01 


NASA-CR-147409 . 


Solid State Electro-Optic Color Filter and Iris. 
N76-16917/6GI 76-11 178 PC AOS/MF A01 


NASA-CR-147410 


Earth Resources Mission - eae Studies. 
Volume 1: Requirements Definitio 
N76-19537/9G 76-15 oF PC A04/MF AO1 


NASA-CR-147411 


Earth Resources Mission Performance Studies. 
Volume 2: Simulation Results. 
N76-19538/7GI 76-15 8F PC AO4/MF AO1 


NASA-CR-147412 
A Study of the Utilization of EREP Data from the 


Wabash River Basin. 
E76-10200 76-11 8H PC AO3/MF AO1 
NASA-CR-147414 


Development of an Actuator Simulator Console for 
the Space Shuttle Elevon Subsystem 
N76-16140/5GI 76-11 226 "PC A03/MF A01 


NASA-CR-147415 
Space Shuttle Rudder/Speedbrake Subsystem Anal- 


is. 

Ni76-16139/7Gt 76-11 22B PC A086/MF A01 
NASA-CR-147416 

Technical Description of a Tape Control Unit for a 

Honeywell Odp-516 Minicomputer. 

N76-16847/5GI 76-11 9B PC AO06/MF A01 
NASA-CR-147417 

Large Area Crop inventory Experiment Crop Assess- 

ment Subsystem Software Requirements Document. 

N76-16601/6GI 76-11, 2D PC A06/MF A01 








NASA-CR-147419 


Computer Output Microfilm (FR80) Systems Soft- 
ware Documentation, Volume 2. 
N76-18824/2GI 76-13 9B PC A9S/MF A01 


NASA-CR-147424 


Selected Aspects of Lunar Mare Geology from 
APOLLO Orbital Photography. 
N76-17002/6GI 76-11 3B PC AOS/MF AO1 


NASA-CR-147425 


Spencer Utensil/Hand ens Fixture. 
N76-17825/0GI 6-12 6K PC AO7/MF AO1 


NASA-CR-147426 


any to Investigate and Evaluate Means of Op- 
timiz ~ t.. Radar Function for the Space Shuttle. 


N76-1 /4Gi 76-12 171 PC A14/MF AO1 
NASA-CR-147427 

Ground Truth Report 1975 Phoenix Microwave Ex- 

periment. 

N76-16596/8GI 76-11 8H PC A13/MF A01 
NASA-CR-147428 

Portable een Subsystem 

N76-16802/0GI 76-11 6K PC A11/MF AO1 


NASA-CR-147429 
integrally Rigidized Acoustic Interior Spacecraft 


N76-16146/2GI 76-11 
NASA-CR-147430 
wh... 


—— ae 
Ne 161 re Tet 


NASA-CR-147431 


Shuttle Food System Study: Food and 


Space 
ee Package Development, Modification 8S. 
N76-17823/5GI 76-12 6H PC A06/MF A0O1 


NASA-CR-147432 


Trade Study for Water and Waste Management 
Co ts. Task 7: Support Special Analysis. 
N76-17824/3GI 76-12 6K PC A06/MF AO1 


NASA-CR-147433 
—— Detection of Component Health and 


N76-17417/6GI 76-12 14D PC A06/MF A01 
NASA-CR-147434 
— Environmental and Thermal Control/Life 


2268 PC A02/MF A01 


Shuttle Modular 
148 PC A11/MF AO1 


i ay Computer Program, Supplement 1. 
N7 18787/1GI 76-13 B PC A08/MF A01 
NASA-CR-147435 
Research in Orbit Determination Optimization for 
oe Be 
17171/9GI 76-12 22C PC A04/MF A01 
NASA-CR-147436 


Nuclear Emulsion Measurements of the Astronauts’ 
Radiation Exposures on Skylab Missions 2, 3, and 


4. 

N76-16746/9GI 76-11 6R PC AO2/MF A01 
NASA-CR-147437 

The Utility of Skylab Photo-interpreted Earth 

ee Data in Studies of Marine Sey and 

Coastal Processes in Puerto Rico and the Virgin 

E76-10414 76-20 8J PC AO7/MF A01 
NASA-CR-147439 


The ery in Mulia Sk ~ oe S-190 and S-192 
imagery in Mu orest Surveys. 
E76-1019 - 76-11 2F PC AOQ7/MF AO1 


matttadions 
Evaluation of Skylab (EREP) Data for Forest and 


E76-10204 8F PC A13/MF A01 
NASA-CR-147441 
Soil "Seyled D an Evapotranspiration Predictions 


nts Po 76-20 8M PC AO5/MF AO1 
Pn onl 
ere Sermination of Stratospheric Aerosol 


76-11 


E76-10203 76-11 4A PC A11/MF A01 
NASA-CR-147445 

Investigation of Earth's Albedo on te Skylab Data. 

E76-10409 76-20 /MF AO1 


NASA-CR-147446 


pwd Floating ice Experimen 
1016 76-10 “aL PC A04/MF A01 


NASA-CR-147448 
Comtination of of an Electrolytic Prowoatment Unit 


ater Reclamation Processes. 
N76-17628/407 76-12 6K PC A10/MF A01 
NASA-CR-147449 


Lunar Sample Analysis. 


N76-18018/1GI 
NASA-CR-147450 

User’'S Manual for the Shuttle Electric Power 

System Analysis Computer Program (Seps), Volume 

2 of Program Documentation. 

N76-18228/6GI 76-13 22B PC AO7/MF A01 
NASA-CR-147451 

Program Manual for the Shuttle Electric Power 


System Analysis Computer Program (SEPS), 


Volume 1 of Program Documentation 
N76-18230/2GI 76-13 22B PC A14/MF A01 


NASA-CR-147452 


Verification Test Results of APOLLO Stabilization 
and Control Systems a Undocked Operations. 
N76-18216/1G 228 PC Ao7/ME A011 


NASA-CR-147453 
Level 2 Mdas Prototype Monitor Program Docu- 


ment, Part 2 
76-13 9B PC A13/MF AO 


76-12 38 PC A02/MF AO1 


N76-18825/9GI 
NASA-CR-147454 


An Experiment to Evaluate Skylab Earth Resources 
pentose for Detection of the — Stream. 
6-10193 76-11 8J PC AOS/MF A01 


uname 


Analysis of Hydrological Features of Portions of the 
Lake Ontario Basin eee ee and Aircraft Data. 
E76-10192 8H PC AOS/MF A01 


NASA-CR-147457 
Application of Skylab EREP Data for Land Use 


Man ment. 
E76-10216 76-11 8B PC A14/MF A0O1 
NASA-CR-147458 


An Evaluation of Skylab (EREP) Remote Sensing 
Techniques Applied to investigations of Crustal 
Structure. 
E76-10215 76-11 


NASA-CR-147459 


Space Vehicle Onboard Command Encoder. 
N76-18203/9GI 76-13 17B PC A12/MF A01 


NASA-CR-147460 


Electrical Termination Techniques. 
N76-18347/4GI 76-13 9A 


NASA-CR-147461 


Preliminary input to the Space Shuttle Reaction 
Control Subsystem Failure Detection and identifica- 
tion Software pa (Uncontrolled). 

N76-18217/9GI 76-13 22B PC AOQ4/MF AO1 


NASA-CR-147462 


Search for and Analysis of Radioactive Halos in 
Lunar Material. 
N76-19025/5GI 


NASA-CR-147463 
Space Shuttle Nonmetallic Materials Age Life Pre- 


diction 
N76-18276/5GI 76-13 148 PC AO6/MF A01 
NASA-CR-147464 
eerie Extension for Sun * 3 Volume 1. 
6-10272 76-13 PC A06/MF AO1 


8G PC A14/MF AO1 


PC A06/MF A01 


76-13 38 PC A02/MF A01 


NASA-CR-147466 
An interactive Method . ae Zone Maps. 
N76-18627/9Gi 8B PC A03/MF AO1 
NASA-CR-147467 
Frequency Modulation System Test Procedure 
Shuttle Task 501 Approach and Landing Test Con- 
figuration. 
N76-18205/4GI 76-13 
NASA-CR-147469 


in situ Spectroradiometric Calibration of EREP 
ry and Estuarine and Coastal nograp 
lock Island Sound and Adjacent New Yo 


Coastal Waters. 
76-21 8) PC A14/MF A01 


178 PC A0S/MF AO1 


E76-10418 
NASA-CR-147471 


Dynamic Microphones M-87/AIC and M-101/AIC 
and Earphone H-143/AlIC. 
N76-18298/9GI 76-13 17B PC A14/MF AO1 


NASA-CR-147472 
Test Procedures, AN/AIC-27 System and Com- 
owe Units. 
76-18299/7GI 76-13 
NASA-CR-147473 
Computer-Aided Analysis of SKYLAB Multispectral 
Scanner Data in Mountainous Terrain for Land Use, 
Forestry, Water Resource, and Geologic Applica- 
tions. 
E76-10201 8F PC A17/MF AO1 
NASA-CR-147474 


A Cloud Physics a —— — a. 
E76-10196 F AO1 


17B PC AO7/MF AO1 


76-11 


NASA-CR-147499 


NASA-CR-147476 
Use of STS Subsystems and Components for 


MMSE, Volume 1. 
N76-18211/2GI 76-13 22B PC A02/MF AO 
NASA-CR-147477 


Use of STS eee and Components for 


MMSE, Volume 2 
N76-18212/0GI 76-13 2268 PC A11/MF AO1 
NASA-CR-147478 


Pines Nonsingular Gravitational Potential Deriva- 
tion, Description and “a ane 
N76-18188/2GI 


NASA-CR-147479 
Development of a Protective Decorative Fire Re- 
sistant Low Smoke Emitting, Thermally Stable Coat- 
“9 Material. 
N76-18234/4GI 76-13 11C PC AOS/MF A0O1 
NASA-CR-147480 
Space Shuttle Orbital Maneuvering Engine Platelet 


PC AQ4/MF A01 


In r 

N76-18231/ 76-13 21H PC AGQ3/MF AO1 
NASA-CR-147481 

Future Space Transportation Systems Analysis 


Study. Phase 1 Extension: Transportation Systems 
Reference Data, Volume 2. 


N76-18200/5GI 76-13 22B PC A11/MF AO1 
NASA-CR-147482 
Future waeee Transportation Systems Analysis 


Study. Phase 1 Extension: Executive Spree: 
N76-18201/3G! 76-13 22B PC AQ3/MF AO1 


NASA-CR-147483 


Modular Biowaste Monitoring System 
N76-18789/7GI 76-13 6K 


NASA-CR-147484 
AMPS Definition Study on Optical Band imager and 
Photometer System (OBIPS). 
N76-18223/7GI 76-13 
NASA-CR-147485 
A Su ted Classification System for Standard on- 
Orbit Shuttle Flight Phases. 
N76-18189/0GI 76-13 22B PC AOQ3/MF A01 
NASA-CR-147487 


The Measurement of the Winds Near the Ocean 
Surface with a | Scatterometer on 


PC A10/MF A01 


148 PC A0S/MF A01 





E7b-101 87 
NASA-CR-147488 


Ultraviolet Stellar Astronomy, 
E76-10235 76-13 3A PC A06/MF AO1 


NASA-CR-147490 
On-Line Mass Storage System Functional Design 
Document. 
N76-19821/7GI 76-15 98 PC A04/MF A01 


NASA-CR-147491 
Water System Virus Detection. 


76-10 48 PC A20/MF AO1 


N76-19782/1GI 76-15 138 PC A08/MF A01 

NASA-CR-147492 

apanset Prototype Automated lodine Monitor 
ystem. 

N76-19403/4GI 76-15 148 PC A06/MF A0O1 


NASA-CR-147493 


Space Shuttle Orbital Maneuvering S Failure 

Detection and identification Software Requirements 

(Uncontrolled). 

N76-19209/5GI 76-15 22B PC A04/MF A01 
NASA-CR-147494 

Solid State Television Camera. 

N76-19317/6GI 76-15 17B PC A06/MF AO1 
NASA-CR-147495 


Concept Design and Alternate Arrangements of 
Orbiter Mid-Deck Habitability Features 
N76-19815/9GI 76-15 5E PC A10/MF A01 


NASA-CR-147496 


Fire Resistant Resilient Foams. 
N76-18278/1GI 76-13 111 


NASA-CR-147497 


Development of Lightweight Reinforced Plastic 
Laminates for Spacecraft interior fea yr 
11 


PC A04/MF AO1 


N76-18238/5GI 76-13 A04/MF A01 
NASA-CR-147498 

Specialized P Ener Studies in Support of 

Manned Space ht. 

N76-19786/2GI 76-15 6S PC AOS/MF AO1 


NASA-CR-147499 
Development * 4 ~ Purpose Spacecraft in- 
terior Coati hase 1 
11C PC A02/MF AO1 


N76-18237/7G! 76-13 


AR-857 








NASA-CR-147500 
Zero Liquid Carryover Whole-Body Shower Vortex 


Liquid/Gas Separator. 
N76-18790/5GI 76-13 6K PC AO7/MF AO1 
NASA-CR-147501 


Solid Polymer Electrolyte Water Electrolysis System 


Development. 
N76-18676/6GI 76-13 6K PC AO0B/MF A01 
NASA-CR-147503 


ee of Skylab and vere images for 
ic Mapping in nam Ariz 
6-11 8G °PC A10/MF A01 


ben ih 


Respirable Particulate Monitoring = Remote Sen- 
sors. (Public Health Ecology: Air Pollution). 
N76-19597/3GI 76-15 138 PC A13/MF A01 


NASA-CR-147507 


Application of Remote Sensing for 
Resources Assessment and Monitoring. 
£76-10222 76-11 BA P 


NASA-CR-147508 


Gravity and Crustal Structure. 
N76-20050/0GI 76-15 3B PC A03/MF A01 


NASA-CR-147512 
Objective Techniques for Psychological Assess- 


ment, Phase 2. 
PC A0S/MF AO1 


Fishery 
A0Q5/MF A01 


N76-20817/2GI 
NASA-CR-147514 


Development of a Self-Contained Heat Rejection 
Module (SHRM), Phase 1. 
N76-21426/1GI 76-16 


NASA-CR-147515 

Corn Growth as Monitored by Radar. 

E76-10271 76-13 2D PC AO7/MF AO1 
NASA-CR-147516 


Crop identification from Radar imagery of the 
Hoge my County, indiana Test Site 
E76-1026 76-13 2B PC A02/MF A01 


NASA-CR-147517 
Estimation of Daily Mean Air Temperature from 
Satellite Derived Radiometric Data. 
N76-21840/3GI 76-16 4A PC A04/MF A01 
NASA-CR-147518 


Results from the Crop identification Technology As- 
sessment for Remote Sensing (CITARS) Project, 
E76-10268 76-13 2B PC AOQ3/MF AO1 


NASA-CR-147519 


Some Results on ae Mappings as Related 
to Pattern Recognit 
N76-21953/4GI 


NASA-CR-147520 


UHMLE: Program Description User Guide. 
N76-20861/0GI 76-15 9B PC A02/MF A01 


NASA-CR-147521 
An iterative Procedure for Obtaining Maximum- 
Likelinood Estimates of the aa’ for a Mix- 
ture of Normal Distributions, Addendu 
N76-20914/7GI 76-15 12A PC. A02/MF AO1 
NASA-CR-147522 
Multidimensional Stochastic Approximation Using 
Locally Contractive Functions. 
N76-20913/9GI 76-15 12A PC AOQ2/MF AO1 
NASA-CR-147523 


Applications of Matrix Derivatives to Optimization 


76-15 SJ 


13A PC A12/MF AO1 


" 76-16 9B PC A02/MF A01 


Probiems in Statistical Pattern Recognition. 
N76-20884/2GI 76-15 9B C AOQ3/MF A01 
NASA-CR-147524 
investigation of Correlation Classification 
Techniques. 
N76-20862/8G! 76-15 98 PC AO6/MF AO1 


NASA-CR-147525 


Lunsort List of Lunar Orbiter Data by Lac Area. 
N76-22129/0GI 76-16 38 PC A18/MF A01 


NASA-CR-147527 
EVA Space Suit Evaporative Cooling/Heating Glove 


(ECHGS 
N76-21891/6GI 76-16 22A PC A11/MF A01 
NASA-CR-147528 . 


Space Shuttle Srm Plume Expansion Sensitivity 
Analysis. 
N76-21281/0GI 


NASA-CR-147529 


Summary of Nozzie-Exhaust Plume Fiowfield 
Analyses Performed in Support of Space Shuttle 


Applications. 
76-16 21H PC AOQ2/MF A01 


76-16 21H PC AO04/MF A01 


N76-21282/8GI 


AR-858 


NASA-CR-147530 
Assessment of Analytical and Experimental 
Techniques Utilized in Conducting Plume Technolo- 


Tests 575 and 593. 
76-21283/6GI 76-16 21H PC AOQ5S/MF AO1 
NASA-CR-147531 


Supersonic Flow of Chemically Reacting Gas-Parti- 
cle Mixtures. Volume 1: A Mey em be and 
Development of the Numerical Solut 

N76-21280/2GI 76-16 21B PC ‘A10/MF AO1 


NASA-CR-147532 
Supersonic Flow of Chemically Reacting Gas-Parti- 
cle Mixtures. Volume 2: RAMP, a Computer Code 
x, Analysis of Chemically Reacting Gas-Particle 
ws. 
N76-21279/4GI 76-16 218 PC A19/MF A01 
NASA-CR-147534 


Payload Operation Television System. 
N76-21368/5GI 76-16 17B PC AO5S/MF AO1 


NASA-CR-147535 
Development of a Drive System for a Sequential 


Space Camera. 
N76-22510/1GiI 76-17 14E PC AOS/MF AO1 
NASA-CR-147537 


Radar Range Data Signal Enhancement Tracker. 
N76-21369/3GI 76-16 171 PC A06/MF AO1 


NASA-CR-147538 
Pines Method for Circular and Elliptical Orbits. 
N76-21235/6G! 76-16 22C PC AO3/MF A01 
NASA-CR-147541 
a oe Applications and Interpretations of 
EREP Data within the Susquehanna River Basin. 
E76-10324 76-16 8F PC A12/MF A0O1 
NASA-CR-147543 
Experiment to Evaluate the Feasibility of Utilizing 
Skylab-EREP Remote Sensing Data for Tectonic 
Analysis Through a Study of the Big Horn Mountain 


ion, Wyoming, South Dakota and Wyom 
E76-10287 76-13 8G PC AOa/ME A01 
NASA-CR-147544 


Pressure Control and Analysis Report: Hydrogen 

Thermal Test Article (Htta). 

N76-22280/1GI 76-17 21H PC AQ3/MF A01 
NASA-CR-147547 


The Development of —panaas | Explosives for the 
Lyndon B. Johnson Space Cen 
N76-22397/3GI 76-17 19A PC AO04/MF A01 


NASA-CR-147550 


Detailed Requirements Document for the integrated 
Structural Analysis System, Phase B. 
N76-22584/6GI 76-17 1C PC A99/MF A0O1 


NASA-CR-147551 
Set Covering Aigorithm, a Cuipcogne of the 
Scheduling Algorithm for Mission Planning and Lo- 


istic Evaluation. 
76-22225/6GI 76-17 22A PC AOS/MF AO1 
NASA-CR-147552 


System Development of the Screwworm Eradication 
Data System pode) Algorithm. 





N76-22876/ 76-17 6F PC AOS/MF AO1 
esate 

Voicanology and Morphology. 

N76-23123/2GI 76-17 3B PC A04/MF A01 
NASA-CR-147554 

Automated Electr System and 

Ele graphic coe en of Space Mo- 





tion Sickness, Part 1 
N76-22888/1G! 


NASA-CR-147555 


High Performance N204/Amine Elemen 
N76-22396/5GI 76-17 211 PC A08/MF A01 


NASA-CR-147556 


Program to Study Optimal 
———_ and Muscular Efficien 
N76-22889/9G! 76-17 


NASA-CR-147557 
Electromechanica! — a Actuator. 
228 


76-17 6B PC A03/MF A01 


ae for Car- 
6s PC A02/MF A01 


N76-22260/3GI PC A04/MF A01 
NASA-CR-147558 

Portable Medical Status System. 

N76-22893/1GI 76-17 6B PC AOQ3/MF A0O1 


NASA-CR-147559 


Space Shuttle Orbiter Avionics Software. Ramp 

Function Generator I/O Jitter Study. 

N76-22279/3GIi 76-17 22B PC AOQ2/MF AO1 
NASA-CR-147560 


Ku Band Low Noise Parametric Amplifier. 
N76-22417/9GI 76-17 178 PPC A03/MF A01 


NASA-CR-147561 


Use of Skylab imagery to Assess and Monitor 


Change in the Southern California Environment. 

E76-10315 76-15 8F PC A04/MF A01 
NASA-CR-147562 

investigation of Skylab 

Planning. 

E76-1 


NASA-CR-147563 
Meares of the Pyrolysis Products of Spacecraft 


Materials 
N76-22887/3G! 76-17 6T PC AOS/MF A0O1 
NASA-CR-147564 


HAL/S-FC Compiler System i e 


Imagery for Regional 
76-15 8B PC A03/MF A01 


N76-22926/9GI 76-17 9B “PCA A17/MF A01 
NASA-CR-147565 
Data Proc and A is. 
N76-22418/7GI 76-17 171 PC AQ4/MF AO1 


NASA-CR-147567 


Aircraft Scatterometry Program Data poe 
N76-73894/7GI 76- 8M PC /MF A01 


NASA-CR-147568 
System. 
76-17 


Command Decoder 
N76-22286/8G! 


NASA-CR-147569 
Skylab-4 Radar Scatterometer Measurements Over 
Land. 


E76-10307 76-16 171 PC AO3/MF A01 
NASA-CR-147570 


increased Concentration of Pseudomonas Aeru- 

— and Staphylococcus SP. in Small Animals 

xposed to Aerospace Environments. 

N76-22879/0GI 76-17 6M PC AQ3/MF A01 
NASA-CR-147571 


Command Decoder Unit. 
76-17 9B PC AQ2/MF A01 


148 PC AOQ2/MF AO1 


N76-22927/7GI 
NASA-CR-147572 
High Performance N204/Amine Element 
N76-22401/3GI 76-17 211 PC A04/MF A01 


NASA-CR-147573 


Public Health Applications of Remote Sensing of 
Vector Borne and Parasitic Diseases. 
N76-22892/3GI 76-17 6E& PC A10/MF A0O1 


NASA-CR-147574 


Approach and Landing Test — interface 
Processor interface Contro! Docume 
N76-22950/9GI 76-17 98 PC AOA/MF A01 


NASA-CR-147575 


Mission Contro! Center (MCC) System Specification 
for the Shuttle Orbital Ay Test (OFT) Timeframe. 
N76-22237/1GI 76-17 22D PC A18/MF A01 


NASA-CR-147579 


Health-Care District Management information 
Pian: Review of Operations Analysis Activi- 
ties During Calendar Year 1975 one Pian for Con- 


tinued Regearch and Analysis Activities. 
N76-23046/5GI 76-17 6E PC rend A01 


NASA-CR-147580 
Mathematical Model of One-Man Air Revitalization 


N¥6-22908/7GI 76-17 6K PC A10/MF A01 
menn-anserae 


rban Construction and Safety P 
N76-29069/76! 76-17 138 Saar. A06/MF AO1 


NASA-CR-147583 


Space Shuttle Ku-Band integrated Rendezvous 
Radar/Communications System Stud 
N76-22420/3GI 76-17 178 C A10/MF A01 


NASA-CR-147584 


N76.22873/ ser — 161) 68 PC AOS A02/MF A01 


NASA-CR-147585 
Effects of Environmental ne on Marsh 


vegies with Special Reference to “pres 
226 16/6G! 76-17 6F PC MF AO1 


NASA-CR-147586 
Center for Remote Sensing Information and Analy- 


Sis. 
N76-23047/3GI 76-17 5B PC A02/MF AO1 
NASA-CR-147587 


> Suit Program Management Systems 


pee Semen 2: Cost Analysis. 
N76-22912/9GI 76-17 22B PC A04/MF A01 


NASA-CR-147588 


Wash Water Waste Pretreatment System Study. 
N76-22909/5GI 76-17 65K PC A04/MF A01 


NASA-CR-147589 
Shuttle Autoland Support Program. 











N76-22268/6GI 
NASA-CR-147590 


Hardware Simulation of Ku-Band , soaneaen 
Receiver and Bit Synchronizer, Volume 
N76-22248/8GI 76-17 17B PC pease A01 


NASA-CR-147591 


investigation of Storage System Designs and 
Techniques for Optimizing Energy Conservation in 
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N76-20489/0G! 76-15 131 PC A03/MF A01 
NASA-SP-5977(03) 
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Welding and Joining: A Compilation 
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NASA-SP-7011(141) 
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Medicine and Biology: A Continuing 
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N76-17785/6GI 
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Aerospace Medicine and Biology: A Cumulative 
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NASA-SP-7037(60) 
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NASA-SP-7037(62) 
Aeronautical Engineering: A Special Bibliography 


with indexes, Supplement 62. 
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NASA-SP-7037(63) 
Aeronautical Engineering: A Special! Bibliography 


with indexes, Supplement 63 
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NASA-SP-7037(64) 
Aeronautical Engineering: A Special Bibliography 
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NASA-SP-7037(65) 
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NASA-SP-7037(66) 
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with indexes (Supplement 68). 
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NASA-SP-7041(06) 
Earth Resources: A ey | Bibliography with 


indexes, issue 6, Decembe 
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N76-30284/3GI 76-26 21H PC AO7/MF AO1 
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Advanced Composite Structures. 
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Compatibility of Materials with Liquid Oxygen 
N75-72110/0GI 76-014 14B PC AOS/MF A01 





= Re aitebieats EU eg DT a tis 


— 


pe he PRE Fe = ere 











Satichieiibibaie in! Di esis: 


~ RNR 


or } 


= 


ee ee a 
Se Os 








ond 
* 
a 
Ae 
"4 
ee: 
haat 
> 


~ ne Ane ees 





ee AS Me eae 





NASA-TM-X-3225 
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in Turbulent Flow at Mach 6.6. 

N76-11379/4GI 76-07 1A PC AQ4/MF AO1 
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Longitudinal Ae ic Characteristics of a 
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Deflected-Thrust Propulsive-Lift Transport Model. 
N76-15085/3GI 76-10 1A PC A0QS/MF AO1 


NASA-TM-X-3252 


The Effects of Environmental a on Reusable 
Surface Insulation for Space Shuttle. 
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NASA-TM-X-3259 
Flight Assessment of a Large Supersonic Drone Air- 


craft for Research Use. 
N76-12042/7GI 76-07 1C PC AO4/MF A01 
NASA-TM-X-3260 
Design and Evaluation of a Sensor Fail-Operational 
— System for a Digitally Controlled Turbofan 
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N7¢-13095/4GI 76-08 21E PC AOQ3/MF A0O1 
NASA-TM-X-3267 
Effect of a 180 Deg-Extent Iniet Pressure Distortion 
on the Internal Flow Conditions of a TF30-p-3. 
21E PC A04/MF A01 


76-02 22B PC A03/MF AO1 


N75-32125/7GI 76-01 

NASA-TM-X-3271 
Effect of Thermal os in a Mach 0.3 Burner Rig 
on Properties Structure of Directionally 


Solidified an A a A ee delta Eutectic. 
N75-33231/2GI 76-02 11F PC AOQ3/MF AO 


NASA-TM-X-3272 


Resistance of a mma/gamma Prime - delta 
ey Solid Eutectic Alloy to Recrystal- 
N76-13270/3G1 76-08 11F PC A02/MF A01 


NASA-TM-X-3274 
9TH Aerospace Mechanisms Symposium. 
N76-19172/5GI 76-15 22A PC A17/MF AO1 


NASA-TM-X-3276 


Low Speed Aerodynamic Characteristics of a Trans- 
port Model Having 42.33 Deg Swept Low Wing with 
es ps Airfoil, Double-Slotted Flaps, and T- 


Tail or Low Tail. 
N76-11044/4GI 76-07 1A PC AOS/MF A01 
NASA-TM-X-3281 
A Computer Program to Predict Rotor Rotational 
Noise of a Stationary Rotor from Blade Loading 
Coefficient. 
N76-18889/5GI 76-13 1C PC A06/MF A01 
NASA-TM-X-3282 
Joining and Fabrication of Metal-Matrix Composite 
Materials 


N75-33183/5GI 76-02 11D PC AQ2/MF AO1 
NASA-TM-X-3284 

Development of a Computer Program to Obtain Or- 
dinates for “yo — 4-Digit Modified, 5-Digit, 


and 16 Series A 
n7e-11088/701 76-07 1C PC AO03/MF AO1 
NASA-TM-X-3285 


Atmospheric Particulate Measurements in Norfolk, 


wre 

13636/5GI 76-08 13B PC A02/MF AO1 
NASA-TM-X-3286 

Transfer-Function-Parameter Estimation from 


Freq Response Data: A Fortran Program. 
N75-32789/0GI! 76-01 C AR3/MF A01 


9B P 
NASA-TM-X-3287 
System Reliability Analysis Through Corona Testing. 
N75-32167/9GI 76-01 148 PC A02/MF A01 
NASA-TM-X-3289 


Coid-Air investigation of a 3 1/2-Stage Fan-Drive 

Turbine with a Stage Loading Factor of 4 Designed 

for an integral Lift Engine. 1: Turbine Design and 

Performance of Fi tage. 

N75-33057/1GI 76-02 21E PC A03/MF A01 
NASA-TM-X-3290 


ys Exhaust Emissions from a Jt8d-109 Tur- 
Ay Simulated Cruise Fli Conditions 
76-01 138 PC A02/MF A01 


hs ened 
Surface Recession Characteristics of a Suge 


insulation Su ted to Arc-Tunnel H 

N76-11288/7G 76-07 13A PC /ME A01 
NASA-TM-X-3292 

Measurements of Farfield Sound Generation from a 


Flow-Excited Cav 
N76-13879/1Gi 76-08 20A PC AO3/MF AO1 


NASA-TM-X-3294 
An inexpensive Economical Solar Heating System 


for Homes. 
N76-27671/6GI 76-25 13A PC AOQ4/MF A01 
NASA-TM-X-3295 


The 1975 Ride Quality S 
N76-16754/3GI ad 46-41 


An Observation on Tone Cut-off in Static Test Data 
from Jet —— Fans. 
N75-32872/4G! 76-01 20A PC AO2/MF A01 


NASA-TM-X-3297 
Poppet Vaive yor’ of Throat Dg rn 
irflow Range of in oe inlet 
PC A03/MF A01 


SE PC A99/MF A01 


increase Stable A 

with 60 Percent Internal Contraction 

N76-10004/9GI 76-03 20D 
NASA-TM-X-3298 

Thrust Performance of Isolated 36-Chute Suppres- 

sor Plug Nozzies with and Without Ejectors at Mach 

Numbers from 0 to 0.45. 

N76-10126/0GI 76-03 20A PC AO3/MF A01 
NASA-TM-X-3299 

Silicon Nitride-Aluminum Oxide Solid Solution 

Densificatio 


——- Formation and n by Pressure 

N76-10397/5GI 76-03 118 PC AO3/MF AO1 
NASA-TM-X-3300 

Addition of Oxygen to and Distribution of Oxides in 

Tantalum ao -111 at Low Concentrations. 

N75-33223/9G 76-02 11F PC AQ2/MF AO1 
NASA-TM-X-3301 


Effect of Hydrogen injection Stability and Emissions 
: an Experimental Premixed Prevaporized Propane 
urner. 
N76-10581/6GI 76-03 21E PC A0Q2/MF A0O1 
NASA-TM-X-3302 


Effect of Wali Suction on Performance of a Short 
Annular Diffuser at inlet Mach Numbers Up to 0.5. 
N75-33001/9G! 76-02 21E PC MF AO1 


NASA-TM-X-3303 
Preliminary St 
Strengthened B-1 
N76-10301/9GI 

NASA-TM-X-3304 


Performance of a J85-13 Compressor with Clean 
and Distorted iniet Flow. 
N76-13096/2GI 76-08 21E PC A03/MF A01 


NASA-TM-X-3305 
Pressure Distributions for a Rectangular Supersonic 


iniet at Subsonic S 
N76-17075/2GI 76-12 1A PC A21/MF AO1 
gn 


Physiology and Ssoenernany of Total Body im- 


of Oxide-Dispersion- 
Prepared by Mechanical Al- 
76-03 11F PC A03/MF A01 


mobillaetion in Animals: Compendium of 
Research. 
N76-18780/6GI 76-13 6S PC A04/MF A01 


NASA-TM-X-3307 
Adaptation to Prolonged Bedrest in Man: A Com- 


ium of Research. 
'76-20807/3G! 76-15 6S PC A0@/MF A01 
NASA-TM-X-3308 
ic Responses to Water immersion in Man: 
A a dium of Research. 
N76-18781/4GI 76-13 6S PC AOS/MF AO1 


NASA-TM-X-3309 


Experimental Ae amic Characteristics for 


Slender Bodies with Thin Wings at Angles of Attack 
age ee = oe ey a a Soe from 0.6 
to 2.0. 

N76-15080/4GI 76-10 1A PC AOQ7/MF AO1 


NASA-TM-X-3310 
Experimental A amic Characteristics for 
Slender Bodies with Thin Wings and Tail at Angles 
of Attack “ 0 Deg to 58 Deg and Mach Numbers 


from 0.6 to 2 
Nve-20078/9G! 76-15 1A PC AOB/MF A01 
NASA-TM-X-3311 


Critical Aspect Ratio for Tungsten Fibers in Copper- 


Nickel Matrix Composites. 
N76-11279/6GI 76-07 11D PC A02/MF A01 
NASA-TM-X-3312 | 


Theoretical Monochromatic-Wave-induced Currents 
in intermediate Water with Viscosity and Nonzero 


Mass Transport. 
N76-13711/6GI 76-08 8C PC A03/MF A01 
NASA-TM-X-3313 


Effects of Nozzle Exit ay oe and Shape Propul- 
sion-induced Ae amic Characteristics Due to 
vomeens Twin Nozzies at Mach Numbers from 0.40 
to 








NASA-TM-X-3339 


N76-18070/2GI 
NASA-TM-X-3314 


Design and Ag Tests of a Blade Tip Air 
Mass regen System for Vortex Modification and 
Possible Noise Reduction on a Full-Scale Helicopter 


76-08 1A PC A03/MF AO1 


76-13 1A PC A10/MF AO1 


Rotor 
N76-13000/4G! 
NASA-TM-X-3315 
Supersonic ee ee Derivatives of the 


ehicle 
N76-17176/8GI 76-12 22B PC A04/MF AO1 
a TM-X-3316 


An investigation of Fracture Toughness, Fatigue- 
ae, Growth, Sumnee ees © — Growth, and 


pact Properties of Th esse! Steels 
Nye Gi 7008 Nir 11F eC SROUMe At 
NASA-TM-X-3319 


Preliminary Analysis of the istributed-Load 

Concans Cargo Aircraft n. 

N76-1 7G! 76-08 1C PC A03/MF A01 
NASA-TM-X-3320 

Perspective on the Span-Distributed-Load Gansnpt 

for ion to ae Cargo Aircraft 

N76- /0GI 1c PC MF AO1 

NASA-TM-X-3322 


Rough-to-Smooth Linmay poner of an Equilibrium 
Neutral Constant Stress 
N76-12594/7GI 76-07 48 PC A02/MF A01 
NASA-TM-X-3323 
a Computes Program for the Determination of the 
Acoustic Pressure Signature of Helicopter Rotors 
Due to Blade Thickness 
76-12 20A PC AOS/MF A01 
NASA-TM-X-3324 


An investigation of Several Naca 1-Series a _- 
Mach Numbers from 0.4 to 1.29 for Mass F 


Ratios Near 1.0. 

N76-15084/6GI 76-10 1A PC A06/MF AO1 
NASA-TM-X-3325 

A Com Program for Anisotropic Shaliow-Shell 

Finite Elements Using Symbolic integration. 

N76-24622/2GI 76-19 20K A07/MF A01 
NASA; TM-X-3327 


ee eyes Calibration of a Hydrogen Discharge Lamp 
n the Vacuum Ultraviolet 


N76-14187/1G1 76-09 148 PC A03/MF A01 
NASA-TM-X-3328 

Sam Preparation of Metal Alloys by Electric 

Disc Machining. 

N76-14216/5GI 76-09 11F PC A02/MF AO1 
NASA-TM-X-3329 

Ames Collaborative “<< Cosmic Ray Neutrons. 

N76-16007/6GI 10 38 PC AO3/MF A01 
NASA-TM-X-3330 

lon Plating with an induction Heating Source. 

N76-1 /4G\ 76-12 11C A02/MF A01 
NASA-TM-X-3331 


Oxide Dispersion Strengthened Nickel Produced by 


Nonreactive Milling. 
N76-16220/5GI 76-11 11F PC A02/MF A01 


NASA-TM-X-3332 


Low Speed Wind Tunnel Investigation of the 
Aerodynamic and Acoustic Performance of Several 
Sonic inlet Takeoff and Approach Geometries. 


N76-17145/3GI 76-12 1A PC A03/MF AO1 
NASA-TM-X-3334 

Collected Works of Robert T. Jones 

N76-19059/4GI 76-15 1A PC A99/MF AO1 
NASA-TM-X-3335 


Effects of Perforated Fiap Surfaces and Screens on 

Acoustics of a Large = Blown Model. 

N76-22156/3GI 76-17 1A PC AOQ3/MF AO1 
NASA-TM-X-3336 


Subsonic and Transonic Dynamic Stability Charac- 


teristics of the S h Launch Vehicle. 
N76-19051/1GI 76-15 22D PC AOQ4/MF A01 
NASA-TM-X-3337 


Pressure Distributions on a tee goo Aspect 
Ratio-6, Slotted oe Airfoil Wing with Ex- 
wre otosvea! 76-15 1A PC A12/MF AO1 
NASA-TM-X-3338 
Overall and Blade Element Performance of a 1.20- 
— Fan Stage with Rotor Blades Reset - 
NTO 8077/7GI 76-13 21E PC AOS/MF A01 
NASA-TM-X-3339 
Effect of Tip C 


learance on Performance of Small 
21E PC AO03/MF A01 


Axial Hydraulic Turbine. 
76-11 


N76-16176/9GI 
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Thermogravimetric Study of Reduction of Oxides 
Present in Oxidized Nickel-Base Alloy Powders. 
N76-17225/3GI 76-12 11F PC AO2/MF A01 


NASA-TM-X-3341 
ey eng ty pe Oe te Low-Tip-Speed 


te A Solidity of 0.65 
N76-170 B76! “Fet2 1A PC AOS/MF A01 
NASA-TM-X-3342 


Overall and Blade Element Performance of a 1.20 
ae Ratio Fan Stage with Rotor Blades Reset - 


Deg. 
N76-18076/9GI 76-13 21E PC AO5/MF A01 


_ NASA-TM-X-3343 


Effect of Wing Bend on the Ex ental Force and 
Moment Characteristics of an Oblique Wi 
N76-18072/8GI 76-13 1A PC /ME A01 


NASA-TM-X-3344 
An ning ‘Bena of Correlation Between Pilot 
Scanning vior and Workload Using Stepwise 
wre-oesa/eal 76-15 SJ PC AOQ2/MF AO1 
NASA-TM-X-3345 
Performance of inlet Stage of Transonic Compres- 


N76-17023/2G1 76-12 21E PC A04/MF AO1 
NASA-TM-X-3346 

Special Report Writer: A Fiexible information 
Management System. Documentation and User'S 
N76-17856/5GI 76-12 9B PC A06/MF AO1 
NASA-TM-X-3347 

Effect of Casing Treatment on Performance of -” 


inlet S for a Transonic Multistage Compresso 

N76-18071/0GI 76-13 21E PC IME A At 
NASA-TM-X-3348 

Mode! investigation of inlet Plenum Fiow 


- yma ee — for Altitude Test Facil 
76-15 148 PC A03/MF 


acai 
Performance of a Low-Pressure Fan Stage with 
Reverse Flow 


N76-17024/0GI 76-12 21€ PC AQ4/MF AO1 
NASA-TM-X-3350 
Effect of Slotted Casing Treatment on Performance 


of a Mu Compressor. . 

N76-17147/9GI 76-12 21E PC AQ2/MF A01 
NASA-TM-X-3351 

incidence le Bounds for Lip Flow Separation of 

Three 13.97 timeter-Diameter inlets. 

N76-18127/0GI 76-13 1C PC AQ2/MF A01 
NASA-TM-X-3352 

Potential Use of Ceramic Coating as a Thermal in- 


sulation on Cooled Turbine Hardware 
N76-17141/2GI 76-12 11C "PC A02/MF A01 
NASA-TM-X-3353 


System Tests with Electric Thruster Beam and Ac- 
celerator Directly Powered from Laboratory Solar 
N76-22297/5GI 76-17 21C PC A03/MF AO1 
NASA-TM-X-3356 
ic Performance of 0.4066-Scale Mode! to 
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N76-24153/8GI 76-19 21E PC A06/MF A0O1 
NASA-TM-X-3357 

Functioning of inorganic/Organic Battery Separa- 

tors in Sitver-Zinc Cells. 

N76-17645/2GI 76-12 10C PC AQ2/MF A01 
NASA-TM-X-3358 

Layer Bleed System Study for a Full- 

Scale, Mixed-Com pression iniet with Percent In- 

ternal Contract 

N76-20080/7GI 76-15 21E PC A04/MF A01 
NASA-TM-X-3359 


Mode! for Calculating Electr 


ic Shunt Path 
Losses in Large Electrochemical Energy Conversion 


21702/5G! 76-16 10B PC AOQ2/MF AO1 
NASA-TM-X-3360 
Noise Generated by Quiet Engine Fans. 3: Fan C. 
N76-18134/6GI 76-13 21E PC AOS/MF A01 


NASA-TM-X-3361 
coe ene geen Gm Eons Cates ot oe 
Nozzie installed on an Underwing Nacelle on an 
106 Airplane. 
N76-18128/8GI 76-13 1C PC AQ3/MF A01 
NASA-TM-X-3362 


Heat-Transfer Characteristics of Partial Film 
— Plug Nozzie on a J-85 Afterburning Turbojet 
ngine. 
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N76-18129/6GI 
NASA-TM-X-3363 
An Evaluation of the Method for Determining the 


76-13 21E PC AQ3/MF AO1 


Whitham F-Function Using Distributions of 
Downwash and Sidewash Angles. 
N76-18074/4GI 76-13 1A PC AOQ2/MF A0O1 


NASA-TM-X-3364 
Reports of Accomplishments of Planetology Pro- 


rams, 1975 - 1976 
76-19030/5G! 76-13 3B PC A13/MF AO1 
NASA-TM-X-3365 


Analysis of Experimental Results of the iniet for the 
NASA nic Research Engine Aerother- 
modynam on Model. 
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Resilient-Pad Gas-Lubricated Thrust Bearing. 
N76-24588/5GI 76-19 131 PC MF AO1 
NASA-TN-D-8222 
Characteristics of Wake Vortex Generated by a Boe- 
a 727 Jet Transport During Two-Segment and 
Normal ILS ‘Approach Fi Flight Paths. 
N76-21175/ 16 1A PC A06/MF A01 
NASA-TN-D-8223 
Caiculation of Wind-Driven Surface Currents in the 


North Atlantic Ocean. 
N76-26783/0G! 76-22 8C PC AO2/MF AO1 


NASA-TN-D-8252 


NASA-TN-D-8224 


F k Initiation and Growth in Notched 
——— Specimens Monitored by a Video Tape 


N76-30605/9G! 76-26 11F PC A03/MF AO1 
NASA-TN-D-8225 

Airborne Ballistic Camera Tracking Systems. 

N76-26259/1G! 76-22 17H PC AO3/MF A01 
NASA-TN-D-8226 


Multivariate Normality. 
N76-26931/5GI 76-22 12A PC A13/MF A01 
NASA-TN-D-8227 
— Experience Report Guidance and Control 
Prima no Navigation, and Con- 


oe System Deve 
N76-23335/2G! ain 76.18 22A PC AQ4/MF AO1 
NASA-TN-D-8228 


Gravity Effects on Flame Spreading over Solid Sur- 


N76-24506/7G! 76-19 218 PC A02/MF AO1 
NASA-TN-D-8230 

Adhesion and Friction of Thin Metal Films. 

N76-22356/9G! 76-17 11F PC AQ2/MF AO1 
NASA-TN-D-8231 

Polyimide Film Wear: Effect of Temperature and At- 

mosphere. 

N76-22383/3G! 76-17 7C PC A0Q2/MF A01 
NASA-TN-D-8232 


Effect of Minor Reactive Metal Additions on Frac- 

ture Toughness of Iron: 12-Percent Nickel Alloy at- 

196 and 25 Deg C. 

N76-2 /2GI 76-19 11F PC AO3/MF AO1 
NASA-TN-D-8233 

Effect of a Surface-to-Gap Temperature Discon- 

tinuity on the Heat Transfer to Reusable Surface In- 


sulation Tile Gap 
N76-26432/4GI 76-22 228 PC A03/MF AO1 
NASA-TN-D-8236 


Wind-Tunnel Investigation of a Fowler Flap and 
iler for an Advanced General Aviation — 
N 6-26218/7GI 76-22 1A PC AOS/MF A01 
NASA-TN-D-8237 
Some Anomalies Observed in Wind-Tunnel Tests of 
a Biunt Body at Transonic and Supersonic S s 


N76-24341/9GI 76-19 200 PC A03/MF A01 
NASA-TN-D-8238 
Effect of noids Number on the Subsonic Boat- 


tail Drag of eral Wing-Body Configurations. 
N76-26157/7GI 6-22 1A A0S/MF AO1 
NASA-TN-D-8239 


An Engineering Procedure for Calculating Com- 
grees = a of Isogrid Cylindrical Shells with 


uckled S 
w7e-28800/70! 76-22 20K PC AOQ3/MF AO1 
NASA-TN-D-8240 


Classification Software Technique Assessmen 

N76-27905/8G! 76-25 9B PC A08/ME A01 
NASA-TN-D-8241 

Cosm | parse ¢ in Stone Meteorites. 

N76-25115 76-19 3B PC A03/MF A01 
NASA- certo wo 


Aerodynamic Characteristics of a Vane Flow Angu- 

larity Sensor System Capable of Measuring Flight 
Path Accelerations for the Mach Number Range 

from 0.40 to 2.54 

N76-23257/8GI 76-18 1A PC A03/MF A01 


NASA-TN-D-8244 


Predicting Failure of Specimens with Either Surface 
Cracks or Corner Cracks at Holes. 
N76-26587/5GI 76-22 11F PC A03/MF AO1 


NASA-TN-D-8246 
Transformation of Apparent Ocean Wave Spectra 


Observed from an Aircraft — Platform. 

N76-24861/6GI 76-19 8C PC AO02/MF A01 
NASA-TN-D-8249 

Apollo Experience Report Guidance and Control 

ogee 

N76-26244/3GI 76-22 22B PC A02/MF AO1 
NASA-TN-D-8251 


The Davidon-Fletcher-Powell Penalty Function 

a A Generalized Iterative Technique for Solv- 
Parameter Optimization Problems. 

NJ6-24964/8G! 76-19 12B PC A02/MF AO1 


NASA-TN-D-8252 


Friction Characteristics of 20 X 4.4, Type 7, Aircraft 
Tires Constructed with Different Tread Rubber 


mpounds. 
N76-27216/0GI 76-25 1C PC AOQ3/MF A01 


AR-885 








NASA-TN-D-8253 
Meteorological Adjustment of Yearly Mean Values 
for Air Pollutant C tration Compartesn. 
N76-29738/1GI 76-25 13B PC AQ3/MF A01 
NASA-TN-D-8254 
oe Behavior of Unnotched and Notched Tung- 


Laminar Com 
N76.26287/2G1 76-22 11D PC A03/MF A01 
NASA-TN-D-8255 


Resistance of Nickel-Chromium-Aluminum Alloys to 
Cyclic Oxidation at 1100 C and 1200 C. 
N76-26316/9GI 76-22 11F PC AQ3/MF AO1 


NASA-TN-D-8256 


Cost Estimation: An ——— n Approach. 

N76-26932/3GI 5A PC AQ2/MF AO1 
NASA-TN-D-8260 

A Design Approach and Selected Wind Tunnel 

Results at High Subsonic Speeds for Wing-Tip 

Mounted Winglets 

N76-26163/5GI 76-22 1A PC AO3/MF AO1 
NASA-TN-D-8261 

Mass Spectrometry of Aerospace Materials. 

N76-26279/9GI 76-22 7D "PC A02/MF A0O1 
NASA-TN-D-8262 


Correlations for Determining Thermodynamic Pro- 


perties of Hydrogen-Helium 4 Mixtures at Tem- 

peratures from 7, to 35,000 

N76-31053/1GI 76-26 70 PC AOQ3/MF A01 
NASA-TN-D-8264 


A High Subsonic Speed Wind Tunnel investigation 
of i me a Representative Second-Generation 
Transport Win 
N76-26164/3GI 76-22 1A PC AQ4/MF AO1 
NASA-TN-D-8267 
The Effect of Winglets on the Static ic 
Stability Characteristics of a Representative nd 
Generation Jet Transport 
N76-29167/3GI 76-25 1A PC AO3/MF A01 
NASA-TN-D-8268 


Crack-Opening Displacements in Center-Crack, 


pact, and Crack-Line Wedge-Loaded 
Specimens. 
N76-26584/2GI 76-22 20K PC AO3/MF A01 
NASA-TN-D-8270 


Experimental Dynamic Stiffness and Damping of 
— Pressurized Gas-Lubricated Journal 


N76-265 15/66! 76-22 131 PC AO3/MF A01 
NASA-TN-D-8271 

Apollo — Report Environmental Ac- 

ceptance Testi 

N76-26245/0G! 76-22 22B PC A04/MF AO1 
NASA-TN-D-8272 

Failure Rate Ana of Goddard a Flight 

Center raft iormance Durin | Life. 

N76-27 5G! 76-25 2268 PC AO2/MF AO1 
NASA-TN-D-8277 

Electrochemical Deposition of Silver Crystalis 

Aboard Skylab 4. 

N76-26294/8GI 76-22 20B PC A03/MF AO1 
NASA-TN-D-8278 

Radiative Behavior of a Gas Layer Seeded with 

N76-28512/1G! 76-25 20D PC A03/MF A01 
NASA-TN-D-8279 


Dual-Action Gas Thrust Bearing for improving Load 


7b 29008/9G 76-25 131 PC AQ2/MF AO1 
NASA-TN-D-8280 


Microstructural Changes Caused by Thermal Treat- 
ment and Their Effects on Mechanical + ~hr of 
« gamma/gamma Prime - delta Eutectic Al 


6GI 76-26 11F PC AO3/MF AO1 
NASA-TN-D-8281 
A Balloon Ozone Measurement Utilizing an Optical 
Absorption Celi and an Ejector Air Sampler. 
N76-29865/2GI 4A PC AQ2/MF AO1 
NASA-TN-D-8285 


Strategies for Estimating the Marine Geoid from Al- 

timeter Data. 

N76-29786/0GI >» 76-25 8E PC A03/MF A01 
NASA-TN-D-8286 

On Estimating Gravity Anomalies from Gradiometer 


N76-27756/5G! 76-25 8E PC A02/MF A01 
NASA-TN-D-8287 
A Spacecraft-Borne Gradiometer Mission Analysis. 
N76-27755/7GI 76-25 8E PC A A0Q2/MF A0O1 


AR-886 


NASA-TN-D-8294 

An Equivalent Energy for the Outgassing of Space 

Materials. 

N76-29367/9GI 76-25 11F PC A02/MF A01 
NASA-TN-D-8298 

Apollo Experiment Report: Lunar-Sample 

Processing in the Lunar Receiving Laboratory High- 

Vacuum x. 

N76-30249/ 76-26 14B PC A03/MF AO1 
NASA-TR-R-436 

A Cubic Spline Approximation for Problems in Fluid 

Mechanics. 

N75-33345/0GI 76-02 20D PC AOS/MF AO1 
NASA-TR-R-438 

ee Models for Electromagnetic Reflection 

Amplitudes. 

N76-19539/5GI 76-15 8. PC AO4/MF A01 

NASA-TR-R-442 


A Theoretical investigation of the input Charac- 
teristics of a Rectangular Cavity-Backed Slot Anten- 


na. 

N75-32280/0GI 76-01 9E PC AO6/MF AO1 
NASA-TR-R-444 

Effects of Jet Exhaust Gas Properties on Exhaust 

Simulation and Aft Drag. 

N76-10006/4GI 6-03 1A PC AO7/MF AO1 
NASA-TR-R-446 


Analytical — for Determining the Stability of 


Linear Retarded Systems with Two Delays. 

N76-11733/2GI 76-07 12A PC A03/MF A01 
NASA-TR-R-447 

inverse oemiose for Laminar ~~ iodo 

Flows with Separation oe a 

N76-12015/3GI 1A PC. AD4/MF A01 
NASA-TR-R-448 

The Annular Suspension and ing (Asp) System 

for ae Experiments and Predicted Pointing Ac- 

curacies. 

N76-12124/3GI 76-07 22B PC AQ3/MF A01 
NASA-TR-R-449 

Testing of Printed Circuit Board Solder Joints by 

Opt Correla 

6-11856/1GI 76-07 9E PC AOS/MF A01 

NASA-TR-R-450 


——— and Demonstration of 2 Flutter-Sup- 


poses n System Using — Contro 
6-14518/4GI 1A mC A04/MF A01 
NASA-TR-R-451 
Theory of Noise Generation from Moving Bodies 
with an lication to Helicopter Rotors. 
N76-1 /9GI 76-07 20A PC AO4/MF AO1 
NASA-TR-R-452 


Sepeenate Method for Calculating Transonic 
About Lifting —— Configurations. 


N76-21151/5GI 1A A06/MF A01 

NASA-TR-R-453 
The Photon Gas Formulation of Thermal Radiation. 

N76-11900/7GI 76-07 20M PC A0S/MF AO1 
NASA-TR-R-454 

Primer Vector Theory and Applications 

N76-11200/2Gi 76-07 12A PC A03/MF A01 
NASA-TR-R-455 


Statistical Equilibrium Caiculations for Silicon in 
Early-T Mode! Stellar Atmospheres. 
N76-1 /OGI 76-12 PC A06/MF AO1 


NASA-TR-R-456 


On the Formulation of the Aerodynamic Charac- 


teristics in Aircraft Dynamics 
N76-15082/0GI 76-10 1A PC AO04/MF AO1 


NASA-TR-R-457 
erg and Their Application in Contamination 
t . 
N76-14267/8GI 76-09 148 PC A05/MF A01 
NASA-TR-R-458 


An Exact Transformation from Geocentric to 

Geodetic Coordinates for Nonzero Altitudes. 

N76-19836/5GI 76-15 8E PC AO02/MF A01 
NASA-TR-R-459 

Defining Constants, Equations, and Abbreviated Ta- 

bies of the 1975 us Standard oS 

N76-24797/2GI 76-19 4A AOQS/MF AO1 


NASA-TR-R-460 


Studies Related to the Development of the Viking 
1975 Labeled Release E ent. 
N76-21913/8GI 16 3B PC A0Q2/MF A01 


NASA-TR-R-461 
Real-Time Detection and Data Acquisition System 


for the Left Ventricular Outline. 
N76-27880/3GI 76-25 6L PC A14/MF AO1 


NASA-TR-R-465 
High and A o. Threshold p-Channel Metal Oxide 


ctor Process and Description of 
Mi levestectenice ees 
N76-27480/2GI 25 9E PC AOQ3/MF A01 
NASA-TT-F-680 
Analysis and Synthesis of Mechanisms--Translation. 
PB-256 016/7GI 76-23 131 PC A18/MF AO1 
NASA-TT-F-778 
Study of Spacecraft —_ Dynamics. 
N76-18193/2GI 6-13 22A PC AOS/MF A01 
NASA-TT-F-787 
Non-Equilibrium Physico-Chemical Processes in 
ics. 
N76-18078/5GI 76-13 20M PC A21/MF AO1 
gh 
The Magnet tememee °° of Meteorit 
N76-29133/5G! 76-25 38 PC A03/MF A01 
NASA-TT-F-799 
Aircraft Control System be pe ha 
N76-18146/0GI 1D "PC i A10/MF AO1 
NASA-TT-F-804 
X-Ray Investigation in — and Space Medicine. 
N76-10705/1GI 6S A0S/MF A01 
NASA-TT-F-811 
- Biue Plane 
Ny6-11180/7GI 76-07 22A PC A11/MF AO1 
NASA-TT-F-822 
Stochastic Structure of ee and Radiation Mores 
N76-11605/2GI 4A PC A09/MF A01 
NASA-TT-F-823 
Theory of the Lifting Airscrew 
N76-19123/8GI 76-15 1A PC A21/MF A01 


NASA-TT-F-14204 


Third Order, Linear, 
Equation. 
5-32829/4Gi 


NASA-TT-F-14798 


Homogeneous Differential 
76-01 12A PC AO04/MF A01 


investigation of the Adsorption of Sulfoxides from 

Dilute Solutions. 

N75- 2Gi 76-01 7D PC AOQ2/MF A01 
NASA-TT-F-14799 


The 100 Meter Radio Telescope for the Max Planck 

institute for Radio Astronomy-Bonn. 

N75-32969/8G! 76-01 38 PC A03/MF AO1 
NASA-TT-F-15461 

The Effects of Atmospheric Humidity and Duration 

of Prior-Corrosion in Atmosphere on the Fatigue 

Strength of Some Aluminum Alloys. 

N76-24391/4GI 76-19 11F PC AQ2/MF A01 
NASA-TT-F-15462 

o in the Mouths of Rivers. 

N76-27643/5GI 76-25 8G PC AQ2/MF A01 

NASA-TT-F-15463 

A Scientific Dialog Between the Leading Space 


Powers. 

N76-25794/8G! 76-20 22A PC AO02/MF AO1 
NASA-TT-F-15464 

Orbital Elements of 45 Meteorites: An A 

N76-26130/4Gi 76-20 3C PC AOS/MF A01 


NASA-TT-F-15465 
Threshold nee, of Accretions by a Neutron 


Star with a Magnetic F 
N76-27133/7GI 76-22 38 PC A03/MF A01 
NASA-TT-F-15466 
Construction of the Profiles of Multiple Manifolds 
Obtained in Studying the Relationship Between 


~ | Dimensions. 
26940/6G! 76-22 12A PC AOQ2/MF AO} 
Boe onset 


New Adaptive Methods and Their Effectiveness in 
Reducing Redundan when Measuring the 
Strength of the Fiux of Particles. 

N76-26966/1Gi 76-22 20H PC A02/MF A01 


NASA-TT-F-15471 
The infrared Spectrum and the Structure of NO3CI 


and NOSF. 

N76-24373/2GI 76-19 7D PC A0Q2/MF AO1 
NASA-TT-F-15479 

Study of Partial Discharges in Solid Dielectrics. 

N76-27072/7GI 76-22 20. PC AQ2/MF AO! 
NASA-TT-F-15480 

Water for the Cosmonaut. 

N76-26865/5GI 76-22 6K PC A02/MF A0O1 
NASA-TT-F-15481 


Electrocrystallization of Zinc influenced — by 
Codeposition of Lead in Alkaline Solutio 
N76-27398/6GI 76-25 “11F PC AO2/MF A0t 








NASA-TT-F-15482 
Optical Vibration Sensor. 
N76-26443/1GI 76-22 20F PC E02/MF A01 


NASA-TT-F-15483 
Launchings of Spacecrafts in the USSR (November 


- December 1975 

N76-25308/7GI 76-20 22B PC A02/MF AO1 
NASA-TT-F-15484 

Space Transport Systems. 

N76-27318/4GI 76-25 22B PC A03/MF A01 


NASA-TT-F-15485 
Contribution to the Theory of Seasonal Variation in 


Ozon 
N76-28725/9G! 76-25 4A PC AO2/MF AO1 


NASA-TT-F-15486 
Fifteen Years in Space. 
N76-27286/3G! 76-25 22A PC AO2/MF AO1 


NASA-TT-F-15487 
First Pictures of the Surface of Venus (Preliminary 


Analysis). 
N76-28136/9GI 76-25 38 PC A02/MF A01 
NASA-TT-F-15488 


Measurement of Hard Cosmic Ra By in September 
1973 by MARS-4, MARS-5 and MARS -7 


N76-29148/3G! 76-25 3B PC A02/MF A01 
Sali ae 
Changes i tance of Animals \ at 


the Resis 
‘Koemos-805 and 782’ seeeeenie Seine 
N76-26786/3GI 6-22 6S PC A02/MF AO1 


NASA-TT-F-15490 
Changes in the Biochemical Indicators of the Blood 
of Rats Following the Flight of the ‘Kosmos-782' 


ical Satellite. 
N76-26789/7GI 76-22 GS PC A02/MF AO1 
NASA-TT-F-15491 
Lite Cuapent © Systems and Research Apparatus for 
Performing the Kosmos-782 Satellite Experiment. 
26866/3G! 76-22 6K PC A02/MF A01 


NASA-TT-F-15492 
inary Results of an Seen with Mammals 


on the ‘Kosmos-782' <> | Satel 
N76-26787/1GI 3 A02/MF A011 


NASA-TT-F-15493 
Change in Equilibrium Function and Static Re- 
sistance in Rats or a 20 Day Long Flight in the 
"76-22 6S PC A02/MF A01 
NASA-TT-F-15494 


Morphological Investigation of the Organs and Tis- 
sues of Animais after Flight Aboard the ‘Kosmos- 
782’ Satellite 


N76-26790/5GI 76-22 6S PC A02/MF A01 
NASA-TT-F-15495 

NICZTETAITG) Tens GE PC AG2/MF AOt 
NASA-TT-F-15498 

Satellites MAP the Harvest. 

N76-23667/8GI 76-18 2C PC AQ2/MF AO1 


NASA-TT-F-15499 
Preliminary Results of an Experiment on Human 
Chronobiology and Neurobio in a Subterranean 
Environment. 1: Life on a Bicircadian R m (P. 
Englender). 2: Life in Continuous Light (J. Chabert). 
Longitudinal nies and Computer Correlation of 
Neurologic, ical and Physiologic Data 


Collected in e Sononet -Time Cave Experiments from 

1968-1969. 

N76-27838/1GI 76-25 6S PC A15/MF A01 
NASA-TT-F-15500 


Sanco A Results of Studies on the Biosatellite 


Kosmos-782. 
N76-27813/4GI 76-25 6C PC A08/MF AO1 
NASA-TT-F-15980 


importance of Soil Microfiora in the Biogenetic 
Migration of Boron in B chemical Provinces 


Containing Different Amounts of Boron 

N76-1 /6Gi 76-09 6M PC ‘A02/MF A011 
NASA-TT-F-16183 

Studies Relative to an induction Pressurized 

Transonic Wind Tunnel. C: Final Design of the 

Derat T2 Wind Tunnel. 

N76-21221/6GI 76-16 148 PC AO3/MF A011 


NASA-TT-F-16306 


Estimating the ay of the Theories of Motion 

of the Earth and MARS. 

N75-32979/7GI 76-01 3C PC A0Q2/MF A01 
NASA-TT-F-16375 

Space-Earth Fore , 

N76-16741/0GI 76-11 5A PC A14/MF AO1 


NASA-TT-F-16454 
The Onera F-1 Pressurized Subsonic Wind Tunnel. 
N76-13122/6GI 76-08 148 PC AO3/MF AO1 
NASA-TT-F-16485 
by Ane = x Method of Studying the Contribution 
apor to Atmospheric Transmission in the 


13 Micron Window. 
N76-13671/2GI 


NASA-TT-F-16486 
The Electrical Parameters of Sandy and Loamy Soil 
in the Centimeter, Decimeter and Meter Wave 
Ranges. 
N76-13670/4GI 76-08 8M PC A02/MF AO1 
NASA-TT-F-16489 


a Studies of the SHF Radiation Charac- 
teristics of Soils under Moist Conaten. 
N76-13669/6GI 76-08 PC AO04/MF AO1 


NASA-TT-F-16494 


The Urban Geographical Survey. 
N75-33939/0GI 76-02 8B PC AQ4/MF AO1 


NASA-TT-F-16501 
Ballistic Ranges and Their Applications in Experi- 


mental Research. 
N75-33061/3GI 76-02 19D PC A17/MF A01 
NASA-TT-F-16514 


Natural eaery of Agaricines 


76-08 4A PC A02/MF AO1 


N76-28807/5GI 76-25 6C PC A13/MF AO1 
NASA-TT-F-16522 

lonospheric Processes. 

N76-19637/7GI 76-15 4A PC A99/MF A01 


NASA-TT-F-16528 
Conversion of Formulas for the Rectangular Coor- 
dinates of Conformal Projections Used in Air 


Navigation. 
N75- /5GI 76-02 17G PC A02/MF A01 
NASA-TT-F-16536 
Psychological Problems of me me Flight. 
N76-16750/1GI 76-11 SJ PC A1l1/MF AO1 


NASA-TT-F-16538 
influence of Zsub 1210 Cell Growth of Cells Steril- 


ized by lonizing Radiations. 
N76-11689/6GI! 76-07 6C PC AO2/MF A0O1 
NASA-TT-F-16541 


Apollo-Soyuz Test Flight. 
N75-33136/3G! 76-02 22A PC A02/MF A01 
NASA-TT-F-16542 


Electro-Jet Engines. 
N76-13200/0G! 76-08 21C PC AOS/MF A01 


NASA-TT-F-16543 


interkosmos: Summer School for Observers with 
Laser Satellite Rangefinders. 
N75-33155/3GI 76-02 22C PC AO7/MF A011 


NASA-TT-F-16546 
Progesterone and Testosterone Binding in Human 


Endometrium During Pregnancy. 
N75-33656/0GI 70-02 6A PC AN2/MF A01 


NASA-TT-F-16547 
Effectiveness of Recursive Filters in Selecting Mov- 


ing Ta " 
NJ6-32506/ 1G 76-01 17! PC AO2/MF A01 
NASA-TT-F-16549 


Operative Disturbance Reporting for the Commer- 


cial Airplane. 
N75- 2/46! 76-01 18 PC AO4/MF A01 
NASA-TT-F-16550 


Measurement of 's omg with Simple 


Liquid as a Function of Tem 
N76-11381/0GI 76-0 7D “PC A07/MF A01 


NASA-TT-F-16551 


Performance liv: provement 
Assisted Aircraft Design. 
N75-32092/9GI 76-01 


NASA-TT-F-16556 


A Method for > ey ayy Electrochemico-Kinetic 
Parameters Relating to the wy Disk Electrode. 
N75-32321/2G! 76-01 PC A02/MF A01 


NASA-TT-F-16557 


Transmission Characteristics of Glass Fibers. 
N76-10835/6G! 76-03 20F PC A02/MF AO1 


NASA-TT-F-16559 


Numerical Calculations of the Supersonic Flow of a 

Viscous Fluid on a Parabolic Obstacle. 

N75-33349/2GI 76-02 200 PC A02/MF AO1 
NASA-TT-F-16561 

Results of Optimization Calculations for a Finned 

Tubular Fuel Element in a Gas-Cooled Heavy-Water 


Reactor. 
N75-32891/4Gi 76-01 18) PC AQ3/MF A01 


Through Controlier- 
1C PC A03/MF A01 


NASA-TT-F-16592 


NASA-TT-F-16562 
Application of Cryogenic Temperatures. 
N76-11305/9GI 76-07 20t PC AOQ3/MF AO1 
NASA-TT-F-16565 


Certain Problems of Experimental Aerodynamics. 
N76-11031/1GI 76-07 1A PC AO6/MF A01 


NASA-TT-F-16566 


Certain Problems and Methods of the Linear Theory 
of Hyd namic Stability. 
N76-1 /1GI 76-10 200 PC A11/MF AO1 


NASA-TT-F-16567 
Evaluation of the Energy Characteristics of Nonsta- 
Broadband Random Processes According to 


1 ual Realizations. 
N75-33322/9G! 76-02 9B PC A05/MF A01 
NASA-TT-F-16569 


Motion of Gas Bubbies in a Liquid under the in- 
fluence of a Temperature Gradient. 
N76-11372/9GI 76-07 200 


NASA-TT-F-16571 
Motion and Filling of Cavities in an Unbound Liquid 


Near a ne. 

N76-11371/1GI 76-07 200 PC A02/MF AO1 
NASA-TT-F-16572 

Lift Height of Vapor Bubbles in an Underheated 

Liquid During Boiling at Vertical Walis 

N76-11369/5GI 76-07 20M PC A02/MF AO1 
NASA-TT-F-16574 

Dependence of Local interaction Parameters on the 

Knudsen Number 


PC A02/MF AO1 


N75-33005/0GI 76-02 1A PC AOQ2/MF A01 
NASA-TT-F-16576 

The Atmosphere of the Planets 

N76-10967/7GI 76-03 3B PC A02/MF AO1 
"aioe 

Earth from Orbit. 

N76 1063/36! 76-03 14E PC A02/MF A01 


NASA-TT-F-16578 
Stellar Wounds of the Earth and Their Diagnosis by 
Geophysical 
N75-33979/6GI 
NASA-TT-F-16579 


Baykonur-Canaveral: A Common Program. 
N75-33161/1GI 6-02 PC A02/MF A01 


' 76-02 38 PC A02/MF A01 


NASA-TT-F-16580 

Soyuz-APOLLO. 

N76-11187/1GI 76-07 22A PC A06/MF AO1 
NASA-TT-F-16581 

The New Face of MARS. 

N75-33977/0GI 76-02 38 PC A02/MF A01 


NASA-TT-F-16582 
Salyut-4: Equipment and Potentials. 
76-02 22A 


N75-33160/3GI PC A02/MF AO1 
NASA-TT-F-16583 
yo of Space Vehicles in the USSR (March - 
1975). 
N76-10195/5GI 76-03 22B PC A02/MF AO1 


NASA-TT-F-16584 


The Moon: 15 Years of ry Researc 
N75-33978/8GI 38 


NASA-TT-F-16585 
Venus Reveals Secrets 


PC A02/MF A01 


N76-14998/8GI ‘76-09 3B PC AO7/MF AO1 
NASA-TT-F-16586 

Effect of Anomalously Low Friction. 

N76-11439/6GI 76-07 11H PC AOQ2/MF A0O1 
NASA-TT-F-16587 

Salyut-3 Photographs the Earth. 

11535/1GI 76-07 14E PC A02/MF A01 

NASA-TT-F-16588 

Orion-2: Ultraviolet Spectra of Weak Sta 

N76-11929/6GI 76-07 3B PC A02/MF AO1 


NASA-TT-F-16589 
Weather and Climate on the Planets 
76-07 


N76-11979/1GI 3B PC A04/MF A01 
NASA-TT-F-16590 

Orbits of Cooperation. 

N76-22222/3GI 76-17 22A PC A08/MF AO1 


NASA-TT-F-16591 


The Earth: - peas Field. 
N76-11602/9GI 6-07 


NASA-TT-F-16592 


Ozone as an indicator of Atmospheric Processes. 
N76-13668/8GI 76-08 4A PC AO02/MF AO1 


8E PC A02/MF A01 


AR-887 








NASA-TT-F-16593 
Evolution of Concepts of the Origin of Life, 1924 - 
1974 


N75-33636/2GI 76-02 6C PC AOQ2/MF A01 
NASA-TT-F-16595 


Administration of Ethanol in Various Doses: Levels 
of Cerebral Serotonin in Rats. 
N75-32727/0GI 76-01 60 PC A02/MF AO1 


NASA-TT-F-16596 


Fourier Transform Spectroscopy in the Infrared. 
N76-10284/7GI 76-03 7D PC AQ2/MF A01 


NASA-TT-F-16597 


Bacterial Rhodopsin as a one a Converter. 
N75-33637/0GI C AOQ2/MF A01 


NASA-TT-F-16598 
Variation of intracardiac and Intravascular Tempera- 


ture in Man. 

N75-33658/6GI 76-02 6P PC AO2/MF A01 
NASA-TT-F-16599 

immune Bactericidal and Bacteriolytic Reaction 

N75-33659/4GI 76-02 6A PC A04/MF Ao1 
NASA-TT-F-16600 


Feasibility of Viewing the Venus Surface by Means 


of Bistatic Radar. 
N75-33974/7GI 76-02 3B PC A02/MF A011 
NASA-TT-F-16601 


The Shearing Effect of Vapor Flow on Laminar 
Liquid Flow in Capillaries of Heat Pipes 
N76-13423/8GI 76-08 20D PC A03/MF AO1 


NASA-TT-F-16602 


Electrometric Amplifier _— Lee Feedback. 

N75-33319/5GI SE PC AO02/MF AO1 
NASA-TT-F-16603 

Estimate of the Accuracy of Constructing an Upper- 

Atmosphere Density Model from the Deceleration of 

an Artificial Earth Satellite. 

N76-11603/7GI 76-07 4A PC A02/MF A01 


NASA-TT-F-16604 
Bursts of Hard X-Ray Emissions on 25-26 June 
1971. 
N76-10975/0GI 
NASA-TT-F-16605 


Quartz Accelerometer with a Capacitance-Type Mo- 
tion Sensor. 
N75-33373/2GI 76-02 


NASA-TT-F-16606 
Comparative Aspects of Photoreception of Retinal 


Protein Complex 
N75-33657/8GI 76-02 6A PC AO02/MF AO1 
NASA-TT-F-16607 


Band Grid Filters for the Long-Wave Infrared Re- 


ion. 

Ri75-33836/8G! 76-02 20F PC AQ2/MF AO1 
NASA-TT-F-16608 

Optimization of a Program for Determining Space 

’ Trajectories when Errors Are Present in the 

Motion Model. 

N75-33140/5GI 76-02 22C PC A02/MF A01 
NASA-TT-F-16609 


Estimation of the Density of Surface Layer Material 
of the Moon, MARS, and Venus. 
N75-33976/2G! 76-02 3B PC A03/MF A01 


NASA-TT-F-16610 
Material of Studies of Mesospheric Clouds. 


76-03 368 PC AOQ2/MF A01 


14B PC AO3/MF A01 


N76-26741/8GI 76-22 4A PC A06/MF A01 
NASA-TT-F-16611 
Physics of the Mesosphere and Mesospheric 
Clouds. Meteorological Studies, No. 22. 
N76-26742/6Gi_- 76-22 4A PC A10/MF AO1 


NASA-TT-F-16612 
Theory of Induction of a +! Loaded Propeller. 
76-02 


N75-33002/7GI 1C PC A02/MF A01 
NASA-TT-F-16613 

Additive Strength Contributions. 

N76-11274/7Gi 76-07 11F PC AO06/MF AO1 


NASA-TT-F-16614 
Bubbies in Liquid: Euromech 7. 
N75-33348/4GI 76-02 20D PC AQ2/MF A01 


NASA-TT-F-16615 
Optimum Design of a Bypass Engine with Flow Mix- 


ing. 
N75-33053/0GI 76-02 21E PC A03/MF A01 
NASA-TT-F-16616 


Presentation and Discussion of Results from Mea- 
surements of the Velocity of Sliding Gas Bubbles in 
@ Liquid Medium, Carried out by Different 

N76-11373/7GI 76-07 20D PC A02/MF A01 


AR-888 


NASA-TT-F-16617 


Cathodic Reduction of ouee 
and Chromium Carbides a 
N76-11272/1GI 76-07 -— PC AOQ2/MF A01 


NASA-TT-F-16618 
Thermodynamic investigation of Gas ne with 


ey Constant Volume Combust 
N75-33052/2GI 76-02 21E PC A03/MF A01 


1 of Porous Titanium 
itrides. 


NASA-TT-F-16620 


Sliding Friction and Load Limits of Flange Races of 

Tapered Roller Bearings. Effects of Rate of Revolu- 
tion, Load, Lubricant, and Contact Surface Configu- 
ration as Found by Experiment and Calculation. 
N76-10474/4GI 76-03 131 PC AOS/MF AO1 

NASA-TT-F-16622 
Observations from S 
N76-10190/6GI 


NASA-TT-F-16623 
Origin of the Moon. 
N76-14999/6GI 

NASA-TT-F-16624 
Heat Transfer Through Phase ern, Ae and Centrifu- 
gee _ to Turbine Biade ee. 

76-02 21E PC A0Q2/MF A01 


pace. 
76-03 22B PC A02/MF A01 


76-09 3B PC A10/MF A01 


Been ool 

A Mathematical Model for Heat and Material 
Exchange in Bubbles. 
N76-11370/3GI 
NASA-TT-F-16627 


Gel Permeation ~~ “atte and Its Application 
to Petroleum Ana 


76-07 20M PC AO06/MF AO1 


N75-33192/6GI 76-02 7D PC AQ2/MF A01 
NASA-TT-F-16628 

Explosive-Welded Fiber Reinforced Materials: 

Status of Technique and Possibilities of Develop- 

N75-33400/3G! 76-02 11D PC AQ2/MF A01 
NASA-TT-F-16629 


Diffusion Welding of Various Combinations of 
Materials Which Are Difficult to Weld. 
N75-33399/7GI 76-02 13H PC AO02/MF A0O1 


NASA-TT-F-16630 


Oscillations of a Liquid under Conditions of Total or 
Partial Weightlessness. 
N76-10412/4G! 76-03 20D PC A02/MF A01 


NASA-TT-F-16631 
Stability of the Shaping of Nonlaminar Electron 


Currents by a Periodic Magnetic Field. 
N76-10832/3Gi 76 PC A02/MF A01 
NASA-TT-F-16632 


High Speed Liquid Baers Applications 


to Petroleum Chemistry. 
N76-11258/0GI 76-07 7D PC AQ3/MF A01 
NASA-TT-F-16633 


One Possibility for Vortex Generation in a Laminar 


pouneey ae. 
N76-10413/2GI 76-03 20D PC A02/MF A01 
NASA-TT-F-16634 
Results of the World Space Research, 1966/67. 
N75-33567/9GI 76-02 5B PC A02/MF AO1 
NASA-TT-F-16635 


Amino Acids, Hydrocarbons, and Other Organic 
Compounds in Juvenile Setaanle fem. 


N76-13666/2GI PC A02/MF A01 
NASA-TT-F-16636 

Univac-1100 Ring Structure Package. 

N76-17837/5GI 76-12 98 PC A0QS/MF A01 


NASA-TT-F-16637 


Noise Reduction in Jet Aircraft. 
N76-19151/9GI 76-15 


NASA-TT-F-16638 
Vision from a Moving = (No.1). 
N76-11709/2GI -07 5SE PC A03/MF A01 


NASA-TT-F-16639 


Some Hemodynamic Indices at High Altitude at Rest 
and after intense Physical Exercise. 
PC A02/MF A01 


1C PC A12/MF A01 


N76-11710/0GI 76-07 
NASA-TT-F-16640 
Symbolic Procedures in Machine Analysis and 


Synthesis of Auto — oe heey 
N76-11796/9G!I PC A02/MF A01 


NASA-TT-F-16641 


An Evaluation of Results of Ergometric Studies. 
N76-11711/8GI 76-07 6P PC AO02/MF AO1 


NASA-TT-F-16642 
Users Manual for ERTS — (Landsat) Data. 
N76-13565/6GI 8F PC A04/MF A01 


NASA-TT-F-16643 
Reduction of the Bacterial Contamination by the 
Use of Laminar Flow in the Construction of Cardiac 
Valves. 
N76-11708/4GI 
goat 


Relic Radiatio 
N76-14014/4GI 


NASA-TT-F-16645 


Research on Cosmophysics and Aeronom 
N76-17019/0GI 76-11 3B PC 


NASA-TT-F-16646 


The Kosmos Satellites. 
N76-13154/9GI 76-08 22B PC AOG6/MF A0O1 


NASA-TT-F-16647 
Physiological and Psychological Foundations of 


ork. 

N76-13760/3GI 76-08 SJ PC A08/MF A01 
NASA-TT-F-16648 

The Problem of Flow Mixing in a Double-Flow En- 


ine. 

Ri76-11100/4G1 76-07 21E PC AOQ2/MF A01 
NASA-TT-F-16649 

wees and Refeeding of Carp (Cyprinus Carpio 


). 

N76-10696/2GI 76-03 6C PC A02/MF A01 
NASA-TT-F-16650 

Evaluation of the Ener pended in a Learning 

Situation ey iiseb'e on Food Reinforce- 

ment) by Goldfish (Carassius Auratus L.). 

N76-11685/4GI 76-07 6C PC A02/MF A01 


NASA-TT-F-16651 
Fasting and Renourishment of Carp (Cyprinus Car- 
pio L.), 3. 
N76-11686/2G! 
NASA-TT-F-16652 
eee Seer Piracetam, and the Metabolism of 
Brain 3 a in the Rat 
76-07 60 PC A02/MF AOt 


76-07 6M PC A02/MF AO1 
76-08 3B PC A04/MF A01 


D/MF AO1 


76-07 6C PC AOQ2/MF A01 


N76-11 
Re mga cgi nal 


Measurements of Lysosomal Enzyme Activities and 
Laucine Incorporation Rates in the Brains of Young 
and Old Rats after Applications of Piracetam. 

76-03 6A 


N76-10704/4GI PC A0Q2/MF A0O1 
NASA-TT-F-16654 

Molecular Memo 

N76-11690/4GI 76-07 5J PC A0Q2/MF A01 


NASA-TT-F-16655 


The Flow of individual Cylindrical Gas Bubbles in 
Vertical Circular Tubes. 


N76-11378/6GI 76-07 200 PC AO7/MF AO1 
NASA-TT-F-16656 

The Dispersion of was in the Region of its Natural 

infrared Frequen 

N76-11854/6GI 76-07 20F PC A03/MF A01 


NASA-TT-F-36657 


Dispersion Measurements on NaCi, KC! and KBr 
Between 0.3 and 3MM en pe ny . 
N76-11855/3GI 76-07 F PC E05/MF A01 


NASA-TT-F-16658 
Bilateral Character of Acoustic Action on Free Tur- 
bulent Jets. 
N76-11368/7GI 76-07 20D PC A02/MF A01 
NASA-TT-F-16659 
Preparation and Properties of Hydrogen Polysul- 


fides of Organic . 
N76-11238/2GI 76-07 7C PC A0Q2/MF AO1 
NASA-TT-F-16660 


Preparation and Properties of Hydrogen Polysul- 

fides of Organic Bases, 2. 

N76-11239/0GI 76-07 7C PC A02/MF A01 
NASA-TT-F-16661 

Localization of 3H-gamma-Aminobutyric Acid in the 

Cochiea. Light and Electron Microscopic Au- 


N76. 19867708 76-07 6P PC A02/MF AO1 


NASA-TT-F-16662 
High Power Motors for Electric Motor Vehicles. 
N76-11346/3GI 76-07 13F PC AO03/MF AO1 


NASA-TT-F-16663 
en on Scientific Activity in ea ir and At- 


ic Physics, 1971 - 1974 
N76-14709/9G 76-09 48 PC A10/MF A01 
NASA-TT-F-16664 
Side-Looking Radar imagery Assembly Toros for 
Studying Ice 
N76-11542/7GI 76-07 Bl PC AO2/MF AO1 
NASA-TT-F-16665 
Motion of a Fluid with Gas Bubbles. 
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N76-11377/8GI 
NASA-TT-F-16666 


Cellular Vortices in a Liquid Layer. Part 1: General 
Description of the Phenomena. 
N76-13421/2GI 76-08 201 PC A03/MF A01 


NASA-TT-F-16667 


Comparison of Three Methods of Measuring Sur- 
faces Tension in Polyphenyls. 
N76-13234/9GI 76-08 148 PC A03/MF A01 
NASA-TT-F-16668 
a in Weak Force Fields: Onset of 
lary Convection in a — Fluid 


Film under ienateon of one 
N76-14419/5GI 76-09 PC A A02/MF A01 


NASA-TT-F-16669 


Static Methods of Testing Reinforced Plastics. 
N76-21588/8GI 76-16 11D PC A13/MF A0O1 


NASA-TT-F-16670 
Observations of the lonospheric Absorption Com- 
mag with Parameters of the Stratospheric Circula- 
N76-13667/0GI 76-08 4B PC A02/MF AO1 
NASA-TT-F-16671 
The Measurement and Estimation of Potential 


Evapotranspiration. 
76-07 8H PC AO02/MF AO1 


76-07 20D PC A02/MF AO} 


N76-12564/0GI 
NASA-TT-F-16672 

A New Method for Formation of Amido-Oximes. 

N76-13212/5GI 76-08 7C PC A02/MF A01 
NASA-TT-F-16673 

Oxalic Diamido-Oxime and Oxalic Anilide Oxime 


Amido-Oxide. 
N76-13207/5GI 76-08 7C PC A02/MF A0O1 
NASA-TT-F-16674 
Feasibility of an lon Engine for ee Test 
Satellite. 3: Examination of Electronic Instruments 
Mounted on the Satellite 3 for the Purpose of 
Technical Study. 
N76-16168/6GI- 76-11 21C PC A10/MF A01 


NASA-TT-F-16675 


Analytical Devices in the Chemical Industry Pavilion. 
N76-16189/2GI 76-11 148 PC A02/MF AO1 


NASA-TT-F-16676 
An Optical Method for the Study of the Distribution 


of Diffusing Gas Concentrations Along a Capillary. 
N76-16376/5GI 76-11 148 P “n02/MF 1 


NASA-TT-F-16677 


The New GL5115 meta ey Galvanic Detector 
for Microconcentrations of 
N76-15437/6GI 76-10 14B PC AO2/MF A0O1 


NASA-TT-F-16678 


Synthesis and Mixed Crystal Formation of Minerals 
of the ntine Group. 
N76-12166/4GI 6-07 20B PC A04/MF A01 


NASA-TT-F-16679 
On the Behavior of Benzonitrolic Acid. 
N76-13211/7GI 76-08 7C PC A02/MF A01 
NASA-TT-F-16680 
A New Fulminic Acid Synthesis. On the Nature of 
Fulminic Acid Formation from Alcohol and Nitric 


Acid. 

N76-11240/8GI 76-07 7C PC A02/MF AO1 
NASA-TT-F-16681 

On Amidoximes and Azoximes. 

N76-11243/2GI 76-07 7C PC AO02/MF AO1 


NASA-TT-F-16682 


Determining the Concentration of Alcohol and Ether 
Vapors in Exhaust Alcohol-Ether Mixtures with the 
Aid of a Zeiss Gas Interferometer. 

N76-14215/7GI 76-09 14B PC A02/MF A011 


NASA-TT-F-16684 
Device for Calibration -- +5 Analyzers 
N76-13458/4GI 14B PC A02/MF AO1 
NASA-TT-F-16685 
The Effect of Rostromedial Hypothalamus Coagula- 
tion on the O2 Uptake, Rectal Temperature, Heat 
Transfer, Blood Sugar, Muscle and Liver Glycogen 
as Well Ra on Chemical Thermogenesis in Juvenile 
N76. 12661746! 76-07 6P PC A02/MF A01 
NASA-TT-F-16686 
yg of Energetic Balance as a Basis of 


Adaption Process 

N76-14750/3G! 76-09 6P PC AOQ3/MF AO1 
NASA-TT-F-16688 

On the Condensation of Phenyinitromethane with 


Benzaidehyde: On Cis- and Trans-7-Nitro Stilbene. 
N76-11242/4Gi 76-07 7C PC A02/MF A01 


NASA-TT-F-16689 
Action of Hydroxylamine on the imide Ether and on 


Amidines: Acidoximes. 

N76-11241/6GI 76-07 7C PC AQ2/MF AO1 
NASA-TT-F-16690 

On the Succinic Diamidoxime and Its Derivatives. 

N76-13209/1GI 76-08 7C PC A0Q2/MF A01 
NASA-TT-F-16691 

On Glutaric di(Hydroximidine) and Its Derivatives. 

N76-13210/9GI 76-08 7C PC A02/MF A01 
NASA-TT-F-16692 


Astrolabe Experiments: Principles, Tests and Analy- 


sis. 

N76-13051/7GI 76-08 17G PC A06/MF A01 
NASA-TT-F-16693 

Photographic Characteristics of MARS According to 

Data of Photographic Observations During the 

Great Op — of 1971. 

N76-1 /1GI 76-13 3B PC A08/MF A01 
NASA-TT-F-16694 

Scanning Electron Microscopy of the Lymphocyte 


Transformation in Vitro by the Ph py glutinin. 
N76-12702/6GI 7007 AOD MF AO1 


NASA-TT-F-16695 


Skin Friction in a Turbulent Boundary Layer with a 
Positive Pressure Gradient. 
N76-14049/0GI 76-09 1A PC A02/MF A01 


NASA-TT-F-16696 
On the Measurement of the Velocity in a Turbulent 
Flow Near a Smooth Wall by Means of a Hot-Wing 
Anemometer. 
N76-13422/0GI 76-08 20D PC A02/MF AO1 
NASA-TT-F-16697 
Hydrostatic Pressures within the Eye. 
N76-13734/8GI 76-08 6P PC A02/MF A01 
NASA-TT-F-16698 
Study of Normal Shock Wave-Turbulent Boundary 
Layer Interaction Phenomena in View of Application 


to Transonic Turbomachines. 
N76-13424/6GI 76-08 21E PC AO6/MF A01 
NASA-TT-F-16699 
Symposium on Scientific Satellites (Symposium on 
Space Observation - 1975). Session 5: Plans o 
aneta perenne, 2. 
N76-14997/ 76-09 38 PC A03/MF A01 


NASA-TT-F-16700 
The 100 M Radio Telescope of the Max-Planck In- 


stitute. 
N75-32970/6GI 76-01 38 PC AO03/MF A01 
NASA-TT-F-16701 


ee Story of the French Sounding Rocket 
eronique. 
N75-32151/3GI 76-01 22B PC AQ3/MF A01 


NASA-TT-F-16702 
The Use of Rockets in Poland: a 1940. 
1 


N75-32152/1GI 76-01 PC A02/MF A01 
NASA-TT-F-16703 

Spectroscopy: Conditions of Stigmatism for 

Rowland ups Equipped with Concave Holo- 

pee Gratings. 

76-17362/4GI 76-12 20F PC A02/MF AO1 


NASA-TT-F-16704 
Slope Distribution of — Ocean Surface. 
N76-17771/6GI 76-12 8C PC AO2/MF AO1 


NASA-TT-F-16705 


Theory of a Concave Grating Spectrometer. 
N76-17368/1GI 76-12 148 PC A02/MF A01 


NASA-TT-F-16706 
Seya’S Theory of the Concave Grating Spectrome- 
t 


er. 
N76-17367/3GI 76-12 148 PC A02/MF A01 
NASA-TT-F-16707 
Spectroscopy: Requisites for Stigmatism in Ar- 
rangements with Simple Rotation of a Grating 
Equi with Concave ogrege Gratings. 
N76-1 /6GI 76-15 14B PC A02/MF AO1 


NASA-TT-F-16708 
interpretation of Measurements of the Radial 


Velocity of Pulsars. 
N76-18013/2Gi 76-12 38 PC A02/MF A01 
NASA-TT-F-16709 


ee A New Focusing Method for Concave 
ratings. 
N76-17366/5GI 76-12 14B PC A02/MF A01 


NASA-TT-F-16710 
Velocity of the Solar Wind at Low Heliographic 


Latitudes. 
N76-18026/4GI 76-12 38 PC AOQ2/MF A01 


NASA-TT-F-16744 


NASA-TT-F-16711 


Physical Characteristics of the Solar Wind from 
Data of Comet Observations. 
N76-18025/6G! 76-12 3B PC AO2/MF A01 


NASA-TT-F-16712 
Active Regions in the Solar Wind from Data of 


Comet Observations 
N76-19036/2G! 76-13 38 PC AOQ2/MF A01 
NASA-TT-F-16713 
A Hypothesis on the Origin of Saturn'S Rings. 
N76-18019/9GI 76-12 38 PC AO02/MF A01 


NASA-TT-F-16714 
A Model of the Ejection of Matter from Novae 
N76-18012/4GI 76-12 38 PC AO3/MF AO1 
NASA-TT-F-16715 


Td-1A Investigation into the Cause of the Failure of 
the No. 1 Tape Recorder (Tr-1). 
N76-17365/7GI 76-12 14C PC AO3/MF A01 


NASA-TT-F-16716 


Monochromator for the 400 to 3000 a Regio 
N76-17364/0GI 76-12 148 PC ‘A02/ MF AO1 
NASA-TT-F-16717 


On the Periodicity of Seismic Activity a the 
Last One and a Half to Two Thousand Years (Based 
on the Example of Armenia). 

N76-17680/9G! 76-12 8K PC AO2/MF AO1 


NASA-TT-F-16718 


Geometric Study of the Svaner Structure of the 
Laser Reflectors. Project Starie 
N76-17382/2GI 76-12 20E PC A03/MF AO1 


NASA-TT-F-16719 
ary | —— a Disturbed Sea Surface in the Cen- 


time 
NTO 177731 i 76-12 8C PC A02/MF A01 
NASA-TT-F-16720 


CNES Ground 
Symphonie. 
N76-17175/0GI 76-12 17B PC AO02/MF AO1 


NASA-TT-F-16722 


Tidal Friction in the Two Body Proble 
N76-18011/6GI 76-12 38 PC ‘A03/MF A01 


NASA-TT-F-16723 
On Entropy Reduction in a anaes System 
ce by uo Subj 
PC A02/MF A0O1 


System Configurations for 


OY nterferen 
N76-17981/1GI 
NASA-TT-F-16725 


Comparative Theoretical Analysis of Two Types of 
shenoshegenater with Concave Grating for Far Ul- 


traviolet Spectrophotometry. 
N76-17363/2GI 76-12 148 PC A02/MF AO1 
NASA-TT-F-16726 


Observations Concerning the ——— Nature of 
Halley'S Comet and Resultant Comm 
N76-18020/7GI 76-12 38 PC AOA/ME A01 
NASA-TT-F-16727 
a _ Electrical Cross-Resistance of Conduc- 
t 


tive Due to Contamination by Outgassin 
of Silicon Rubber Material Silastic 35. . 


N76-22310/6GI 76-17 11C PC A02/MF A0O1 
NASA-TT-F-16728 

Reductions of Observations of Comets During the 

19TH Century. 

N76-23121/6GI 76-17 38 PC A02/MF A01 
NASA-TT-F-16729 

The First Discovery of Tektites in the USSR 

N76-23126/5GI 76-17 8G PC A02/MF AO1 


NASA-TT-F-16730 


Aerogeological Structural Study of the Carso Moun- 
tains of Gorizia and Triest, of Western Slovenia, and 
of Istria ne First Comparisons with the ERTS-1 


and Skylab Images). 
N76- /1GI 76-25 8B PC A04/MF A01 
NASA-TT-F-16733 
Powerful Bursts of Cosmic gamma Radiation. 
N76-29149/1GI 76-25 38 PC A03/MF AO1 
NASA-TT-F-16735 
Effect of the Position of Maximum Thickness and of 
the Length of Bodies of Revolution on the 
Aer amic Coefficients in Supersonic Flow. 
N76-28192/2G! 76-25 1A PC AQ3/MF AO1 


NASA-TT-F-16736 
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PB-250 793/7GI 76-11 6L PC A04/MF AO1 
NIH-NO1-HB-3-2957 

Platelet Typing and Refractoriness to Platelet Trans- 

fusions. 

PB-256 018/3GI 76-22 6E PC A02/MF A01 


NIH-NO1-HB-3-2959-8 
Development of Materials for Cardiovascular Appli- 


cations. 
PB-248 120/8GI 76-05 6L PC A03/MF AO1 
NIH-NO1-HB-4-2925 


A Two-Stage Heat Sterilizable Connector for Use in 
Processing Frozen Blood. 
PB-251 397/6GI 76-11 6L PC AO3/MF AO1 


NIH-NO1-HB-4-2928-3 
Development of Carbon Film Composites for Use in 


Prosthetic Devices 
PB-254 201/7GI 76-18 6L PC AO6/MF A01 
NIH-N0O1-HB-4-2950-2 


Preservation of Granulocytes for Transfusion. 
PB-255 694/2GI 76-20 6P PC A02/MF A0O1 


NIH-NO1-HB-4-2961-1 
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interaction of Natural and Chemically Modified Aor- 


tic Tissue Proteins with Blood. 
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Studies of Elastin as a Biomaterial: The Correlation 
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Platelets 
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PB-256 687/5GI 
NIH-NO1-HB-4-29864-2 
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hibit this interaction. 
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nee Which are Non-Clotting at a Blood inter- 
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The Evaluation of Poly(Vinyl Acetate-CO-Crotonic 
Acid) lonomer Hydrogel Coatings for Biomedical 
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PB-246 304/0GI 76-03 6A PC A03/MF A01 
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PB 251 742/3G! 76-13 6T PC A15/MF A0O1 
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Use of Polymers in the Fractionation of Plasma 
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PB-248 769/2G! 76-08 6A PC AO7/MF AO1 
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Platelets 
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NIH-NO1-HL-3-2946-1 


Left Ventricular Assist Device (LVAD): Pre-Clinical 
Evaluation of Temporary Assist Pum 
PB-247 280/1G! 76-04 6L 


NIH-NO1-HL-3-2968 


New Methods of Plasma Fractionation. 
PB-247 159/7GI 76-04 6. PC AOS/MF AO1 


NIH-NO1-HL-3-3013-LD 


Study on the Structure of the Lungs, Separation of 
the Lung Cells and Culture. 
PB-248 874/0GI 


NIH-NO1-HR-2-2944-A76 
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Smoking and Chronic Airwa 
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Population Studies on a ee fg Dise 
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Fine Structure of Normal Lung Cells in situ. 
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Guinea ane 
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ung Elastin. 
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Synthesis of Elastase Inhibitors. 
-248 391/5GI 76-05 6A 


NIH-NO1-HR-4-2940-1 


Separation and Characterization of Lung Elastin. 
PB-248 390/7GI 76-05 6A PC MF AO1 
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Separation and Characterization of Lung Elastin. 
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NIH-NO1-HR-4-2958 

in vitro Test for Sarcoidosis. 

PB-256 970/5G! 76-23 6E PC A02/MF A01 
NIH-N0O1-HR-4-2959 

in vitro Test for Sarcoidosis. 

PB-248 386/5GI 76-06 6E PC A02/MF AO1 
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in vitro Test for AM 
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An Educational Hh gar for Early Recognition and 
Treatment of Acute Respiratory ins iency 


Workshop in Acute ee Care. 
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NIH-NO1-HR-5-2948-A1 
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PB-254 170/4GI 76-18 6. PC A03/MF A01 
NIH-N0O1-HR-5-2951-A76 
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by tisera Against Cell-Specific Differentia- 

tion Antigens. 

PB-256 277/5GI 76-22 6E PC A04/MF A01 
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Composition of Respiratory Mucus. 
PB-254 339/5Gi 76-19 6A 
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Treatment of Acute Respiratory insufficiency. 
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mae res. 
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An implantable Controlled Solenoid Left Ventricular 


Assist oy 
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Continued Evaluation of Cardiac Pacemakers. 
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NIH-NO1-HT-2910-1 


ment and Evaluation of Unilateral and Bi- 
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eapena and Characterization of Grafted 
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Development and Testing of Flocking Materials. 
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Development and Evaluation of a Stirling Powered 
stem 
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NIH-NO1-HV-3-2966-2 
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Vapor Cycle p Saeray System for implantable Circula- 
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PB-257 751 mn 76-25 6. PC A13/MF AO1 
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Development and Evaluation of Unilateral and Bi- 
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An implantable Controlled Solenoid Left Ventricular 


Assist System. 
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Alternative Blood Pump Studies ~ eames by 
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NIH-NO1-HV-5-2963-1 


A Crossed Beam Doppler Ultrasound Concept for 
improved Detection of Atherosclerosis. 
PB-256 961/4GI 76-23 6B PC AOS/MF AO1 


NIH-NO1-HV-8-1388-A4 
Microfiber Materials for Growth of intimal Lining in 
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PB-255 740/3GI 76-22 6L PC AOS/MF A01 
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Microfiber Materials for Growth of intimal Linings in 
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The Fabrication of implantable Artificial Heart 


Devices and Com ts. 
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NIH-NO1-HV-02074-A75 

Research into Onset of Myocardial infarction and 

Sudden Death 
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ial infarction Research Unit. 
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Sudden Cardiac Death and the Onset of Myocardial 
infarction. A Multifaceted Community-Wide 
PB-249 069/6G! 76-09 6E PC A11/MF AO1 


NIH-NO1-HV-12477-A75 
Sudden Cardiac Death and the Onset of Myocardial 
infarction. Risk Factors Assessed in Multiphasic 
Health Checkups. 
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Sudden Cardiac Death and the Onset of Myocardial 
ee logical Study Clinical . Elec- 
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NiH-NO1-HV-12496-A75 
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Changes in Energy 
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NIH-NO1-HV-22970-A75 
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Control! of Lethal Arrhythmias Associated with 


Coronary Heart Disease. Caicium-Membrane in- 


PB-249 172/8G! 76-08 6E PC A03/MF A01 
NIH-NO1-HV-22974-A75 


Control of Lethal Arrhythmias Associated with 
Coronary Heart Disease. Experimental Studies of 
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Control . Lethal Arrhythmias Associated with 
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Reproductive 
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ne ~~ yp b of Current Cancer Research on Car- 
Related Biology of the Bladder, 
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Special —— of Current Cancer Research on 
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PB-247 588/7G! 76-04 6E PC A10/MF A01 
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Caricer Viro 
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Cancer-Related Immunology. 
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Selected Aspects of Cancer-Related Biology. 
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Special Listing of Current ey | Research on 

Preclinical Screening of ow 45 

PB-253 906/2GI 76-18 PC MF AO1 
NIH/NCI/ICRDB-760126 
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Toxicology of Plastic Devices Having Contact with 

PE 250 102/1GI 76-10 6T PC Al1/MF A01 
NIH/NHLI-72-25-2935 

Animal Models (Smoking) es Chronic 


Bronchiolar Damage: A Pathioph omy 
PB-248 401/2GI 76-06 et Pe PC OTM A01 
NIH/NHLI-72-2908-B -F 


ames ter and Development of Detection 
for Cyt lovirus as Transmitted by 

Blood aw g Be MV Transmission by Blood 

Transfusion. 

PB-246 343/8G! 76-02 6M PC A02/MF AO1 


NiIH/NHLI-72-2911-B 
Detection of Crtemnngeienins by Nucleic Acid 


ization Techniques 
246 348/7GI 76-02 6M PC A02/MF AO1 
NIH/NHLI-72-2940-R 


Chronic Pulmonary Disease and Tobacco Smoking 


251 311/7GI 76-11 6E PC AO3/MF A01 
NIH/NHLI-72-2941-F75 
Physiology Study of ee 
PB-249 ioai’ 6P ‘PC 7/MF A01 
NIH/NHLI-72-2969-CR 


Toxicology of Plastic Devices Having Contact with 


PB-247 168/8G! 76-03 6T PC A06/MF A01 
NIH/NHLI-72-2975 
Contro! of Lethal Arrhythmias Associated with 


Heart D . 
PB-249 175/1GI 76-07 6E PC A03/MF AO1 
NIH-NIDR/CR-76/11 


Development of improved Materials for Extraoral 
Maxillofacial Prostheses. 
PB-258 002/5G! 76-25 6. PC AO3/MF AO1 


NIH-NIDR-71-2382 
Estimation of Caries-Producing Potential of Human 


Foods and Their Potential Role as Carriers of Possi- 
bie Caries-inhibiting Agents by Assays with Experi- 


mental . 

PB-256 964/8GI 76-23 6E PC A02/MF A01 
NIH-RIA-75-1 

Radioimmunoassay Data Processing: List and 

Documentation. Third Edition: Volumes | i and 

PB 346 2: 222/4G! 76-01 6E CP TOS 
NIH-RIA-75-1A 


Radioimmunoassay Data Processing: Listings and 

Documentation. Third Edition. Volumes | and Ii and 
rams, 

Pe bas 336/2GI 76-01 6E PC A02/MF A01 
NIH-RIA-75-2 

Radioimmunoassay Data Processing: Listings and 

Documentation. Third Edition, Volume I* The ‘Logit- 


‘Method and Scatchard Plot t, 
PB-246 223/2GI 76-01 6E PC A0S/MF A01 
NIH-RIA-75-3 
+ caer rege I Data Processing: Listi and 
Documentation. Third Edition. Volume Ii. Lo- 


ws Method and Control, 
246 224/0GI 76-06 6E PC AO06/MF AO} 
NIM/TIB-5 


Preparation and Testing of Rabbit Antihuman 
Globulin. 


PB-253 012/9GI 76-16 6E PC A03/MF A01 
NIH/TIB-031 

Freeze of T Sera and Preservation of 

pyping Cole” oe 

246 890/8Gi 76-03 6. PC AO3/MF A01 

NIH/TIB-032 

Human Histocom patibility and Transplantation im- 

munology Laboratory. 


PB-248 312/1GI 76-05 6E PC AQ2/MF A01 
NIH/TIB-033 

Search for HLA Sera and improvement of Histocom- 

ity Techniques. 
-248 875/7G 76-08 6E PC A02/MF A01 

NIH/TIB-034 

Evaluation of aN ping Techniques on Bone Marrow 

Transplantat 

PB-248 B07/1Gl 76-05 6E PC A0Q2/MF A01 
NIH/TIB-035 

Kidney Transplant co we Study os. 

PB-246 998/9GI 76-03 A02/MF AO 
NIH/TIB-037 


Kidney Transplant ty nen mm a Study, the 
University of Rochester Component 
PB-246 950/0GI 76-03 6E PC A02/MF A01 


NIH/TIB-038 


Contract for the Evaluation of Histocompatibility 
Matching in Renal a Award Period: 
29 December 1975-28 “eon | 976. 
PB-247 341/1GI 6E PC A02/MF AO1 


NIH/TIB-039 


Evaluation of Histocompatibility 
Human Renal Allograft Survival. 
PB-246 948/4GI 76-03 


NIH/TIB-042 


Role of Histocom patibility Testing in Kidney Trans- 
ery in the Southwest n. 
-247 211/6GI PC A0Q2/MF A01 


NIH/TIB-043 
Evaluation of Histocompatibility Matching in Renal 


Transplantation. 
76-04 6E PC A02/MF A01 


Matching and 
6E PC A02/MF A01 


PB-247 386/6GI 
NIH/TIB-044 


Role of Histocom 
wry in the 
-~246 949/2GI 


NIH/TIB-046 
Evaluation of Histocompatibility Testing in Renal 


Transplantation. 
76-02 6E PC A02/MF A01 


tibility — in Kidney Trans- 


uthwest n. 
76-02 PC AO02/MF A01 


PB-246 952/6G! 
NIH/TIB-047 


Kidney Transplant a = Ss 
PB-248 416/0GI 76-05 


NIH/TIB-048 
Regional Resource for Collection and Evaluation of 
Laboratory _ Clinical Data in Human Renal 


Transplantatio 
76-04 6E PC A02/MF A01 


2/MF AO1 


PB-247 331 1201 
NIH/TIB-049 
eaten = he Histocompatibility Matching in Renal 


PB-240 903/401 76-03 6E PC A02/MF A01 
NIH/TIB-050 
poe of Seadesompeeay Matching in Renal 
PB-247 336/76! 76-04 6E PC A02/MF A01 
NIH/TIB-051 
Study of the Etiologic Events and Ant -Antibody 
s in Human Glomeruloneph and the 
Course of Nephritis in Transplanted Patients. 
PB-249 854/1GI 7 6E PC A02/MF A01 
NIH/TIB-054 


Kidney Transplant we tibility S 
PB-253 107/7GI 6-16, 6E PC AGG/MF A01 


NIH-Y01-HV-30011-3 
Effects of the Physiological Environment on the 
Long-Term Physical Performance of Polymeric 
Materials. 
PB-255 708/0Gi 
NIH-71-2386-1 
Development and Evaluation of Artificial Dental 
Anchors of Non-Natural Design Implanted in Minia- 


ture Swine. 211800402. 
76-21 6E PC AG4/MF AO1 


76-20 6. PC A04/MF A01 


PB-255 938/3G! 
NIH-74-11 

Development of a Price Defiator for Biomedical 

Research. Procedures for Updating the Biomedical 


R and D Price indexes. 
PB-246 216/6G! 76-02 6E PC A04/MF A01 
NIHD-9 


Soil Water Distribution. A State of the Art wy 
NIHD-9 76-26 8M F AO1 


NILE/CJ-STD-0104 .00 


Law Enforcement oa | Program: oe 
Standard for Riot Helmets. A Voluntary Nationa 
Standard Promulgated by the National Institute of 
Law Enforcement and Criminal Justice. 

PB-255 869/0GI 76-21 6Q PC A02/MF A01 


NIMH-PDA-73-9F-VOL-5 


NILE/CJ-STD-0201 .00 


Law Enforcement Standards Program. NILECJ Stan- 
dard for Fixed and Base Station FM Transmitters. A 
Voluntary National Standard Promulgated by the 
National institute of Law Enforcement and Criminal 
Justice. 

PB-255 870/8GI 


76-22 178 PC A02/MF A01 


nate Rote NILECJ Stan- 
Personal/Portabie FM Transmitters. A 
Voluntary National Standard Promuigated by the 
National institute of Law Enforcement and Criminal 


Justice. 
PB-255 905/2G! 76-22 178 PC AQ2/MF AO1 


NILE/CJ-STD-0206 .00 


Law Enforcement Standards Program. Fixed and 
Base Station FM Receivers. A Voluntary National 
Standard Promulgated by the National institute of 
Law Enforcement and Criminal Justice. 

76-22 178 PC A0Q2/MF A01 


NILE/CJ-STD-0208 .00 


Law Enforcement Standards Program, NILECJ Stan- 
M 


ice. 
178 PC A02/MF AO1 


PB-255 871/6GI 76-22 

NILE/CJ-STD-0211.00 
Law Enforcement Standards Program: NILECJ 
Standard for Batteries for Personal/Portable Trans- 
ceivers. 
PB-251 594/8GI 76-12 17B PC AOQ2/MF A01 


Purlex Process: A Description of the Pilot Plant 

Tey Ldbe Rog kh, Seay in South Africa. 
te yet Report No. 9 er 

NI 18) PC AQ2/MF AO1 


NIM-1636 
—— —— in 


Petrogen x me Sign 


NIM-1638 

Determination of Trace Elements in Natural 
Diamonds by instrumental! Neutron-Activation Anal- 
IM-1638 76-05 7D PC AQ3/MF A01 

NIM-1723 


Determination of Zirconium and Aluminum in Zir- 
°c, Alloys. Laboratory Method No. 


from the Premier, 
= Mines, and Their 


76-12 70 PC AQ3/MF A01 


NIM-1723 76-15 7D PC A02/MF A01 
NIM-1749 

Epithermal-Neutron-Activation Analysis for Uranium 

in Barberton and Bushveld Granites. 

NIM-1749 76-13 7D PC A02/MF AO1 
NIM-1762 


Determination, by Instrumental Neutron-Activation 

Analysis, of Some Elements in the Nimroc Standard 

Reference ials. 

NIM-1762 76-09 7D PC AQ2/MF A01 
NIMH-PDA-73-98-VOL-1 


Assessment of Child Mental Health Needs and Pro- 

grams. Volume |. An Analysis 

ee eee A Field Su 
~249 778/2GI 76-09 6E PC AO7/MF 


NIMH-PDA-73-9C-VOL-2-PT-1 
Assessment of Child Mental Health Needs and Pro- 
PPro Volume Ii. Part 1, Case ay eh ~¥ Part 
Programs and Catchment Area Needs: A. Field 
pean 779/0GI 
NIMH-PDA-73-9C-VOL-4 
Assessment of — Mental Health Needs and Pro- 


76-08 6E& PC A17/MF A01 


rams. Volume IV , ae eee: An Analy- 
Hh of 76 Child Mental Health P 
PB-249 782/4Gi ec A09/MF A01 


NIMH-PDA-73-9D-VOL-2-PT-2 
Assessment of Child Mental Health Needs and Pro- 
rams. Volume Hi. oe 2, Case Descript 
Part F and Non-Part F Programs and 
Catchment Area Needs: A Field aes. 
PB-249 780/8GI 76-08 A19/MF A01 
NIMH-PDA-73-9D-VOL-3 
Assessment of Child Mental Health Needs and Pro- 
. Volume ili. Questionnaires Used in the Field 
rvey of 25 Selected Programs and Sites. 
PB-249 781/6GI 76-08 6E PC A0S/MF A01 
NIMH-PDA-73-9F-VOL-5 
ee Oe Mental Health Needs and Pro- 
. Volume V. Questionnaires Used in the Mail 


rvey. 
PB-249 783/2GI 76-08 6E PC A04/MF A01 


AR-915 








NIMH-PDA-73-9G-VOL-6 


Assessment of Child Mental Health Needs and Pro- 
rams. Volume Vi. Conference Proceedings and 


ecommendations 
PB-249 784/0GI 76-08 6E PC AO06G/MF AO1 


NIMH-PDA-73-9H-VOL-7 


Assessment of Child Mental Health Needs and Pro- 


grams. Volume Vil. Proposals i Merete in- 
dividual Child Mental Health Pr s. 
PB-249 785/7GI 76-08 ee P PC A04/MF AO1 


NIMH-PDA-73-91-VOL-8 


Assessment of Child Mental Health Needs and Pro- 
rams. Volume Vill. Executive Summary. 
B-249 786/5GI 76-08 6E PC A04/MF A01 

NiIMH-PDA-75-11-APP-A-F 

Feasibility Study for Evaluation of Curriculum in 

Professional Training Programs to Prepare Mental 

Health Manpower to Serve 1 v Minority Popula- 

tions. Volume |: Appendices 

PB-251 236/6GI 
NIMH-PDA-75-11-F 


Feasibility Study for Evaluation of Curriculum in 

P nal Training Programs to Prepare Mental 

a Manpower to Serve Ethnic Minority Popule- 

PB.251 237/4G! 76-11 Sit PC AOB/MF A01 
NIMH-PDA-75-20 


The impact of Community Programs on State 
Hospital Utilization. 


12 o PC AOS/MF A01 


PB-250 702/8G! 76-13 6E PC A04/MF A01 
NIMH-70-9(A) 

Central Utah Community Mental Health Center im- 

pact Study. 

PB-256 646/1GI 76-23 6E PC AO4/MF A01 
NIMH-71-5 


A Study of the Ways in Which Community Mental 
Health Center Services are integrated into Other 


Health Caregiving Functions. 
PB-250 766/3GI 76-11 6& PC A13/MF A01 
NIMH-71-16 


Modesto State Hospital Closing: A Case Study of 


the im ed Employees and the Community. 

PB-250 558/4GI 76-11 6E PC AOS/MF A01 
NIMH-72-4-1 

Strategies for Change in Community Mental Health: 

New Careers. Volume |. The Program Development 

PB-251 194/7GI 76-11 St PC AO4/MF A01 
NIMH-72-4-2 


Strategies for Change in Community Mental Health: 
New Careers. Volume li. Trends over Projects. 
PB-251 195/4GI 76-11 St PC A16/MF A01 


NIMH-72-4-3 
Strategies for Change in Community Mental Health: 


New Careers: Volume lil. Project Summaries. 
PB-251 196/2GI 76-11 Si PC ‘A10/MF A01 
NIMH-72-4-4 


Strategies for Change in Community Mental Health: 
New Careers. Volume IV. Summary, 
PB-251 197/0GI 76-11 5! PC AO4/MF AO1 


NIMH-72-4-5 
Strategies for Change in Sonnet Menta! Health: 


New Careers. hlights 1974 
PB 251 198/8G1” 76-11 Si PC AQS/MF AO1 
NIMH-72-31 


Development of a Pilot Program for Monitoring and 
Evaluating the Operation of Ten DOT/NIAAA Joint 
Alcoholism oe Evaluation of the ASAP/AC 
PE bas 804/80! sos/ea '-76-01 SK PC A12/MF A01 
NIMH-72-35-1 
Resource Materials for Community Mental Health 
‘ ram Evaluation. Part |. Elements of Program 
Vv ‘ 
PB-249 043/1GI 76-07 6E PC A08/MF AO1 
NIMH-72-35-2 
Resource Materials for Community Mental Health 
—— Evatuation. Part ll. Needs Assessment and 
PB 249 944/961 76-07 6E PC A06/MF AO1 
NIMH-72-35-3 


Resource Materials for Community Mental Health 
Program Evaluation. Patt it!, Management informa- 
tion Systems for Mental Health Centers 
PB-249 045/6G! 76-07 6E PC A04/MF AO1 
NIMH-72-35-4 
Resource Materials for Community Mental Health 
Evaluation. Part 'V. Evaluating the Effec- 


tiveness of 
PB-249 046/4G! 76-07 6E PC A10/MF A01 


AR-016 


NIMH-72-35-5 


Resource Materials for Communi Mental Health 
Program Evaluation. Part V. A Working 's 
Guide to the Community Mental Health Program 


Evaluation Literature. 
PB-249 047/2GI 76-07 6E PC AO4/MF A01 
NIMH-73-1 


North Carolina Community Mental Health Center 

Evaluation Project: rt of Plannin . 

PB-250 670/7GI 76-10 6E A0S/MF A01 
NIMH-73-3-APP-1A | 


Development and Test of a Cost-Effectiveness 
Methodology for CMHCs: Appendix 1A. The 
C*O"C*E Adult interview. 

PB-246 678/7GI 76-02 6E PC AO4/MF A01 
NIMH-73-3-VOL-1 


Development and Test of a Cost-Effectiveness 


Methodology for CMHCs. Volume 1. 
PB-246 676/1GI 76-02 6E PC A13/MF A01 
NIMH-73-3-VOL-2 


Exhibits for the — oot of Development and 
Test of a Cost-Effectiveness Methodology for 


CMHCs. Volume 2. 
PB-246 677/9GI 76-02 6E PC AOB/MF A01 
NIMH-73-10-1 


Evaluation of Services Offered by Community Men- 
tal Health Centers (CMHCs) and ADAMHA-Funded 
Drug and Alcohol Programs to Juvenile 


Delinquents: Volume 1. 
PB-249 552/1GI 76-08 SK PC A0S/MF AO1 
NIMH-73-10-3 


Proceedings of a Conference on the Role of the 

Mental Health S —_ in Helping Juvenile 

Held at Miami , Florida, on May 16 and 17, 

1974. ‘Who Can Help” 

PB-249 516/6GI 
NIMH-73-10C 

Runaways. 

PB-251 /2GI 
NIMH-73-21 

Evaluation of the impact of the Film Series ‘One to 

Grow On’ on Selected Teachers and Students. Ex- 

ecutive ro 

PB-249 452/4GI 76-08 5J PC A03/MF A01 
NIMH-73-21-F 

Evaluation of the impact of the Film Series ‘One to 

a On’ on Selected Teachers and Students. Final 

port. 

PB-249 451/6GI 76-08 5J PC AO7/MF A01 

NIMH-73-45 


impact of an Evaluation Methodology Report: Reac- 
tions of mmunity Mental Health Centers to a 
Handbook on Evaluation of Consultation and Edu- 
cation Activities in Schools 


76-09 SK PC A06/MF A01 


76-12 SK PC A04/MF AO1 


PB-250 744/0GI 76-11 6E PC AQS/MF A01 
NIMH-74-1 

Reentering the Community: A Pilot Study of Men- 

tally - atients Discharged from Napa State 

ital. 

PB- 529/5GI 76-10 6E PC A04/MF A01 
NIOSH-SCP-A 

NIOSH i Methods for Set A Standards 

Completion Program. 

PB-245 850/3GI 76-01 7D PC AO4/MF A01 
NIOSH-SCP-B 

NIOSH ey ee Methods for Set B Standards 

Completion Program. 

PB-245 851/1GI 76-01 7D PC A04/MF A01 
NIOSH-SCP-C 

oe Analytical Methods for Set C Standards 

“aoe on? rogram. 

PB 245 852/9GI 76-01 7D PC AO4/MF A01 
NIOSH-SCP-D 

NIOSH Ana A Methods for Set D Standards 

Completion 

PB-245 935/2GI° 76-01 7D PC A07/MF A01 
NIOSH-SCP-E 

NIOSH Analytical me > ~¥ Set E. 

PB-246 148/1GI 7D PC AO7/MF AO1 
NIOSH-SCP-F 

NIOSH Analytical Methods for Set F. 

PB-246 149/9GI 76-01 7D PC A06/MF A01 
NIOSH-SCP-G 

NIOSH Analytical Methods for Set G. 

PB-246 150/7GI 76-01 7D PC AO7/MF A01 
NIOSH-SCP-H 

NIOSH Analytical Methods for Set H. 

PB-246 151/5GI 76-01 7D PC A0S/MF AO1 
NIOSH-SCP-I 


NIOSH Analytical Methods for Set |. 


PB-246 152/3GI 76-01 7D PC AOS/MF AO1 
NIOSH-SCP-J 

NIOSH Analytical Methods for Set J. 

PB-246 153/1GI 76-01 7D PC A06/MF A01 
NIOSH-SCP-K 

NIOSH Analytical Methods for Set K 

PB-254 227/2GI 76-18 7A PC A05/MF A0O1 
NIOSH-SCP-L 

NIOSH Analytical Methods for Set L. 

PB-250 159/1GI 76-11 7A PC AOQS/MF A01 
NIOSH-SCP-M 

NIOSH Analytical Methods for Set M. 

PB-254 228/0GI 76-18 7A PC AO04/MF AO1 
NIOSH/TC/A-001 


Test Procedure for Gas Detector Tube Certification, 
PB-251 608/6GI 76-12 148 PC AQ2/MF AO1 


NIOSH/TC/A-002 


_ Test Procedure for Coal-Mine-Dust-Personal-Sam- 
Unit Pulsation Dam f, 


B-247 425/2GI 6-04 6J PC AO02/MF AO1 
NIOSH/TC/A-003 
Test Procedure for Coal-Mine-Dust-Personal-Sam- 
-¥ Units, 
-251 353/9GI 76-12 6J PC AO2/MF A01 
NIOSH/TC/P-001 
industrial Sound Level Meter Vibration Sensitivity 
est, 
PB-247 332/0G! 76-04 6J PC AO3/MF AO1 
NIOSH/TC/P-002 
industrial Sound Level Meter Amplifier Distortion 
Text, 
PB-247 333/8GI 76-04 6J PC AO02/MF AO1 
NIOSH/TC/P-003 
industrial Sound Level Meter Battery Indicator Test, 
PB-250 815/8GI 76-11 148 PC AQ2/MF AO1 
NIOSH/TC/P-004 
industrial Sound Level Meter Slow Dynamic Charac- 
teristic Test, 
PB-250 816/6GI 76-11 14B PC AO2/MF AO1 
NIOSH/TC/P-005 
industrial Sound Level Meter Attenuator Tolerance 
Test, 
PB-252 088/0GI 76-15 14B PC AO2/MF A0O1 
NIOSH/TC/P-006 
industrial Sound Level Meter internal Noise in dBA 
Test, 
PB-252 089/8GI 76-15 148 PC AQ2/MF AO1 
NIOSH/TC/P-007 
industrial Sound Level Meter Scale of the Indicating 
Instrument Test 
PB-257 905/0G! 76-26 14B PC A02/MF AO1 


NIOSH/TC/R-001 
Humidification, System for Cartridges and Canisters; 


rator Test P ure, 
PB-247 314/8G! 76-04 6K PC A03/ME AO1 
NIOSH/TC/R-002 
Carbon Monoxide Test System for Canisters: 
rator Test Procedure, 
PB-247 188/6GI 76-04 6K PC A03/MF A01 
NIOSH/TC/R-003 


Determination of Facepiece Carbon-Dioxide Con- 
centration Levels of Self-Contained Breathing Ap- 


oye ny 
-252 695/2G! 76-15 6K PC AOQ2/MF A0O1 
NIOSH/TC/R-004 

Procedure for Continuous-Flow Respirator Flowrate 

Determination, 

PB-252 694/5GI 76-15 6K PC AO2/MF AO1 
NIOSH/TC/R-005 

Exhalation Valve Leakage Test 

PB-252 692/9GI 76-16 6K PC AQ2/MF A01 
NIOSH/TC/R-006 

Procedure for Testing Strength of Hose and 

pe feo We 

PB-252 696/0GI 76-15 6K PC AO2/MF A0O1 
NIOSH/TC/S-001 


Safety-Toe Footwear Compression Test Procedure, 
PB-247 281/9GI 76-04 PC A02/MF A01 


NIOSH/TC/S-002 


Safety-Toe Footwear — Test Procedures 

PB-247 339/5GI 6Q PC A02/MF A01 
NIOSH/TC/S-005 

Luminous Transmittance and Haze Test Procedures 

for Flexible Fitting le Lenses, 

PB-254 025/0GI 6-18 GQ PC AQ2/MF AO 








NIOSH-TR-HHE-72- 76-137 
Health Hazard Evaluation/Toxicity Determination 
Report 72z76-137, General Electric Company, 


, North Carolina. 
PB-246 440/2GI 76-01 6J PC AO2/MF A01 
NIOSH-TR-HHE-72-89-154 
Health Hazard Evaluation/Toxicity Determination 
Report 72-89-154, Golden Foundry, Columbus, Indi- 
ana. 
PB-246 441/0GI 76-01 6J PC A02/MF A01 
NIOSH-TR-HHE-72-96-237 
Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 72-96-237, Trans World Airlines Main 
Overhaul! Facility ity Kansas City International Airport, 
Kansas our. 
PB-249 aie 76-08 6J PC AQ3/MF A01 
NIOSH-TR-HHE-72-97-135 
Health Hazard Evaluation/Toxicity Determination 
gL -135, Chicago and North Western Raii- 
a. 
PB.246 442/8G! 76-01 6J PC A02/MF A01 
NIOSH-TR-HHE-72-121-242 


Health Hazard Evaluation/Toxicity Determination 
Report Ce 72-121-242, Medford Veneer and 


wey —. Medford, Oregon. 
249 422/7GI 76-08 6) PC A03/MF AO1 


NIOSH-TR-HHE-73-7-132 
Health Hazard Evaluation/Toxicity Determination 
Report 73-8-132, Olin Corporation, Pisgah Forest, 


North Carolina. 
PB-246 443/6GI 76-01 6J PC AOQ2/MF AO1 
NIOSH-TR-HHE-73- 18-171 
aon Hazard Evaluation/Toxicity Determination 
73-18-171, Pacific Grinding Wheel Co., 
Maryville Washington. 
PB-246 444/4GI 76-01 6J PC AQ2/MF A0O1 
NIOSH-TR-HHE-73-27-200 
Health Hazard Evaluation/Toxicity Determination 
Report, H.H.E. 73-27-200, Gorsuch Foundry Com- 


pany. inc., Jeffersonville, Indiana. 
49 380/7GI 76-08 6J PC A03/MF AO1 


NIOSH-TR-HHE-73-39-166 
Health Hazard Evaluation/Toxicity Determination 
Report 73-39-166, Jos. E. Seagram and Sons Distil- 
lery, Law rg. ; 
PB-246 445/1GI 76-01 6J PC A02/MF A01 
yo a cigarette 
Hazard 2 Paes Ga Determination 
Galion Corp. (Unisteel 


76-01 6J PC A02/MF A01 
ihett alt tach os din 


Health Hazard Evaiuation/Toxicity Determination 
53-1 Converters 


Report 73- 83, ink Company, inc., 
Division of Beatrice Food, Linden, New = 
PB-246 447/7GI 76-01 6) PC A02/MF AO1 


NIOSH-TR-HHE-73-57-243 
Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 73-57-243, U.S. Plywood-Champion, 


Lebanon, O n. 
PB-249 423/ 76-08 6J PC AO3/MF A01 
NIOSH-TR-HHE-73-68-187 


Health Hazard Evaluation/Toxicity Determination 


Report 73-68-187, McCall Printing Company, 
Dayton, Ohio. 
PB-246 448/5G! 76-01 6J PC A02/MF A01 


> asa 


Hazard Evaluation/Toxicity Determination 

— 73-72-155, inland tury F Division, 
General Motors Corporation, Vandalia, Ohio 

PB-246 449/3GI 76-01 PC A02/MF A01 
NIOSH-TR-HHE-73- 73-143 

Health Hazard Evaluation/Toxicity Determination 
Report 73-73-143, iniand Manufacturing Co., 
General Motors Corporation, Dayton, Ohio. 

PB-246 450/1GI 76-01 PC A02/MF A01 
NIOSH-TR-HHE-73- 83-144 

Health Hazard Evaluation/Toxicity Determination 
Report 73-83-144, General Motors Corporation, 
Vandalia, Ohio. 

PB-246 451/9G! 76-01 6J PC A0Q2/MF A01 
ee 


Hazard Evaluation/Toxicity Determination 
— 73-92-157, Albuquerque Allergy Clinic, Al- 


ue, New Mexico. 
PB-246 452/7GI 76-01 6J PC A0Q2/MF AO1 
NIOSH-TR-HHE-73-93-199 
Health Hazard en heey | Determination 
Report H.H.E. 73-93-199, Dunlop Tire and Rubber 
Com , Huntsville, Alabama. 
PB-249 | 76-08 6J PC AO02/MF A01 


NIOSH-TR-HHE-73- 100-197 


Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 73- 100-197, Pittsburgh Plate Glass in- 
dustries, inc., New Martinsville, W. Va. 
PB-249 377/3GI 76-08 6J PC AOQ2/MF A01 
NIOSH-TR-HHE-73- 101-190 
Health — Evaluation/Toxicity Determination 
Report 101-190, | tt Rand-Foun Divi- 
sion, Athens, Penneyweria. oh 
PB-249 370/8GI 76-08 6/J PC AOQ2/MF A01 
NIOSH-TR-HHE-73- 102-198 
Evaiuation/Toxicity Determination 
Report H.H.E. 73-102-198, Dearborn Stove Com- 
pany, Garia Garland, Texas. 
49 378/1G! 76-08 6J PC A02/MF A01 
NIOSH-TR-HHE-73- 120-139 


Health Hazard Evaiuation/Toxicity Determination 
Pn 73-120-139, Cupples Co., Rubber Division, 


Overland, Missouri. 
PB-246 453/5GI 76-01 6J PC A02/MF AO1 
NIOSH-TR-HHE-73- 126-186 


Health Hazard Evaluation/Toxicity Determination 
Report 73-126-186, Raven industries, Inc., Sioux 
Falls, South Dakota. 

PB-246 454/3GI 76-01 6/J PC AO2/MF A01 


NIOSH-TR-HHE-73- 131-196 
Health Hazard Evaiuation/Toxicity Determination 
Report H.H.E. 73-131-196, General Motors Corpora- 


tion, LaG Snot, 
PB-249 376/ 6J PC A02/MF A01 
aiebtndiaaeaiiale 


Health Hazard Evaluation/Toxicity Determination 


Report 73-133-136, Armstrong Cork Company, 
Jackson, Mississippi. 

PB-246 455/0G! 76-01 6) PC AO02/MF A01 

NIOSH-TR-HHE-73- 135-138 


Health Hazard Evaiuation/Toxicity Determination 
Report 73-135-138, Kaiser Permanente Cement Co., 
Lucerne pee California. 
PB-246 \ 76-01 


NIOSH-TR-HHE-73- 138-156 
Health Hazard Evaluation/Toxicity Determination 
Report 73-138-156, Rheem Manufacturing Com- 


, Fort Smith, Arkansas. 
-246 457/6GI 76-01 6J PC AO2/MF AO1 
NIOSH-TR-HHE-73- 140-145 
Health Hazard Evaluation/Toxicity Determination 
rt 73-140-145, Read Plastics, iInc., Rockville, 
PB-246 458/4G! 76-01 6) PC A02/MF AO1 
NIOSH-TR-HHE-73- 142-213 


Health Hazard Evaluation/Toxicity Determination 
ees ~~ 73- ay ed W. S. Dickey Clay Manu- 


PB- Pp.249 Soarodt" saan ov ry “PC A0S/MF AC1 


NIOSH-TR-HHE-73- 147-134 
Health Hazard Evaluation/Toxicity Determination 
rt 73-147-134, H. F. Barrows Company, North 


ro, Massachusetts. 
Pp 2a 459/2GI 76-01 6J PC A02/MF AO1 
NIOSH-TR-HHE-73- 149-140 
Health Hazard Evaluation/Toxic 
aeear Coae 73-149-140, Federal Mogul! Corporation, Gal- 
~ rly 246 200/06! 76-03 6J PC A02/MF AO1 
NIOSH-TR-HHE-73- 151-141 


Health Hazard Evaluation/Toxicity Determination 
rt 73-151-141, Essex Wire Corporation, Kenton, 


6J PC A02/MF A01 


Determination 


Ohio. 

PB-246 461/8G! 76-03 6/J PC AQ2/MF A0O1 
NIOSH-TR-HHE-73- 154-146 

Health Hazard a hee toe bs Determination 

Report 73-154-146, Fisher Body Division, G.M.C.., 

Hamilton, Ohio. 

PB-246 462/6GI 76-03 6J PC A02/MF AO1 
NIOSH-TR-HHE-73- 156-205 


Hazard Evaluation/Toxicity Determination 
H.H.E. 73-156-205, Goodyear Tire and 


r Company, St. Mary's, — 
PB-249 385/6GI 76-08 PC A02/MF A01 
NIOSH-TR-HHE-73- 158-162 
Health Hazard Evaluation/Toxicity Determination 
Report LS ag tee 4 N. L. Industries (Hoyt Plant), 
Granite City, anee 
PB-246 463/ 76-03 6J PC A03/MF AO1 
Bi gus A 
Health Hazard Evaiuation/Toxicity Determination 
Report 73-159-184, Continental Can Company, 


Worthington, Ohio. 
PB-246 464/2GI 76-03 6J PC A02/MF A01 


NIOSH-TR-HHE-74-3-177 


NIOSH-TR-HHE-73-160-206 


Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 73-160-206, G Chemicals, incor- 
porated, Williamsport, Pennsylvania. 
PB-249 386/4Gi 76-08 6J PC A02/MF A01 
“‘aacnamndmetoes 
Hazard Evaluation/Toxicity Determination 
anne 73-164-169, Anaconda Company, Anaconda, 


Montana. 

PB-246 465/9G! 76-03 6J PC A02/MF AO1 
NIOSH-TR-HHE-73-166-131 

Health Hazard Evaluation/Toxicity Determination 
Report ah an Ro. Pet Supply Company, 
3 see/7an $76.03 6J PC A02/MF A01 
NIOSH-TR-HHE-73-173-244 

Health Hazard Evaluation/Toxicity Determination 


PB-249 424/36) 76-08 6J 
NIOSH-TR-HHE-73-176-163 

Health Hazard Evaluation/Toxicity Determination 

i ar a i Flowed Gasket Company, 

nect 

Pe 246 sey! St 76-03 6J PC A02/MF A01 
NIOSH-TR-HHE-73-177-147 

Health Hazard Evaluation/Toxicity Determination 

Report 73-177-147, EPC of Arkansas, Fayetteville, 

Arkansas. 

PB-246 468/3GI 76-03 6J PC AO2/MF A001 
NIOSH-TR-HHE-73-178-156 

Health Hazard Evaluation/Toxicity Determination 

Report atllage ve yay Company of Tennes- 


see, Andrews, No rol 

PB. 246 469/1GI 76-03 6J PC A02/MF A0O1 
NIOSH-TR-HHE-73-180/183-159 

Health Hazard Evaluation/Toxicity Determination 

mepert 73-180/183-159, Docutel Corporation, Irving, 

exas. 

PB-246 470/9GI 76-03 6J PC AQ2/MF A01 
NIOSH-TR-HHE-73-184-176 

Health Hazard Evaluation/Toxicity Determination 

Report 73-184-176, Philadelphia Quartz Company, 

Chester, eerie. 

PB-246 471/7G 76-03 6J PC A0Q2/MF A01 
NIOSH-TR-HHE-73-187-151 


Health Hazard Evaluation/Toxicity Determination 
Report 73-187-151, Amax Aluminum Mill Products 
Com , Riverside, California. 

PB-246 472/5Gi 76-03 6/J PC AQ2/MF A01 


NIOSH-TR-HHE-73-190-148 
Health Hazard Evaluation/Toxicity Determination 
oon 73-190-148, The Purdy Company, Burnham, 
PB-246 473/3GI 76-03 6) PC A0Q2/MF A01 
NIOSH-TR-HHE-73-191-149 


Health Hazard Evaluation/Toxicity Determination 
73-191-149, Osborne Photographic Labora- 
_ Inc., Cincinnati, Ohio. 
PB 246 474/1GI 76-03 6J PC A02/MF A01 
NIOSH-TR-HHE-73-193-133 


Health Hazard Evaluation/Toxicity Determination 
Report 73-193-133, Vermont Tap and Die Company, 


Lyndonville, Vermont. 
76-03 6J PC A02/MF A01 


PC A02/MF A01 


-246 475/8G! 
NIOSH-TR-HHE-73-194-153 


— Hazard Evaluation/Toxicity Determination 
eport 73-194-153, a any od Aerospace Corpora- 
tion, Commercial Plastics ivision, Jackson, Ohio. 
PB-246 476/6GI 76-03 6J PC A02/MF A01 


NIOSH-TR-HHE-73-195-152 
Health Hazard Evaluation/Toxicity Determination 
Pm se rt 73-195-152, Columbia University, Teachers 
College, , NY. 


New York C 

PB-246 477/4GI 6J PC AO02/MF A01 
NIOSH-TR-HHE-74-1-160 

Health Hazard Evaluation/Toxicity Determination 

Report 74-1-160, White Pass and Yukon Railroad, 

S ay, Alaska. 

PB-246 478/2GI 76-03 6J PC A02/MF AO1 
NIOSH-TR-HHE-74-2/8-164 

Health Hazard Evaiuation/Toxicity Determination 
7 agg + Mtn aaa The Vendo Company, Kansas 


City, M 
PB-246 479/0GI 76-03 6/J PC A02/MF AO1 
NIOSH-TR-HHE-74-3-177 
Health Hazard Evaluation/Toxicity Determination 
Report 74-3-177, Hartman Manufacturing Company, 


Mansfield, Ohio. 
PB-246 480/8G! 76-04 6) PC AO2/MF AO1 


AR-917 








NIOSH-TR-HHE-74-4-175 
Health Hazard Evaluation/Toxicity Determination 


Report 7424-175, Olin Corporation, Pisgah Forest, 


North Carolina. 
PB-246 481/6GI 76-04 6J PC AQ2/MF AOi 


NIOSH-TR-HHE-74-19-227 


Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 74-19-227, The Timken Company, 


Columbus, Ohio. 
PB-249 407/8GI 76-08 6J PC AOQ2/MF A01 
NIOSH-TR-HHE-74-23-216 


Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 74-23-216, Air Products and Chemi- 


cals, inc., Hometown, Pen ania 
PB-249 396/3GI 6J “PC AQ2/MF A01 


mon TRE 7.2246 


Hazard Evaluation/Toxicity Determinat 
eel H.H.E. 74-24,92.95-246, Uncle Bill's Pick-N- 
Pay Market, No. 10, Middleburg Heights, Ohio, Mad- 
sen's Valu Center, Mankato, Minnesota, and Kroger 
Company, A, + West Virginia. 

PB-249 426/ 76-08 6) PC A03/MF AO1 


NIOSH-TR-HHE-74-28-212 


Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 74-28-212, Westinghouse Air Brake 
Compa See Pennsylvania. 


PB-249 76-08 6) PC A02/MF A01 
NIOSH-TR-HHE-74-29-161 
Health Hazard Evaluation/Toxic Determination 


Report 74-29-161, Eth ivision of Ethy! 
Corp., Terre Haute, In 
PB-246 482/4GI 76-04 6J PC A0Q2/MF A01 


y= needa 
Hazard Evaluation/Toxicity Determination 
Repor 74-38-170, Beltx Corporation, Antonia, Mis- 
PB-246 483/2GI 76-04 6) PC AO2/MF A01 
NIOSH-TR-HHE-74-40-167 


Health Hazard Evaluation/Toxicity Determination 
Report 74-40-167, a - Sheet and Tube 
Company, East Chicago, Ind. 

PB-246 484/0GI 76-04 6) PC A02/MF AO1 


NIOSH-TR-HHE-74-41-165 


Health Hazard Evaluation/Toxicity Determination 
Report 74-41-165, ay A Controls, Division of 
Ranco inc., Worthington, O hio. 

PB-246 485/7GI 76-04 6J PC A02/MF A01 


penne poet parton 

Hazard Evaluation/Toxicity Determination 
Report _— 168, Tronic industries, inc., Har- 
Pe 2e8 aot 486/5GI 76-04 6J PC A02/MF A01 
NIOSH-TR-HHE-74-45-150 


Health Hazard Evaluation/Toxicity Determination 
rt 74-45-1500, Trimtex Division of William E. 
ht Company, Williamsport, Pennsylvania. 

PB. 46 487/3Gi 6J PC A0Q2/MF A01 


NIOSH-TR-HHE-74-49-191 
Health Hazard gone ~y 
oe 74-49- os Owens-lilinois Glass Co., 
Point, Geo 
PB-249 371 Gi 76-08 6) PC A02/MF A01 
gp emt gabe 
Hazard Evaluation/Toxicity Determination 
Report 74-53-1798, Container Corporation of Amer- 
ica, Piqua, Ohio. 
PB-246 488/1GI 76-04 6/J PC A02/MF AO1 
go gy agp na 


Hazard po abe, Determination 
Report H.H.E. 74-59-217, Goodyear Tire and Rubber 


oy ay hr Marys, Ohio. 
PB-249 397/1GI 76-08 6J PC A02/MF A01 


genset ns 
Hazard Evaluation/Toxicity Determination 
aan H.H.E. 74-61-232, Gates Rubber Company, 
Denver, Colorado. 


rc 


PB-249 412/8GI 76-08 6J PC A0Q2/MF AOi 
NIOSH-TR-HHE-74-65-230 
Health Hazard Evaluation/T ory | Determination 


Report H.H.E. 74-65-230, General Electric Company, 


Rockford, Illinois. 

PB-249 410/2G! 76-08 6J PC A02/MF A01 
NIOSH-TR-HHE-74-71-142 

Health Hazard Evaluation/Toxicity Determination 


74-71-142, Deice Remy Division, Anaheim, 


PB-246 489/9G! 76-04 6) PC AQ2/MF AO1 
mamoenannessnen 


Hazard Evaluation/Toxicity Determination 
~~ H.H.E. 74-73-233, Gates Rubber Company, 
Denver, Colorado. 


PB-249 413/6GI 76-08 6J PC A0Q2/MF A01 


AR-018 


NIOSH-TR-HHE-74-76-178 
Health Hazard Evaluation/Toxicity Determination 
Joseph 


rt 74-76-178, Dyson and Sons, inc., 
Painesville, Ohio. 
PB-246 490/7GI 76-04 6J PC A02/MF A01 

NIOSH-TR-HHE-74-84-188 

Health Hazard Evaiuation/Toxicity Determination 
aan any ie Cosmo Plastics Company, 
PB-246 491/581 
PB-246 491/5GI 76-04 6J PC AOQ2/MF A01 


NIOSH-TR-HHE-74-85-185 
Health Hazard Evaluation/Toxicity Determination 
Report 74-85-185, M. H. Galli Company, Lancaster, 


Pennsylvania. 

PB-246 492/3G! 76-04 6) PC A02/MF A0O1 
NIOSH-TR-HHE-74-87-221 

Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 74-87-221, industrial Platers, inc., 


Columbus, Ohio. 
PB-249 401/1GI 76-08 6J PC AQ2/MF AO1 
“eee eee 


Hazard nee ey Determination 

Panort 74-89-189, — York Telephone and Tele- 
ye + eee York, N.Y. 

-246 493/1G 76-04 6J PC AQ2/MF A01 


NIOSH-TR-HHE-74-92-246 


Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 74-24,92,95-246, Uncle Bill's Pick-N- 
Pay Market, No. 10, Middleburg Heights, Ohio, Mad- 
- 's Valu Center, Mankato, Minnesota, and Kroger 


ey a ie _ wires PC AOQ3/MF A01 


NIOSH-TR-HHE-74-94-253 
Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 74-94-253, Armstrong Cork Company, 


Jackson, Mississippi 

PB-249 433/4Gi 76-08 6) PC A02/MF AO1 
NIOSH-TR-HHE-74-96-173 

Health Hazard Evaluation/Toxicity Determination 
sano 74-96-173, Richdel Corporation, Carson City, 
PB 246 494/9GI 76-04 6) PC A02/MF AO1 
NIOSH-TR-HHE-74- 103-182 

Health Hazard Evaluation/Toxicity Determination 
Report i. Picoma industries, Martins 
PB-246 495/6G! 76-04 6) PC A02/MF AO1 
NIOSH-TR-HHE-74- 106-223 


Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 74-106-223, McGraw Edison Com- 


Canonsburg, Pennsylvania. 
PB -249 403/7GI ’ 76-08 6J PC AOQ2/MF A01 


NIOSH-TR-HHE-74- 113-192 
Health Hazard Evaluation/Toxicity Determination 
rt H.H.E. 74-113-192, Del Monte Corporation, 


Oakland, California. 
PB-249 372/4GI 76-08 6J PC A02/MF A01 
NIOSH-TR-HHE-74- 114-207 
Health Hazard Evaluation/Toxicity Determination 
poe om H.H.E. 74-114-207, Koppers Company, inc., 
hs Pennsylvania. 
PB-249 387/2GI 76-08 6J PC A02/MF A01 
age lg Sate 


Hazard Evaluation/Toxicity Determination 
a H.H.E. 74-115-204, Diamond international 


Corporation, Dixfield, Maine. 
PB-249 384/9GI 76-08 6/J PC A02/MF AO1 


ge yy eu gn 
Hazard Evaluation/Toxicity Determination 
Report H.H.E. 74-116-202, United Airlines, Corpora- 


ion, San Francisco, Calif. 
PB-249 382 /3GI 76-08 6) PC A02/MF AO1 
NIOSH-TR-HHE-74- 117-251 
Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 74-117-251, Wayhaeuser Treating 


Piant, De Queen, Arkansas. 
PB-249 431/8GI_ 76-08 6J PC A02/MF A01 
Be net tt 
Hazard Evaluation/Toxicity Determination 
Report H.H. a 74-118-218, General Tire and Rubber 


arion, indiana. 
PB 2a9 308/96 9G! 76-08 6J PC A02/MF A01 
NIOSH-TR-HHE-74- 121-203 
Health JMHE foutae Vane ee 
Report, H.H 4-121-203 Hillerich and Bradsby 
Company, Jeffersonville, Indiana. 
PB.249 : 1G! 76-08 6) PC A02/MF AO1 
fe ag me 

Hazard Evaluation/Toxicity Determination 
Report H.H.E. 74-125-215, Monaghan Company, 


Denver, Colorado. 
PB-249 395/5GI 76-08 6J PC A02/MF A01 


NIOSH-TR-HHE-74-126-195 
Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 74-126-195, Monaghan Company, Lil- 
leton, Colorado. 
PB-249 375/7GI 76-08 6) PC A02/MF A01 
NIOSH-TR-HHE-74-130-229 
Health Hazard Evaiuation/Toxicity ee 
Report H.H.E. 74-130-229, |. F. Manufacturing Com 
« Division of Ridge Tool, New Philadelphia, 
io. 
PB-249 409/4GI 76-08 6) PC A02/MF A01 
NIOSH-TR-HHE-74-134-193 
Health Hazard Evaluation/Toxicity Determination 
a H.H.E. 74-134-193, PHC Industries, Inc., 


Camden, New Je 
PB-249 373/2GI 76-08 6J PC A02/MF AO1 
NIOSH-TR-HHE-74-135-226 


Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 74-135-226, GAF Corporation, Equip- 
ment Manufacturing Plant, Vesta!, New York. 

PB-249 406/0GI 76-08 6J PC A0Q2/MF A01 


NIOSH-TR-HHE-74-138-208 
Health Hazard Evaluation/Toxicity Determination 
rt H.H.E. 74-138-208, Frontier Airlines, Denver, 
Colorado. 
PB-249 388/0GI 76-08 6J PC A02/MF A01 
NIOSH-TR-HHE-74-144-211 


Health Hazard Evaluation/Toxicity Determination 
a H.H.E. 74-144-211, Safeguard Automotive 


Baltimore, M n 
ye 249 49 391/46) arylend. 6J PC AQ2/MF AO1 


NIOSH-TR-HHE-74-146-222 
Health Hazard Evaluation/Toxicity Determination 


Report H.H.E. 74-146-222, American Can Company, 
Lemoyne, Pennsylvania. 
PB-249 402/9G! 76-08 6J PC A02/MF A01 


NIOSH-TR-HHE-74-148-239 


Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 74-148-239, Lange Company Broom- 


field, Colorado 
PB-249 419/3GI 76-08 6/J PC AO02/MF AO 
NIOSH-TR-HHE-74-149-180 


Health Hazard Evaluation/Toxicity Determination 
Report 74-149-180, Protecto Wrap Company, 
Denver, Colorado. 

PB-246 496/4GI 76-04 6J PC AO2/MF A01 
NIOSH-TR-HHE-74-151-181 


Health Hazard Evaluation/Toxicity Determination 
74-151-181, Western Forge Corporation, 

Co Springs. Colorado. 

PB-246 497/2GI 


76-04 6J PC A02/MF A01 
NIOSH-TR-HHE-75-1-194 
Health Hazard Evaluation/Toxicity Determination 


Report H.H.E. 75-1-194. 
PB-249 374/0GI 76-08 6) PC A02/MF A01 
NIOSH-TR-HHE-75-4-214 


Health ry Evaluation/Toxicity Determination 

H.H.E. 75-4-214, Ashiand Division of Na- 
tional Mine Services, Ashland, Kentucky. 
PB-249 394/8GI 76-08 6J PC nc2/MF A01 


NIOSH-TR-HHE-75-5-238 
Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 75-5-238, General Electric Corpora- 


tion, Evendaie, Ohio 
PB-249 418/5GI 76-08 6J PC A02/MF AO1 
NIOSH-TR-HHE-75-15-250 


Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 75-15-250, Converse Rubber Com- 
pany. Maiden, Massachusetts. 

49 430/0G! 76-08 6J PC A02/MF A01 


NIOSH-TR-HHE-75-20-209 
Health Hazard Evaluation/Toxic 
—- H.H.E. 75-20-209, Richdel Corporation, Car- 
n City, Nevada. 
PB-249 389/8GI 76-08 6J PC AOQ2/MF A01 
NIOSH-TR-HHE-75-22-228 
Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 75-22-228, Holyoke Hospital, Holyoke, 


M 
76-08 6J PC A02/MF AO1 


Determination 


assachusetts. 
PB-249 408/6GI 
NIOSH-TR-HHE-75-26-245 

Health Hazard Evaluation/Toxicity Determination 

Report H.H.E. 75-26-245, Babcock and Wilcox Com- 


ay By: Canton, Ohio 
49 425/0GI 76-08 6J PC A02/MF A01 


NIOSH-TR-HHE-75-28-210 


Health Hazard Evaiuation/Toxicity Determination 

Report H.H.E. 75-28-210, Western States Bankcard 
Association, San Francisco, rnia. 

PB-249 390/6GI 76-08 §J PC A02/MF A01 








pr ent 
Hazard Evaluation/Toxicity Snr oy 
aes H.H.E. 75-76-234, Mt. Sinai Hospital, New 
York, New York. 
PB-249 414/4GI 76-08 6J PC A02/MF A01 
NIOSH-TR-HHE-75-81-252 
Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 75-81-252, Artex Manufacturing Com- 
inc., Overland Park, Kansas. 
Pp-b49 432/6GI 76-08 6) PC AQ2/MF AO1 
oe on 
Hazard Evaluation/Toxicity Determination 
awe aod H.H.E. ig + =t. Bokan Brothers Corpora- 


tion, Sacramento, Cal 
Pp ae 404/5GI 70-08 6J PC A02/MF A01 
NIOSH-TR-HHE-75-84-235 


Health Hazard Evaluation/Toxicity Determination 
H.H.E. 75-84-235, Instant Copy Service, 
Ph phia, Pennsyivania. 
PB-249 415/1GI 76-08 6J PC A0Q2/MF A01 
a ae 
Hazard Evaluation/Toxicity Determination 
Raves H.H.E. 75-85-231, McLean Trucking Com- 


, Sharonville, Ohio. 
49 411/0G! 76-08 6J PC A0Q2/MF A01 
Oe ee 
Hazard Evaluation/Toxicity Determinatior 
ined H.H.E. 75-90-236, Russell Corporation Alex- 
ops 4ieeal 76-08 6/J PC A02/MF A01 
NIOSH-TR-HHE-75-94-219 


Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 75-94-219, Proto Production Plastics, 
inc., Boulder, Colorado 


PB-249 399/7GI ‘76-08 6J PC AQ2/MF AO1 
NIOSH-TR-HHE-75- 105-241 

Health Hazard Evaiuation/Toxic Bn nme. ey 
Report H.H.E. 75-105-241, H. C. Smith Company, 


Minot, Dakota 
PB-249 421/9GI 76-08 6) PC A03/MF A01 
NIOSH-TR-HHE-75- 106-247 


Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 75- 106-247, inmont Corporation, Pad- 
dock Road apeemy. Cincinnati, Ohio. 

» PB-249 427/6GI 76-08 6/J PC A02/MF AO1 


NIOSH-TR-HHE-75- 108-248 
Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 75-106,111,113-248, Fairbanks 
ne a Division Colt Industries, St. Johnsbury, 
ermont. 
PB-249 428/4GI 76-08 6J PC A02/MF A01 
NIOSH-TR-HHE-75- 111-248 
Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 75-108,111,113-248, Fairbanks 
Weighing Division Colt industries, St. Johnsbury, 
P24) 428/46! 76-08 6) PC A02/MF A01 
NIOSH-TR-HHE-75- 115-225 
Health Hazard Evaluation/Toxicity Determination 


Report H.H.E. 75-115-225, Fairbanks Bowe Divi- 
sion, Colt industries, inc., Meridian, 
PB-249 405/2GI 76-08 6J PC A02/MF AO1 


NIOSH-TR-HHE-75- 116-240 
Health Hazard Evaluation/Toxicity Determination 
meee H.H.E. tea 116-240, Carter's ink Company, 
vy ~~ eee 76-08 6J PC A02/MF A01 
NIOSH-TR-HHE-75- 120-220 


Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 75-120-220, Storm Products Com- 
. Palo Alto, California. 
49 400/3Gi 76-08 6J PC A02/MF A01 


NIOSH-TR-HHE-75- 133-249 
Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 75- 133-249, National Lead Industries, 
Inc., Rowley, Utah 
PB-249 429/2GI 76-08 6J PC A02/MF A01 
aie oe 
Hazard Evaluation/Toxicity Determination 
— H.H.E. 73-161-201, Schulmerich Carilions, 
inc., Sellersville, nsylvania. 
PB-249 381/5G! 76-08 6J PC A0Q2/MF A01 
NIOSH-TR-76-133 
Criteria for a pay ory om Standard. Occupa- 


tional Exposure to Carbon Tetrachioride. 
PB-250 424/901. 76-10 6J PC A06/MF A01 
NIOSH-TSL-75 


aa of Toxic Effects of Chemical Substances. 
Pe-246 557/3G! 76-02 6T PC A99/MF A01 


NIOSH-76-128 


Criteria for a Recommended Standard. Emergency 
ress from Elevated Workstations. 
-248 594/4GI 76-06 6J PC AQ4/MF AO1 


NIOSH-76-129 


Criteria for a Recommended Standard. Occupa- 
tional apoense to Chromium vi. 
PB-248 595/1GI 76-06 PC A10/MF A01 
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Annual Report, 1974. 
NIRS-14 
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NISC-TRANS-3697 


Nonlinear Problems of wae Concentration in 
Machine Parts--Transiatio 
AD-A017 308/8G! 76-01 131 PC AQS/MF AO1 


NISC-TRANS-3700 


The Ground Effect on the Aerodynamic Charac- 
teristics of an Aircraft--Transiation. 
AD-A017 309/6G! 76-01 1A PC A04/MF A01 


NISC-TRANS-3709 


The Effect of Hydrogen Content in Austenite Weids 
on the Tendency to Cleavage Fracture of Low-Alloy 
Stee! Welds--Transiation. 

AD-A019 223/7GI 76-05 13E PC A0Q2/MF A01 


NISC-TRANS-3716 


oing rofoil Launch ‘NEVKA'--Transiation. 
AD-A019 227/8G! 76-05 13J PC AO02/MF AO1 


NISC-TRANS-3717 
ae Characteristics of Water-Jet Pumps-- 


Transiation. 
AD-A019 224/5GI 76-05 13K PC AQ2/MF A01 
NISC-TRANS-3718 


——_ Method of Bes ee mere, the interaction 

oe Airfoils in Unsteady Motion Above a 
Surface--Transiation. 

AD-AOTS 222/9GI 76-05 1A PC AO2/MF A01 


NISC-TRANS-3725 
tevestigation 0 of V-Shaped Foils with Partial Stall 


ration -- Transia 
AD-A019 676/6GI 7e08 13J PC AO02/MF AO1 
NISC-TRANS-3726 


Characteristics of the Development of Soviet 
Hydrofoils -- Translation. 
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NISC-TRANS-3729 

Effect of Shape 1 External Pressure impulse and 
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AD-A019 228/6Gi 6-05 20K PC A02/MF A01 
NISC-TRANS-3730 


On Determining the Ra of a Hydroacoustic 


Communications Channel-- n. 
AD-A019 226/0G! 76-05 PC A02/MF A01 
NISC-TRANS-3731 


Mechanized Narrow-Gap MIG Welding of Heavy 
Steel Plate--Transiation. 


AD-A019 225/2GI 76-05 13H PC A0Q3/MF A01 
NISC-TRANS-3737 

The KAG-3 WIG and its Trials--Translation. 

AD-A021 182/1GI 76-08 1C PC A0Q2/MF A01 
NISC-TRANS-3738 


Systems Signaling the Appearance of Water in Ship 


Compartments--T ransiation. 
AD-A021 087/2GI 76-08 13) PC A02/MF A01 
NISC-TRANS-3743 


Main Design Characteristics of Gas Turbines Engine 


GTU-20--Translation. 
AD-A021 086/4GI 76-08 21E PC A02/MF A01 
NISC-TRANS-3746 
a ag Determining Mee tg my of Organic 
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ransiation. 
AD-A021 120/1Gi 76-08 7C PC AO02/MF A01 
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AD-A021 112/8GI 76-08 1A PC A02/MF A01 
NISC-TRANS-3749 


Experimental identification of Plastic Zones in 
Titanium Alloy Models-- Translation. 
AD-A021 113/6GI 76-08 11F PC A02/MF AO1 
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NISC-TRANS-3768 


Bibliographical Analysis and Critique of the Studies 
of Sensitivity to Shock Waves of Condensed Secon- 


dary Explosives--Transiation. 
AD-A021 183/9G! 76-08 19A PC A0Q3/MF A01 


NISC-TRANS-3771 


enaien ity and Structure Formation in 


— ~ re lyurethane Block Copolymers--Trans- 
AD-A021 185/4GI 76-08 7C PC AQ2/MF AO1 
NISC-TRANS-3775 


Passenger Skimmer ZARYA--Transiation. 
AD-A022 770/2G! 76-11 13J PC AO2/MF AO1 


NISC-TRANS-3776 


General t of Ships--Transiation. 
AD-A022 369/3G! 76-10 108 PC A03/MF A01 


NISC-TRANS-3803 
Domestically Produced Hydrofoil Craft--Transiation. 
AD-A026 365/7G! 76-18 13) PC A16/MF AO1 
NISC-TRANS-3809 
Naval Fleets in the Communist Sphere of Influence 
in East Asia--Transiation. 
AD-A026 406/9G! 76-18 13) PC A02/MF AO1 
NISC-TRANS-3810 


Weapons of Mass Destruction and Protection 
Against Them--Transiation. 
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Morskoy Sbornik, Supplement Number 1. 
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AB 212 ASW--New Multipurpose Helicopter for 


Italian ee nsiation. 
AD-A026 861/5GI 76-19 1C PC A02/MF A01 
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The Sea- Source of Conflict or Cooperation. 
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AD- 76-22 5D PC A02/MF A01 
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AD-A028 720/1G! 76-22 8) PC A02/MF AO1 
NISC-TRANS-3820 

internal Waves in Open Part of the 
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AD-A028 718/5GI 76-22 8C PC A02/MF AO1 
NISC-TRANS-3821 

Automated Marine Proton Magnetometer APM-1-- 

Translation. 
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Experimental Studies of Turbulence in the Ocean-- 

Translation. 
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Translation. 
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NJD-5 76-02 18N PC AOQ2/MF A01 
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impact of Increased Nerva Reactor-Engine Testing 


on Radiological Safety. 
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integrated Dielectric Resonator and Antenna Mil- 
limeter-Wave Structures. 
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Effects of Carbon on the Control and pene of 
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ATS-6 Satellite Evaluation. 
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NLM/LHC-75/08 
ATS-6 Health Experiment: indian Health Ser- 
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Medical Education/Seattle, Washington. Phase Ii: 
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Medical Subject Headings, Annotated Alphabetic 
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NLR-MP-75009-U 


Failure Analysis as a Means for Prevention of Com- 
ponent Failure in Aviation. 
N76-27593/2GI 76-25 


NLR-MP-75014-U 
Agard’S Approach to Fatigue and Fracture Re- 
sistance 
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NLR-MP-75017-U 
Fail-Safe Characteristics of Built-Up Sheet Struc- 


tures. 
N76-16500/0GI 76-11 1C PC AQ2/MF A01 


introduction to a Fighter Aircraft Loading Standard 


for Fatigue Evaluation (Falstaff). 
N76-22598/6GI 76-17 1C PC AQ3/MF AO1 


NLR-MP-75018-U 


The Proposed Large European High-Reynolds 
Number Transonic Wind Tunnel (LEHRT). 
N76-27256/6GI 76-25 14B PC AQ2/MF A01 


NLR-MP-75020-U 
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NLR-MP-75021-U 

Two-Dimensional Tunnel Wall interference for 
Multi-Element Aerofoils in incompressible Flow. 
N76-27181/6GI 76-25 1A PC AQ2/MF AO1 


NLR-MP-75022-U 
The oe of a Laser-Grating Method for the 
Measurements of Strain Distributions in Plane, 
wietesiaoar” 76-17 11F PC A02/MF AO1 

NLR-MP-75024-U 
A Class of Reliability Characteristics with Applica- 
tion to Data on Failures of an inertial Navigation 
Nye 2182/96! 76-17 17G PC AQ3/MF A01 

NLR-MP-75027-U 
A Slotted Waveguide Antenna as a Marker Beacon 


for Aircraft. 
N76-22183/7GI 76-17 9E PC AO2/MF A01 
NLR-MP-75028-U 


On the Motion of Shock Waves on an Airfoil with 


Oscillating Flap. 
N76-27182/4GI 76-25 1A PC AQ2/MF A01 
NLR-MP-75029-U 


A Mathematical Modei for the Analysis of Naviga- 
tion Errors of Modern Fighter Aircraft. 
N76-22184/5GI 76-17 1 PC AOQ2/MF AO1 


NLR-MP-75031-U 


Design and Calibration of the 1/10TH Scale Model 
of the NLR Low Speed Wind Tunnel LST 8X6. 
N76-27257/4Gi 76-25 14B PC A02/MF AO1 


NLRA-TR-73152-U 


An introductory Description of a Hodograph Method 
for Transonic Shock-Free Aerofoil Design. 
N76-16041/5GI 76-11 1C PC AQ3/MF A01 


NLRA-TR-74002-U 
Differences in inviscid isentropic Models Used for 
Finite Difference Calculation of Transonic Flow with 
as About Airfoils: The Prediction of Wave 
N76-16042/3G! 76-11 1A PC A03/MF AO1 
NLRA-TR-74063-U 
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ts and Calculations. 
ute-27 170/208 76-25 1A PC AQ3/MF AO1 
NLR-TR-74080-U 


A Model for the pee of the Properties of a 


Jet in a Cross Flo 

N76-16043/1GI 76-11 20D PC AQ4/MF A01 
NLA-TR-74091-U 

Computations with the Garabedian and Korn Pro- 

ram for Two-Dimensional Transonic Flows with 

mbedded Shock 

N76-27179/0GI 76-25 1A PC AOQ3/MF A01 
NLR-TR-74093-U 

A Simulator Experiment to investigate a Lateral 


Rate Field Display 

N76-22195/1GI 1C PC AOQ3/MF A0O1 
NLR-TR-74095-U 

Measurements of the Reynolds Stress Tensor in a 

Three-Dimensional Turbulent pSeuntay Layer under 
ite S Wing Conditio 
mA PC A06/MF A01 
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N76-22167/0GI 76-17. 
NLR-TR-74119-U 

Heat Treatment Studies of Aluminium Alloy Type 


7050 Forging. A Preliminary investigation on the Ef- 
fect of Heat Treatment on Hardness and Stress Cor- 


rosion Resistance 
N76-22359/3G! 13H PC AO3/MF AO1 
NLA-TR-74150-U 


An investigation of Crack Resistance in Composite 
Reinforced Face Sheets of Sandwich Panels. 
N76-19238/4GI 76-15 11D PC A02/MF AO1 
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NLR-TR-74151-U 


Heat Treatment Studies of Aluminium Alloy 
Forgings of the Az 74.61 Type. The Effect of Heat 
Treatment on a Variety of Engineerin Me ar 

N76-22360/1GI 76-17 13H A06/MF A01 


NLR-TR-74162-U 
—_ Element Ny ag of Axisymmetric Sub- 


ical Compres low. 
Ne STIO0/EGI 76-25 1A PC AO3/MF AO1 
NLRA-TR-75010-U 


Crack Resistance of Some Structural Adhesives 
Determined on Adhesive TDCB-Specimens. 
N76-19501/5GI 76-15 11A PC AO6/MF A0O1 


NLA-TR-75029-C 
Parameter Estimation in Mathematical Models of 
the Esro 1A Attitude Dynamics Using Numerical Dif- 


ferentiation of Measu Data. 
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NLR-TR-75055-U 
a influencing the Choice of —_— Orbital Propul- 
for Geostationary Satel 
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Stu f Double Gimbalied Momentum Wheels in 


the itude and Orbit Control System of a Geosta- 
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NLRA-TR-75063-U 

Theoretical Investigation of the Basic Thermal Per- 

formance of Multilayer Insulation Blankets. 

N76-24346/8GI 76-19 22B PC AO6/MF A0O1 
NLR-TR-75072-U 

Analysis of a Stepwise Numerical Method for Solu- 

tion of a Three-Dimensional Flow Probiem. 

N76-30173/8GI 76-26 20D PC AO7/MF A01 


NLR-TR-75096-U 


High Temperature Gas Turbine Materials. 
N76-27416/6GI 76-25 21E PC AQ2/MF A01 
NMAB-319 


Beam wey and Legislative Opportunities in the Basic 
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Erosion in Large Gun Barrels. 
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Trends in U of Magnesium. Report of the Panel 
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_— on —_— Aspects of Critical and Strategic 
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Electrosiag Remelting and Plasma Arc Melting. 

AD-A024 908/6G! 6-15 11F Not available NTIS 
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Aerospace Cost Savings. Implications for NASA and 
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NMC-TP-74-22 
ay Signal Recording Technique for Wide- 
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NMCSSC Quick-Reacting General War Gaming 

Sonat (QUICK). Analytical +e Volume ll: Pian 

Generation Subsystem 
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The NMCSSC QUICK-Reacting General War Gaming 

System (QUICK) Program Maintenance Manual. 
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The NMCSSC Quick-Reacting General War Cons 
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The Feasibility of | narra the QUICK System; 
Analysis of QUICK-1I 


< 
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NMFRL-VOL-XXV-NO-13 

Reprint: Field Tests with Repellent Treated Wide- 

Mesh Netted Jackets against the Valley Black Gnat, 


Leptoconops Carteri 
AD-A018 500/9G! 76-03 6F PC A02/MF A01 


NMFRL-VOL-XXV-NO-15 


Reprint: Factors Affecting Assay of Myoglobin by 
Complement Fixation or Immunodiffusion. 
AD_A018 501/7GI 76-03 6A PC AOQ2/MF AO1 


NMFRL-VOL-XXVI-NO-1 


Experimental Frontal Bone Cranioplasty Using a 
Cellulose Acetate Filter Technique 
76-08 6E PC A02/MF AO1 


15G PC A0B/MF A01 
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Reprint: ‘Haemobartonelia canis’ Infection in 
Research Sane. 
AD-A019 884/6GI 76-06 6C PC A02/MF A01 
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+ ae Unusual Colonies of ‘Ureaplasma Urea- 
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wt Certain Urine Specimens. 
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1 362/9GI 76-09 6F PC A02/MF AO1 
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Reprint: ‘Amblyomma Americanum’': Area Control 
with Granules or Concentrated Sprays of Diazinon, 
Propoxur, and Chiorpyrifos. 
AD-A025 039/9GI 76-15 6F PC A02/MF A01 
NMFRL-VOL-XXVI-NO-8 
Reprint: ULV Sprays of Propoxur for Control of 
‘Trombicula oe. 
AD-A025 040/7GI 76-15 6F PC A02/MF AO1 
NMFRL-VOL-XXVI-NO-9 
Reprint: Residual nee of Four New Insecti- 
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76-15 6F PC A02/MF A01 
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Reprint: insect Repelient Jacket: Status, Value and 


Potential. 
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Reprint: Experimental Results of Autogenous Can- 
cellous Bone Chips Transplanted into the Infected 
Canine Frontal Sinus Cavity. 
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A Review of the Oviparous Ophidioid Fishes of the 
ng ‘Leucicorus’, with Description of a New At- 
ic Species--Translation. 


P8256 421-T/GI 76-22 6C PC A02/MF AO1 
NMI-7012 

Fine-Grained Uranium by the Rotating Electrode 

Shot Process 

NMI-7012 76-05 11F PC A03/MF AO1 
NMI-7020-2 

Effect of Heat Treatment on the Properties of High- 

Uranium Alloys. 

NMI-7020-2 76-08 11F PC A04/MF A01 
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Stee A Comparison of Biofeedb 
ion and Group Therapy in the Treatment of 
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AD-A019 605/ 1 
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improving U.S. Shipping Productivity. Technology: 
ae and Communication. 
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improvement in Steering Control for Merchant 
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— in Steering Control! for Merchant 
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Efficient Low-Power Operation of Stear Turbine 


Marine Power Plants. 
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The Application of Land-Based Computerized Spec- 
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Powered Shi 
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Heavy Weather Damage Warning Systems. 
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Analysis of Marine Fuel Consumption and Sales. 
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Feasibility Study for the Development and Use of 
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NMRC-KP-159 
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Reprint: Factors Affecting Airborne Beryllium Con- 
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Reprint: Antimicrobial Efficacy of Reduced Concen- 
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Reprint: Reliability of Electronic Measuring Devices 
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les. 
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PB- 054 261/301 76-18 8H PC AO3/MF A01 
NOAA-TR-ERL-362 


The Radiation and Energy Budgets of the Earth 
Using Both Ground-Based and Satellite-Derived 
Values of Total Cloud Cover. 
PB-256 756/8GI 76-22 4A PC AO7/MF AO1 


NOAA-TR-ERL-363 
Large-Scale Current Measurements in Lake Superi- 


or. 
PB-256 815/2GI 76-22 8H PC AOQ4/MF A01 
NOAA-TR-ERL-364 


Lake Erie Beginning-of-Month Water Levels and 
Monthly Rates of Cha of Storage 
PB-256 816/0GI 6-22 8H 4° PC A03/MF A01 


NOAA-TR-ERL-365 
Lake Ontario Begianing-of-Month Water Levels and 


Monthly Rates of Change of Storage. 
PB-256 782/4GI 76-22 8H PC A03/MF AO1 


NOAA-TR-ERL-367 
Wind and (C sup 2, sub n) Profiling with Crossed 


Laser Beams and Spatial Filter Detectors 
PB-258 621/2GI 76-25 48 PC A02/MF A01 


NOAA-TR-NESS-73 


Evaluation of a Balanced 300-mb Height Analysis as 
a Reference Level for Sateilite-Derived Soundings. 
PB-253 058/2GI 76-15 4A PC A03/MF AO1 


NOAA-TR-NMFS-CIRC-392 
Fishery Publications, Calendar Year 1974: Lists and 


indexes. 
PB-247 905/3GI 76-04 6C PC A03/MF AO1 
NOAA-TR-NMFS-CIRC-393 


Cooperative Gulf of Mexico Estuarine Inventory and 
a & Texas: Area Description. 
2 511/1GI 76-14 8F PC AO7/MF A01 


NOAA-TR-NMFS-CIRC-394 
Marine Flora and Fauna of the Northeastern United 


States. Tardigrada. 
PB-257 987/8GI 76-25 8A PC AO3/MF A01 
NOAA-TR-NMFS-CIRC-395 
Report of a Colloquium on Larval Fish Mortality 
Studies and Their Relation to Fishery Research, 


January 1975. 
PB-259 105/5GI 76-26 6C PC A02/MF A01 
NOAA-TR-NMFS-SSRF-652 


indexed Bibliography of the Eggs and You 
Tunas and Other Scombrids (Pisces, Scom a 
1880-1970. 

COM-75-11422/3GI 76-01 


NOAA-TR-NMFS-SSRF-675-PT-3 
Proceedings of the International Billfish Symposi- 
- ay eee Hawaii, 9-12 August 1972. Part 3. 
i 
Pb ne 46 425/ 76-01 6C PC A08/MF A01 
NOAA-TR-NMFS-SSRF-690 
Migratory Routes of Adult Sockeye Saimon, 
‘Oncorhynchus nerka’, in the Eastern Bering Sea 


and Bristo! Ba 
76-04 6C PC A0O3/MF AO1 


6C PC A06/MF A01 


PB-247 359/3GI 
NOAA-TR-NMFS-SSRF-691 


Seasonal Distributions of Larval Fiatfishes 
Pleuronectiformes) on the Continental Shelf 
Massachusetts, and Cape 


Lookout, No Carolina, 1965-66. 
PB-246 412/1GI 76-01 6C PC AOS/MF A01 


NOAA-TR-NMFS-SSRF-693 
Daily and Weekly Upwelling Indices, West Coast of 


North America, 1967-73. 
PB-247 360/1GI 76-04 8C PC A06/MF AO1 
NOAA-TR-NMFS-SSRF-694 


Semiciosed Seawater System with Automatic Salini- 
, Temperature and Turbidity Control. 
B-248 436/8GI 76-06 6C PC A02/MF A01 


NOAA-TR-NMFS-SSRF-695 
Distribution, Relative Abundance, and Movement of 
Skipjack Tuna, ‘Katsuwonus pelamis’, in the Pacific 
—— on Japanese Longline Catches, 1964- 
PB-247 904/6GI 76-04 6C PC A03/MF AO1 
NOAA-TR-NMFS-SSRF-696 
Large-Scale Air-Sea interactions at Ocean Weather 


Station V, 1951-71 
PB-253 560/7GI 76-16 48 PC A04/MF AO1 
NOAA-TR-NMFS-SSRF-697 


Fish and Hydrographic Collections Made the 
Research Vessels ‘Dolphin’ and ‘Delaware I!’ During 
1968-72 from New York to Florida. 
PB-253 175/4GI 76-15 6C PC A08/MF AO1 


AR-923 








NOAA-TR-NMFS-SSRF-698 
Summer Benthic Fish Fauna of Sandy Hook Bay, 


PB 256 088: 

PB-256 /6GI 76-20 6C PC A02/MF AO1 
NOAA-TR-NMFS-SSRF-699 

Seasonal Surface Currents Off the Coasts of Van- 

couver island and Washington as Shown by Drift 


Bottie Experiments, 1 ; 
PB-257 249/3GI 76-23 8C PC AQ2/MF A01 
NOAA-TR-NOS-65 


The Statistics of Residuals and the Detection of 


Outliers. 
PB-258 428/2GI 76-25 8B PC AO7/MF AO1 
NOAA-TR-NWS-18 
Joint Probability Method of Tide Frequency Analysis 
mae to Apalachicola Bay and St. George Sound, 
PB 2st 123/6GI 76-11 8C PC AO4/MF A01 
NOAA-TR-NWS-19 
oF Point Energy and Mass Balance Model of a Snow 


ver. 

PB-254 653/9GI 76-18 8L PC AOB/MF AO1 
NOAA-7611605 

Sand and Gravel, 

PB-249 757/6GI 76-08 8G PC AO03/MF A011 


NOAA-75013101-15 
Status of the California Ocean Shrimp Resource 
and Its we 
PB-247 371 -15/GI 
76-03 6C (Order as PB-247 371-03-04) 


NOAA-75062702 
Annotated Bibliography of NOAA Publications of 
Hydrometeorological In , 
PB-248 372/5GI 76-05 4B PC A04/MF A01 
NOAA-75062703 
Data Editing--Subroutine EDITQ. 
PB-257 208/9GI 76-23 9B PC A02/MF A01 


NOAA-75082801-PT-2 
Nimbus-5 Sounder Data Processing System. Part 2: 


Results. 
N76-16708/9G! 76-11 4A PC AO6/MF AO1 
NOAA-75090808 
Fishery Bulletin, Volume 73, Number 3, July 1975. 
COM-75-50192-03/Gi 
76-01 6C PC-GPO/MF A01-NTIS 
NOAA-75090808-1 
Field Criteria for Survival of Anchovy Larvae: The 
Relation Between inshore Chlorophyll Maximum 
and Successful First Feeding, 
M-75-50192-03-01/Gi 
76-01 6C (Order as COM-75-50192-03) 
NOAA-75090808-2 
a hores and Thelyca of the American White 
rimps, Genus ‘Penaeus’, Subgenus ‘Litopenaeus’, 
COM-75-50192-03-02/Gi 
76-01 6C (Order as COM-75-50192-03) 
NOAA-75090808-3 
Dynamics of American Shad, ‘Alosa sapidissima’, 
Runs in the Delaware River, 
marbete + ee ty 
6C (Order as COM-75-50192-03) 
ee ny 
Selective and Unselective Exploitation of Experi- 
mental Populations of ‘Tilapia mossambica’, 
COM-75-50192-03-04/GI 
76-01 6C (Order as COM-75-50192-03) 
NOAA-75090808-5 
Uptake and Loss of Petroleum 
Mussel, ° 
COM-75- 


Hydrocarbons by the 
ilus edulis’, in Laboratory Experiments, 
192-03-05/G! 
76-01 6C (Order as COM-75-50192-03) 
gp ence 
Ss tics y of the Bonitos 
(" ‘) and Their we, Gates t ombridae, Sardini), 
COM-75-50192-03-06/GiI 
76-01 6C (Order as COM-75-50192-03) 
NOAA-75090808-7 
Velocity o Transport of the Antilies Current 
of the Bahama Islands, 
COM- 75-50192-03-07/GI 
76-01 8C (Order as COM-75-50192-03) 
NOAA-75090808-8 
The Distribution of M 
Central Equatorial Pac 
COM-75-50192-03-08/Gi 
76-01 6C (Order as COM-75-50192-03) 
NOAA-75090808-9 
Year-to-Year Variations in the Planktology of the 
Oregon Upwellin , 
COM-75-50192-03-09/G! 
76-01 8A (Order as COM-75-50192-03) 


hid Fishes Across the 





AR-924 





NOAA-75090808-10. 


Use of Otoliths to Separate Juvenile Steelhead 
Trout from Juvenile Rainbow Trout, 
COM -75-50192-03-10/Gi 
76-01 6C (Order as COM-75-50192-03) 
NOAA-75090808-11 


eg of Eggs and Larvae of Yellowfin Men- 
‘Brevoortia smithi', 
COM-75-50192-03- 11/GI 
76-01 6C (Order as COM-75-50192-03) 


NOAA-75091603 


Report to the Congress on Ocean Dumping 
Research, January through December 1974, Public 
Law 92-532, Title li, Section 201. 

COM-75-11410/8GI_ 76-01 13B PC AQ4/MF A01 


NOAA-75091704 


Fish Protein -) me information Package. 
Parts |, ll, ill, and IV 
PB-245 345/4G! 76-01 6H PC A13/MF A01 


NOAA-75091704-CART 
Aa Protein nner information Package. Part 


Selected Documentation. 
PB-245 347/0GI 76-01 6H 16mm cartridge $8.00 
NOAA-75091704-REEL 


Fish Protein Concentrate information Package, Part 
IV. Selected Documentation. 
PB-245 346/2Gi 76-01 6H 16mm microfilm $6.00 


NOAA-75092301 
indexed Bibliography of the Eggs and Young of 
Tunas and Other Scombrids (Pisces, Scom Scombridae), 
1880-1970. 
COM-75-11422/3GI 76-01 6C PC AO6/MF A011 
NOAA-75082302 


Effect of Water on the Crack Propagation Rate in 
Fiberglass Laminates Under Static and Dynamic 


Loading, 

PB-246 411/3GI 76-01 110 PC A04/MF A01 
NOAA-75092304 

international Field Year for the Great Lakes, IFYGL 

Bulletin No. 15. 

COM-75-11462/9GI 76-01 8H PC AO6/MF AO1 
NOAA-75092501 

Reprint: On the Use of Benthic Foraminifera as 

Sediment Tracers in a Hawaiian oer. 

COM-75-11415/7GI 1 8C PC AO2 
NOAA-75092502 

Some Characteristics of Earthen Pond Prawn 

Production in Hawaii, 

COM-75-11418/1Gi 76-01 6C PC A02/MF A01 
NOAA-75092505 

Reprint: Blood pH Effects in Eight Fishes from the 

Teleostean Family Scorpaenidae, 


COM-75-11457/9GI 76-01 6C PC AO2 
NOAA-75092902 
Marine Fisheries Review. Volume 37, Number 8, Au- 
- 1975. 
ON -75-50185-08 /GI 
76-01 6C PC-GPO/MF AO1-NTIS 


NOAA-75092902-1 


-Sea Red Crab, ‘Geryon quinquedens’, Survey 
Off Northeastern United States, 
COM-75-50185-08 -01/Gi 

76-01 6C (Order as COM-75-50185-08) 

NOAA-75092902-2 
The Atlantic Coast Surf Clam Fishery - 1972, 
COM-75-50185-08 -02/G! 

76-01 6C (Order as COM-75-50185-08) 


NOAA-75092904 
Proceedings of the International Billfish Symposi- 
um, Kailua-Kona, Hawaii, 9-12 August 1972. Part 3. 
Species Synopses. 
-246 425/3G! 76-01 6C PC A08/MF AO1 
NOAA-75092906 


Location and Time of Menhaden Spawning in the 
Gulf of Mex 
COM-75-11416/5GI 76-01 6C PC AQ2/MF A01 


NOAA-75100202 


An Average, Long-Period, Sea-Leve!l Series for the 
United States. 
COM-75-11463/7GI 76-01 8E PC A02/MF AO1 


NOAA-75100203 
A Report on the Sea Grant Program for January 1 - 
— 31, 1974 - State University System of 
lorida. 
PB-246 598/7Gi 76-02 8H PC A03/MF AO1 
NOAA-75100204 


Retail identification Pian for Fishery Products 
COM-75-11419/9GI 76-01 6C PC AO7/MF AO1 


NOAA-75100701 
Digitized Eastern Pacific Tropical Cyclone Tracks. 









COM-75-11479/3GI 76-01 4B PC A0S/MF AO1 
NOAA-75100702 
Seasonal Distributions of 


Larval Fiatfishes 


(Pleuronectiformes) on the Continental Shelf 
Between Cape Cod, Massachusetts, and Cape 
Lookout, North Carolina, 1965-66. 

PB-246 412/1GI 76-01 6C PC A05/MF A01 


NOAA-75100703 


Seatrout of -4 Genus ‘Cynoscion’ in Coastal 
Waters of ia, 
PB-246 427/9G 76-01 6C PC A03/MF A01 


NOAA-75100704 
Observations on the White Shrimp (‘Penaeus 
setiferus’) in Georgia, 
CON-75-11480/1G 76-01 6C PC A04/MF AO1 
NOAA-75100705 
Observations on the Spot (‘Leiostomus xanthurus’) 
in Georgia's Estuarine and Close inshore Ocean 
Waters, 
PB-246 408/9GI 76-01 6C PC A03/MF A01 
NOAA-75100706 
Studies on the Blue Crab ('Callinectes sapidus’) in 


PB- PB 286 | 409/7G! 76-01 6C PC A04/MF A01 
NOAA-75100801 


The Aquaculture of Fresh Water 
Prawns/Macrobachium Species 
PB-246 657/1Gi 76-01 6C PC AOS/MF AO1 


yg 
ye of the uated ar B 1966, 





Pes 29/5G! 76-0 PC A99/MF A01 
few te 
Fishery Statistics of the United States, 1967, 
PB-246 430/3G! 76-01 6C PC A21/MF A01 


NOAA-75101401 
Airborne infrared imagery of Arctic Sea ice 
ickness 


Thi 

PB-246 426/1G! 76-02 8. PC AOQ2/MF AO1 
NOAA-75101402 

An Evaluation of the Use of the Earth Resources 

Technology Satellite for Observing Ocean Current 

Boundaries in the Gulf 7 —e 

PB-246 932/8GI PC AO7/MF A01 
NOAA-75101403 

Guide to the Marine Resources of Mississippi, 

PB-246 664/7GI 76-01 8A Not available NTIS 
NOAA-75101404 


Coastal Zone Development and Coastal Policy in 

Southern California: A Two Year Analysis of the 

South Coast Regional Commission, 

COM-75-11478/5Gi 76-01 13B PC A0S/MF A01 
NOAA-75101405 


———— as a Preventive Drug to Control 


rosporidosis in the Biue Crab, 

COM-75-11477/7GI 7 6C PC A02 
NOAA-75101406 

Fisheries of Panama, 1973, 

PB-246 597/9GI 76-02 6C PC A02/NF A01 
NOAA-75101409 

The Quality of pe ueeies Waters 

PB-246 76-01 13B PC A13/MF AO1 
ssauamainine 


ice Engineering in Smali Craft Marinas. An An- 
notated Bibliography. 
PB-246 599/5GI 76-03 138 PC A07/MF A01 


NOAA-75101411 


Tethered Float Breakwaters, Proceedings, Floating 
ny Conference 23-25 April 1974, Newport, 


hode Island, . 
PB-246 595/3G! 76-02 138 PC A02/MF A0O1 
NOAA-75101412 

The Effects of Thermal Effiuent on the American 

Oyster ‘Crassostrea virginica’ Gmelin in Indian River 

Bay, Delaware. 

PB-246 410/5Gi ~ 76-01 6C PC A06/MF AO1 
NOAA-75101413 

Marketing ~~ yaaa of Oregon's Fresh Frozen 


Shrimp Indust 

PB_246 596/1GI_ 76-10 5C PC AOQ2/MF AO1 
NOAA-75101501 

international Review of Manned Submersibles and 

Habitats, 

PB-246 428/7GI 76-02 13) PC AOS/MF AO1 
NOAA-75101502 

Solar ical Data Number 373. Part | (Prompt 

Reports). a August 1975-July 1975. Explana- 

tion of Data rts issued as Number 366 


Repo 
t) February 1975, 


(Supplemen 
PB-247 137-373-1/Gi ; 76-02 38 MF A0i 
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NOAA-75101503 

Solar-Geophysical Data Number 373. Part ii 
(Comprehensive Reports). Data for March 1975- 
February 1975 and Miscellanea. Explanation of Data 
Reports issued as Number 366 (Supplement) 
February 1975, 
PB-247 137- 373-2/GI 76-02 38 MF AO 
NOAA-75101504 

Federal Computer Plan for Operational Forecasting 

and Atmospheric Modeling Research. 

PB-246 407/1GI 76-01 4B PC A04/MF A01 


NOAA-75101505 


An Historical Climatology of Damaging Downslope 
Windstorms at Boulder, Colorado 


PB-246 413/9GI 76-01 48 PC A04/MF A01 
NOAA-75101506 

Ecological Modeling in a Resource Management 

Framework, 

PB-246 665/4GI 76-02 6C Not available NTIS 
NOAA-75101601 


The Development Criteria of the Preliminary Coastal 
Plan, 
COM-75-11476/9Gi 76-01 13B PC A0Q3/MF AO1 


NOAA-75101602 

Marina Dei R ee Pian, 

PB-246 396/ 76-02 13B PC AO7/MF A01 
NOAA-75101603 


Effects of 1973 River Flood Waters on Brown 

Shrimp in Louisiana Estuaries 

PB-246 406/3GI 76-01 6C PC A03/MF A01 
NOAA-75101701 

Equity and Efficiency in State Coastal Resource 

Management: An Application to Urban Recreational 


Boating Policy, 
COM-75-11481/9GI 76-01 5A PC A10/MF AO1 


NOAA-75102101 
Nearshore Permafrost Studies in the Vicinity of 
a 


Point Barrow, Alask 
PB-246 875/9GI 76-03 8L PC AOS/MF A011 


NOAA-75102102 
Proceedings of the Conference Workshop to 
Review the Draft Study Plan for Environmental As- 
sessment of the Gulf of Alaska, Southeastern Ber- 
ing and Beaufort Seas, 
PB-246 873/4GI 76-03 10A PC AOS/MF A01 
NOAA-75102103 
Reprint: (1R, 2S, 4S, 5R)-1-Bromo-Trans-2-Chiorovi- 
nyl-4-5-Dichioro-1, 5-Dimethyl-Cyclohexane, A New 
noterpene Skeletal Type from the Red Alga, 
‘Plocamium violaceum’, 
PB-246 904/7GI 76-03 7C PC A02 
NOAA-75102104 
— Polyhalogenated Monoterpenes from the 
Red Alga ee Cartilagineum , 
PB-246 871/8GI 7 6C PC A02 
NOAA-75102107 
Alaska Catch and Production Commercial Fisheries 


Statistics (1974). 

PB-246 869/2GI 76-03 6C PC A04/MF A01 
NOAA-75102108 

Characteristics of the Lower Atmosphere Near 
Saipan, April 29 to May 16, 1945. 

PB-246 962/5GI 76-03 4A PC A03/MF A01 
NOAA-75102201 


Radiation Budget Data from the Meteorological 
Satellites, TOS 1 and NOAA 1. 
PB-246 877/5G! 76-03 4A PC AO3/MF A01 


NOAA-75102202 


A Set of Rules for Forecasting Minimum Tempera- 
tures in Napa and Sonoma Counties 
PB-246 902/1Gi 76-03 4B PC A0Q2/MF AO1 


NOAA-75102203 


ee Squid Protein Concentrates. 1. Evaluation 
of Processes and Product Characteristics. 2. 
Evaluation of Functional a, 


PB-246 931/0GI 6C PC AO2 
NOAA-75102204 

The Structure of Chitin and Chitosan, 

PB-246 876/7GI 76-03 6B PC A02/MF A01 
NOAA-75102205 

Food Fish. Market Review and Outlook. 

PB-246 903/9G! 76-03 6C PC A03/MF AO1 
NOAA-75102301 


Precipitation Analysis for BOMEX Period Ill. 

PB-246 870/0GI 76-03 4B PC A03/MF AO1 
NOAA-75102302 

Proceedings of a Workshop on the Shellfish 

Management Program in New York State - Held at 


Stony Brook, N.Y. on 28 March 1975. 
PB-247 117/5GI 76-04 6C PC A04/MF A01 


NOAA-75102303 


The Economic impact of Recreational Land-Use in 
an island .. -_rcraans A Case Study of Jekyll 


island, Geo 

PB-246 874/ Gi 76-02 5K PC A10/MF A0O1 
NOAA-75102401 

The Case of the wld Boe Eel or: How to Harvest, 

Handle and Market Wild Eels 

PB-247 118/3GI 6C PC A02/MF A01 
NOAA-75102402 

Some Legal Aspects of the Atiantic Lobster indus- 

try, 

PB-246 878/3GI 76-03 6C PC A02/MF A01 
NOAA-75102403 


ya y and Circulation Patterns in the Vicinity of 
n inlet and Roanoke Island, North Carolina. 
oy 46 872/6GI 76-03 8H PC A09/MF A01 


NOAA-75102404 


Atlantic Outer Continental Shelf Energy Resources: 
Economic Implications for Long Island, 
PB-246 963/3GI 7 PC AOS/MF A01 


NOAA-75102405 


Removal of Mercury from Fish Protein Concentrate 
oy, Secten Soe ara Reduction, 
76-03 6H PC A02 
NOAA-75102406 
New York Sea Grant Institute Annual Report 1973- 
1974 - A Report on the New York State Sea Grant 
Program from October 1973 to November 1974, 
PB-247 403/9GI 76-04 13B PC A04/MF A01 


NOAA-75102407 


New York's Food and Life Sciences Quarterly, 
Volume 8, Number 2, April-June 1975 
PB-248 184/4G! 76-05 6H PC A02/MF A01 


NOAA-75102408 


New York's Food and Life Sciences Quarterly, 
Volume 8, Number 1, January-March 1975. 
PB-248 183/6GI 76-05 6H PC AO02/MF A01 


NOAA-75102409 
New York Boat Owners: A Summary of the 1973 


Survey. 

PB-247 376/7GI 76-04 13) PC AO2/MF AO1 
NOAA-75102410 | 

Rehabilitation of Pamlico Sound Oyster Producing 

— Damaged or Destroyed by Hurricane 

inger, 

PB 246 966/6GI 76-03 6C PC AO3/MF A01 
NOAA-75102411 

Surface Wave Data Recorded in Lake Ontario Dur- 

i 

P6B-247 121/7GI 
NOAA-75102901 

A Production Cost Analysis of Closed System Cul- 


ture of Salmonids, 
PB-247 401/3GI 76-04 6C PC AO2/MF A011 
NOAA-75102902 


Theory of Absorption and Scattering by Lossy 


Dielectric Particles. 

PB-246 965/8G! 76-03 20F PC A03/MF A01 
NOAA-75102903 

Remote Sensing of Particle Size and Refractive 


index by Varying the Wavelength, 
PB-246 964/1GI 76-03 4A PC AO03/MF A01 


NOAA-75102904 


yore identification and a Alabama 
Coastal Area Management 
PB-246 960/9G! 76-03 138 “PC A0S/MF A01 


NOAA-75102905 
Fishes, Birds and Mammals of the Coastal Area of 


Alabama, 
PB-246 712/4GI 76-02 6C PC AOQ4/MF A01 
NOAA-75102907 


A Feasibility, Management and Economic Study of 
Marinas on the Texas Gulf Coast 
PB-247 571/3GI 76-04 13 PC A04/MF AO1 


NOAA-75102908 
The Effects of Freshwater inflows on Hydrological 
and Biological Parameters in the San Antonio Bay 


System, Texas, 
-246 905/4GI 76-03 8H PC A10/MF A01 
NOAA-75102909 
Terrestrial Source and Sink Strengths for At- 
mospheric Carbon Dioxide in an Agricultural Re- 
ion. 
Pp-247 120/9GI 76-04 4A PC AO6/MF A01 
NOAA-75103001 
Role of the Nucleus in Formation of Ferroman- 
goes Nodules: Processing Guidelines for the 


arine Miner, 
PB-247 374/2GI 76-04 81 PC AO2 


76-04 8H PC A10/MF A01 








NOAA-75103101-19 


NOAA-75103002 
Underwater Copper Exploration in Lake Superior Ii: 
ific Ta ‘hoper: in 1974, 
~247 375/ 76-04 81 PC A02 
Boe calbtiay 
Marine Fisheries Review. Volume 35, Numbers 3-4, 
March-April 1 


973. 
PB-247 371-03-04/Gi 76-03 6C PC A06/MF A01 
NOAA-75103101-1 
Shrimp ‘73 - A Billion Dollar Business, 
PB-247 371-03-04-01/Gi 
76-03 6C (Order as PB-247 371-03-04) 
NOAA-75103101-2 
Who Eats Shrimp. 
PB-247 371-03-04-02/GI 
76-03 6C (Order as PB-247 371-03-04) 
NOAA-75103101-3 
Shrimp imports in 1972 Total 223.2 Million Pounds. 
PB-247 371-03-04-03/GI 
76-03 6C (Order as PB-247 371-03-04) 
NOAA-75103101-4 
European Demand Helps Spur New England Shrimp 
Catches, 
PB-247 371-03-04-04/GI 
76-03 6C (Order as PB-247 371-03-04) 
NOAA-75103101-5 
The Shrimp Dollar, 1972, 
PB-247 371-03-04-05/GI 
76-03 6C (Order as PB-247 371-03-04) 
NOAA-75103101-6 
Fishery for Northern Shrimp, ‘Pandalus borealis’, in 
the Gulf of Maine 
PB-247 371-03-04-06/GI 
76-03 6C (Order as PB-247 371-03-04) 
NOAA-75103101-7 
Gulf Estuaries Studied. 
PB-247 371-03-04-07/GI 
76-03 6C (Order as PB-247 371-03-04) 
NOAA-75103101-8 
Shrimp oe at the Galveston Laboratory of the 
Gulf Coastal Fisheries Center, 
PB-247 371-03-04-08/GI 
76-03 6C (Order as PB-247 371-03-04) 
NOAA-75103101-9 
Gulf of Mexico Shrimp Resource Research, 
PB-247 371-03-04-09/Gi 
76-03 6C (Order as PB-247 371-03-04) 
NOAA-75103101-10 
An Automatic Pumping Device for Sampling Post- 
larval Shrimp (‘Penaeus spp.’), 
PB-247 371-03-04-10/Gi 
6C (Crder as PB-247 371-03-04) 
NOAA-75103101-11 


White Shrimp (‘Penaeus setiferus’) Population 
Trends in a Tidal Marsh Pond, 


PB-247 371-03-04-11/Gi 
76-03 6C (Order as PB-247 371-03-04) 
NOAA-75103101-12 
——— Research Program at Southeast Fisheries 
ter. 
PB-247 371-03-04-12/GI 
76-03 6C (Order as PB-247 371-03-04) 
NOAA-75103101-13 
Distribution of Commercial Shrimp Off the 
Northeastern Coast of South America, 
PB-247 371-03-04-13/Gi 
76-04 6C (Order as PB-247 371-03-04) 
NOAA-75103101-14 
Shrimp industry of Central America, Caribbean Sea, 
and Northern South America, 
PB-247 371-03-04-14/GI 
76-03 6C (Order as PB-247 371-03-04) 
NOAA-75103101-16 
Alaskan Shrimp Fisheries. 


PB-247 371-03-04-16/GI 
76-03 6C (Order as PB-247 371-03-04) 
NOAA-75103101-17 
Pandalid Shrimp Life History Research at Kachemak 
Bay, Alaska, 
PB-247 371-03-04-17/Gi 
76-03. 6C (Order as PB-247 371-03-04) 
HWOAA-75103101-18 


Studies of Spot Shrimp, ‘Pandalus platyceros’, at 
Little Port Walter, Alaska, 
PB-247-371-03-04-18/GI 

76-03 6C (Order as PB-247 371-03-04) 


NOAA-75103101-19 
Progress Toward Farming Shrimp in the United 


States, 
PB-247 371-03-04-19/Gi 
76-03 6C 


(Order as PB-247 371-03-04) 


AR-925 








NOAA-75103101-20 
Shrimp Culture in Japan, 
PB-247 371-03-04-20/GI 
6C (Order as PB-247 371-03-04) 
yo 
ee eee for Climatic Change No. 3, 
eee eet We 
PB-246 GI 76-03 4A PC AO6/MF A01 
NOAA-75103103 
Preliminary Results with a Pilot Plant Waste 
ing Marine-Aquaculture ave. 
PB-247 182/9GI 76-04 1 PC AQ4/MF AO1 
NOAA-75103104 
Shoreline Changes Due to Jetty Construction on the 
PB-247 119/161 76-04 13B PC AOS/MF A01 


NOAA-75103105 
Economic impact of Outdoor Recreation: What 


Have We 
PB-246 711/6GI 76-02 5K Not available NTIS 
NOAA-75110301 
~~ = eee wee Characteristics of Dunge- 
Crab (‘Cancer magister’), 
PB-247 402/1Gi 76-04 6C PC A02 
NOAA-75110302 


Reprint: Bayocean Spit, Oregon: 


Development and Erosional Destruction 
PB-247 568/9GI 138 PC A02 
NOAA-75110303 


Oregon's ew Crab Fishery: An Economic 

coy od Productivity and Profitability. 

PB-247 570/5GI 76-04 6C PC A02/MF A01 
NOAA-75110304 

Analysis of the Role of the Gulf Intracoastal Water- 


way in Texas, 

PB-247 373/4GI 76-03 138 PC A11/MF AO1 
NOAA-75110501 

Hawaii Coastal Zone Management Program. Docu- 

ment 1. og ee nagernent Progra . *. ng a 

PB-247 soural eos tee Pe PC A11/MF A01 
NOAA-75110502 

Hawaii Coastal Zone Management Program. Docu- 

ment 2. inventory of Federally Cont Land in 

PB-247 405/4G! 76-03 13B PC A0Q3/MF AO1 
NOAA-75110503 


Hawaii Coastal Zone Management Program. Docu- 
ment 3. Documentation for illustrative Mapping of 
Alternative Coastal! —_ Boundary Designations for 


Selected Sites in 

PB-247 406/2Gi 76-03 138 PC AOQ3/MF AO1 
NOAA-75110504 

Hawaii Coastal Zone Management Program. Docu- 

ment 4. Bibliogra esp Sas Se 

Zone Land ater Uses 

PB-247 407/0GI 76-03 13B PC A06/MF AO1 
NOAA-75110505 

Hawaii Coastal Zone Management Program. Docu- 

poe 5. The a = a ng _ 

puter to 

PB-247 ry 76-03 13B PC F AO 
NOAA-75110506 

Hawaii Coastal Zone Docu- 


one Management Program 
ment 6. Legal Sepaats of Hawaii's Coastal Zone 


PB-247 409/6GI am 6-03 13B PC A19/MF AO1 

NOAA-75110507 
Hawaii Coastal Zone Management Program. Docu- 
ment 7. Organizational Structure, Management and 
of Hawaii's Coastal Zone Manage- 


ment ram. 
PB-247 410/4GI 76-03 13B PC A07/MF A01 
NOAA-75110508 
Marine Fisheries Review. Volume 37, Number 9 
September 1975. 
PB-247 371-09/G! 
76-03 6C PC-GPO/MF AO1-NTIS 
NOAA-75110508-1 
Status of the Gulf and Atlantic Menhaden Fisheries 
and implications for Resource Management, 
PB-247 371-09-01/GI 
76-03 ‘6C 
NOAA-75110508-2 
Some Observations of Feeding Behavior of Bottle- 
Nosed Dolphins ‘Tursiops truncatus’ in the Northern 
Gulf of Mexico and ‘Tursiops cf T. gilli’ off Southern 
California, and Nayarit, Mexico, 


California, 
PB-247 371 /GI 
76-03 6C (Order as PB-247 371-09) 


(Order as PB-247 371-09) 


AR-026 





NOAA-75110508-3 


Laboratory Evaluation of a Denil-T Steeppass 
Fishway with Various Entrance and Exit Conditions 
for Passage of Adult Saimonids and American 


Shad, 

PB-247 371-09-03/Gi 
76-03 13B (Order as PB-247 371-09) 

NOAA-75110508-4 


Night Stalking Flounder in the Ocean Surf, 
PB-247 371-09-04/Gi 
76-03 6C (Order as PB-247 371-09) 


NOAA-75110509 
eS for Ne Flood and Small Tributary 


Flood 

PB-247 seo/7Gl 76-04 8H PC A02/MF AO1 
NOAA-75110601 

Migratory Routes of Adult Sockeye Salmon, 


‘Oncorhynchus nerka’, in the Eastern Bering Sea 
Bristol , 
PB-247 359/ 


76-04 6C PC A03/MF A01 
NOAA-75110602 


On the Estimation . i Bulk Data) of Boundary 
oer Variables and ud Base Mass Flux in Ma- 
re Hurricanes. 
Pe .247 572/1GI 76-04 4B PC AO3/MF AO1 
NOAA-75110603 
Gulls and Terns as indicators of Man's impact Upon 
Lake Su 


PB-247 489/8G! 76-04 6C PC A04/MF A01 
NOAA-75110604 


Current Meter Measurements in the Gulf = Alaska. 
Part |. Results from NEGOA Moorings 60, 61, 62A. 
PB-247 922/8Gi 76-04 8C PC AAS/ME AO1 


NOAA-75110605 
oa Movement Through Soil Resulting from 


intall. 

sy 247 487/2GI 76-03 2C PC AQ3/MF A01 
NOAA-75110606 

~ ee Balance of Fescue Meadow in Mid-Amer- 

PB-247 486/4G! 76-04 4A PC A03/MF A01 
NOAA-75110701 


Further Studies of the Nearshore Tuna Resources 
of Sam 


American oa 
PB-247 377/5GI 76-04 6C PC A03/MF AO1 
NOAA-75111001 
Development of somtees Patties Utilizing Mechani- 


cally Separated Fish 
PB-247 628/1GI bea 6H PC AO2/MF A01 
NOAA-75111002 
Development and Areas of Environmental 
Concern. Proceedings of a Symposium Held at East 
Carolina University, Greenville, North Carolina on 


March 5, 1975. 

PB-247 358/5G! 76-04 13B PC A0S/MF AO1 
ye too 

ae ical Bibliography of North Carolina's Coastal 

| Zone, and Continental Shelf. 

Peat? 355/1GI 76-04 8G PC AO7/MF A01 
NOAA-75111004 

Daily and Weekly Upwelling indices, West Coast of 

rth America, 1967-73. 
PB-247 360/1GI 76-04 8C PC A06/MF AO1 


NOAA-75111005 


A Preliminary View of Storm Surges Before and 
After Storm Modifications for Alongshore-Moving 


torms. 
PB-247 362/7GI 76-04 4B PC A02/MF A01 


NOAA-75111101 

Management Evaluation of Stocked Northern Pike 

in Colorado's Small Plains mesanete. 

PB-247 363/5GI 76-04 PC AOS/MF A01 
NOAA-75111102 

influence of Pump Storage and Generation on 

Commercial Fisheries Ay re of Reservoirs 

PB-247 488/0GI 13B PC A03/MF AO1 
NOAA-75111103 

— woe Fishery Products. Market Review and Out- 


look. 
PB-247 356/9GI 76-04 6C PC A02/MF A01 
Benes cance 
| Data Number 374. Part | (Prompt 
—— Data for September 1975-August 1975. 
Explanation of Data Reports issued as Number 366 
Senne February 1975, 
-247 137-374-1/GI 76-04 3B MF A011 
NOAA-75111105 
Data Number 374. Part ii 
Reports). Data for April 1975- 
March 1975 and Miscellanea. Explanation of Data 


as Number 366 (Supplement) 
February 1975, 
PB-247 137-374-2/GI 76-03 38 MF Aol 
NOAA-75111301 


Marine Fisheries Review. Volume 37, Number 10, 
October 1975. 
PB-247 371-10/GI 

7 6C PC-GPO/MF AO1-NTIS 
NOAA-75111301-1 


Assessment of North Pacific Stocks of Whales, 
PB-247 371-10-01/GI 
76-03 6C (Order as PB-247 371-10) 


NOAA-75111301-2 
Forecasts of Atlantic and Gulf Menhaden Catches 
Based on the Historical Relation of Catch and Fish- 
ing Effort, 
PB-247 371-10-02/GI 
76-03 (Order as PB-247 371-10) 
NOAA-75111301-3 
Biue Gold: Mariculture of the Edible Biue Mussel! 


‘Mytilus edulis 
-247 371-10-03/GI 
76-03 6C (Order as PB-247 371-10) 


NOAA-75111301-4 
Housing Development Canalis in the Coastal Zone of 
the — of Mexico: ae a. 
Regulations, and Recommenda 
PB-247 371-10-04/GI 
76-03 
NOAA-75111301-5 
a School Students’ Perceptions of Fish as a 
u item, 
Pe 247 371-10-05/GI 
76-03 6C (Order as PB-247 371-10) 
NOAA-75111302 
Tornado Outbreak of April 3-4, 1974; Synoptic Anal- 


-247 361/9G! 76-04 4B PC A04/MF AO1 
NOAA-75111303 
Development of a Son orn Mode! for 


| ion o 

PED? 357/70! oe eC PC AO4/MF Aot 
NOAA-75111304 

Final Report and Operations Manual for Microwave 

moommas, Dual Optical Distance-Measuring Instru- 

ment, 

PB-247 364/3G! 76-03 20F PC A0O7/MF A01 
NOAA-75111305 

Use of Chitosan for the Reduction and Recovery of 

Solids in Poultry Processing Waste Effiuents, 

PB-247 490/6GI 76-05 13B PC A02 
NOAA-75111701 


Bio and Management of River Herring and 
Shad in Virginia: 


13B (Order as PB-247 371-10) 


PB-248 119/0GI 76-04 6C PC A10/MF A01 
NOAA-75111702 
Annual Suntmary of Research Results for Fiscal 


ry 
Year 1974 - MESA New ba Bight Pro 
PB-247 926/9GI $04 Bh Pe Age /MF AO1 
NOAA-75111703 


Water Movement within the Apex of the New York 
Bight During Summer and Fall of 1973. 
-247 901/2GI 76-04 8C PC A03/MF A01 


NOAA-75111704 
Studies on Human Performance in the Sea. Volume 
1 


PB-247 920/2GI 76-04 6S PC A15/MF A01 
NOAA-75111801 
An Analysis of Seafood Consumption Patterns and 


Product tions in Texas, 

PB-248 115/8GI 6H PC A04/MF A01 

NOAA-75111803 
Distribution, Relative Abundance, and Movement of 
Skipjack Tuna, ‘Katsuwonus pelamis’, in the Pacific 
_ on Japanese Longline Catches, 1964- 


Pb- 247 904/6GI 76-04 6C PC A03/MF A01 
NOAA-75111901 

Design for a Model Commercial Shrimping Facility: 

Brunswick, Georgia. 

PB-247 925/1GI 76-04 6C PC A03/MF AO1 


NOAA-75111902 


Locational ey of Docks and Shrimp Trawiers 
on the Coast of Georgia. 
PB- 247 903/8GI 76-04 6C PC A03/MF A01 


NOAA-75111903 


A Guide to the Sea Grasses of Florida, the Gulf of 
Mexico, and the Caribbean Region, 


PB-248 114/1GI 76-05, 6C PC A03/MF A01 











NOAA-75111904 
A Manual for a Culture of Penaeid Shrimp 


to the Postilarval 
PB-247 923/6GI m0", 04 6C PC A06/MF A01 


NOAA-75112003 
1 and Chemical Properties of Agi Aerosols 
Formed at Simulated Airborne Conditions 
PB-247 909/5GI 76-04 7D PC A04/MF A01 
NOAA-75112004 
Achieving Federal-State Coordination in Coastal 
Resources Management, 


PB-247 902/0GI 76-04 138 PC AO3 
NOAA-75112005 

Aesthetic Resources of the Coastal Zone 

PB-247 927/7GI 76-04 13B PC A10/MF A01 
NOAA-75112006 


ey eng Report 1975. 
76-05 13B PC AO3/MF AO1 


NOAA-75112007 


Storm Tide Frequency Analysis al a Coast of 
North Carolina, North of A Looko 


PB-247 900/4G! 8C rs A04/MF A0O1 
NOAA-75112008 

Anadromous Fisheries Research Program, Northern 

Coastal Region. 

PB-247 924/4GI 76-04 6C PC A12/MF A0O1 
NOAA-75112401 

ray Publications, Calendar Year 1974: Lists and 

xes. 

PB-247 905/3G! 76-04 6C PC A03/MF AO1 
NOAA-75112402 

Environmental Energy Fields Associated with 

Severe Storms, 

PB-247 937/6GI 76-04 4B PC AO7/MF A01 
NOAA-75112403 

Legal Aspects of Limited Entry for Commercial 

Marine Fisheries, be 

PB-247 908/7GI 76-04 6C PC AO7/MF A01 
NOAA-75112404 


High Latitude Supplement to the URS! Handbook 
rr ram interpretation and Reduction, 
PB-247 16-50/GI 76-06 4A MF AO1 
NOAA-75112405 
pee my Environmental-Ocean En preerng: Cur- 


riculum Development for Graduate S 
PB-247 7 907/96) 76-04 8C PO AOa/MF A01 


NOAA-75112406 
Behavior of Lobsters (Homarus americanus) in a 
Semi-Natural Environment at Ambient Temperatures 
and Under Thermal Stress. 
PB-247 928/5GI 76-04 6F PC A04/MF AO1 
“aes 


the Life Histories and Potential 
Pahery of of river Herrings in Connecticut 
76-06 6C PC A04/MF A01 


NOAA-7511 og 


Semiciosed Seawater System with ~~ ear Salini- 


emperature and Turbid 
Pe.o48 436/8GI 7008 00 oC "eC A02/MF A01 


NOAA-75112801 


Forecasting Hurricanes in the Central Pacific. 
PB-248 371/7GI 76-05 48 PC A02/MF AO1 


NOAA-75120101 
Moisture Source for Three Extreme Local Rainfalls 
in the Southern Intermountain Region. 
PB-248 433/5GI 76-05 48 PC A04/MF A01 
NOAA-75120102 
Fluid Dynamics of a Tornado-Like Vortex Flow, 


PB-248 463/2GI 76-05 4B PC A10/MF A01 
NOAA-75120103 
U. a Seay —- Ship board Oma 8 rer + Ss . 
7B/1G) /MF A01 
meneame 
The Economics of Waste Water--Aquaculture 
249 547/1GI 76-08 13B PC A02 
NOAA-75120105 
Some stocks of Vochnetogiegt Change on New En- 
Beos8 819/5GI 76-06 5C PC A03/MF A01 
NOAA-75120106 
Water Supply and Wastewater in Coastal Areas: 
nna i of Southeastern Conference Held on 
Apa 2- 2-4, 1975, 
48 297/4GI 76-05 13B PC A09/MF A01 
net 
Reprint: Antennal and Paipal Sensilia of the Sand 
Fly ‘Culicoides furens' (Poey)(Diptera 


nidae), 


PB-248 298/2G! 76-05 6C PC A02 
NOAA-75120108 
Reprin id Canopy Trap for be ey tera 
PB-248 : s7e0Gi <4 76-05 FBC Age : 
NOAA-75120109 
Reprint: A_ Preliminary Germination Study of 
rtina foliosa’, California Cordgrass, 
-248 305/5GI 76-05 6C PC AC2 
NOAA-75120110 
Reprint: Salt Marsh ‘Culicoides’ (Diptera: Cer- 
So sama Comparison of Larval Sampling 
PB-248 378/2GI 76-05 6C PC A02 
NOAA-75120111 


Statistical Properties of Fluid Motion and Fluid 
Force in a Random Wave F 


PB-248 464/0GI 76-06 20D PC A0S/MF A01 
NOAA-75120112 

Environmental Satellite Imagery. May 1975 

PB-248 476-05/G! 76-05 4B PC A06 


NOAA-75120113 
The Effect of Topography on the Electrom 
+ ad induced by Vane Parallel Barotropic 
PB-248 449/1GI 76-05 8J PC A14/MF A01 
NOAA-75120114 
Directly Multimoded Two-Flow Long Surface 


Waves, 
PB-248 439/2GI 76-06 20D PC AO3/MF A011 
~ aaa 


roject Severe Storm Modelling. 
PB. 248 535/7GI 


NOAA-75120116 
Analysis of Hurricane Ellen 1973. Airborne Radar 


Data. 
PB-248 608/2GI 76-06 48 PC A03/MF AO1 
NOAA-75120117 


A Numerical ~~ aan into the Dynamics of 
Estuarine Circulation. 

PB-248 435/0GI 76-06 8C PC A0S/MF A01 
NOAA-75120118 


Pathogenicity Studies with a ‘Streptococcus’ sp. 
isolated from Fishes in an Alabama-Florida Fish Kill, 
PB-249 550/5GI 76-08 6M PC A02 


NOAA-75120119 


A Review of the Hydraulic Escalator Shellfish Har- 
vester and Its Known Effects in Relation to the Soft- 
Shell Clam, Ly arenaria’, 

PB-248 299/0G 76-05 6C PC AO3/MF AO1 


NOAA-75120120 
Workshop on Saimonid Diseases - A Summary Re- 


-248 682/7GI 76-07 6C PC A03/MF AO1 
NOAA-75120121 


Reprint: Coastal Zone Management and inter- 
vernmental Coordination, 


— 


76-06 4B PC A03 


-248 440/0GI 76-05 13B PC A02 
NOAA-75120122 
Reprint: ‘Pichia = gd A Dominant Yeast of the 
rtina’ Sait M 
-248 306/3GI 76-05 6C PC A02 
NOAA-75120123 
Reprint: ional Environments and Sediment 
Characteristics of the Colville and Adjacent Deltas, 
Northern Arctic Alaska 
PB-248 301/4Gi 76-05 8G PC A03 
NOAA-75120124 


Reprint: Spatial Overlap and Competition in Con- 


generic Surfperches (Embiotocidae) Off Santa Bar- 

bara, California, 

PB-248 304/8GI 76-05 6C PC A02 
NOAA-75120125 

Afterslip on the Syimar Fault ent, 

PB-248 377/4GI 6-07 8K PC A02 
NOAA-75120201 

Engineeri Ye n of Marine Alternatives for 

Ravid Trans ratt Oahu, Haw Hawaii. 

PB-248 oyavac! 13J PC AOS/MF AO1 
NOAA-75120202 

The Marine Biological impact of the Honolulu 

Generating ion. 

PB-248 369/1GI 76-05 138 PC A04/MF A01 
NOAA-75120203 

1975 islation on New York State's Coastal and 

Marine urces 

PB-248 441/8GI 76-05 5D PC A03/MF A01 
NOAA-75120204 


The New York Commercial Marina and Boatyard In- 
dustry, 1972, 





NOAA-75121005 


PB-248 451/7GI 76-06 13) PC AO6/MF AO1 
NOAA-75120205 
BOMEX Wind from the Boundary 


Layer Inst * P BLIP) 
er rumen ac 
PB-248 434/3GI “996 05 48 PC A02/MF AO1 
NOAA-75120206 
Distribution of Nutrients in Louisiana's Coastal 


Waters influenced by the M i River, 

PB-248 432/7GI 76-06 PC A03/MF A01 
NOAA-75120207 

A Note on ry wer | Crops of ‘Spartina alternifiora’ 

in Texas and Florida 

PB-248 376/6GI 76-05 6C PC A02 
NOAA-75120208 

Linear Stability Analysis of CiSK-induced Low 

Latitude Disturba . 

PB-248 450/9GI 76-05 48 PC AQS/MF AO1 
NOAA-75120401 


Reprint: a in the R 
PB-248 374/1 "05 8 aA. PO AO: A02 


NOAA-75120405 


Reprint: Stability of Rainbow Trout ‘Saimo gaird- 
neri’ ——— Lysosomes and Their Relationship to 


Pe 249 548) 
-249 548/9GI 76-08 6A PC A02 
NOAA-75120406 
and its Prevention, 
PB-248 370/9GI 76-06 13J PC A02/MF A01 
NOAA-75120801 


Mariners Weather Log. Volume 19, Number 6, 
November 75, 


PB-248 452-11/GI 76-05 48 MF AO1 
NOAA-751208601-1 
Radio Facsimile information to the Tropical Pacific 
Tuna Fleet, 
PB-248 452-11-1/Gi 
76-05 4B (Order as PB-248 452-11) 
NOAA-75120801-2 
The World of Tropical Cyciones, 
PB-248 452-11-2/GI 
76-05 48 (Order as PB-248 452-11) 
porn ee satin 
ra Dust Over the Atiantic, 


PB 248 452-11-3/GI 
76-05 468 (Order as PB-248 452-11) 


NOAA-75120601-4 
Ocean Buoys Survive Eye of Hurricane Eloise, 
PB-248 452-11-4/Gi 
76-05 13J (Order as PB-248 452-11) 
NOAA-75120901 


anaes Pm of r Coronal Hole Boundaries 
a aden 7 aden A. Het doe A Spectroheliograms from 
an 


Missions, 
Po-247 916-51 Ae 76-06 38 MF Aol 


NOAA-75120902 
Solar - Data wy 375. Part | (Prompt 
Reports). for October 1975-September 1975. 
eonammen of Data Reports ote as Number 366 


a oo t) February 1975, 
247 He 75-1/GI 76-05 38 MF A011 


NOAA-75120903 
Data Number 375. 


ed Part 
oy prehensive rts). Data for May 1875-April 
975 ond ey Explanation of Data Reports 


Issued as ber 366 (S am wey 1975, 
PB-247 1: 137.378 2/01 sa BMF AOt 


NOAA-75120904 

Monthly Winter Snowline Variation " = —_— 

Hemisphere from Satellite Records, 1 

PB-248 437/6GI 76-05 48 PC A AO3/MF A01 
NOAA-75121001 

Shelifish. Market Review and Outlook. 

PB-248 438/4Gi 76-05 6C PC A03/MF A0O1 
NOAA-75121002 

Reprint: The Delaware Coastal bg Experience, 

PB-248 303/0GI 138 PC AO02 
NOAA-75121003 


Reprint: The Distribution and Ecology of Common 
Marine and Estuarine om in the Delaware 
Bay Area. 2 
sion of 


Py ery an 
PB-248 302 
Dope 
Evaporation from Lake Erie, 
PB-248 300/6Gi 76-05 8H PC A05S/MF A01 
NOAA-75121005 
Statewide Comprehensive Fish, Wildlife, as Marine 
t Plan - Clam Management nt Pla 
PB-248 697/36) 76-06 6C PC AO7/ME AO1 


rthern Range Exten- 
‘Paramya  subovata’ 


76-05 6C PC A02 


AR-927 





NOAA-75121006 

The Shrimp Fishery of the South Atlantic United 

States: Documentation and yen + Commercial 

Harvesting Shrimp Data prey isition and Data 
tates. 


of 
or yo Systems in the Atlantic S 
PB-248 477/2G 76-05 6C PC AO6/MF AO1 
NOAA-75121007 


Rearing Warmwater Fishes in Silos. 
PB-248 478/0GI 76-05 6C PC AO3/MF A01 
NOAA-75121601 


STD and Current Meter eeamtons in the North 
San Juan islands - October 1 


PB-248 825/2GI 7606" "3c PC AOS/MF AO1 
a 
Lake Su —_’ w 
PB 248 /0GI ae ry. AOS/MF A01 
NOAA-75121603 


The Alaskan Clam Fishery: A Survey and Analysis of 


Economic Potential 
PB-248 820/3GI 76-06 6C PC AOB6/MF A01 
NOAA-75121604 


New Methods for Atmospheric Temperature inver- 


sion, 

PB-248 966/4G! 76-08 4B PC AO3/MF AO 
NOAA-75121605 

Marine Fisheries Review. Volume 37, Number 11, 


PB-247 371- 11/GI 
76-07 6C PC-GPO/MF AO1-NTIS 
NOAA-75121605-1 
eek s Fisheries, 1975, 
247 371-11- 1/GI 
76-07 6C (Order as PB-247 371-11) 
NOAA-75121605-2 
A Uniform U.S. West Coast Logbook for Albacore, 
‘Thunnus roe ad (Bonnaterre), and Coastwide Al- 
bacore oy ata 
PB-247 371-11-2/Gi 
76-07 6C (Order as PB-247 371-11) 
NOAA-75121605-3 


Fish Prices: Historical Trends in Southern California — 


Commercial Fisheries, 
PB-247 371-11-3/GI 
6-07 6C (Order as PB-247 371-11) 
NOAA-75121606 
Empirical em for Tides in the Western North At- 


lantic 
PB-248 823/7GI 76-06 8C PC AOQ3/MF A011 
NOAA-75121701 


Experimental Comprehensive Solar Fiare indices for 
Certain Fiares, 1970-1974, 
PB-247 916-52/GI 76-07 38 MF AO1 


NOAA-75121801 


Use of Climatological and Meteorological Data in 
~ Planning and Execution of National Geodetic 
rvey Field Operations. 
PB240 677/6G! 76-08 4B PC A03/MF A01 
NOAA-75122201 


a Field Year for the Great Lakes, IFYGL 


Bulletin 
PB-248 eouvact 76-06 8H PC A06/MF AO1 
NOAA-75122301 
~~ ge Bulletin, Volume 73, Number 4, October 
PB-248 861-04/GI 
7 6C PC-GPO/MF AO1-NTIS 
NOAA-75122301-1 
ms Trophic interactions by Dynamic Simulation 
ish Species, 
PB 248 861-04-1/GI 
76- 6C (Order as PB-248 861-04) 
NOAA-75122301-2 
Homi —~ sary and Contribution to Columbia 
— of Marked Coho Salmon Released at 
Pp oss 861-04-2/GI 
76-08 6C (Order as PB-248 861-04) 
NOAA-75122301-3 


a Micronekton in Hawaiian Waters: Fau- 
nai Composition, Standing Stock, and Die! Vertical 
Migration, 
PB-248 861-04-3/Gi 
76-08 6C (Order as PB-248 861-04) 


NOAA-75122301-4 . 
Description and Biology of New Species of Pelagic 
Penaeid Shrimp, ‘Bentheogennema burkenroadi’, 
PB-248 861-04-4/GI 
76-08 6C (Order as PB-248 861-04) 
NOAA-75122301-5 
The American Samoa Longline Fishery, 1966-71, 


AR-828 


PB-248 861-04-5/GI 
76-08 6C (Order as PB-248 861-04) 
NOAA-75122301-6 
Effects of ayy ey Nyy Fe 
Pinealectomy on ~y 
Shiner, ‘Notemigonus yh teeny 
PB-248 861-04-6/GI 
76-08 6C (Order as PB-248 861-04) 
NOAA-75122301-7 
Relationships Between Zooplankton Displacement 
Volume, Wet chy: -y Dry Weight, and Carbon, 
PB-248 861 
76-08 6C (Order as PB-248 861-04) 
NOAA-75122301-8 
Effects of Various Concentrations of Dissolved At- 
mospheric on Juvenile Chinook Saimon and 
Steelhead Trout, 
PB-248 861-04-8/GI 
76-08 6C (Order as PB-248 861-04) 
NOAA-75122301-9 


Biology and Taxonomy of the Genus ‘Nematoscelis’ 
Crustacea, Euphausiacea) 
-248 861-04-9/Gi 
76-08 6C (Order as PB-248 861-04) 
NOAA-75122301-10 
Food, Activity, and Habitat of Three ‘Picker-Type’ 
Microcarnivorous Fishes in the Kelp Forests Off 
Santa Barbara, California, 
PB-248 861-04-10/Gi 
76-08 6C (Order as PB-248 861-04) 
NOAA-75122301-11 
F ulation h Optimal Control Theory, 
Pe-24b Ber 


ee ae 
(Order as PB-248 861-04) 
seabeuiiaes ~ 
Differentiation of Freshwater Characteristics of 
Fatty Acids in Marine imens of the Atlantic 
Stu n, ‘Acipenser ox nchus’, 
PB-248 861-04-12/G! 
76-08 6C (Order as PB-248 861-04) 
NOAA-75122301-13 
_ nkton Abundance and Feeding Habits of be 
ink Saimon, ‘Oncorhynchus gorbuscha 
Ok. Salmon, ‘Oncorhynchus keta’, in _- 
Cove, Alaska, = Speculations on the Carrying 
Capacity of the 
PEro48 861-04-13/Gi 
76-08 6C (Order as PB-248 861-04) 
NOAA-75122301-14 
Effects of Trap Selectivity and Some Population 
Parameters on Size Composition of the American 
Lobster, ‘Homarus americanus’, Catch Along the 
Maine Coast, 
PB-248 861-04-14/Gi 
76-08 6C (Order as PB-248 861-04) 
NOAA-75122301-15 
Experimental Exploitation of Competing Fish Popu- 
ns, 
PB-248 861-04-15/Gi 
76-08 6C (Order as PB-248 861-04) 
NOAA-75122301-16 
Pheromonal Stimulation and Metabolite Inhibition 
of Ovulation in the Zebrafish, ‘Brachydanio rerio 
PB-248 861-04-16/GI 
ag 6C (Order as PB-248 861-04) 
NOAA-75122301-1 
Activity, 5 te and Feeding Behavior of the 
Cunner, ‘Tautogolabrus adspersus’, and 
parison of Food Habits with Young Tautob, 
‘Tautoga onitis’, Off Long island, New York, 
PB-248 861-04-17/GI 
76-08 6C (Order as PB-248 861-04) 
NOAA-75122301-18 
a of Upwelling index and Dungeness Crab 
PB-248 861-04-18/GI 
76-08 6C (Order as PB-248 861-04) 
NOAA-75122301-19 


Net Feeding in Mesopelagic Fishes, 
PB-248 eee 
6-08 6C (Order as PB-248 861-04) 
anes 


Environmental Assessment of the Alaskan Con- 
tinental Shelf. Volume 1. Marine Mam mais. 
PB-248 932/6GI 76-07 8A PC AOS/MF A01 


NOAA-75122902 


Environmental Assessment of the Alaskan Con- 
tinental Shelf. Volume 2. Marine Birds. 
PB-248 933/4GI 76-07 8A PC AO6/MF AO1 


NOAA-75122903 


Environmental Assessment of the Alaskan Con- 
tinental Shelf. Volume 3. Fish, Plankton, Benthos, 
and Littoral. 


PB-248 934/2GI 76-07 8A PC A0S/MF A01 
NOAA-75122904 


Environmental Assessment of the Alaskan Con- 
tinental Shelf. Volume 4. Effects of Contaminants. 


PB-248 935/9GI 76-07 138 PC AQ4/MF A01 
NOAA-75122905 
Environmental Assessment of the Alaskan Con- 


tinental Shelf. Volume 5. Chemistry and Microbiolo- 


Bb-24s 936/7GI 76-07 8A PC A06/MF A01 
NOAA-75122906 


Environmental Assessment of the Alaskan Con- 
tinental Shelf. Volume 6. Physical Oceanography 


and Meteo : 

PB-248 937/5G 76-07 8C PC AO7/MF AO1 
NOAA-75122907 

Environmental Assessment of the Alaskan Con- 

tinental Shelf. Volume 7. a 

PB-248 938/3GI 76-07 PC A06/MF A0O1 
NOAA-75122908 


Environmental Assessment of the Alaskan Con- 
tinental Shelf. Volume 8. Sea ice. 
PB-248 939/1GI 76-07 8. PC AO6/MF A01 


NOAA-75122909 
Environmental Assessment of the Alaskan Con- 
tinental Shelf. Volume 9. Management/Data 
Management. 
PB-248 940/9G! 76-07 8) PC AO2/MF A01 
NOAA-75123001 


Reprint: An Antigenic Comparison of Three Strains 
: infectious Pancreatic Necrosis Virus of Salmonid 


ishes, 
PB-249 535/6GI 76-08 6M PC A02 
NOAA-75123002 
Residual Toxicity of Ozonized Seawater to Oyster 
Pp .24e 821/1GI 76-06 6C PC A0O2/MF A01 
NOAA-75123003 


Northwest Mariculture Laws. Papers and Presenta- 
tions from a Symposium Held at The Law Center, 
gy fe of a mugree, os June 7, 1974. 


PC A03/MF A01 
sesame 
Food Fish: Market Review and Outlook 
PB-248 824/5GI 76-06 6C PC AQ3/MF A01 
NOAA-75123102 


List of Catalogued Invertebrate Species in the Texas 

A and M University Systematic Collection of Marine 

PB-248 879/9GI 76-06 6C PC A06/MF A01 
NOAA-75123103 


The 1973 Saimonid Run: New York's Salmon River 
Sport Fishery, Angler Activity, and Economic im- 


Pe sas 818/7GI 76-06 6C PC A03/MF A01 
NOAA-75123104 

Reprint: SeWage SI and Ammonium Concen- 

trations in A - York Bight 

PB-248 827 7 138 Cc Ao2 
NOAA am 


Use of Radar information in Determining Fiash 
Flood Potential. 
PB-250 071/8GI 
NOAA-76010202 


Thermal Resistance and Acclimation Rate in Young 


White and Brown Shrimp, ‘Penaeus setiferus’ LINN. 
and * aztecus’ | Ss. 
PB-250 064/3GI 76-08 6C PC A10/MF A011 


NOAA-76010203 
ae Aigae of the Shores and Marshes of 


uthern are 
PB-249 488/8G! 76-08 6C PC AO7/MF A01 
NOAA-76010501 
Reprint: The iy A Lesions of Naturally Occurring 


Perdao eb2/ecl 76-08 6C PC AG2 


NOAA-76010502 


Reprint: Marine Leeches of the Eastern United 
States and the Gulf of Mexico with a Key to the 


76-10 48 PC A02/MF A01 


249 683/4GI 76-09 8A PC A03 
NOAA-76010503 
Stabilization of Beaches and Dunes by Vegetation 
in Florida, 
PB-249 905/1GI 76-08 13B PC A04/MF AO1 
NOAA-76010504 


Reprint: The Essential Amino Acids of ‘Mytilus 
PB-249 681/8G! 76-08 6A PC A02 
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NOAA-76010701 
Estimated Tornado Spectra and Maximum Velocity 


Statistics 
PB-249 750/1GI 76-08 4B PC A04/MF AO1 


NOAA-76010702 
Study of the Dynamics of Convection Utilizing the 
ler Radar. 
PB-249 752/7GI 76-08 4B PC A03 
NOAA-76010703 


Random Errors in Wind and Precipitation Fall 
Speed Measurement by a Triple Doppler Radar 
S 
Pb. 249 679/26! 76-08 48 PC A04/MF AO1 
yp es 
ment in Doppler Radar Meteorology: Trans- 


odification for Tornado and Clear Air Tur- 
a Detection. 
PB-250 146/8GI 76-09 4B PC AOQ2/MF AO1 
NOAA-76010705 


Theoretical Studies of Magnetic Field Line Recon- 

nection and its Application to Solar Flares and 
Magnetospheric Dynamics. 

PB-249 754/3GI 76-08 4A PC A03/MF A01 


NOAA-76011301 


Life History of Gulf of Mexico Sturgeon, ‘Acipenser 
oxyrhynchus desotoi’, in Suwannee River, Florida, 
PB-249 835/0GI 76-09 6C PC A03/MF A01 


NOAA-76011302 


Reprint: The Blue Crab Fishery in Mississippi, 
PB-249 697/4GI 76-08 6C PC A02 


NOAA-76011303 
Radar and Satellite Precipitation Analysis of a 5-Day 


BOMEX Data Sample. 
PB-249 589/3GI 76-08 4B PC A04/MF AO1 
NOAA-76011304 


BOMEX Bulletin No. 12. Final Report of the BOMAP 
Advisory Panel. U.S. Committee for the Global At- 
mospheric Research Program. 
PB-249 749/3GI 7 


NOAA-76011305 


BOMEX Rawinsonde Atlas. 
PB-249 537/2GI 76-08 4B PC A08/MF AO1 


NOAA-76011306 


Marine Affairs Journal, Number 3, September 1975, 
PB-249 798/0GI 76-08 138 PC A06/MF A01 


NOAA-76011401 
be Nature of Temperature. South Carolina, 1941 - 


4B PC AO0S/MF A01 


PB-249 489/6G! 76-08 4B PC AO4/MF A01 
NOAA-76011501 

it's Your Coast...Get Involved. 

PB-249 676/8GI 76-08 138 PC AO02/MF AO1 
NOAA-76011502 

Considering Coastal — Lay eer teaaen The Law. 

The Participants. The P 

PB-249 675/0GI 7 "138 PC AO02/MF A01 
NOAA-76011503 

State Coastal Zone ae ement Activities 1974. 

PB-249 753/5GI 138 PC AO7/MF AO1 
NOAA-76011504 


Coastal a Aspects of OCS Oil and Gas 


PB-249 7e1/9G 76-08 8! PC AOS/MF A01 
NOAA-76011505 

Boundaries of the Coastal Zone. 

PB-249 594/3GI 76-08 8F PC A03/MF A01 
NOAA-76011506 


Results of a Survey of State Coastal Zone Manage- 


ment Program Information Needs. 

PB-249 /0GI 76-08 13B PC A03/MF A01 
NOAA-76011507 

Method of Contro! of Land and Water Uses in the 

Coastal Zone. 

PB-249 799/8GI 76-08 13B PC A04/MF A01 
NOAA-76011509 

napanee of the Dredgi ee - Held at 

New Orleans ’ a on 

PB-249 587/7GI 138 PC "ANIME A01 
NOAA-76011601 

Solar ysical Data mag = Part | ~~ 

Reports). ta for November 1975-October 197 

Explanat n Data Reports a as Number 366 

oo February 1975, 

247 137-2 76-1/Gi 76-08 3B MF A011 

NOAA-76011602 

Solar-Geophysical Data Number 376. Part ii 


(Comprehensive Reports). Data for June 1975-May 
1975 and Miscellanea. Explanation of Data Report 
issued as Number 366 (Supplement) February 1975, 

PB-247 1 137-376-2/GI 76-08 368 MF AO1 


NOAA-76011603 


Future Investment in U.S. Fish Harvesting and 
Processing - A Discussion - Possible Alternative 
Requirements ena . 


PB-249 591/9GI 6C PC A04/MF AO1 
NOAA-76011604 
Electricity Generation and t's Refining, 
PB-249 755/0GI 76-10 10A A03/MF A01 
NOAA-76011606 
Artificial Fishing Reefs, 
PB-249 756/8G 76-08 6C PC A03/MF AO1 
NOAA-76011607 
Marine Education for Hawaii: A Pro tus. A Re- 
rt for the Hawaii Marine Education Council. 
-249 486/2GI 76-08 5! PC A03/MF A01 
NOAA-76011608 
Deep Sea Tide and Current Y -——rcrrcaaes in the Gulf 
of Alaska and Northeast Pacific. 
PB-249 678/4GI 76-08 PC A03/MF A01 
NOAA-76011609 
Oceanographic co in the Caribbean Sea 
ring the Summer of 1971 
PB-249 487/0GI 8) PC AO7/MF A01 
NOAA-76011610 


ATS Observations of Sudden increases of Total 
Electron Content Induced by EUV and X-Ray Burst 
of Solar Flares. 


PB-249 588/5G! 76-10 4A PC A03/MF AO1 
NOAA-76011611 

The SMS/GOES Space Environment Monitor 

Subsystem. 

PB-249 593/5GI 76-10 22B PC A04/MF AO1 
NOAA-76011612 


A Note on the Hydrostatic ——_ in the NHEML 
Two-Dimensional Hurricane Model. 
PB-249 592/7Gi 76-08 4B PC A02/MF A01 


NOAA-76011901 


Flow Dynamics of the a River a 
PB-249 748/5GI /MF AO1 


NOAA-76011902 


A Bibliography of Regional Planning Reports 
eglenst Planning Contributions to Coastal Zone 
lanning in New York State), 
PB-249 549/7GI 76-08 138 PC A04/MF A01 
NOAA-76011903 


Buffalo Harbor Diked Disposal Sites: Engineering 


Properties and Drai p Soeenaeartoees, 
PB-249 590/1GI 138 PC A02/MF A01 
NOAA-76012101 


Flight Test of a Mass Store Disk and a High-Density 
ten ny ene Mag-Tape Recorder Aboard a Tur- 
boprop Aircra 


PB-2 070/06) 76-10 14C PC A02/MF A01 
 Siniaanaen 
a Tide Observations Off the Southeastern 
Geld Bony 
PB-250 072/6GI 76-09 8C PC A02/MF A011 
NOAA-76012201 


Proceedings of the Workshop on Seafood 
Processing and Marketing in the Coastal Plains 


PB-250 147/6GI 76-09 6C PC A08/MF A01 
NOAA-76012202 
Mariners Weather Log. Volume 20, Number 1, 


January 1976, 
PB-250 014-01/GI 76-09 4B PC A04/MF A01 
NOAA-76012601 


——— States Coast Pilot 1. Atlantic Coast. Eastport 
Cod. Twelfth Edition. November 1975. 
PB. 249 916/8GI 76-09 17G PC A14/MF A01 
NOAA-76012602 
A Limited Entry Collage: Some Published Aspects, 


1974/1975, 
PB-250 765/5GI 76-10 6C MF AO1 
parte 7 va 
Assessment of the Expected impact of a 
ask Project Proposed for Pala Lagoon, Amer- 
PB-250 068/46! 76-10 13B PC A0S/MF AO1 
NOAA-76012701 
Observations of Currents and Temperatures in the 
Southeast Florida Coastal —s During 1971-72. 
PB-249 920/0GI 76-09 A03/MF A01 
NOAA-76012702 
Lake Huron Beginning-of-Month Water Levels and 
Monthly Rates of =e of staseeh, 
PB-249 921/8GI PC A03/MF A01 
NOAA-76012703 


Operational ice Forecast for the Little Rapids Cut. 
PB-250 069/2GI 76-09 8. PC A02/MF A01 





NOAA-76020305 


NOAA-76012704 

STD Measurements Off ere and Vancouver 

island During September 19 

PB-249 918/4GI '@J PC AOS/MF A01 
NOAA-76012705 

Potential Use of Satellite IR Data for ice Thickness 

ne 

PB- 490/0G! 76-09 8. PC AO3/MF A01 
NOAA-76012707 


Proceedings of National Oceanographic Instrumen- 
tation Center Workshop Held at Washington, D.C. 
on May 6-8, 1974. 


PB-250 065/0GI 76-09 8) PC A10/MF AO1 
NOAA-76012708 

Kelp Habitat Improvement Project. 

PB-249 919/2GI 76-09 8A PC AO06/MF AO1 
NOAA-76012711 

The Greek-Turkish Dispute Over the Aegean Con- 

tinental Shelf, 

PB-249 923/4G! 76-09 5D PC A02/MF A0O1 
NOAA-76012712 


Contemporary Law of the Sea: Transportation, 
Communication and Flight, 


PB-249 924/2GI 5D PC A03/MF AO1 
NOAA-76013001 

Hurricane Eloise: The Gulf Coast. A Report to the 

Administrator. 

PB-250 067/6GI 76-09 48 PC A03/MF AO1 
NOAA-76013002 


Programs and Accomplishments: Systems Develop- 

ment Office, Fiscal Year 1975. 

PB-250 635/0GI 76-10 48 PC AO3/MF AO1 
NOAA-76013003 


Further Analysis of the Estimated 1976 Financial 
Condition of the American Tuna Purse Seine Flight, 
PB-250 066/8G! 76-10 6C PC A0Q3/MF A01 


NOAA-76013004 
Culture of Six Species of Bivaives in a Recirculating 


Seawater System, 

PB-249 922/6GI 76-09 6C PC A02/MF A01 
NOAA-76013006 

California Coastal Plan 

PB-250 119/5GI 76-09 138 MF AO1 
NOAA-76013007 

A Work Program for the Three Year Planning 

Period. The lilinois Coastal Zone Management Pro- 

ram. 

Bp-249 917/6GI 76-09 138 PC A10/MF A01 
NOAA-76013008 


The illinois Coastal Zone Management Program: 

First Year Work Product. Volume |. The Legal 

Framework: Lake Michigan and Its Shore, 

PB-250 135/1Gi 7 138 PC A12/MF A01 
NOAA-76013009 


The Illinois Coastal Zone wy gps Program: 
First Year Work Product. Volume Ii. Coastal Geolog- 


ical Studies. 
PB-250 136/9GI 76-09 138 PC A13/MF A01 
NOAA-76013009-1 


The Iilinois Coastal Zone Coastal Geolog Program: 
First Year Work Product. ical Stu- 


dies. Volume li. M 
PB-250 134/4GI ” . 138 PC A03/MF A01 


NOAA-76013010 
The Illinois Coastal Zone Ma ment Program: 
First Year Work Product. Volume Ill. poe mg and 
Public Ownership ome, ae and An 
PB-258 735/0GI 1 PC Ai ME AO1 
NOAA-76013011 


The Illinois Coastal Zone Management Program. 
First Year Work Product. Volume IV. Public Par- 


ticipation, 

PB-258 736/8GI 76-25 138 PC A07/MF AO1 
NOAA-76020101 

ener «ag a ial of a ey Pulse 

r ting Along a iy Lightn hannel, 

PB-250 712/7GI 26C Pe A03/MF A01 
NOAA-76020301 

Environmental Satellite imagery. June 1975. 

PB-248 476-06/GI 76-10 4B PC A06 
NOAA-76020302 

Environmental Satellite imagery. July 1975. 

PB-248 476-07/GI 76-10 48 PC A06 
NOAA-76020303 

Environmental Satellite imagery. Ty 1975. 

PB-248 476-08/G! 76-10 48 PC A06 
"saan ae 

Reprint: A Study of Twin Whistlers at the Low 


Latitude Stations Gulmarg and Naini Tal, 
PB-251 127/7GI 76-11 


4A PC A02 


AR-929 














NOAA-76020306 
Reprint: Drift Measurements of Some Large Scale 


lonospheric Irregularities at Kurukshetra, 
PB-251 125/1GI 76-11 4A PC AO2 
NOAA-76020307 


Reprint: An Evaluation of Duct-Life Times from Low 
Latitude Ground Observations of Whi 


PB-251 128/5GI 76-11 4A PC AO2 
NOAA-76020308 

Reprint: Solar and Electrojet Control of the Equa- 

torial er E. 

PB-251 126/9GI 76-11 4A PC AO2 
NOAA-76020401 


Thunderstorm-Outflow Kinematics and Dynamics 


PB-250 808/3GI 76-10 4B PC AQ4/MF AO1 
NOAA-76020402 

Utilization of Finfishes Caught Incidental to Shrimp 

Trawli in the Western Gulf of Mexico. Part il: 

Evaluation of Costs. 

PB-251 192/1GI 76-11 6C PC AO4/MF AO1 
NOAA-76020403 


Joint Probability Method of Tide Frequency Analysis 
oe to Apalachicola Bay and St. George Sound, 


Pet 123/6GI 76-11 8C PC AOQ4/MF A01 
NOAA-76020404 

IFYGL Rawinsonde Data vp a. 

PB-250 968/5GI 76-10 8H PC AO3/MF A01 
NOAA-76020405 


Operational Characteristics of the DECCA LAMBDA 
Over Fresh Water. |. Chain 


Mobilization and Survey, Lake Ontario. 
2 Phase Lag Effect on Low Frequency Radio 
aves. 

PB-251 124/4Gi 76-11 17G PC AOQ4/MF A01 
NOAA-76020501 

Reprint: Digenetic Trematodes in halopods, 

PB-251 141/8GI 76-15 6C PC AO2 
NOAA-76020502 

Reprint: of Open-Access Commercial Ex- 

ploitation and Maximum Economic Yield ~ lL. ¢ 

Cally and ow interdependent Fisheries, 

PB-251 140/0GI 76-15 eC PC A02 
NOAA-76020601 

The Green B ‘eee © Past/Present/Future 

PB-250 588/1 76-10 6F PC A14/MF_ Ao1 
NOAA-76020901 

How to Build a Floating Scrap Tire Breakwater, 

PB-251 142/6GI 6-11 13B PC A02/MF AO1 
NOAA-76020902 

FORTRAN Graphics Programs for Physical Oceano- 

Ee and Time Series Data, 

251 191/3GI 76-11 8J PC AOS/MF A01 

NOAA-76020903 

United States Earthquakes, 1973. 

PB-250 362/1GI 76-11 8K PC AO6/MF AO1 
NOAA-76020904 

Eastern Pacific Cut-Off Low of April 21-28, 1974. 

PB-250 711/9GI 76-10 PC AOQ3/MF A01 
NOAA-76021001 

Commercial Fisheries Su and Development. 

PB-250 706/9GI 76-10 6C PC A06/MF A01 
NOAA-76021002 


A o Saat of Commercial Shrimp, Rock Shrimp, and 
Potential Commercial Finfish. 


PB-250 707/7GI 76-10 6C PC AOS/MF A01 
NOAA-76021003 

National Marine Fisheries Service. Processed 

— Processors of Fishery Products in U.S., 

PB-250 591/5GI 76-10 6C PC A0S/MF A01 
NOAA-76021004 


Shrimp - A New Picture for 1974. Notes and Analy- 
sis of ae Associated with the industry's Heavy 


yy Ay n in ae" 
PB-251 143/4GI 6C PC AO3/MF A01 
NOAA-76021005 


Fiscal Year 1974 Summary Report of NOAA 
Laboratory Support to the Environ- 


PB-250 967/7GI 76-10 4A PC AOS/MF AO1 
NOAA-76021101 


National Marine Fisheries Service. Processed 

ah ae Wholesale Dealers of Fishery Products in 

PB-250 590/7GI 76-10 5C PC A12/MF AO1 
NOAA-76021102 


Soil Moisture Survey Experiment at Phoenix, 
PB-251 122/8GI 76-12 8H PC AQ3/MF A01 


AR-830 





NOAA-76021103 
Development of Snow Water Equivalent Survey 


Methods Usi paar Gamma Measurements. 
PB-250 709/ 76-10 8L PC AO3/MF A01 
NOAA-76021104 


Snow Water Equivalent Surveys of the Souris River 
76-10 8H PC AQ3/MF A01 


Soil Moisture Survey Experiment at Luverne, Min- 
nesota. Date of Survey: May 12, 1975, 
PB-250 634/3GI 76-10 8M PC AO3/MF A01 


NOAA-76021106 


Closed-Cycle Mariculture in Maryland, Virginia and 
_—~ An Examination of the Adaptability of Ex- 
Fishery Laws to New Technolo 


1 139/2GI 76-18 6C PC AO3 
*— -76021201 
Report of the Ocean Policy Research Workshop 
~~ at Dulles Airport, Virginia on February 11-12, 
PB-250 708/5GI 76-10 8) PC AO4/MF A01 
NOAA-76021202 
Shark. 
PB-251 121/0GI 76-11 6C PC AQ2/MF AO1 
NOAA-76021301 


Proceedings of the International ee _ 
formation Workshop Held at U.S. 
Commerce, + parmmcanae er a Y Moy P0197 i975. 
PB-250 710/1GI 

NOAA-76021302 
Correlation of Dual-Channel Airborne IR Data with 


Soil Moisture Measurements. 

PB-251 190/5GI 76-11 8H PC AO4/MF A0O1 
NOAA-76021303 

Northwest Florida Gulf Coast Red Snapper-Grouper 

+ Boat Operations - An Economic Analysis, 

PB-250 589/9GI 
NOAA-76021601 

Solar-Geophysical Data Number 377. Part |. (Prompt 

Reports). Data for December 1975-November 1975. 
Explanation of Data Reports Issued as Number 366 


oo February 1975, 
-247 137-377-1/GI 76-14 38 MF AO1 


NOAA-76021602 


Solar-Geophysica Data Number 377. Part il. 
prehensive ). Data for July 1975-Jun 


76-10 6C PC A0Q2/MF A01 


1975 and Miscallanea. Explanation of Data Reports 

issued as Number 366 Cuppa | ree oe 

PB- 247 1: 137-377-2/GI F AO1 
NOAA-76021701 

Parasites and Diseases of Cultured Catfish. 

PB-252 360/3Gi 76-14 6C PC A03/MF A01 
NOAA-76021801 


Cooperative Gulf of Mexico Estuarine Inventory and 
Study - Texas: Area Description. 
PB- 511/1GI 76-14 8F PC AO7/MF A01 


NOAA-76022001 


A Comparison Between Fredericksburg and Plane- 
tary Seon netic A Values 
PB-252 3GI 76-14 4A PC A02/MF A01 


NOAA-76022002 
Reprint: Handling and Storage of Blue Mussels in 
PB-252 364/5GI 76-14 6H PC AQ2/MF A01 
NOAA-76022003 
A Conceptual Representation of the New York Bight 
ae. 
PB- 543/4GI 76-14 138 PC A16/MF AO1 


aoe 
An investigation of Possible Causes of the So- 
Called ‘Sneaker Wave’ at Tomales Bay, California, 
PB-252 467/6Gi 76-14 8C PC AQ3/MF A01 
NOAA-76022005 
ae, - Handy Helpmate on Small Fishing 
PB-252 330/6GI 76-14 13) PC A02/MF A01 
NOAA-76022006 
Random R nse of Offshore Structures to Wave 


and Current Forces 
PB-252 331/4GI 
NOAA-76022007 


Ecological Succession of Breeding Birds in Rela- 
tion to Plant Succession on Dredge Islands in North 


76-14 13M PC A06/MF A01 


Carolina. 

PB-252 659/8GI 76-14 6F PC A06/MF A01 
NOAA-76022301 

Reprint: Underwater Habitats for Scientific 


Research in the Great Lakes, 


PB-252 662/2GI 76-14 6F PC AO2 
NOAA-76022302 
Reprint: Trends in Drogue Design, 
PB-252 508/7GI 76-14 8C PC A02 
NOAA-76022303 
Hawaii's Floating City Development 4 game Trans- 
pacuties Aspects of Offshore Compile 
-252 660/6GI 76-15 138 POA A06/MF A01 
NOAA-76022304 


Reprint: A Comparison of Vertical Drift-Envelopes 

to Conventionai Drift-Bottles, 

PB-252 373/6GI 76-14 8C PC A02 
NOAA-76022305 

Reprint: When Fishermen Joined Forces, 

PB-252 469/2Gi 76-14 6C PC A02 


NOAA-76022401 
Private Nonprofit Saimon Hatcheries in Alaska 
a Notes, 
-252 545/9Gi 76-14 6C PC AQ2/MF A01 
NOAA-76022402 


Economic Feasibility of Private Nonprofit Salmon 
Hatcheries: An introduction, 
PB-252 509/5GI 76-14 6C PC A02/MF A01 


NOAA-76022403 
Bibliography on Latin America and the Law of the 
Sea 


PB-252 546/7G! 76-14 5D PC AO3/MF AO1 
NOAA-76022404 

Canada at the Third Law of the Sea Conference: 

ay Mey and Prospects. 

PB- 664/8G! 76-14 5D PC A03/MF A01 
NOAA-76022405 

The Economic Zone in the Law of the Sea: Survey, 


Analysis and - of Current Trends 
PB-252 361/1G 76-14 5D PC AQ4/MF A01 


NOAA-76022406 


Union List of Serials 1975. 
PB-252 472/6GI 76-14 5B PC A10/MF A01 


NOAA-76022407 
Summaries of Aitken Concentrations and As- 
sociated Surface Wind Data at Barrow, Alaska, from 
September 1971 to February 1975. 
PB-252 362/9G! 76-14 48 PC AO3/MF A0O1 
NOAA-76022501 
Marine Fisheries Review. Volume 37. Number 12. 


December 1975. 
PB-253 185-12/GI 76-16 6C PC A04/MF AO1 
NOAA-76022501-1 
Possible Anomalies of Giant Biuefin Tuna, 
PB-253 185-12-01/GI 
76-17 6C Order as PB-253 185-12 


NOAA-76022501-2 
Exploratory Shrimp Trawling in the Hawaiian 
islands, 
PB-253. a 
76-17 6C Order as PB-253 185-12 
NOAA-76022501-3 ° 
Water Surface Area Within Statistical Subareas 
Used in Reporting Gulf Coast Shrimp Date, 


PB-253 185-12-03/Gi 
76-17 6C Order as PB-253 185-12 


NOAA-76022501-4 


Thermal and Microwave Energy for Shrimp 
Angee 
PB-253 185-12-04/GI 

76-17 6C Order as PB-253 185-12 


NOAA-76022501-5 


The Atlantic Coast Surf Ciam Fishery--1973, 
PB-253 185-12-05/GI 
76-17 6C Order as PB-253 185-12 


NOAA-76022502 
Marine Resources Development and Management: 


A rt on the Woods Hole Oceanographic institu- 

tion Grant Program, July 1974 - June 1975. 

PB-252 661/4GI 76-14 8A PC A03/MF A01 
NOAA-76022503 

Index to National Oceanographic instrumentation 

Center Publications. 

PB-252 550/9GI 76-14 8C PC A02/MF A01 
NOAA-76022504 


Deep Sea Acoustic Release Transponder Model 


PB-252 470/0GI 76-14 17A PC A02/MF AO1 
NOAA-76022505 
Computer Simulation in the Analysis of Surface 


Current Drifter Data 
PB-252 374/4GI 76-14 8C PC A14/MF AO1 
7. 
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NOAA-76022506 ' 
Law of the Sea: A Bibliography of the Periodical 
Literature of the 1970s. 
PB-252 510/3GI 76-14 5D PC AOQS/MF A01 


NOAA-76022507 
Normative Aspects of Scientific Research in the 


Oceans, The Case of Mexico, 
PB-252 666/3G! 76-14 5D PC AO3/MF AO1 
NOAA-76022508 


Fisherman Quotas: A Tentative Suggestion for 


Domestic Management, 

PB-252 512/96 76-14 6C PC AQ2/MF AO1 
NOAA-76022509 

Fisheries issues in the Yellow Sea and the East 

China Sea, 

PB-252 542/6GI 76-14 6C PC AQ3/MF AO1 
NOAA-76022510 

Continental Shelf issues in the Yellow Sea and the 

East China Sea, 

PB-253 039/2GI 76-15 5D PC AOQ5S/MF A01 
NOAA-76022601 


Analytical Models for the ~~ eae of Supplemen- 

tal Aeration in Texas Est 

PB-252 544/2G! 714 13B PC AO7/MF A01 
NOAA-76022602 

Use of ERTS (MSS) and NOAA VHRR Data in 


Marine Resource nt. 
PB-252 551/7GI 76-14 8J PC AO6/MF A01 


NOAA-76022603 
Measurements of Spectral Reflectance and Optical 
Constants of Selected Rock Samples for Applica- 


tion to Remote Sensing of Soil Moisture 
PB-252 468/4G! 76-14 8H PC AOS/MF A01 


NOAA-76022701 

Baseline investigation of Deepwater Dumpsite 106 

1974). 

oe 657/2GI 76-14 13B PC A17/MF AO1 
NOAA-76022703 

Nutrient Transformations in Mass Cultures of 

Marine Algae, 

PB-252 333/0GI 76-14 6C PC A02 
NOAA-76022704 


Reprint: Social, Political, Regulatory and Marketing 
Problems of Marine Waste-Food tre ne. 
PB-252 332/2G! 76-14 1 A02 


NOAA-76022705 

Experiences with a Marine Aquaculture-Tertiary 

ay Treatment Complex, 

PB-252 334/8GI 76-14 138 PC A02 
NOAA-76030201 

Seafood Laboratory - 1975 Annual Report. 

PB-252 513/7GI 76-14 6C PC A03/MF AO1 
NOAA-76030202 


Objective Aids for Forecasting Minimum Tempera- 
tures at Reno, Nevada, During the Summer Months. 


PB-252 866/9G! 76-15 4B PC A02/MF A0O1 
NOAA-76030203 
Notes for the North Pacific Fisherman, 
PB- 363/7GI 76-14 6C PC AO7/MF A0O1 
NOAA-76030204 


User's Guide to ENDEX/OASIS: Environmenta! Data 
index and the Oceanic and Atmospheric Scientific 


information — 
PB-252 471/8GI 76-14 5B PC AOS/MF A01 
NOAA-76030205 
Jetty and Channel Extension, nt Fisheries 
Station Near Palacios, Texa 
PB-252 547/5GI 76-14 13B PC A02/MF A0O1 
NOAA-76030206 


The Florida Area Cumulus Experiment: Rationale, 


pow Procedures, Results, and Future Course 
PB- 658/0GI 76-14 4B PC AI0/MF ‘A01 
NOAA-76030207 
sagen Coastal Zone Land: Use, Ownership and 
PB-252 665/5G! 76-14 138 PC A04/MF A01 
NOAA-76030208 
Netarts Rives Saimon Hatchery: An Experiment ° 
in Ocean Ranching. 
PB-252 549/1GI 76-14 6C PC A03/MF A0O1 
NOAA-76030209 
The Causes of Erosion to Siletz Spit, Oregon. 
PB-252 663/0G! 76-14 138 PC A02/MF AO1 
NOAA-76030301 


Computer Programs for Multidimensional Spectra 
Pe tse Osaear” 76-22 98 PC AO7/MF A01 


NOAA-76030302 

Meteorological Applications of the FM Doppler 
r. 

PB-253 052/5GI 76-15 48 PC AQ2/MF AO1 

NOAA-76030303 


Measurements of Current Flow During Summer in 
Lake Huron. 


PB-253 130/9GI 76-15 8H PC A03/MF AO1 
NOAA-76030304 

Wave Forces on Models of Submerged Offshore 

Structures, 

PB-253 059/0GI 76-15 20D PC AO7/MF AO1 
NOAA-76030305 

Tropical Cyclone Motion and Surrounding Parame- 

ter Relationships, 

PB-253 060/8G! 76-15 48 PC AO6/MF A0i 
NOAA-76030306 

international Field Year for the Great Lakes, IFYGL 

Bulletin No. 17. 

PB-253 928/6GI 76-17 8H PC AO06/MF AO1 
NOAA-76030307 


A Comparison of Manually Digitized Radar Data and 

er ne ae Cool aaeee Precipitation Over the 

Pe 2s M059 1440al 8 6-15 4B PC A02/MF AO1 
NOAA-76030308 


Application of the National Weather Service Flash- 


Flood Program in the Western Region. 
PB-253 053/3G! 76-15 4B PC A03/MF AO1 
NOAA-76030401 


Environmental Satellite Imagery. A rue 1975. 
PB-248 476-09/G! 6-15 4B PC AOS 


NOAA-76030402 
Maryland a Natural Areas Study. Volume 1: 


Eastern Sho 
PB-257 899/56) 76-24 138 PC AO6/MF AO1 


NOAA-76030403 
Raft Cultivation of Mussels in Maine Waters - its 


Practicability, Feasibility and Possible Advan 

PB-253 547/4GI 76-16 6C PC A03/MF A01 
NOAA-76030404 

Temperature Gradients and Clear-Air Turbulence 

Probabilities. 

PB-253 533/4GI 76-16 4A PC A03/MF A01 
NOAA-76030405 

Ay Business Man t, 

173/9GI 6-16 6C PC AO02/MF A01 

NOAA-76030501 


An Evaluation of Formulas for Estimating Clear-Sky 
insolation Over the Ocean. 
PB-253 055/8G! 76-15 4A PC A03/MF A01 


NOAA-76030502 
Wind Energy Flux Calculated from idaho National 
ene Laboratory (INEL) Sensor Network 
PB-253 205/9GI 76-15 48 PC A04/MF A01 
NOAA-76030503 
Eastern Lake Ontario Precipitation Network. 


PB-253 134/1GI 76-15 48 PC AOQ4/MF A01 
NOAA-76030504 

Evaluation of a Balanced 300-mb Height —— as 

a Reference Level for Satellite-Derived Soundings. 

PB-253 058/2GI 76-15 4A PC AOQ3/MF AO1 
NOAA-76030901 


Fish and Hydrographic Collections Made by the 
Research Vessels ‘Do a and ‘Delaware Ii’ During 


1968-72 from New York to Florida. 
PB-253 175/4GI 76-15 6C PC A0B/MF AO1 
NOAA-76030902 


Sea Grant Annual Report - University of Rhode 
island - June 1974-July 1975. 


PB-253 109/3GI 76-15 6C PC A03/MF A01 
NOAA-76031201 

Ultrasonic Fish Tagging System Development. 

PB-253 129/1GI 76-15 6C PC A05/MF A01 
NOAA-76031202 


Saimon Hatchery ree for ——— Station. 
PB-253 562/3GI PC A08/MF A01 


NOAA-76031211 
Reprint: Bacterial Destruction of Channel Catfish 


PB 253 203/4GI 76-16 6M PC AO2 
NOAA-76031212 

Reprint: A Short Term Treatment of Malachite 

Green and Formalin for the Control of 

‘ichthyophthirius multifiliis’ on Channel Catfish in 

Holding Tanks, 

PB-253 063/2GI 


76-15 6C PC A02 





NOAA-76031605 


NOAA-76031213 


Prospects for High = Electron Irradiation of 
Wastewater Liquid Residuals 
PB-253 128/3GI 76-16 138 PC A02 


NOAA-76031214 
Reprint: A New Towing-Block for Side Trawling, 
PB-253 056/6Gi 76-15 6C Pe Ao2 
NOAA-76031215 
Fisherman and Fish Consumer income Under the 


76-16 6C PC AQ3/MF A001 
NOAA-76031216 
industries and Oceans, Citizens and Coasts: A Re- 
_ on the Massachusetts Institute of Technology 


Grant Program. 
PB-253 132/5GI 76-16 8J PC A02/MF A01 


NOAA-76031217 


The Science, Engineering, Economics, and Politics 

of Ocean Hard inecal Bovslepmes. Annual Sea 

Grant Lecture and Symposium (4th) Held at Cam- 
. Mass. on 16 October 1975. 

PB- 548/2GI 76-16 81 PC AQ3/MF AO1 


NOAA-76031218 


The Commercial Fisheries of Maine. An Outline Text 
Prepared for a Seminar for Financial Personnel, 


PB-253 146/5GI 76-15 6C PC AO6/MF A01 
NOAA-76031219 

Commercial ter Aquaculture in Main 

PB-253 131/7 76-15 6C PC AQ4/MF AO? 
ankauaiieame. 

Seminar in Maritime and Regional Studies (1973), 

PB-253 554/0GI 76-16 13) PC AGS/MF A01 
NOAA-76031221 

Maine's Marine industries - Vocational Education 

Plann Guide, 

PB-253 /0GI 76-16 5i PC A04/MF AO1 
NOAA-76031223 


Maine's Fresh and Salt Water Pleasure Boat Service 


industry Boating Business Workshop li, Held at 

= — inn, Kennebunkport, Maine on October 

PB-253 496/4G! 76-16 133 PC AOS/MF AO1 
NOAA-76031224 

— Science Newsletters - 1975. An Annotated 

Pe 28 497/2G! 76-17 5B PC A03/MF AO1 
NOAA-76031225 


Evaluation of Pr Sewage Sludge Dumpsite 
Areas in 


the New York Bight. 
PB-253 727/2GI 76-17 138 PC A10/MF A01 
NOAA-76031501 


Satellite Snow Observations and Seasonal Stream- 
flow Forecasts. 


PB-254 251/2GI 76-17 8H PC A03/MF A01 
NOAA-76031502 

Storm won 

PB-253 137/4G! 76-15 48 PC A03/MF A01 
NOAA-76031503 

— Fishery Products. Market Review and Out- 

PB-253 728/0GI 76-16 5C PC A03/MF A01 
NOAA-76031504 

Tides, 

PB-253 136/6GI 76-15 8C PC A03/MF AO1 
NOAA-76031505 


Examination of Some Solar Radiation Records from 


the Mauna Loa Observatory. 
PB-253 201/8GI 76-15 4A PC AO3/MF AO1 
NOAA-76031506 


Federal Plan for Marine Environmental Prediction 

Fiscal Year 1976. 

PB-253 927/8GI 76-17 48 PC AOQ4/MF AO 
NOAA-76031602 

Marine Fisheries Review. Volume 38. Number 1, 

ey 1976. 


253 185-01/G! 76-16 6C PC A03/MF A01 
NOAA-76031603 
< Oe A Interactions at Ocean Weather 
tat , 
PB-253 560/7GI 76-16 48 PC A04/MF A01 
NOAA-76031604 


Here dy and Biology of Ballyhoo on the Southeast 


Po 283 145/7GI 76-16 6C PC A02/MF A01 
NOAA-76031605 
Preliminary Experimentation in the Development of 
yen Food Analogues for Culture of Detritivorous 
rimp, 
PB-253 652/2GI 76-16 6C PC AO7/MF A01 


AR-931 











NOAA-76031606 
Objective Forecasting of Pan Evaporation - Two 


Contributions. 

PB-253 525/0GI 76-16 4B PC AO2/MF AO1 
NOAA-76031607 

The Great Lakes Tra rtation Sys 

PB-253 561/5GI 6-16 iw PC A13/MF AO1 
NOAA-76031702 

index to —— of Union List of Serials - 1975. 

PB-253 177/0GI 76-15 5B PC A99/MF AO1 
NOAA-76031703 


Reprint: Vortex Splitting in the Mesocycione and 
the Occurrence of Tornado Families. 
PE-259 204/2GI 76-15 4B PC A02 


NOAA-76031704 


Simulation of Single and Multiple Doppler Radar 
Observations of Severe Convective Storms 
PB-253 133/3GI 76-15 48 PC AO A02/MF A01 


NOAA-76031705 
Skylab eee Atmospheric Radiation Pro- 


Executive S on 
76-15 20F PC AO3/MF AO1 


253 174/761 
NOAA-76031706 
—— Estimates of Planet Albedo and Com- 
to Skylab Observations. 
253 580/86 76-16 4A PC A02/MF AO1 
NOAA-76031801 


Solar-Geophysica! Data Number 378. Part I. ee 
rts). Data for January 1976-December 1975. 


Explanation of Data Reports issued as Number 366 
(Supplement) February 1975, 
247 137-378-1/Gi 76-15 3B MF AO1 
NOAA-76031802 


Solar-Geophysical Data Number 378. Part Ii. 
(Comprehensive Reports). Data for August 1975- 
July 1975 and Miscellanea. Explanation of Data Re- 
— issued as Number 366 (Supplement) February 
PB-247 137-378-2/GI 76-15 3B MF AO1 

NOAA-76031803 
yw Data Number 378 (Supplement) 


Explanation of Data Reports, February 1976. 
PB-247 137- 5768/6! 76- is. 3B MF AO 
NOAA-76031804 

Reprint: Prices and Property R ~y in the Fisheries, 

PB-253 057/4GI a; -15 6C PC AO02 
NOAA-76031805 

& rt on the Washington Sea Grant Program. 

PB- 546/6GI 6-16 6C PC A03/MF A01 
NOAA-76031807 

Gaffkemia in California Spy ee Lobsters 

PB-253 061/6GI PC A02/MF A0O1 
NOAA-76031808 

Active immunity to Gaffkemia in Lobsters, 

PB-253 062/4G 76-15 6C PC A02/MF A01 


pan ne ne 


toctd (Em Feeding Ecology of a Kelp- 
+ bed Embiot (‘Embiotoca lateralis’), 
76-15 PC A02 


thd poteendi 
Evaluation of Aanderaa Temperature, Conductivity, 
and 


re Sensors. 
76-16 8C PC AO04/MF A011 


PB-253 495/6GI 
NOAA-76031902 
Effects of Vertical Motion on Vector Averaging 
(Savonius Rotor) and Electromagnetic Type Current 
Meters. 
PB-253 261/2GI 76-17 8C PC AQ3/MF AO1 
NOAA-76031903 


Laboratory and Field Testing Results for Three 
nt 


Wave Measureme Ss. 

PB-253 135/8GI 76-16 8C PC AO3/MF A01 
NOAA-76031904 

Tide Tables 1977. High and Low Water Predictions 

East Coast of North and South America including 

Greeniand. 

PB-253 176/2GI 76-15 8C PC A13/MF AO1 
NOAA-76032201 

a pompamee ot of Models for Computing Atmospher- 

ic infrared Tra . 

PB-253 $51/6G! 76-16 4A PC AO6/MF AO1 
NOAA-76032202 

Guentintes Gretuatics of Acoustic Echoes from the 

ayy ary Layer. 

PB-253 207/5GI 76-15 4A PC AQ3/MF AO1 
NOAA-76032203 


of Oceanic aes Cumulus ay 
eas Evidence. Paper Ii 


76-16 48 PC A06/MF A01 


Diurnal ) yp 
vection. 

Physical 

PB-253 704/1Gi 


AR-932 





NOAA-76032204 
Review of lonospheric Smali Scale Structure with 
Emphasis on Equatorial Radio Scintillation in the 


SHF Band. 
PB-253 054/1GI 76-15 4A PC AO3/MF AO1 
NOAA-76032301 


Reprint: Pesticides in Water: Organochiorine Pesti- 


cide Residues in Water, Sediment, Aigae, and Fish, 
Hawaii--1970-71, 
PB-255 465/7GI 76-20 6F PC A02 


NOAA-76032302 
An Approach to Evaluating Alternative Fishing 
Techniques in the Hawaiian ~~ Tuna Fishery, 
PB-255 391/5Gi 6-20 6C PC A02 
NOAA-76032303 
Reprint: A Study of the Growth Morpholigies of Two 
Deep- Beeennaae age ules, 
PB-255 335/2G 76-19 8G PC A02 
NOAA-76032304 
Reprint: Manganese Resources in the Hawaiian Re- 


ion, 
Bp-255 334/5GI 76-19 81 PC AO2 
NOAA-76032305 
Reprint: Growth and Life-Span of ‘Octopus Cyanea’ 
pesiome: rae 
-255 385/7GI 76-20 6C PC A02 
NOAA- 
Reprint: A Quantitative Push-Net System for 


Transect Studies of Larval Fish and Macrozooplank- 


ton, 
PB-255 390/7GI 76-20 8A PC A02 
NOAA-76032307 


Reprint: Is -- Sand Mining Feasible. 
PB-255 466/5G 76-20 8G 


NOAA-76032309 
Reprint: Collections and Submarine Observations of 
Deep Benthic Fishes and Decapod Crustacea in 


Hawaii, 
76-20 6C PC A02 


PC A02 


PB-255 392/3GI 
NOAA-76032311 


Reprint: Manganese Accretion at the Sediment- 
Water interface at 400 to 2400 Meters Depth, 


Hawaiian Archipelago 
PB-255 471/5GI 76-20 8G PC A02 


NOAA-76032312 
Reprint: Antecedent Event influence on Benthic 
Marine Aigal Standing Crops in Hawaii, 
PB-255 386/5GI 76-20 6C PC A02 
NOAA-76032313 


Reprint: Measurement of Water Movement in 
Reference +3 horns Algal Growth, 


PB-255 468/1 76-19 8A PC AO02 
NOAA aes 

a Lung Volumes and Apneic Bradycardia in 

PB-255 388/1GI 76-19 6S PC A02 
NOAA-76032315 


Plans for a sae Fish , Rommning Progress. 
PB-255 4 PC A03/MF A01 


NOAA-76032316 
Reprint: Results of Tests to Investigate the Suitabili- 


of Fish Pu for Moving Live 
Pe-255 409/5Gt ™ 76-20 6C PC A02 


NOAA-76032317 
Reprint: Pesticide Residues in Our Waters, 
PB-255 469/9GI 76-20 13B PC A02 
NOAA-76032318 
Reprint: Hawaiian Marine Algae from Seaward of 


the | Ridge, 

Pp-258 417/8GI 76-20 8A PC A02 
NOAA-76032319 

Reprint: Ecological Components Structuring the 

Seaward E of Tropical Pacific Reefs: The Dis- 

tribution, munities and Productivity of 

‘Porolithon’, 

PB-255 325/3GI 76-20 8A PC AO2 
NOAA-76032320 

Reprint: Status, Problems, Advances and 

Economics of ‘Eucheuma’ Farms, 

PB-255 467/3GI 76-20 6C PC A02 
NOAA-76032321 


Reprint: Kinetic Characteristics of Glycine Transport 
the isolated Midgut of the Marine Shrimp, 
s a. 
Pe. 255 4 76-19 6C PC AG2 
NOAA-76032322 
Some institutional Constraints to Coastal Zone 


Management. A Case Study of Hawaii, 
PB-255 414/5GI 76-20 1 PC A02 


NOAA-76032323 


Reprint: Rearing and Larval Development of 
‘Siganus canaliculatus’ (Park) rj Co. 
PB-255 387/3GI 
peer on eames 


Expert Committee on Tropical ites Papeete, 
Tahiti, 25 armeery -1 —— 1974 


PB-255 413/7GI 6C PC A03/MF A01 
NOAA-76032326 

Baitfish Can Be Kept Alive Longer on Hawaiian 

y ry Tunaboats, 

PB-255 464/0GI 76-20 6C PC A02 
NOAA-76032327 


Reprint: Raising Mollies for Skipjack Bait May 
Eliminate Use of Frail Nehu, 


PB-255 463/2GI 76-20 6C PC A02 
NOAA-76032401 

Summer Benthic Fish Fauna of Sandy Hook Bay, 

New Jersey, 

PB-256 088/6G! 76-20 6C PC A02/MF A01 


NOAA-76032402 
United States Coast Pilot 2, Atlantic Coast, Cape 


Cod to Sa Hook. Eleventh Edition. January 1976. 
PB-254 005/2G! 76-17 17G PC A13/MF A01 
NOAA-76032404 


Hawaii Coastal Zone Management Program: Techni- 
cal Supplement 1. Hawaiian Coastal Water 
Ecosystems: An Element Paper for the Hawaii 


Coastal Zone Management Study, 
PB-255 336/0GI 76-20 13B PC AO05/MF A01 
NOAA-76032405 


Hawaii Coastal Zone Management Program: Techni- 

cal Supplement 2. Management of Hawaii's Coastal 

Zone for Water Quality Objectives, 

PB-255 337/8GI 76-20 13B PC A04/MF A01 
NOAA-76032406 

Hawaii Coastal Zone Management Program: Techni- 

cal Supplement 3. Vegetation as an Element in the 

Management of the Coastal Zone, 

PB-255 338/6G! 76-20 13B PC A02/MF A01 
NOAA-76032407 

Hawaii Coastal Zone Management Program: Techni- 

cal Su og 4. Beaches: A Component of the 

Coasta 

PB-255 339/4GI 76-20 13B PC A03/MF A01 
NOAA-76032408 

Hawaii Coastal Zone Management Program: Techni- 

cal Supplement 5. Inundations and Forces Caused 

by Tsunamis for the State of Hawaii, Observations 

and Statistical Predictions, 

PB-255 340/2GI 76-20 13B PC AOS/MF A01 


NOAA-76032409 


Hawaii Coastal Zone Management Program: Techni- 
cal Supplement 6. Enhancement of Coastal Recrea- 
tional vee a neta 9 A Description of Present 


tional U , Constraints, Data and 
 memmety Pd@ssibilities in State of Hawaii, 
PB-255 341/0GI 76-20 13B PC A04/MF AO1 


NOAA-76032410 


Hawaii Coastal Zone Management Program: Techni- 
cal Supplement 7. Coastal Zone Management and 
Historical Resources as Seen from an Anthropologi- 


cal Viewpoint, 

PB-255 342/8GI 76-20 13B PC A0S/MF A01 
NOAA-76032411 

Hawaii Coastal Zone Management Program: Techni- 

cal Supplement 8. identifying and Managing the 

nic urces in Hawaii's tal Zone 

PB-255 343/6GI 76-20 138 PC AIG/MF A01 
NOAA-76032412 

Hawaii Coastal Zone Management Program: Techni- 

cal Supplement 9. An Economic Overview of the 

Coastal Zone Problems in Hawaii, 

PB-255 344/4Gi 76-20 138 PC AO03/MF AO1 
NOAA-76032413 ~ 


Hawaii Coastal Zone Management Program: Techni- 


= — Majo - — Zone Management in 
waii: 

PB-255 gaeiat” eee 20 138 PC A03/MF A01 
NOAA-76032414 


Hawaii Coastal Zone Management Program: Techni- 
cal Supplement 11. Coastal Zone Conflict Manage- 
ment, 

PB-255 346/9G! 76-20 13B PC A02/MF A01 

NOAA-76032501 

Psychrometric Tables for Obtaining the Vapor Pres- 
sure, Relative Humidity, and Temperature of the 
Dew Point (from Readings of the Wet- and Dry-Bulb 


Thermometers), 
PB-257 023/2GI 76-2248 PC A0S/MF A01 
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NOAA-76032502 
A Test of os —— of NOAA-2 ea Soundings 
on Analyses and Forecas 
PB- O78 /3Gi 76-21 48 PC AOS/MF Ad1 
NOAA-76032601 


Reprint: Presence of Four Toxins in Red Tide in- 

fested Clams and Cultured ‘Gonyaulax tamarensis’ 

Cells, 

PB-255 394/9G! 76-20 6T PC A02 
NOAA-76032602 

Some ications of Optimal Control Theory to 


Fisheries Management, 
PB-255 324/6GI 76-20 6C PC A02 


NOAA-76032603 
Tide Tables 1977, High and Low Water Predictions. 
West Coast of North and South America, Including 


the Hawaiian Islands. 
PB-254 656/2GI 76-18 8C PC A11/MF A0O1 
NOAA-76032901 


Reprint: Mesenchymal Tumors of Some Estuarine 
Fishes of the Northern Gulf of Mexico. ll. Subcu- 


taneous ag in the Southern Fiounder, 
‘Paralichthys lethostigma’, and the Sea Catfish, 
‘Arius felis’, 

PB-255 393/1GI 76-20 6C PC AO02 
NOAA-76032902 


Reprint: Mesenchymal Tumors of Some Estuarine 
Fishes of the Northern Gulf of Mexico. |. Subcu- 
taneous Tumors, Probably Fibrosarcomas, in the 
Striped Mullet, ‘Mugil cephalus’, 

PB-255 804/7GI 76-20 6C PC A02 


NOAA-76033001 


a Background for Living, 
Pe bss 056/001 76-20 138 MF A01 


NOAA-76033002 
Climate of Kentucky. 
PB-255 329/5GI 

NOAA-76033101 


Reprint: Fecundity and Length at First Spawning of 

the Hawaiian Anchovy, or Nehu Gani pur- 
reus Fowler’) in Kaneohe ow, wy 

255 470/7GI PC A02 


NOAA-76033103 


ee Oxygen Meter, Mode! 57 (Yellow Springs 
nstrument Be. ‘eon Ohio). 
Pe 256 7 76-22 8J PC A02/MF A01 


Pt erway 
Washington Tides, Complex Forces That Move the 


Pe 255 330/3G! 76-19 8C PC A02 
NOAA-76040201 

‘Artificial Upwelling’. 

PB-254 672/9GI 
NOAA-76040202 


Florida Commercial Marine Fisheries: Growth, Rela- 
tive Importance, and input Trends, 
PB-254 643/0GI 76-18 6C PC A04/MF A01 


NOAA-76040203 
TheFlorida Spiny Lobster Fishery: Landings, Prices, 


and Resource ney. 
PB-254 642/2GI 18 6C PC A04/MF AO1 


NOAA-76040501 
ores of the ee Marine Fisheries Service for 


oe vena Year 1973. 
76-18 6C PC AO6/MF AO1 


76-19 48 PC A0S/MF A01 


76-18 6C PC A13/MF A01 


usaauaen 
Environmental Satellite imagery. October 1975. 
PB-248 476-10/GI 76-18 4B PC A06 


NOAA-76040602 


Reprint: Study on the Development of the Prior Re- 
sidence Effect y Rainbow Trout As Ye A wy?” 
PB-256 085/2G 


NOAA-76040603 


Fish of Lake Su 
PB-255 326/1GI" 


NOAA-76040604 
rison of Thermal Scanning and ~ 
aa een ai for Monitoring Therm 
PB-255 411/1G! 76-20 148 PC A03 
ay ae 


Settlement of international Environmental 
}-—B. (A Series of Lectures Delivered at the 
Academy of international Law, Summer 


76-17 5D PC A0S/MF A01 


perior, 
76-19 6C PC AOQ3/MF A01 


NOAA-76040606 
and information Sources for Oregon 


PB-254 067/2G! 76-17 8C PC A12/MF AO1 


NOAA-76040607 
Reprint: Improved Flowing Water Apparatus for the 
b Larvae, 


Culture of ir, Crab 
PB-255 504/3GI 


NOAA-76040608 


Coastal Zone Management: Focus on New England; 
An Annotated Selected aanoqay 
PC AO3/MF A01 


76-20 6C PC A02 


PB-254 019/3GI 76-17 
NOAA-76040701 
tote ag Energy and Mass Balance Model of a Snow 
ver. 
PB-254 653/9G! 76-18 8. PC AO8/MF AO1 
NOAA-76040601 


Development, Calibration, and Field Lary of Porta- 

ble Atmospheric Acoustic Echo Sounde 

PB-254 640/6G! 76-18 48 PC ‘A02/MF A01 
NOAA-76040803 

Rainfall Estimation from Geosynchronous Satellite 

oe aaa Daylight Hours. 

PB-254 652/1GI 76-18 48 PC A06/MF A01 
NOAA-76040901 

Reprint: Chitosan--A Polymer from Seafood Waste, 

for Use in Treatment of Food Processing Wastes 

and Activated Sludge, 

PB-256 078/7GI 76-21 138 PC A02 
NOAA-76040903 

Assimilation of Surface, Upper Air, and Grid-Point 

Data in the Objective Analysis Procedure for a 

Three-Dimension al bees ~ 4 Model. 

PB-256 082/9Gi 48 PC A02/MF A01 
NOAA-76040904 

improving Short-Range Precipitation Guidance Dur- 


wg the Summer Months. 
-256 427/6GI 76-21 48 PC A03/MF AO1 
NOAA-76040905 

Hey ry ve to Geodetic Data Questionnaire 

PB-254 641/4GI 76-18 8E PC A03/MF AO1 
NOAA-76041301 


ey oe Data Number 379. Part |. (Prompt 

ata for February hen pen gy 1976. Ex- 

planation of Data Reports issued umber 378 
Supplement) February 1976, 

-247 137-379-1/GI 76-18 38 MF AO1 


aa 76041302 


lar-Geophysical Data Number 379. Part il. 
(Comprehensive | rts). Data for September 1975- 
August oe and Miscellanea. Explanation of Data 


as Number 8 (Supplement) 
February 1976 
PB-247 137-379-2/GI 76-18 38 MF AO1 
NOAA-76041303 
Forecasting the Mono Wind. 
PB-254 /5GI 76-18 48 PC A03/MF A01 
NOAA-76041304 


Use of MOS Forecast Parameters in Temperature 
recast 


Fo 38) 
PB-254 649/7GI 76-18 48 PC A02/MF A011 
NOAA-76041305 


The Environmental Quality Monitorin q 
PB-254 020/1GI ~ 8J Te nee ant 


NOAA-76041401 
~~ ustment of Geodetic Field Data Using a Sequen- 


PB-253 967/4GI 76-17 8E PC A02/MF A01 
NOAA-76041402 

The — Snow Crab, ‘Chionoecetes bairdi’: Size 

and Growth 

PB-253 972/4G! 76-17 6C PC A03/MF AO1 


NOAA-76041403 
ichthyoplankton Survey Data Report. Summary of 
— Larvae Data ine Abundance 


Used to Determ 
° Fishes in Dy ae teny we of Mexico, 
PB-25 973/2GI 76-17 6C PC A0@/MF A01 
aes 


nternational Cooperation for the Prevention of 
Mom Oil Pollution. Ocean and Coastal Law Pro- 


BB.253 970/8G! 76-17 138 PC AO6/MF A01 
NOAA-76041405 

B ne Bay: Past/Present/Future. 

PB- 671/1GI 76-18 6C PC A14/MF A01 
NOAA-76041406 

Un of Miami Sea Grant Annual Report No. 3 


for >| 4- June 75 
PB-254 006/0GI 76-17 8A PC A02/MF AO1 


NOAA-76041409 
Reprint: isolation and Purification of the Molt 
Hormones from the American 
americanus), 
PB-255 410/3GI 


ing 
Lobster (Homarus 
76-19 6C PC A02 








NOAA-76042601 


NOAA-76041410 


ae identification of Nitrogen as a Growth- 
imiting Nutrient in Wastewaters and Coastal 
Marine Waters Through Continuous Culture Algal 


PB-255 333/7GI 76-19 8A PC AO2 
NOAA-76041412 

Reprint: aoe Fishing Have a Future, 

PB-255 331/1GI 76-19 6C PC A02 
NOAA-76041501 

A Study of the Fauna in Dredged Canals of Coastal 

Louisiana. 

PB-254 008/6G! 76-17 6C PC AQS/MF A01 
NOAA-76041502 


Variations in the Abundance of Channel Catfish 
Year Ciasses in the Upper Mississippi River and 


Causative Factors 
PB-254 071/4Gi 76-17 6C PC AOQ3/MF A0O1 
NOAA-76041503 


An Evaluation of Two Types of Wood Siat Traps. 
PB-254 070/6GI 76-17 6C PC AO3/MF AO1 


NOAA-76042001 
Saimon Spawning Habitat improvement Study. 
PB-255 457/4Gi 76-20 6C PC AO3/MF AO1 
NOAA-76042002 
Overland Flow in the Louisiana Coastal Zone; The 
Potential for Land Treatment of Waste Water on 
Diked Dredge Spoil Disposal Sites in South Loui- 
PB-255 327/9G! 76-20 13B PC A04/MF A01 
NOAA-76042003 
Citizen Perception of Coastal Area Planning and 


meee rmegee x. Fh re of the Attitudes and 
Knowledge uisianians. 

PB-254 018/5GI 76-17 138 PC A0Q3/MF A01 
NOAA-76042004 

A Rationale for Determining Louisiana's Coastal 

PB-255 328/7G! 76-20 138 PC AOS/MF A01 
NOAA-76042102 

Reprint: Correlation of jogiel Tests ye with 

Chemical and Microbiological Tests ah 

PB-256 785/7GI See A02 
NOAA-76042103 

Reprint: Experimental Flake Diets for Fish and 

Crustacea, 

PB-256 741/0GI 76-23 6C PC A02 
NOAA-76042104 

oe u Fatty Acid Composition of Shrimp 

ls and Crustacean Diets, 

Pe 2s 746/9G! 76-23 6H PC AO2 
NOAA-76042105 

Reprint: Agricultural By-Products as Supplemental 

Feed for Crawfish, 

PB-256 748/5GI 76-22 6C PC AO2 
NOAA-76042106 


Reprint: Short-Term Serum Prolactin Concentra- 


tions in Me ap idfish (‘Carassius or. Subjected to 

Serial Sam pling and Restraint 

PB-256 721/2G 76-22 6C PC A02 
~aaadeannaiie 


Reprin Seasonal Occurrence of immature 

Fishes paey a Poe hae Tidal Pass, 

PB-256 718/8GI 76-22 6C PC AO2 
NOAA-76042110 


Some Legal Aspects of Catfish and Crawfish Farm- 
ing in Louisiana: A Case Study 


-256 787/3GI "76-22 6C PC A02 
NOAA-76042112 
Financial implications of Waste Management 
for Shel Processing, 
256 742/8Gi "Yb-22 138 PC A02 
NOAA-76042113 


A Profile of an Easterly Wave from SMS Photo- 
raphs and GATE Ship 


256 395/5G! 76-22 48 PC A02/MF A01 
NOAA-76042114 
Spearhead Echo and Downburst Near the Approach 
— of a John F. Kennedy Airport Runway, New 
PB.254 409/ 4GI 76-17 48 PC A04/MF AO1 
NOAA-76042201 
Atlantic Tropical and Subtropical Cyclone Ciassifi- 
cations for 1975. 
PB-253 968/2GI 76-17 48 PC AO2/MF A01 
NOAA-76042601 


A Study of Gulf Menhaden, ‘Brevoortia patronus’, in 
Barataria and Terrebonne Bays, Louisiana. 
PB-254 670/3GI 76-19 6C PC A04/MF A011 


AR-933 





NOAA-76042602 
Food Fish, Market Review and Outlook. 
76-20 5C PC AO03/MF AO1 


PB-256 089/4GI 
NOAA-76042603 
Environmental Satellite Imagery. November 1975. 
PB-248 476-11/GI 76-18 48 PC AOS 
NOAA-76042604 


Proceedings of Alabama Public Meeting Series on 
Coastal Zone Bou ~ = oa ng in Mobile and Bald. 
win Counties of Alabama in November-December 


5 
PB-254 021/9GI 76-17 138 PC AO7/MF AO1 


Bibliography of Coastal Residential Canals with 


Selected Annotations, 

PB-256 106/6GI 76-23 138 PC AO3/MF AO1 
NOAA-76042701 

ey Cumulative Totals of Rainfall, Black Hills 

Flash Flood June 9-10, 1976. 

PB-256 087/8GI 76-20 4B PC AQ2/MF AO1 
NOAA-76042702 

Foundation Stability of ee Offshore Pipelines. A 

Survey of Published Literatu 

PB-256 104/1GI 76-21. 13) PC AO3/MF AO1 
NOAA-76042703 

_— See een & Ge Adee eee. 

PB-256 1 8G 76-22 6C PC A04/MF A01 
NOAA-76042704 


oe Bulletin, Volume 74, Number 1, January 


Pp-2s4 022-01/GI 76-17 6C PC A11/MF AO1 
NOAA-76042802 
The Potential for Additional Marine Conservation 


Districts on Oahu and Hawaii. 
PB-254 668/7GI 76-18 6C PC AO6G/MF AO1 
NOAA-76042901 
Proces of LANDSAT-1 MSS ital 
for toine se Studies of 
PB-254 655/4GI 76-19 8) PC AOS/MF AO1 
NOAA-76042902 
Delaware Sea Grant er 1974-1975. 
PB-254 010/2GI 17 6C PC AO3/MF AO1 
NOAA-76042903 
Fisheries of the United States, 1975. America's First 
PB-253 966/6GI 76-17 6C PC A06/MF A01 
NOAA-76050301 
any oar Cargo Distribution Among Transpor- 
yt 969/0G! 76-17 13B PC AOS/MF AO1 
NOAA-76050302 
pees Weather Prediction Activities Report- 
PB-253 971/6G! 76-17 48 PC A03/MF AO1 
NOAA-76050401 
of Tsunamis in Alaska, Revised 1976, 
PB-254 007/8Gi 76-17 8C PC AG3/MF AO1 
ge est eo 
— Circulation 
76-17 8H PC AO4/MF AO1 
a ne 
oie one Nearshore Currents, Oswego Harbor, 
PB-254 651/3GI 76-18 8H PC AQ3/MF A01 
NOAA-76050601 
: Optimizing the Growth and Marketing of 
Pale torn Controlled Environment, 
PB-256 103/3GI 76-21 6C PC AQ2 
NOAA-76050604 
Social and Economic Assessment of Alaska 
Outer Continental mD ’ 
PB-254 669/5G! 76-18 21D PC MF AO1 
NOAA-76050605 
of New Hampshire Sea Grant Annual 
Report a 197 . 
PB-256 818/6GI 76-22 8J PC AO3/MF AO1 
NOAA-76051001 
Reprint: Population A, bay. 
Commercial Shrimp in Loutaane, 
PB-256 744/4Gi 
NOAA-76051002 . 


a wey Responses to inity. Dif- 
Between Salt-Sensitive and ee 


76-22 6C PC A02 


ee See Review. Volume 38, Number 3, 


PB-253 185-03/G! 
NOAA-76051004 
Reprint: Recruitment and Growth in the Bivaive 


76-22 6C PC AQ3/MF A01 


PB-256 750/1GI 22 6C PC A02 
NOAA-76051101 

Michigan ed _ Annual yy 1974-75, 

PB-256 826/ 76-22 PC AOQ3/MF A01 
Be» ay 

Reprint: Shoreline Erosion - Special Problems for 

Realtors, 

PB-256 749/3GI 76-22 13B PC A02 
NOAA-76051103 


Reprint: Great Lakes Water Levels: An Update: Beat 

the Seaway Freeze 

PB-256 715/4GI 76-22 8H PC A02 
NOAA-76051104 


Reprint: Historical Changes in Mercury Contamina- 
a | A Michigan Walleyes (‘Stizostedion vitreum 


Peas '19/6GI 76-23 6C PC A02 


ield and Fishing Mor- 


tality for Ricker's Yield Equation, 

PB- 745/1Gi 76-23 6C PC A02 
NOAA-76051110 

Underwater Education and Technology at 

University of Michigan: A Five Year Progress Re. 

PB256 811/1GI 76-22 13J PC AO3/MF A01 
NOAA-76051111 

Fishes of the Grand Traverse , | a 

PB-256 757/6GI 76-22 A04/MF A01 
NOAA-76051112 


Solar-Geophysica! Data Number 380. Part |. (Prompt 
Reports). Data _o March 1976-February 1976. Ex- 
of Data issued as Number 378 
bear 137-480-1/01 
-247 137- 1/GI 76-23 38 MF A011 
NOAA-76051113 
te ee mae Data Number 380. Part ii. 
Comprehensive Reports). Data for October ~_" 
ees 1975 and Miscellanea. Explanation o 
Data wag issued as Number 378 he 
February 1976 
PB-247 137-380-2/GI 76-23 38 MF Al 
NOAA-76051201 
Marine Fisheries Review. Volume 38, Number 4, 


April 1976. 

PB-253 185-04/G! 76-22 6C PC AOQ3/MF A01 
NOAA-76051202 

ee cae SY Op San ey Saas See 


PB-256 723/ i ' 76-22 5D PC A02/MF AO1 


NOAA-76051203 

Environmental Satellite imagery. December 1975. 

PB-248 476-12/G! 76-16 4B PC AOS 
NOAA-76051204 

Environmental Satellite imagery. January 1976. 

PB-253 271-01/GI 76-16 48 PC AOS 
NOAA-76051205 

National Hurricane Pian. 

PB-256 824/4GI 76-22 4B PC A06/MF A01 
NOAA-76051206 


Use of Zooplanktophagic Fishes in Channel Catfish 
Production Ponds. 


PB-256 827/7GI 76-22 6C PC AO06/MF AO1 
NOAA-76051207 

Shellfish E cy Rehabilitation Program 

PB-256 218/9G 76-22 6C PC AO4/MF A01 
NOAA-76051301 

Measurements to Evaluate the Benchmark Proper- 

ties of ric Aerosols. 

PB-256 091/0GI 76-21 4A PC AO3/MF AO1 
NOAA-76051302 

A VHF Transmitter and System ee for 

Use in a Portable Doppler Radar Sys 

PB-256 094/4G! 76-22 17! OC A03/MF A01 
NOAA-76051303 

SELDADS; An Operational Real-Time Solar-Ter- 

restrial Environment Monitoring System 

PB-256 131/4GI 76-21 4A PC AOS/MF AO1 
NOAA-76051304 | 

pumeeeeaten Cree in the Apex of the New 

York — September 1973 - August 1974. 

PB-256 245/2GI 76-21 6A PC A06G/MF 





NOAA-76051306 
Use of Thermal Effiuent in Culturing the American 


Lobster, 
PB-256 426/8GI 76-23 6C PC AO3 
NOAA-76051307 


New York State Coastal Zone Management Pro- 
: Public Participation and Public information. 
-253 319/8GI 76-16 138 PC A02/MF A01 


NOAA-76051401 


Market oo pean 
PB-256 126/4GI 76-21 6H PC AQ2/MF AO1 
NOAA-76051402 


Marine Animal Disease aoe 
PB-256 125/6GI 76-21 


NOAA-76051403 


Lake Mich some * - Fishe 
PB-256 223/ Sea 76- PC hO3/MF A01 


Be apes eo 
Anadromous Fisheries Survey of the New and White 


PC A02/MF A01 


Oak River S s 

PB-256 216/3GI 76-22 6C PC A04/MF A01 
NOAA-76051405 

Modernization of Virgin Islands Small Boat Fishing 

Techniques. 

PB-256 187/6GI 76-21 6C PC A04/MF A01 
NOAA-76051406 


Studies on the Commercial Rearing of the Giant 

Prawn ‘Macrobrachium rosenbergii (de Man) in 

Puerto Rico. 

PB-256 124/9GI 76-21 6C PC AO3/MF AO1 
NOAA-76051701 

The Correlation of the 10 to 30 MeV Proton Fiux 


ee a ee ae ee ee ee 

engine 102/5G! 76-21 4A PC A02/MF AO1 
NOAA-76051702 

St. Lawrence River Freeze-Up Forecast Procedure. 

PB-256 100/9GI 76-21 468 PC AOQ2/MF A0O1 
NOAA-76051703 

Operational-Type Analyses Derived without 

ee oo oan © aS SS ee 


re Soundings. 
256 099/3GI 76-21 48 PC A02/MF AO1 


NOAA-76051704 


Mariculture Research and or ear Project. 

PB-256 184/3GI 76-21 PC aos ME A01 
NOAA-76051705 

poonemaee and Feasibility of High Density Catfish 

Sy eee 

PB-256 215/ 76-21 6C PC AOQ2/MF AO1 
NOAA-76051706 

Saitwater Pond Research - er 

PB-256 230/4GI 76-22 Pe A06/MF A01 
NOAA- tl 

Ay yh Carolina Sea Gra 

PB- a7jar 76-21 6C PC AOQ3/MF A01 

NOAA-76051901 


Squivatont tonaapheric Current resentatidns 
« Method, ilustrated for oe" November 1 
Magnetic Disturbances 


PB-247 916-55/G! 76-23 4A MF AO1 


NOAA-76051902 

A ay Contours of Ground Ae H Per- 

a: the December 16-18, 1971 Geomag- 

meer ove 916-56/G! 76-23 4A MF AO1 
NOAA-7605 1904 

Crew Training. A Comprehensive Program, 

PB-256 080/361 76-21 5i PC A02 
NOAA-76051905 

Reprint: Life History Observations on the P 

isi” Rockfish, ‘Sebastes emphaeus’, (Sta 

PB-256 081/1GI 76-20 6C PC A02 
NOAA-76051906 

Continuous | Culture, 

PB-256 1 | 76-21 6C PC A02/MF AO1 
NOAA-76051907 


investigation of the Effects of a on the 
Performance of a Tethered Float Breakw =~ 
13 eC Ag2/M F AO 


PB-256 090/2Gi 76-21 
NOAA-76051908 
Performance of Tethered Float Breakwaters in Deep 
Ocean Waves, 
PB-256 096/9G! 76-21 13) PC AQ2/MF A01 
NOAA-76051909 


Hatchery Methods for the Produttion of Juvenile 
Lobsters (‘Homarus americanus’), 
PB-256 107/4GI 76-21 , PC AQ2/MF A01 








~y wae, 
ee OS es ae Et 





Kee ¢, 
ae Vg See) ee 


mr ert: 


yal) a “ 


OM AD odin le 








PERS ge cht dil as 2D 4 Ate od 


Pea Per at 
’ » 4 





é ae ae 
7% ) ™ 








NOAA-76051910 

—- and porgoens Strategies ~ Shorelines 

- Workshop Proceedin 

me. 96/86 76-21 138 C A04/MF A01 
Prensa 

Ocean Engineering oon ao 1975, 

PB-256 095/1GI 76- 8) PC AQS/MF A01 
NOAA-76051912 

Reprint: Heat Exchangers for Use in the Culturing 

of Marine Organisms, 

PB-256 083/7GI 76-21 6C PC AO2 
NOAA-76051913 

University of peony 3 i. Grant College Program 

Annual rt 1974-19 

PB-256 185/0GI 76-21 8A PC A06/MF A01 
NOAA-76051914 


Tide Tables, 1977. High and Low Water Predictions. 

Europe and West Coast of Africa including the 

Mediterranean 

PB-256 174/4GI 76-21 8C PC A10/MF A0O1 
NOAA-76052101 

Public Meeting Series on Coastal Zone Boundaries. 


PB-256 759/2GI 76-23 138 PC A06/MF A01 
NOAA-76052102 

The Limnology of Grand Traverse Bay, Lake 

Michigan. 

PB-256 814/5GI 76-22 8H PC A12/MF A01 
NOAA-76052103 

Grand Traverse Bay ae 

PB-256 783/2GI 8H ry AOS/MF A01 
NOAA-76052104 

National Severe Local Storms Operations Plan. 

PB-256 717/0GI 76-22 4B PC AO3/MF AO1 
NOAA-76052105 

— Weather Log. Volume 20, Number 3, May 

1976, 

PB-250 014-03/GI 76-22 48 PC A04/MF AO1 
NOAA-76052401 


Preliminary Historic Structures Survey: Wisconsin's 


Great Lakes Counties. First Edition, 

PB.257 181/8GI 76-22 5K PC A14/MF A01 
NOAA-76052402 

|, Advisory Program. Five Year Development 

PB-255 540/7G! 76-19 13B PC A0S/MF AO1 
NOAA-76052403 

Proceedings of the First Annual Student Symposi- 

um on Marine Affairs. 

PB-255 722/1GI 76-20 6H PC AO06/MF A01 
NOAA-76052405 


The Saimon Sep industry. a One. The in- 

stitutional Framework and Its Evolut 

PB-256 101/7GI 76-22 6H re A03/MF A01 
NOAA-76052407 


Reprint: Distribution, Reproduction, and Growth of 

ts ¢ ed and ‘Crangon franciscorum’ in 

PB 256 076/1GI 76-21 6C PC AO3 
NOAA-76052408 

Reprint: Oregon Coast Shoreline Changes Due to 


PB-256 086/0GI 76-22 8C PC A02 
NOAA-76052409 

Reprint: Salt \. . <a ‘Culicoides’ (Diptera: 
sumappegeniens Seasonal Abundance 


Comparisons of — Methods, 
PB-286 0 76-22 8A PC A02 
NOAA-76052411 


Reprint: Fu ‘ue of Marine Crustacea, 

PB-256 084/ 76-22 6M PC A02 
uieteie 

sty First Record of the Roseate Tern Nesting in 

PB-256 074/6G! 76-20 6C PC A02 
NOAA-76052413 

Reprint: a Tern Nesting in North wy 

PB-256 079/5G 76-20 PC A02 
NOAA-76052416 


Reprint: The Relationship of Mineral Nutrients to 
‘Spartina alternifiora’ in North Carolina: 

i. eee ae We. P, and Fe Fertilizers, 

PB-255 76-20 6C PC A02 


Melieus’ (COQ.) (Diptera: 


mer- 
76-19 6C PC A02 


NOAA-76052418 


Reprint: The Relationship of Mineral Nutrients to 
Growth of ‘Spartina alternifiora’ in North Carolina: |. 


ag Status of Plants and Soils in Natural 

PB-255 472/3GI 76-20 6C PC A02 
NOAA-76052501 

The Use of the Radiosonde in Deriving Temperature 

pouneings from the Nimbus and Satellite 

PB-256 755/0G! 76-22 48 PC AO3/MF A01 
NOAA-76052601 

Ecological Determinants of Coastal Area Manage- 

ment. Volume |. An Overview, 

PB-257 247/7GI 76-23 138 PC AO06/MF AO1 
NOAA-76052602 

A Modular Nitrification Filter Design Based on a 

— of the Kinetics of Nitrification of Marine Bac- 

t ’ 

PB-256 812/9GI 76-22 6C PC AO2/MF A01 
NOAA-76052603 


Conference Proceedi 
Fact or Fantasy - Held +" 


27-28 yo ty 97 
PB-256 76-21 


a” from the Oceans 
leigh, North Carolina on 
108 PC A06G/MF A01 
— 76052604 
Log: Hangs and Obstructions to Trawi Fish- 


in rth Carolina - South Carolina - Georgia, 
256 097/7GI 76-22 6C PC AO6/MF AO1 
NOAA-76052605 


Citizen Participation in North Carolina's Coastal 
Area Ma P 


t ram, 
PB-256 129/16) 96-21 138 PC AO3/MF A01 
NOAA-76052606 
Nutrients in the Neuse River Estuary. 
PB-256 092/8G! 76-20 138 PC A0S/MF AO1 


NOAA-76052607 
—_ Waste That Fish. Tips on Taking Care of Your 
tch. 
PB-256 716/2GI 76-22 6H PC A0Q2/MF AO01 
NOAA-76052701 


a Proximate Nutritive Value Changes During 
a. of Salt Marsh Plants 


PB-256 788/ 76-23 6C PC A02 
cama 

Proceedings of the Conference to Review the Draft 

Study Plan fi for Social and Economic im Assess- 

ment of Alaska Outer Continental S Petroleum 

Development, 

PB-256 813/7GI 76-22 10A PC AO7/MF AO1 
NOAA-76052802 


Environmental Satellite Imagery. February 1976. 
PB-253 271-02/GI 76-16 48 PC 
NOAA-76052803 
Physical-Chemical Methods for the Control of 
Species and Composition in Algal Culturing Facili- 


ties. 

PB-256 784/0GI 76-22 8A PC AO3/MF AO1 
NOAA-76052804 

Sea Grant Annual rt 1974. A Report on the Vir- 


inia Inst. of Marine Science Sea Grant Program for 
1-Decem ber 31, 1974. 


PB-257 203/0GI 76-22 8C PC A02/MF AO1 
NOAA-76052805 
Reprint: M Features of the Apalachicola Bay 
Physiography raphy, Biota, and Resource 
nagement, 
PB-256 722/0G! 76-23 8F PC AO03 
NOAA-76052807 


yey on Scale Structure of tone 
Trinectes’, with Notes on Related F 


Pe 286 743/6GI 76-22 6C PC A02 
NOAA-76052808 
+a Scales as Seen by Scanning Electron 
PB-256 747/7GI 76-22 6C PC A02 
NOAA-76052809 
Wisconsin Coasta! a hs 3 Lake Su 
PB-256 752/7GI PC F AO 
NOAA-76052811 


An indexed Bibliography of the Spiny Lobsters, 


Family Palinuridae, 
PB-256 751/9G! 76-22 6C PC A06/MF AO1 
NOAA-76060101 


Reprint: Characterization of Myoglobins from Atian- 

tic and Pacific re Sea Turtles 

PB-256 789/9G 76-23 6A PC A02 
NOAA-76060102 

Flood Damage Reduction Potential of River 

Forecast Services in the Connecticut River Basin. 





NOAA-76060302 


PB-256 758/4G! 
NOAA-76060103 


The Radiation and Energy —. of the Earth 
Using Both Ground-Based Satellite-Derived 
Values of Total Cloud Cover 

PB-256 756/8GI 76-22 4A PC AO7/MF AOt 


NOAA-76060104 
Large-Scale Current Measurements in Lake Superi- 


or. 

PB-256 815/2GI 76-22 8H PC AO4/MF AO01 
NOAA-76060105 

ee Erie Beginning-of-Month Water Levels and 


onthly Rates of Cha of a, 
Po 256 816/0GI "G6.22 PC A03/MF A01 
NOAA-76060106 
Lake Ontario Beginning-of-Month Water Levels and 
Monthly Rates of Cha of Storage. 
6-22 8H PC AO3/MF AO1 


76-22 8H PC A04/MF A01 


PB-256 782/4GI 
NOAA-76060108 

A Historical ~ aa of Earthquake Epicenters in 

and Near 

PB-257 258/4GI 76-23 8K PC AOS/MF AO1 
NOAA-76060109 

Marine Transportation Curricula 1975-1976. 

PB-256 825/1GI 76-22 5!i PC AO7/MF A01 
NOAA-76060110 

Techniques for Hatch and Rearing Dolphin, 

- hippurus’, rough Larvae and Ju- 

PO 256 5G! 76-22 6C PC A02/MF AO1 

NOAA-76060111 


Techniques for Hatching and Rearing Cobia, 
‘Rachycentron canadum’, through Larval and Ju- 


venile States. 

PB-257 343/4GI 76-23 6C PC AO3/MF A01 
NOAA-76060112 

A Dynamic Water Quality Model for the Neuse 

PB.25 '345/9G! 76-23 138 PC A04/MF AO1 
NOAA-76060113 

Selected References to by ore ‘Chionoecetes', 

PB-257 251/9GI PC A03/MF A01 
NOAA-76060201 


Development of every be Mass Larval Rearing 
Techniques for Brackish-Freshwater Shrimps of the 
Genus ° robrachium L eye Palaemonidae)', 


PB-257 341/8GI PC AQ3/MF A01 
NOAA-76060203 

Reprint: Common Names of Fishes in Puerto Rico, 

PB-257 352/5GI 76-23 6C PC A04/MF A01 
NOAA-76060205 

Radiation Data Reduction Procedures for 

SIM Atante Noise epimers une 

PB-257 375/6GI 7 76-23 PC A06/MF A01 
NOAA-76060206 


Fish mama 
PB-257 250/1GI 23 6C PC AO02/MF A01 


NOAA-76060207 
Culture in ering t Specifications and Approxi- 


ate Costs of Re — oe 

Pe-2s7 231/1GI 23 6C PC AOQ2/MF AO1 
NOAA-76060208 

The New Maine Oyster industry, 

PB-257 369/9G! 76-24 6C PC A02/MF A011 
NOAA-76060209 

Prelim Check List of Planktonic Microaigae 

from the Gulf of Maine. 

PB-257 207/1GI 76-24 6C PC A02/MF A01 
NOAA-76060210 


La Arctic Coastal Environment of Alaska. Volume |. 
The Nearshore Marine Environment in Prudhoe Bay, 


Alaska, 

PB-257 353/3GI 76-23 8A PC A0B/MF AO01 
NOAA-76060211 

Late Neogene-Quaternary Tectonics and 

tional Environments of the Santa Barbara Basin, 

California, 

PB-257 205/5GI 76-24 8G PC A02 
NOAA-76060301 


Passage of Anticycionic Gulf Stream Eddies 
— Deepwater Dumpsite 106 during 1974 and 


1975, 
PB-257 523/1GI 76-23 8C PC A03/MF A01 


NOAA-76060302 
Estuarine Shoreline Erosion in the Albemarie-Pam- 
lico Region of North Carolina 
PB-257 257/6GI 


76-23 138 PC AQ4/MF A01 


AR-935 








NOAA-76060303 


Chemical Control of ‘Lagenidium’, A Fungal 
P of Marine Crustacea 

PB-257 346/7GI 76-23 6M PC AQ3/MF AO1 
NOAA-76060304 


Aerial Photography for Planning and Development 

in Eastern North Carolina: A Handbook and Directo- 

PB-257 344/2GI 76-23 13B PC AO6/MF A011 
NOAA-76060306 

Seasonal Surface Currents Off the Coasts of Van- 


couver island and Washington as Shown by Drift 
Bottle Experiments, 1964-65 


PB-257 249/3G! 76-23 8C PC A02/MF A01 
NOAA-76060307 

Nursery Area Survey of Northern Pamlico Sound 

and Tributaries 

PB-257 214/7Gi 76-23 6C PC A04/MF AO1 
NOAA-76060401 


Reprint: Aspects of Molting, Growth and Survival of 

Male Rock Crabs, ‘Cancer irroratus’, in Chesapeake 

PB-257 260/0GI 76-23 6C PC A02 
NOAA-76060402 

Reprint: Oxygen Consumption of the Blue Crab, 

‘Callinectes sapidus’ Rathbun, from Proecdysis to 

Postecdysis, 

PB-257 255/0GI 76-23 6C PC A02 
NOAA-76060404 

A Preliminary Estimate of a Tropical Cyclone Track 

Change Caused by Artificial Enhancement of Con- 

vective Heat ‘ 

PB-257 254/3GI 76-23 4B PC A03/MF AO1 
NOAA-76060405 


Growth and Nutrient Nitrogen Cost in 
Bivaive on Mariculture 


PB-257 991/0G! 76-24, “6C PC A02/MF A01 
prem 

Engineering Aspects of Bivaive Molluscan Maricul- 

ture: Culture System Configurations. 

PB-257 992/8G! 76-24 6C PC A02/MF A01 
NOAA-76060801 

IFYGL Rawinsonde System: Description of Archived 

Data. 

PB-258 057/9GI 76-24 48 PC AO04/MF A01 
NOAA-76060802 

Experimental Culture of Mussels at Seabeck Bay, 

PB-258 016/5GI 76-24 6C PC A02/MF A01 
NOAA-76060803 


for Successful Manila Clam Seeding, 
PB-258 031/4GI 76-24 6C PC A02/MF A01 


NOAA-76060804 
Oyster Stocking Techniques for Puget Sound Beach 


PB-258 015/7G! 76-24 6C PC A02/MF A01 
NOAA-76060805 

Shellfish Market Review and Outioo 

PB-257 993/6GI 76-24 6C *c A04/MF AO1 
NOAA-76060806 


Description and Cata 
Data, Jicamarca Radar 


of lonospheric F-Region 
atory November 1966 


- April : 

PB-247 916-53/GI 76-24 4A MF A0O1 
NOAA-76060807 

Catalog of lonosphere Vertical Soundings Data. 

PB-247 916-54/GI 76-24 4A MF AO1 
NOAA-76060901 

The Edge of the Arrowhead, 

PB-258 017/3GI 76-24 8F PC A04/MF A01 


NOAA-76060902 
Organization Chart Generation Using Computer 


PB-257 223/8G! 76-23 9B PC AOS/MF AO1 
NOAA-76061001 

Automatic Dissolved Oxygen Meter Mode! 2010-00A. 

PB-257 206/3G! 76-23 148 PC AQ2/MF A01 
NOAA-76061002 


Determination of lorine Pesticides in the 
Tissue of the Biack Mullet (Mugil cephalus) and the 
Sitver — (Mugil cyrema), 


PB-258 1GI 76-25 6F PC A02 
NOAA-76061401 

Politics of Shore Erosion: Westhampton Beach, 

PB-257 213/9G!I 76-23 13B PC AOS/MF AO1 
NOAA-76061402 

Gravity, Magnetics, and Seismicity, 

PB-257 266/7GI 76-23 8G PC A02/MF A01 


AR-036 








NOAA-76061404 
Landowner Liability, Posting, and Recreational Ac- 


cess. 
PB-257 259/2GI 76-23 SD PC A02/MF A01 
NOAA-76061405 


Detailed Bathymetry of Selected Areas of the inner 
Continental Shelf of the Virginian Sea: Southeast- 


ern Virginia, Virginia Beach, Virginia; 

Wachapreague, Virginia. 

PB-257 204/8GI 76-23 8J PC AO3/MF A01 
NOAA-76061406 


A Report on Mississippi-Alabama Sea Grant January 
, 19 


1, 1974 - June 30, 1975. 
PB-257 521/5GI 76-23 8A PC AQ3/MF A01 
NOAA-76061407 


Some Remarks on the Unusual Beaufort Sea ice 
Conditions in Summer 1975, 
PB-257 252/7GI 76-22 4B PC A0O3/MF AO1 


NOAA-76061408 


Reprint: peeing Aquatic Weeds, 
PB-257 370/7G 76-23 6C PC A02 


NOAA-76061409 
Enhancement of Primary Productivity by Artificial 


U ling. 

Pb os7 23/601 76-23 6C PC A02/MF AO1 
NOAA-76061410 

Thermal Time Constants of U.S. Radiosonde Sen- 


sors Used in GATE 
PB-257 367/3GI 76-23 48 PC A02/MF AO1 
NOAA-76061311 


Linearized Long Wave, Numerical Model of the 


Hawaiian Isiands, 
PB-257 229/5GI! 76-23 8C PC A04/MF A01 
NOAA-76061501 


A Saturation-Resistant Optical System for Measur- 


Aver Wind. 
pe. 257 696/56! 76-24 4B PC A02/MF A01 
NOAA-76061502 
Reprint: Assessment of the United States Lake 
Whitefish (‘Coregonus clupeaformis') Fisheries of 
Lake Su poor Lake Michigan, and Lake Huron, 
PB-257 76-23 6C PC 
NOAA-76061503 


Saimon Eggs: Bait and Food, 
PB-257 242/8GI 


NOAA-76061506 


Climatology of S 
Rocky Mountains, 
PB-257 368/1Gi 


NOAA-76061507 


An Assessment of the Meteorological Stations 
Along the Strait of Juan de Fuca. 
PB-257 256/8GI 76-23 4B PC A03/MF AO1 


NOAA-76061508 


S (sup) 3 Solid State Proton Experiment. Part Ii. 
Mean Energy of a Finite yo Passban 
PB-257 833/4GI 76-24 18D PC A03/MF AO1 


NOAA-76061509 
Report to the Congress on Coastal Zone r= 4 
a July 1974 through June 1975. Public La 
PB-257 520/7GI 76-23 13B PC AO4/MF A01 
NOAA-76061601 


pogneeany of Trace Elements in Card Sound, 
inventory and Annual Turnover, 


76-23 6C PC A02 


ae Anticyclones East of the 
936-1975. 
76-23 4B PC AOQ3/MF AO1 


PB-257 522/3GI 76-25 6F PC A02/MF A01 

NOAA-76062202 

Forces on | Cylinders Near a Plane Souneery, 

PB-258 020/7G 76-24 20D PC A02 
NOAA-76062204 

Reprint: Cellular Sheetpile Wharf, 

PB-258 018/1GI 76-24 13) PC AO3 
NOAA-76062206 


int: intracultural Variation: Decline and Diversi- 
Ye North Pacific Fisheries, 


-258 019/9GI 76-24 6C PC AO02 
NOAA-76062207 
The Geological Structure of the Shorelines of 
Delaware. 
PB-257 990/2GI 76-24 8G PC AO6/MF A01 
NOAA-76062208 


Delaware's Small Bay Resources. A Review of infor- 
mation Relevant to Management of the Resources 
of Rehoboth, Indian River, and Little Assawoman 


Bays. 

PB-257 989/4GI 76-24 138 PC AOS/MF AO1 
NOAA-76062209 

California Cooperative Oceanic Fisheries investiga- 


tions Hydrographic Data Report, Monterey Bay, 
January to December 1975. 


PB-257 982/9GI 
NOAA-76062210 


Proceedings of the Conference on Salmon Aquacul- 
ture and the Alaskan Fishing Community Held at 
Cordova, Alaska on January 9, 10 and 11, 1976, 
PB-257 900/1GI 76-24 6C PC A13/MF AO1 
NOAA-76062211 
Algorithm for Correcting the VHRR imagery for 
Geometric Distortions Due to the Earth Curvature, 
Earth Rotation, and Spacecraft Roll Attitude Errors. 
PB-258 027/2Gi 76-24 14E PC AO3/MF AO1 
NOAA-76062212 


Computer Pro pomn in Marine Science 
PB-258 082/7 76-24 8 PC A11/MF A01 


NOAA-76062213 


Reprint: sapegrentie Waves in Lake Ontario, 
PB-258 022 76-24 8H PC AO02 


NOAA-76062214 


A Test and Comparison of Radiative Transfer 
Models ——— Scattering Atmospheres. 
PB-258 062/9GI 76-24 4A PC A10/MF A01 


NOAA-76062215 
A Comprehensive Water Quality-Ecological Model 


for Lake Ontario. 
PB-258 064/5GI 76-24 13B PC A10/MF A0O1 
NOAA-76062216 


Continuing Survey of Maritime Aerosols 
PB-257 985/2GI 76-24 4A PC A0S/MF A01 


NOAA-76062301 


A Statistical Technique for Evaluating Hurricane 
Modification Experiments 
! 


76-24 6C PC AO08/MF A01 


PB-258 028/0G 76-24 4B PC A02/MF AO1 
NOAA-76062302 

Bodysurfing Safety. 

PB-257 988/6GI 76-25 13L PC A02/MF A01 
NOAA-76062303 


Marine Flora and Fauna of the Northeastern United 
States. Tardi ee. 


PB-257 987/ 76-25 8A PC A03/MF AO1 
NOAA-76062304 

Environmental Factors Relating to Louisiana Men- 
Harvest, 

PB-258 056/1GI 76-24 6C PC A0S/MF A01 
NOAA-76062305 


Economic Structure of 
Processing Indust 
PB-257 /7GI 


NOAA-76062306 
Sharks and Man: A Perspective. Proceedings of a 
Conference Held November 20-21, 1975 in Kissim- 
mee, Florida, 
PB-257 519/9GI 76-23 6C PC A03/MF A01 
NOAA-76062401 
Satellite Derived Sea-Surface Temperatures from 


NOAA S raft. 
PB-258 /4p 76-24 8) PC A05/MF AO1 
NOAA-76062402 


A Study of Lobster ‘V’ Notching Pathology and Mor- 


PB-257 984/5GI 76-24 6C PC A02/MF A01 
NOAA-76062403 

An Evaluation of Artificial Reefs Constructed from 
Designed for the American Lobster. 

PB-257 983/7GI 76-24 6C PC A0O3/MF A011 
NOAA-76062901 


A Study of the Biol 
Potential Methods for 


the Florida Shrimp 
76-24 5C PC A04/MF A01 


of Sea Nettles to Develop 
ntrol of Their Abundance 


PB-258 055/3G! 76-25 8A PC AO7/MF AO1 
NOAA-76062902 

implementation of Catch Record Syste 

PB-258 065/2Gi 76-24 6C PC 1 AOS/MF A01 


NOAA-76062903 


Contaminant inputs to the New York Bight 
138 PC A16/MF AO1 


PB-258 063/7GI 76-25 
NOAA-76062904 

wy Oxy a —— Mode! 330.__—ia. 

6-24 8J PC A02/MF A01 

Bhan 

Beckman Fieldiab Dissolved Oxygen System. 

PB-258 029/8G! 76-24 a pd Aga/MF A01 
NOAA-76062906 

Model DDO/Mark V Digital Dissolved Oxygen 

Analyzer. 

PB-258 021/5GI 76-24 8) PC A02/MF A01 
NOAA-76062907 


Tide Tables 1977, High and Low Water Predictions, 
Central and Western Pacific Ocean and indian 
Ocean. o 


. 
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PB-258 061/1GI 
NOAA-76062909 


a Circulation in the Troposphere Over the 
ropics, January 1968-August 1972, 


76-24 8C PC A17/MF A01 


P58 551/1GI 76-25 4B PC A19/MF A01 
NOAA-76062910 

Reprint: Orthophosphate and Dissolved Oxygen in 

Puget Sound, 

PB-259 016/4Gi 76-26 8) PC A01 
NOAA-76062911 


Reprint: An Acoustic Estimate of the Escapement of 
Sockeye Salmon (‘Oncorhyrichus nerka’) into Lake 


Washington in 1971, 
PB-259 011/5GI 76-26 6C PC A02 
NOAA-76062912 


Reprint: Composition of Ovarian Fluid and Eggs of 


the University of Washington Strain of Rainbow 

re oe airdneri’), 

PB-259 014/9GI 76-26 6C PC A02 
NOAA-76062913 

Reprint: A New Hatchery Data System, 

PB-259 053/7GI 76-26 6C PC A02 
NOAA-76062914 

Reprint: Three-Dimensional Computer Graphics in 

Fisheries Science, 

PB-259 017/2G! 76-26 6C PC A02 
NOAA-76062915 


Reprint: Epizootiology of Tumors in a Population of 
Juvenile En “e Sole (‘Parophrys vetulus’) from 


Puget Sound, Washington, 

PB-259 013/1GI 76-26 6C PC A02 
NOAA-76062916 

Reprint: Differences in Carrageenan in 


Gametophytes and emeuee of _ a ge 
PB-259 015/6GI 
NOAA-76062917 


Reprint: The Value of Certain Fish-Processing 
Wastes and fish (‘Squalus suckleyi’) as Food for 
Coho Saimon (‘Oncorhynchus kisutch’) fry. 

PB-259 051/161 76-26 PC A01 


NOAA-76062920 


— Genetic Variation in the Pacific Oyster, 
Crassostrea -. 


PB-259 045/ 76-26 6C PC A02 
NOAA-76062921 

Reprint: Mortality of ‘Transennelia tantilla’ Due to 

Burial, 

PB-259 054/5GI 76-26 6C PC A02 
NOAA-76062930 


United States Coast Pilot 7, Pacific Coast California, 
n, Washington, and Hawaii. Twelfth Edition - 
June 1976. 


PB-257 215/4GI 76-23 17G PC A20/MF A01 
NOAA-76062931 
Reprint: Mesoscale Variability of Sea Surface Tem- 
ures, 
Pp.258 024/9GI 76-24 8) PC A02 
NOAA-76062932 


Series in Applied Mathematics: Time-Dependent 
ee of a ced Wr Variable Depth Basin to a 


yng Ae ind Stress, 
PB-257 76-25 8H PC A02/MF AO1 
eaaliaenemn, 


~ ole - ene Spectroscopy of the N2(+ ) 


Pe-257 ‘986/061 76-24 7D PC A02/MF A01 
NOAA-76062934 


Marching Long Surface Waves Sa Two-Port 
. |. Continuous Circuit Case 
PB-258 058/7GI 76-24 8C PC A06/MF A01 


NOAA-76062935 
Marching Long Surface Waves Through Two-Port 


Basins. li. Continuous Two-Fiow Case, 

PB-258 059/5GI 76-24 8C PC A0S/MF A01 
NOAA-76062936 

ame Modes of Oscillation of Honokohau Harbor, 

PB 256 048/8G! 76-24 8C PC A03/MF A01 
NOAA-76062937 


The Tsunami of November 29, 1975 in Hawaii, 
PB-258 060/3GI 76-24 8C PC A03/MF A01 


NOAA-76062938 


Solar-Geophysica! Data Number 381. Part |. (Prompt 

Reports). Data for April 1976-March 1976. Explana- 

tion of oe Ey ee as Number 378 
) February 1 


(Supplement 
PB-247 137-381. 1/GI 


76-23 38 MF AO1 


NOAA-76062939 


Solar-Geophysical Data Number 381. Part il. 
(Comprehensive Reports). Data for November 1975- 
October 1975 and Miscellanea. Explanation of Data 
Reports issued as Number 378 (Supplement) 


February 1976, 
PB-247 137-381-2/GI 76-23 38 MF AO1 
NOAA-76062940 


Reprint: A Design Problem for Determining the 
Population Direction of Movement, 
PB-259 049/5G! 76-26 6C PC AO02 


NOAA-76063001 
international Field Year for the Great Lakes, IFYGL 


Bulletin No. 18, 
PB-259 100/6GI 76-26 8H PC A06/MF A01 
NOAA-76070101 


Manned Undersea Science and Technology Fiscal 


Year 1975 Report. 
PB-257 994/4GI 76-24 6K PC A04/MF A01 
NOAA-76070102 


Environmental ome imagery. Sy 1976. 
PB-253 271-04/G 6-23 48 PC AOS 


NOAA-76070103 
Potential for Salmon Aquaculture in Alaska, 
PB-259 047/9GI 76-26 
NOAA-76070105 


Ecological Determinants of Coastal Area Manage- 
ment. Volume ll. Appendices. 
PB-257 248/5GI 76-23 13B PC A17/MF A01 


NOAA-76070801 
Marine Studies of San Pedro Bay, California. Part 
10. Physical Water Quality in the Long Beach Har- 
bor Area. Data Report on Temperature, Salinity, Ox- 
H and Turbidity for the Port of Long Beach 


s 1975 and 1974, 
PB-258 857/2GI 76-26 8A PC A09/MF A01 


NOAA-76070802 


Marine Studies of San Pedro Bay, California. Part 
11. Potential Effects of Dredging on the Biota of 


PC A03 


Outer Los Angeles Harbor. Toxicity, Bioassay and 

Recolonization Studies, 

PB-258 858/0G! 76-26 8A PC A15/MF A01 
NOAA-76070805 


Marine Career Series: Marine-Related Occupations, 

A Primer for High School Students, 

PB-258 480/3G 76-25 51 PC AOQ2/MF A01 
NOAA-76070807 

Recreational Adequacy of gh Activity and Com- 


— re influen 
76-25" "5K PC A03/MF A01 


NOAA-76070808 
Reprint: The Role of ~~ py in the 
Nit n and Phosphorus Cycles of an Estuary, 
PB-288 505/7GI 76-25 6F BG A02 
NOAA-76070901 
Publications _— ae Reports on Contracts and 
Grants, NESS-1975. 
PB-258 450/ ec! 76-25 48 PC A02/MF AO1 
NOAA-76070902 
wy 4 = Profile of spans ae Matrices. 
PB-258 476/1GI PC A03/MF A01 
Rb, aetna 


Reprint: Status of Fisheries in Puerto Rico, 1974. 
Volume Vil, Number 1, (La Pesca en Puerto Rico, 
1974. Volumen Vii, Numero 1), 

PB-258 457/1Gi 76-25 6C PC A03 


NOAA-76071202 


Reprint: Analysis of Threshold-induced Bias in- 
herent in Acoustic Scattering Cross-Section Esti- 
mates of individual Fish, 

PB-258 548/7GI 76-25 6C PC A02 


NOAA-76071203 


Development of an Acoustic Probe for Detailed 
Ocean Bottom and Sub-Bottom Surv 


PB-258 459/7G! 76-25 8 A02/MF A01 
NOAA-76071204 

Regulation of Harbors and Ponds of Martha's 
oe ons 

PB- 425/8GI 76-24 5D PC A04/MF AO1 
NOAA-76071209 


Fishing Boat income, Capital and Labor: A Distribu- 

tional Study of a New England Port, 

PB-259 102/2Gi 76-26 6C PC AO02/MF A01 
NOAA-76071210 


Report of a Colloquium on Larval Fish Mortality 
Studies and Their Relation to Fishery Research, 


January 1975. 
PB-259 105/5GI 76-26 6C PC AO02/MF A01 





NOAA-76071906 


NOAA-76071211 


Wind and (C sup 2, sub n) Profiling with Crossed 
Laser Beams and Spatial Filter Detectors. 
PB-258 621/2GI 76-25 4B PC A02/MF A01 


NOAA-76071212 
Tidal Current Tables 1977. Atlantic Coast of North 


America. 
PB-259 099/0GI 76-26 8C PC A10/MF A01 
NOAA-76071301 


National Geodetic Survey Data: Availability, Ex- 
pronation, ond. and ee 2 
76-25 8E PC AO3/MF A01 


NOAA-76071302 
Reprint: The Urban Waterfront: Opportunities for 


Renewal, 
PB-258 549/5GI 76-25 138 PC A02 
NOAA-76071303 


Coastal Landforms and Scenic Analysis: A Review 
of the Literature, with a Preliminary Examination of 
New York's Shoreline 


PB-258 455/5GI ‘76-25 138 PC AOQ4/MF AO1 
NOAA-76071304 

Marine Fisheries Review. Volume 38, Number 5, 

May 1976. 

PB-253 185-05/GI 76-26 6C PC AO3/MF AO1 
NOAA-76071401 


investigations of Commercially important Penaeid 


mw fe in Mississippi, 
103/0GI 76-26 6C PC A04/MF A01 


NOAA-76071408 


Shoaling Characteristics of the Gulf Intracoastal 
Waterway in Texas, 
PB-259 101/4GI 76-26 138 PC AO06/MF A01 


NOAA-76071409 


The interrelationship of Material Toxicity, Stream 
Properties and Quantity of Spilled Material in As- 
sessing the Risk of Hazardous Material Spills, 

PB-259 098/2GI 76-26 138 PC A12/MF A01 


NOAA-76071411 
Marine Resource Surveys on the Continental Shelf 


Off Oregon, 1971-74. 
PB-258 620/4Gi 76-25 6C PC A04/MF A0O1 


NOAA-76071501 
Solar-Geophysical Data Number 382. Part |. (Prompt 
Reports). Data for May 1976-April 1976. Explanation 
of Data pene as Number 378 
Supplement) February 1976, 
-247 137-382-1/GI 76-25 3B MF AO1 
NOAA-76071502 


Solar-Geophysical Data Number 382. Part ii. 
(Comprehensive Reports). Data for December 1975- 
November 1975 and Miscellanea. Explanation of 


Data ene issued as Number 378 (Supplement) 

February 1976, 

PB-247 137-382-2/Gi 76-25 38 MF Aol 
NOAA-76071601 


Mariners Weather Log. Volume 20, Number 4. 

PB-250 014-07/GI 76-25 48 PC A04/MF AO1 
NOAA-76071602 

Reprint: Biochemical Genetics of Lobsters: Genetic 


Variation and the Structure of American Lobster 
comeres om an om, -: 


B-258 481/ 6C PC AO2 

La «a tg 

Radiosonde Frangibility Test (Radiosonde impact to 

Aircraft). 

PB-258 423/3GI 76-25 4A PC AOS/MF AO1 
NOAA-76071902 

A Microprocessor-Controlied Manual Entry Display. 

PB-258 422/5G! 76-25 PC A02/MF A01 
NOAA-76071903 

Integration of a Tropical Cyclone Model on a 

Nested Grid. 

PB-258 449/8GI 76-25 48 PC A03/MF A0O1 
NOAA-76071904 


United States Coast Pilot 3, Atlantic Coast, Sandy 
Hook to Cape Henry. Fourteenth Edition - July 1976. 
PB-258 461/3GI 76-25 17G PC A11/MF AO1 


NOAA-76071905 
A Preliminary Study on Rearing Chum Salmon, 
‘Oncorhynchus _ keta’, in an Artificial Upwelling 
PB-258 448/0GI 76-25 6C PC A02/MF A01 
NOAA-76071906 


Zooplankton Along the Continental Shelf Off New- 
port, O n, 1969-1972: Distribution, Abundance, 
Seasonal Cycle, and Year-to-Year Variations. 

PB-258 454/8GI 76-25 8A PC A06/MF AO1 
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NOAA-76071907 
Vessel Traffic Systems: An Analysis of the Design, 
implementation and Legal implications in Three 
West Coast Ports, 

PB-259 076/8G! 76-26 13) PC AO4/MF AO1 

NOAA-76071908 
~ any be Manual for the Pacific A ae = 


PB-259 077/6GI 76-26 PC A02/MF A01 
NOAA-76071909 | 

Reprint: Mini Computer System for Shipboard Sam- 

Pp 360 052/9G! 76-26 8) PC AO02 
NOAA-76072101 

Shellfish Sanitation Control Utilizing a Mobile 

Laboratory. 

PB-259 092/5GI 76-26 6C PC A03/MF A01 
NOAA-76072102 


1975 Florida Area Cumulus Experiment (FACE): 
nal Summary. 
259 252/5GI 


NOAA-76080301 


Composition, Ecology and Dynamics of Demersal 
Fish Communities on the Northwestern Gulf of 
Mexico Continental Shelf, with a Similar Synopsis 


for the Entire Gulf, 
PB-259 081/8GI 76-26 6C PC AO6/MF AO1 
NOAA-76080302 


Subsea ~+ ~~~ at Prudhoe Bay, Alaska: Drilling 


76-26 4B PC A09/MF A01 


Report and lysis. 

PB-258 mein 76-25 8) PC AOB/MF A0O1 
NOAA-76080303 

A Coupled Heat and Salt Transport Model for Sub- 

Sea frost, 

PB-259 104/8GI 76-26 8J PC AQ3/MF A01 
NOAA-76080304 

Ciam, Mussel, and Oyster Resources of Alaska, 

PB-258 474/6GI 76-25 6C PC A03/MF AO1 
NOAA-76080305 


Aquatic Ecosystem Analysis and Modeling, 1975. A 


Sea Grant Perspective, 
PB-258 478/7GI 76-25 8A PC AOS/MF A01 
NOAA-76080308 


Aspects of Land-Treated Waste Applications in 
nd 


76-25 13B PC A02 
NOAA-76080310 


Reprint: A Study on the Natural Repopulation of 
Fishes in Closed-Off Brackish-Water Pipeline 
Canals After Rotenone Applications, 

I 


PB-258 503/2G 76-25 6C PC A02 
NOAA-76080312 
Reprint: Observations on Seabob Shrimp 
(Xiphopenaeus kroyeri) Trapped in a Beach Trough 
a FT ae Tide, 
PB- 504/0G 76-25 6C PC A02 
NOAA-76080313 
ancy Compensation: Use or Abuse and Emer- 
cy Ascent Training: Safe or Unsafe, 
258 547/9GI 76-26 13) PC A02 
NOAA-76060316 


The Federal Pian for Meteorological Services and 


gay rch. Fiscal Year, 1977 
PB- /9GI 


76-24 48 PC A04/MF AO1 
NOAA-76080317 


Estimation of Outgoing Longwave and Shortwave 

Radiation from Meteorological Variables Accessible 

from Numerical ' 

PB-258 424/1GI 76-25 4B PC A04/MF A01 
NOAA-76080318 — 


Reprint: Reef-Corai Dispersion Patterns and En- 
vironmental! Variables on a Caribbean Coral Reef, 
PB-258 482/9GI 76-25 8A PC A02 


NOAA-76080319 
Marine Fisheries Review. Volume 38, Number 6, 


June 1976. 
PB-253 185-06/GI 76-25 6C PC AQ3/MF A01 
NOAA-76080320 


The Statistics of Residuals and the Detection of 


PB-258 428/2GI 76-25 8B PC AO7/MF A01 
NOAA-76080321 

An ~y wed of Weather Spectra Variance in a Tor- 

nadic Storm 


PB-258 456/3GI 76-25 4B PC AOQS/MF AO1 
NOAA-76080322 


Living Coastal Resources. A Coastal Zone Manage- 
ment Technical Assistance Document. 
PB-258 477/9GI 76-25 13B PC AOS/MF A01 
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NOAA-76080323 


Water Available for Runoff for 4 to 15 Days Duration 
in the Snake River Basin in idaho 


PB-258 427/4GI 76-25 8H PC A03/MF A01 
NOAA-76080324 

ee images of Lake Erie ice: January - March 

PB-258 458/9G! 76-25 8H PC A02/MF A01 
NOAA-76080902 

Reprint: A Quantification of Some Aspects of 


ee in the Deposit-Feeding Bivalive ‘Macoma 


PB. 259 079/2GI 76-26 6C PC A02 
NOAA-76081003 


A Successful Method for Tagging the Small, Fragile 
Engraulid, } - ~ rrnee ane * ™ 


PB-259 561/9G 6C PC A02 
NOAA-76091705 

lonospheric Radio rae. 

PB-257 342/6GI 20N PC A21/MF AO1 
NOO-HO-TRANS-466 

Acoustics of the Sea--Transiation. 

AD-A024 807/0GI 76-14 20A PC A06/MF A01 
NOO-RP-8 

A Numerical ice Forecasting System 

AD-A023 183/7GI 76-12 8L PC A07/MF AO1 
NOO-RP-12 


Final Report on Marine Biofouling Studies at Ad- 

miralty inlet, Washington. 

AD-A028 786/2GI 76-22 8A PC A02/MF AO1 
NOO-RP-14 

Gravity Prediction by Pseudo-Density Profiling. 

AD-A022 869/2Gi 76-11 8E PC A04/MF A01 
NOO-RP-134-18-5 


Aspects of Sound Speed Structure and Related 
Water oe in the Gulf of Mexico, June- 
December 1 


AD-A024 265/16! 76-14 8J PC AOQ4/MF AO01 
NOO-T-25 

Ecology and Biogeography of the Open Ocean - 

Translation. 

AD-A029 990/9GI! 76-24 8A PC A16/MF A0O1 
NOO-TR-232 


intermediate and Deep Current Measurements in 
the Northeast Pacific Ocean. 


AD-A017 236/1GI 76-01 8C PC A03/MF AO1 
NOO-TR-241 
Coastal Cossnoqrentte, Use of the Defense 


Meteoro ae Satellite P “gr (DMSP 

AD-A024 3GI 76-1 PC /MF AO1 
NOO-TR-242 

Optimal Smoothing -- A Postsurvey Navigation Data 

eee ere. 

AD-A023 1 76-13 17G PC AO5S/MF AO1 
NOO-TR-250 


The Effect of Geomagnetic Micropulsations on MAD 


S Ss, 
AD_AD2D 972/6GI 76-08 17F PC AOQ2/MF A01 
NOR-69-107 


Fatigue Properties of KO1 Cast Aluminum, 
AD-A018 714/6Gi 76-04 11F PC AO3/MF A01 


NOR-71-229 
A Comparison of the Fatigue Behavior of High 


——_ Cast Aluminum Alloys 201 and A357, 
1 431/2GI 76-09 11F PC A03/MF AO1 


NOR-72-182 
Calculation of Three-Dimensional Supersonic Flow 
Fields about Aircraft Fuselages and Wings at 
General le of 
AD-A018 715/3GI 
NOR-73-104 
incremental Length Diffraction Coefficients 
AD-918 861/6Gi 76-18 171 PC A08/MF AO1 
NOR-75-33 
Anodic Etching - A Method of — Grinding 
Burns on Chromium Plated Stee! Parts 


ttack, 
76-04 20D PC A03/MF AO1 


AD-A017 689/1GI 76-02 13H PC A03/MF AO1 
yy eo 
wt es rn for Aircraft Fusel 
AD -A021 718/2G 76-09 1A PC A0S/MF A01 


NOR-76-19 
Unsteady Two-Dimensional Subsonic, Transonic, 
and Supersonic Flow Calculations by the Method of 
haracteristics. 
AD-A021 481/7Gi 76-09 20D PC AO5/MF A01 
NORSAR-SCIENTIF IC-1-75/76 


aes Seismic Array (NORSAR) Phase 3. 
/3G\ 76-13 8K PC AO5/MF AO1 





NORSAR-SCIENTIFIC-3-75/76 
Re-evaluation of the NORSAR Detection and Loca- 
ilities. 


76-24 17J PC AO3/MF AO1 
NORSAR-SCIENTIFIC-4-74/75 
Time and Amplitude Fluctuations of Teleseismic P- 
— at NORSAR in view of Wave Scattering 
AD-A0i7 188/4GI 76-01 17J PC AOS/MF A01 
NORSAR-SCIENTIFIC-4-75/76 


ian some Arra pone Phase 3. 
AD-AOO 047 76-24 173) PC AO4/MF AO1 


dientnindiis 


ral Properties and Source Areas of Storm 
icroseisms at NORSA 


AD-A021 450/2G! 76-09 17J PC AO3/MF AO1 
NORT-73-278 

investigation of a Multibeam FLIR Di System. 

AD-915 227/3G! 76-13 17E PC AOS/MF A01 


NORT-73-290-10A-VOL-2 
Evaluation of Sensors for — RACK Augmenta- 


tion cages Volume Il. 
AD-921 138/4GI 76-22 17H PC A11/MF A01 
Bh a on 
Evaluation of Sensors for SPACETRACK Augmenta- 
tion (ESSA). Volume Ill. Photometric and Radiomet- 


ric Calibration Procedures 

AD-921 139/2GI 76-22 17H PC AO7/MF AO1 
NORT-73-290-10A-VOL-4 

Evaluation of Sensors for SPACETRACK Augmenta- 

tion (ESSA). Volume IV. Low-Noise Detector Pream- 

ifier ——. 

AD-921 140/0G! 76-22 17H PC AO6/MF AO1 
NOSL-MT-031 

_— Forming of Tubular Forms with Complex 


AD A028 829/0G! 76-22 13H PC AO4/MF A0O1 
NOSL-MT-033 

rey treed \ Strength Steel (HY-130) 

AD Moz? 127/56! 76-10 13H PC A12/MF AO1 
NOSL-MT-035 

Coatings and Surface Treatments for Missile and 

Gun Components. 

AD-A024 327/9G! 76-14 11C PC AOS/MF A0O1 
NOTE-1-4-2-7 


Star Tracker Constraint Violations Digital Capability 
a and aa Results. Mission Planning, 


= Costas. on d Software Formulation. 
Nre 20300"? | 


76-25 22B PC A03/MF A01 

NP-TR-1956 

Translations: Safety Codes and Guid 

NP-TR-1956 76-09 18E PC A02/MF A01 
NP-1132 

improved Windshield and Canopy Protection 

ment Program. 

AD- 4409 4G! 76-20 1C PC A11/MF A01 

NP-20253 


] 
Tract Ca Oil Shale Leasing dn my Colorado 


Tract Preliminary Development : 
7 8! PC AO6/MF A01 
waa” 
Athabasca Tar Sands ‘woe Study. Volume 1. 
Part 1. _— Con 
NP-20371 138 PC A03/MF A01 
NP-20372 


Alberta Oil Sands Corridor See, Sepene 1, Re- 
t 


ao 2. Corridor Developmen 
P-20372 76-06 13B PC A04/MF A01 
NP-20375 


Mechanical Tangent Stresses in the Rotor Disc of 

the Shock-Excited Homopolar Generator at Its 

NP 208s 76-07 108 PC AO02/MF A01 
NP-20408 ‘ 


Program Solicitation: Research on Wind Energy 
eee Systems 


* 76-11 10A PC A02/MF AOt 

Pecan 

Annual Report, 1972. 

NP-20444 7 20H PC AO0B/MF A01 
NP-20482 

Nuclear Physics Laboratory a ye 1974. 

NP-20482 76-02 A03/MF A01 
NP-20507 

Annual Report, 1974. 

NP-20507 76-02 20H PC AO8B/MF A0O1 
NP-20508 

Annual Report, 1974. ,. 











NP-20508 76-02 20G PC AO0S/MF A01 
NP-20509 

Sestewent Exploration of Uranium Deposits in the 

Bu Valley. 

NP- 76-02 81 PC A05/MF AO1 
NP-20512 


Determination of Absoluted Activity by the 4 pi beta 
ma Coincidence Method. 


-20512 76-02 18D PC AO7/MF A01 
oun 
Work of the Rutherford Laboratory in 1974. 
NP-20514 76-02 20H PC A10/MF AO1 
NP-20524 


Temperature and Density Profiles of an Mhd 


Switch-on Shock. 
NP-20524 76-02 201 PC AQ2/MF AO1 
NP-20525 


Separation of Neon tsotopes by a Plasma Cen- 
tri 


NP-20525 76-02 188 PC A02/MF A01 
NP-20526 

institute for eog Study Annual Report, January 

1974--December 1974. 

NP-20526 76-08 20H PC AOQ8B/MF AO1 
NP-20532 


Diffusion of Radioactive Gases in the Meso-Scale 

(20 Km--400 Km). 

NP-20532 76-12 8H PC AGQ3/MF AO1 
NP-20533 

Caiculated Solubilities of Some Uranium and 

Vanadium Compounds in Pure and Carbonated 

Waters, as a Function of Ph. 

NP-20533 76-12 18) PC AOQ3/MF AO1 
NP-20534 

Chemical Ore Genesis Models for the Precipitation 

of Carnotite in Calcrete. 

NP-20534 76-05 8D PC AO02/MF AO1 
NP-20544 

Technology index for Plasmaphysics Research and 

Fusion Reactors. Volume 9, Number 6 


NP-20544 76-02 201 "BC A03/MF A01 
NP-20549 

Annual neon. 1974. 

NP-2054 76-05 18N PC AOS/MF A01 


NP-20553 
CSIRO Division of Mechanical Engineering Annual 


Report 1973--74. 

NP-20553 76-10 10A PC AO4/MF A01 
NP-20560 

Annual Report, 1974. 

NP-20560 76-05 58 
NP-20561 


Annual Report on _ Scientific 
T ues, 1974. 


NP- 1 76-05 20H 
NP-20565 


Work of the Rutherford Laboratory in 1974. 
NP-20565 76-03 20H PC A10/MF A01 


PC A05/MF A01 


Activities and 
PC A10/MF A011 


Report on the In uacy of Existing Radiation 
Protection p Bang ~~ F to Internal Exposure 
of Man to insoluble Particles of Plutonium and 


Other alpha-Emitting Hot Particles. 
NP-20566 76-03 6R PC AO02/MF AO1 
NP-20568 


Analysis of gamma Spectra Photopeaks by the 
leattGquares 0 Method Using a Data Processing 


-20568 76-08 7D PC A06/MF AO1 
NP-20569 
Analysis and ee of Digital Circuits for a 
yy Computer 
76-05 98 PC A11/MF AO1 
oa 
raphic Analysis of internal infestation of 
a Corn 
NP-20570 76-05 6H PC AO06/MF AO1 
NP-20571 
cpesaatpemis and Statistical Properties of Fluids. 
Vols. | and ll 
NP-20571 76-10 20D PC A06/MF A01 
NP-20571-V-1 
bw sarang and Statistical Properties of Fluids, 
N76-24054/8GI 2 76-18 7D Not available NTIS 
NP-20571-V-2 


Thermodynamic and Statistical Properties of Fluids, 
Volumes 1 and 2. 
N76-24054/8GI 76-18 7D Not available NTIS 


NP-20575 

Method for Measuring the Field-index in a 

Tokamak. 

NP-20575 76-05 18A PC AOQ2/MF A01 
NP-20576 

emery of Program Emphasis for 1975. 

76-10 108 PC AQ3/MF A01 

NP-20590 

Plasma Physics Research. 

N76-28052/8G! 76-25 201 Not available NTIS 

Annual Report, 1974. 

NP-20590 76-13 18A PC AO7/MF A01 
NP-20591 

Partial Eclipse of the Sun on November 3, 1975. 

NP-20591 76-11 38 PC A02/MF AO1 
NP-20592 


Solution of Diffusion Equations for Various Groups 
Ge Finite Element Method 
NP-20592 


76-11 18K PC AO6/MF AO1 
NP-20600 
Annual Report, 1974. 
NP-20600 76-12 20H PC A11/MF AO1 
NP-20603 


Energy inputs and Outputs for Nuclear Power Sta- 


tions. Research Report Erg 005. 
NP-20603 76-09 18E PC A04/MF AO1 
NP-20604 


Neutron--Neutron Final State Interactions. (A Study 

of Nd implies Nnp Above 100 Mev). 
NP-20604 76-08 20H PC A08/MF A01 
NP-20611 

pce gy - Atomic Energy in Agriculture. Annual 

He 

NP-206 76-08 6R PC A0S/MF AO1 
<a. 

Annual Report, 1974. 

NP-20612 76-12 
NP-20649 

Air Pollution Health Effects of Electric Power 

oe A Literature ae, 

NP 6-14 6F PC A0®/MF A0O1 

ikeaen 


Study of the Rates of Heat Transfer and Bubble Site 
Density for Nucleate Boiling on an Inclined Heating 


181 PC AOQ7/MF A01 


NP-20711 76-08 20M PC A02/MF A01 
NP-20713 

Nea Third Activity Report, 1974. 

NP-20713 76-08 108 PC AQ4/MF A01 
NP-20720 

Surveillance for Radioactivity in 1973. 

NP-20720 76-11 8H PC AO4/MF AO1 
NP-20722 | 

aa Reactor Project. Fifteenth Annual Re- 

Rp 20722. 76-13 181 PC A06/MF A01 
NP-20730 


internationalization in the Sector - § Consesetion of 
Electrical and eee Nuclear 


NP-20730 6-12 18E PPC A ATUME ‘A01 
NP-20731 

Nuclear Controversy international. 

NP-20731 76-10 181 PC AQ3/MF A01 


NP-20733 

Programmed Device for the Measurement of the 

—— of Stabilization” (Functioning Error) of a 
inuous Multisource Power pay HO (Less Than 

or Equal to 6) as a Function of the ns of the 

Network Voltage, Output Yield, and Temperature. 

Samas 6 System. 

N76-27487/7GI 76-25 9E Not available NTIS 

Programmed Device for the Measurement of the 

“Degree of Stabilization” ecting <e Error) of a 

Continuous Multisource Power Supply ly (Less Than 

a 


or Equal to 6) as a Function of the Variations of the 
Network i oot Output Yield, and Temperature. 


Samas 6 
NP-20733 76-12 108 PC A03/MF AO1 
ge 


ross Sections for Nuclear Reactions induced by 
High igh Chere alpha Particles and the ao of In- 
tersteliar Helium in Cosmic Ray Prop 
NP-20749 76-13 38 AOa/MF A01 
NP-20750 
Excitation Functions for Some Nuclear Reactions 


Relevant to the Cosmic Propagation Problem. 
NP-20750 20H PC A02/MF A0O1 
NP-20757 


Twenty-Third Annual Report, 1974--75. 





NP-20847 


NP-20757 76-15 1868 PC AQ7/MF AO1 
NP-20759 

Eddy Currents in the Aicator Tokamak. Rijnhuizen 

Report 7 . 

NP-20759 76-15 18A PC AOQ4/MF AO1 
NP-20760 


Behaviour of Impurities in a any ° -State DT Gas- 
Blanket Reactor. eae Report 75-90. 
6-15 


NP-20760 18A PC AQ3/MF AO1 

NP-20761 

Hyd and Helium Density Profiles in a Steady- 

State Gas-Blanket Reactor. Rijnhuizen Report 75- 

NE-20761 76-15 18A PC AO6/MF AO1 
NP-20762 


High-Frequency Radiation from Strong Density 


Fluctuations in a Turbulent Plasma. 
N76-30069/8G! 76-25 201 Not available NTIS 


High-Frequency Radiation from Strong Density 
Fluctuations in a Turbulent Plasma. 


NP-20762 76-15 20! PC AQ2/MF AO1 
NP-20763 

Nuclear Physics and Hyperfine interactions. 

ty Report. 

NP-20763 76-15 20H PC A0Q4/MF AO1 
NP-20768 

Report of the Council for the Year 1974--75. 

NP-20768 76-15 38 PC AOQS/MF A01 

NP-20771 

Annual he 1974. 

NP-2077 76-13 70 PC AO7/MF AO1 
NP-20780 

Aqueous eneous Suspension Reactor Pro- 

a ND Quarter, 1975. 

NP- 20780 76-16 18E& PC AO3/MF A01 

NP-20785 


Behaviour of impurities in a yy * —— DOT Gas- 
Blanket Reactor. Rijnhuizen Report 
NP-20785 76-15 168A PC "A03/MF A01 


NP-20786 
Hydrogen and Helium Density Profiles in a Steady- 
— Gas-Bianket Reactor. Rijnhuizen Report 75- 
NP-20786 76-15 18A PC A06/MF A01 
NP-20787 
Eddy a in the Aicator Tokamak. Rijnhuizen 


NP-20787 76-15 18A PC AO4/MF AO1 
NP-20789 

Candu 600. 

NP-20789 76-15 18E PC AO2/MF AO1 
NP-20801 

National Institute of Radioactive Elements Annual 

Report, 1974. 

NP-20801 76-15 6R PC A04/MF A01 
NP-208610 

Tenth from Norsk Hydro’S institute for 


Cancer Research for 1973 and 1974. 
NP-20810 76-15 6R 


NP-20811 
investigations on Cermet Electrodes for Thermionic 


Emitters. 
76-15 20 PC AQ2/MF A01 


PC A06G/MF AO1 


NP-20811 
NP-208618 


Candu 600 Mwe Nuclear Power a 
NP-20818 6-25 


NP-20826 


Non-Equilibrium Phenomena in a Disc-Shaped 
— netohydrodynamic 1 ye 


108 PC AO06/MF AO1 
NP-20836(APP.) 


Mercury and the Environment: Studies of Mercury 
Use, —, Biological impact, and Control. Ap- 


181 MF AO1 


dices. 
NP-20836(APP.) 76-14 13B PC AQ3/MF A01 
NP-20844 
Precied Research and MB ay mage a 


Federal 


Republic ~. fe. BR, - Annual Re al Report 19 
PC Ata/MF A01 
wniiaiia. 
Danish Atomic a Commission Nineteenth An- 


nual , 1974/7 
NP- 76-21 5B PC AQS/MF A01 


NP-208647 
Radiation Health and Safety. Annual Report for the 
Year Ended 31ST December 1974. 

NP-20847 . 


76-18 6R PC A02/MF AO1 
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NP-20848 
Report of the Bose institute for 1971--72. 
NP-20848 76-18 5B PC AO7/MF A01 
NP-20851 


Nuclear Structure Group Annual Progress Report, 
June 1974--May 1975. 

NP-20851 76-18 20H PC AO8/MF AO1 

NP-20854 

The Nucleus. Annual Review of the Science Foun- 
dation for Physics and the School of Physics within 
the University of Sydney. 
NP-20854 76-18 5B PC A02/MF A01 


NP-20860 
Wills Plasma Physics Department Thirtieth 6-Month 
Progress Report, 1 July--31 December 1975. 
NP-20860 76-18 20! PC AQ2/MF A01 
NP-20868 
Performance of Raney-Nickel-Catalyzed Fuel Cells 
>t with Hydrogen Containing CO and H sub 


2 S. A Battelle Energy Program Technical Note. 
NP-20868 76-21 10B PC A02/MF AO1 


NP-20908 
Research and Development Work in the Division of 


Mechanical Engineeri ~~ 1975. 
NP-20908 14B PC AOS/MF A01 


NPL-COM-76 
The Effect of Link Errors and of Selective Upgrad- 
ing = — and Node Speed on Network Per- 


form 
N75-33803/8GI 76-02 17B PC A02/MF AO1 
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ture-Dependent Industrial Processes. 
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NSF/RA/T-75-040 
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NSF/RA/T-75/041B 


Laboratory Studies of Ammonia Leaching of Copper 
Ores. Volume li. Appendices. 
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NSF/RA/T-75/076A 
Methods for Geotechnical Observations and Instru- 
mentation in Tunneling. Volume 1, 
PB-252 585/5GI 6-15 13B PC A14/MF A01 
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ram Solicitation 74-4, 
-253 313/1GI 76-17 6G PC A10/MF A01 


NSF/RA-760033 


An Experimental Program for Increasing the Use of 
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NSF/RA-760084 
An Economic Analysis of Irrigated Farming with 


Diminishing Ground Water Reserves, 
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PB-254 359/3GI 
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PB-254 361/9GI 76-19 138 PC AO4/MF A01 


NSF/RA-760112 


Administrative Reform, Technology, and intra-Or- 

awe so Power: Computers and Management 
ntrol in Local Government. 
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NTIS/PS-75/868/0Gi 76-03 6C PC NO1/MF NO1 


NTIS/PS-75/869/8G! 
Shark Behavior and Biology (A Bibliography with 


76-02 SC PC NO1/MF NO1 


ia NO1/MF NO1 


Abstracts). 

NTIS/PS-75/869/8GI 76-03 6C PC NO1/MF NO1 
NTIS/PS-75/870/6G! 

Wind Effects. Part 1. a and Bridges (A 


Bibliography with Abstra 
NTIS/PS-75/870/6GI 76.03 “13M PC NO1/MF NOT 


NTIS/PS-75/871/4GI 
Wind Effects. Part 2. General Structures (A Bibliog- 


with Abstracts). 
1S/PS-75/871/4Gi 76-03 13B PC NO1/MF NO1 
NTIS/PS-75/872/2G! 
icebreakers and icebreaking (A Bibliography with 


Abstracts). 

NTIS/PS-75/872/2G! 76-03 13) PC NO1/MF NO1 
NTIS/PS-75/873/0G! 

Library Management (A Bibliography with Ab- 
stracts). 

NTIS/PS-75/873/0G! 76-03 5B PC NO1/MF NO1 


NTIS/PS-75/874/8G| 


Wind Shear (A Bibliography with Abstracts). 
NTIS/PS-75/874/8Gi 76-03 4B PC NO1/MF NO1 


NTIS/PS-75/875/5GI 
ae to Cost and Life Cycle Costing (A Bibliog- 
with Abstracts). 
/PS-75/875/5Gi 76-03 5A PC NO1/MF NO1 
NTIS/PS-75/876/3Gi ~* 
Remotely Piloted Vehicles (A Bibliography with Ab- 
stracts 


). 

NTIS/PS-75/876/3G! 76-03 1C PC NO1/MF NO1 
NTIS/PS-75/877/1G1 

Cascade Flow. Volume 1. 1965-1973 (A Bibliography 


with < 
NTIS/PS-75/877/1Gi 76-03 20D PC NO1/MF NO1 


AR-064 


NTIS/PS-75/878/9G!I 
Flow. Volume 2. 1974-October 1975 (A 
ey yay! with Abstracts). 
NTIS/PS-75/878/9G! 76-03 20D PC NO1/MF NO1 
NTIS/PS-75/879/7GI 


Shift Registers (A ey ee with Abstracts). 
NTIS/PS 75/879/7GI PC NO1/MF NO1 


NTIS/PS-75/880/5G! 
Contraceptives and Birth Control (A Bibliography 


with Abstracts). 
NTIS/PS-75/880/5Gi 76-03 6E PC NO1/MF NO1 
NTIS/PS-75/881/3G!I 


Endangered Species (A «Bibliography with Ab- 


stracts). 

NTIS/PS-75/881/3Gi 76-03 6C PC NO1/MF NO1 
NTIS/PS-75/882/1G! 

Fisheries Economics. Part 1. Marketing (A Bibliog- 


hy with Abstracts). 
1S/PS-75/882/1Gi 76-03 6C PC NO1/MF NO1 
NTIS/PS-75/883/9G! 


Fisheries Economics. Part 2. General Economic 
Studies (A Bibli -- aol yo Abstracts). 
NTIS/PS-75/883/ 6C PC NO1/MF NO1 


NTIS/PS-75/884/7GI 
Techno Y Transfer: General and Theoretical Stu- 


dies (A Bi raphy with Abstracts). 
NTIS/PS- 78/ /7Gi 76-04 SA PC NO1/MF NO1 
NTIS/PS-75/885/4G! 


Biofeedback (A Bibliography with eyo 
NTIS/PS-75/885/ 4GI 76-03 5 C NO1/MF NO1 


NTIS/PS-75/886/2G! 
Reservoir and Lake Sedimentation (A Bibliography 


with Abstracts 
NTIS/PS- 75788 6/2GI 76-04 8H PC NO1/MF NO1 
NTIS/PS-75/887/0Gi 


Biological Pest Control (A Bibliography with Ab- 


stracts). 
NTIS/PS-75/887/0Gi 76-03 6F PC NO1/MF NO1 
NTIS/PS-75/888/8G!I 


vA Shoes Construction and genes Materials 
aphy with Abstracts). 
ims/Ps" 75 /888/ 8G! 76-03 13M PC NO1/MF NO1 


"Epi PS-75/889/6G! 


opsy 1 eeareey with Abstracts). 
NTIS) 5/889/6Gi 76-03 6E PC NO1/MF NO1 


NTIS/PS-75/890/4G! 
a Factors on Pilot Performance (A Bibliog- 


hy with Abstracts). 
1S/PS- 75/890/ 4GI 76-03 6S PC NO1/MF NO1 
NTIS/PS-75/891/2G! 


Biomedical information Systems (A Bibliography 


with Abstracts). 
NTIS/PS-75/891/2Gi 76-03 5B PC NO1/MF NO1 
NTIS/PS-75/892/0G! 


Optical Character Recognition (A Bibliography with 


Hoyos 
NTIS/PS-75/892/0Gi 76-04 9B PC NO1/MF NO1 
NTIS/PS-75/893/8G! 

aes Effects of Laser Radiation (A Bibliog- 


hy with Abstracts). 
N 1S/PS-75/893/8Gi 76-04 6R PC NO1/MF NO1 
NTIS/PS-76/0001/8Gi 


Molecular Bio (A Bibliography with Abstracts). 
NTIS/PS- 76/0009 /8G 76-04 on PC NO1/MF NO1 


NTIS/PS-76/0002/6GI 


Travel Time Studies for Surface Transportation (A 
Bibliography with Abstracts). 
NTIS/PS-76/0002/6G! 
76-04 13F PC NO1/MF NO1 
NTIS/PS-76/0003/4Gi 


impacts and Studies of the Extremely Low Frequen- 
cy Communication System, Sanguine (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-76/0003 /4GI 
76-05 17B PC NO1/MF NO1 
NTIS/PS-76/0004/2GI 


Social Indicators (A Bibliography with Abstracts). 
NTIS/PS-76/0004/2G!i 76-05 5K PC NO1/MF NO1 


NTIS/PS-76/0005/9G!I 


Publishing: Methods, Analyses, and Surveys (A 
Bibliography with Abstracts). 
NTIS/PS-76/0005/9G! 76-05 5B PC NO1/MF NO1 


NTIS/PS-76/0006/7 GI 


Material Shortages (A a ae es with Abstracts). 
NTIS/PS-76/0006/7G! 76-05 C NO1/MF NO1 


NTIS/PS-76/0007/5G! 
Diese! Exhaust Emissions (A Bibliography with Ab- 


stracts). 
NTIS/PS-76/0007 /5GI 





76-05 13B PC NO1/MF NOT 
NTIS/PS-76/0008/3GI 
Auditory Perception in Cetacea (A Bibliography with 


acts). 
NTIS/PS-76/0008/3G! 76-05 6C PC NO1/MF NO1 
NTIS/PS-76/0009/1Gi 
Highway Beautification (A Bibliography with Ab- 
stracts). 
NTIS/PS-76/0009/1Gi 
76-05 13B PC NO1/MF NO1 
NTIS/PS-76/0010/9GI 


Freight Travel Time (A Bibliography with Abstracts). 
NTIS/PS-76/0010/9GI 
76-05 13B PC NO1/MF NO1 


NTIS/PS-76/0011/7GI 

Electrodialysis Desalination (A Bibliography with 
Abstracts). 

NTIS/PS-76/0011/7Gi 76-05 7A PC NO1/MF NO1 
NTIS/PS-76/0012/5GI 

ee Desalination (Citations from En- 


ndex). 

RrisyPs-76 76/0012/5G! 76-05 7A PC NO1/MF NO1 
NTIS/PS-76/0013/3GI 

Behavior “ ” piotagion! Effects of Noise. 
Volume 1. (A Bibliography with Ab- 
Stracts). 

NTIS/PS-76/0013/3G! 76-05 6S PC NO1/MF NO1 
NTIS/PS-76/0014/1GI 

Behavior and Physiological Effects of Noise. 
Volume 2. 1972-1975 (A Bibliography with Ab- 
stracts). 

NTIS/PS-76/0014/1G!i 76-05 6S PC NO1/MF NO1 
NTIS/PS-76/0015/8GI 

Air Pollution Effects on Plants (A Bibliography with 


tracts). 
NTIS/PS-76/0015/8G! 76-05 6C PC NO1/MF NO1 
NTIS/PS-76/0016/6GI 
Television nef 4 Bibliography with Abstracts). 


NTIS/PS-76/0016 
76-05 17B PC NO1/MF NO1 
NTIS/PS-76/0017/4GI 
Individualized Instruction (A Bibliography with Ab- 


stracts). 

NTIS/PS-76/0017/4Gi 
NTIS/PS-76/0018/2GI 

Health Care Costs (A Bibliography with Abstracts). 

NTIS/PS-76/0018/2G!I 76-06 6E& PC NO1/MF NO1 
NTIS/PS-76/0019/0G! 

High Energy Rate Forming. Part 1 (A Bibliography 

with Abstracts). 

NTIS/PS- 76/0019/0G! 

76-05 13H PC NO1/MF NO1 


76-05 5S! PC NO1/MF NO1 


NTIS/PS-76/0020/8GI 
me Energy Rate Forming. Part 2. Explosive Form- 
ng A Bib eR Abstracts). 
NTIS/PS-76/0020/8G! 
76-05 13H PC NO1/MF NO1 
RG CS ee 


Sediment Water interaction and Its Effect Upon 
Water Quality (A Bibliography with Abstracts). 
NTIS/PS-76/ 1/6Gi 76-05 8H PC NO1/MF NO1 


NTIS/PS-76/0022/4GI 


Parallel Processors (A Bibliography with Seaver. 
NTIS/PS-76/0022/4Gi 76-05 9B PC NO1/MF NO1 


NTIS/PS-76/0023/2Gi 
Paraliel Processors (Citations from Engineering 


index). 
NTIS/PS-76/0023/2Gi 76-05 9B PC NO1/MF NO1 
NTIS/PS-76/0024/0GI 
toy +7 A Bibliography with Abstracts). 


Air 
NTIS/PS-76/0024/ 
13F PC NO1/MF NO1 
NTIS/PS-76/0025/7GI 
Travel Habits and Patterns. Volume 1. 1964-1973 (A 
Bibliography with Abstracts). 
NTIS/PS- 76/0025 / 7GI 
76-05 13B PC NO1/MF NO1 
NTIS/PS-76/0026/5GI 
Travel — and Patterns. Volume 2. 1974-1975 (A 
Bibliography with eaewetes, 
NTIS/ $-76/0026/5G 
' 76-05 13B PC NO1/MF NO1 
NTIS/PS-76/0027/3GI 


Hurricanes: Forecasting, Modification, and 
Research (A Bibliography with Abstracts). 
NTIS/PS-76/0027/3G! 76-05 4B PC NO1/MF NO1 


NTIS/PS-76/0028/1GI 


Rehabilitation of the Physically Handicapped (A 
Bibliography with Abstracts). 
NTIS/PS-76/0028/1G!i 76-05. 5K PC NO1/MF NO1 
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NTIS/PS-76/0029/9GI 
The Chemistry and Physics of Ozone in the Strato- 
a gh y+ raphy with Abstracts 
NTIS/PS-76/0029/9G! 76-05 4A P : NO1/MF NO1 


NTIS/PS-76/0030/7GI 
ey Trade Commission Advertising Substantia- 
ion Program (A Bibliography with Abstracts). 
NTIS/PS-76/0030/7GI 76-05 5A PC NO1/MF NO1 
NTIS/PS-76/0031/5GI 
Time Series Forecasting and Prediction (A Bibliog- 
a with Abstracts). 
NTIS/PS-7 76/0031/5GI 
76-05 12A PC NO1/MF NO1 
NTIS/PS-76/0032/3GI 
Biodeterioration of Oil Spilis (A Bibliography with 


Abstracts). 

NTIS/PS-76/0032/3Gi 76-06 6F PC NO1/MF NO1 
NTIS/PS-76/0033/1GI 

The Biological Effects of Oil Spills (A Bibliography 


with Abstracts). 
NTIS/PS-76/0033/1G!i 76-06 6F PC NO1/MF NO1 
NTIS/PS-76/0034/9GI 
a Memories (A eo wf: with Abstracts). 
PS-76/0034/9G! 76-05 PC NO1/MF NO1 
NTIS/PS-76/0035/6GI 
om of insecticide Water Pollution. Volume 1. 
1964-1973 (A Bibliography with Abstracts). 
NTIS/PS-76/0035/6Gi 76-05 6F PC NO1/MF NO1 
NTIS/PS-76/0036/4GI 
of Insecticide Water Pollution. Volume 2. 
1974-1975 (A Bibliography with Abstracts). 
NTIS/PS-76/0036/4GI 7 6F PC NO1/MF NO1 
NTIS/PS-76/0037/2GI 
Water Pollution Analysis and Detection. Volume 1. 
1970-June 1974 (A Bibliography with Abstracts). 
NTIS/PS-76/0037/2Gi 76-06 7A PC NO1/MF NO1 
NTIS/PS-76/0038/0GI 
Water Pollution Analysis and Detection. Volume 2. 
July 1974-January 1976 (A Bibliography with Ab- 
stracts). 
NTIS/PS-76/0038/0G! 76-06 7A PC NO1/MF NO1 
NTIS/PS-76/0039/8GI 


Discrete — Beacon System (A Bibliography 
with Abst 
NTIS/PS-76/0t /8GI 

76-06 17G PC NO1/MF NO1 


NTIS/PS-76/0040/6GI 
Cavity a a 1. 1964-1970 (A Bibliography 
with Abstra 
NTIS/PS-76/0t /6GI 
76-06 20D PC NO1/MF NO1 
NTIS/PS-76/0041/4Gi 


Fiow. Volume 2. 1971-1975 (A Bibliography 
with 


racts 
NTIS/PS-76/0041 /4GI 
76-06 20D PC NO1/MF NO1 


NTIS/PS-76/0042/2Gi 
Aerospace Computer Systems. at 1. Sarees Ap- 
lications (A Bibli ‘’ with Abst 
/PS-76/0042/ 9B PCR 01/MF NO1 
NTIS/PS-76/0043/0GI 


Aerospace Computer Systems. Part 2. Space and 

— * ere "applications (A Bibliography with 

NTIS/PS-76/0043/0G!i 76-06 9B PC NO1/MF NO1 
NTIS/PS-76/0044/8Gi 

Jv mater Users: Demands and Needs (A 

ay with Abstracts). 

NTIS/PS-76/0044/8GI 

76-07 138 PC NO1/MF NO1 

NTIS/PS-76/0045/5GI 

Demands and Needs of Future Transportation. Part 

1. Air Transportation (A Bibliography with Ab- 

stracts). 

NTIS/PS-76/0045/5G!i 76-07 1B PC NO1/MF NO1 
NTIS/PS-76/0046/3GI 

Demands and Needs of Future Transportation. Part 

> Surface Transportation (A Bibliography with Ab- 

acts). 
NTIS/PS-76/0046/ 3G! 
76-07 13B PC NO1/MF NO1 

NTIS/PS-76/0047/1GI 


Plasma and Flame Sprayed Coatings (Citations from 
the NTIS Data Base). 
NTIS/PS-76/0047/1Gi 

76-06 11C PC NO1/MF NO1 


NTIS/PS-76/0048/9GI 


Plasma and Flame Sprayed Coatings. Volume |. 
1970-1973 (Citations from Engineering Index). 
NTIS/PS-76/0048/ 9Gi 

76-06 11C PC NO1/MF NO1 


NTIS/PS-76/0049/7GI 


Plasma and Flame Sprayed Coatings. Volume 2. 
1974-1975 (Citations from Engineering index). 
NTIS/PS-76/0049/7GI 
76-06 11C PC NO1/MF NO1 
NTIS/PS-76/0050/5G! 


Gas Scrubbers Used in Pollution Control (Citations 
from the NTIS data base). 
NTIS/PS-76/0050/5G! 76-06 7A PC NO1/MF NO1 


NTIS/PS-76/0051/3GI 


Gas Scrubbers Used in Pollution Control. Volume 1. 
1970-1973 (Citations from yg pe 
NTIS/PS-76/0051/3G! 76-06 7A NO1/MF NO1 


NTIS/PS-76/0052/1Gi 


Gas Scrubbers Used in Pollution Control. Volume 2. 
1974-1975 (Citations from Engineerin anes. 
NTIS/PS-76/0052/1G! 76-06 7A pe F NOI 


NTIS/PS-76/0053/9GI 
Coal Mine Waste (A Bibliography with Abstracts). 
NTIS/PS-76/0053/9G! 76-07 81 PC NO1/MF NO1 
NTIS/PS-76/0054/7Gi 


one oper | Allocation and Management (A Bibliog- 
hy with Abstracts). 
N 1S/PS-76/0054/7GI 
76-07 17B PC NO1/MF NO1 
NTIS/PS-76/0055/4GI 


instrumentation and Data Processing Used in the 
Earth Resources Technology Satellite (ERTS) (A 
Bibliography with Abstracts). 
NTIS/PS-76/0055/4GI 
76-07 14B PC NO1/MF NO1 
NTIS/PS-76/0056/2Gi 


Biological Productivity in Fresh Water Environments 
(A aire aie with Abstracts). 
NTis/ 6/0056/2G!i 76-07 6F PC NO1/MF NO1 


NTIS/PS-76/0057/0GI 


The Chemistry of Silicone Resins (A Bibliography 
with Abstracts). 
NTIS/PS-76/0057/0Gi 76-07 7C PC NO1/MF NO1 


NTIS/PS-76/0058/8GI 
i Water Corrosion (A Bibliography with Ab- 
ts). 
NTIS/PS- 76/0058 /8GI 
76-07 11F PC NO1/MF NO1 
NTIS/PS-76/0059/6Gi 


Color Vision (A Bibliography with Abstracts). 
NTIS/PS-76/0059/6G! 76-07 6P PC NO1/MF NO1 


NTIS/PS-76/0060/4Gi 
Recreational Boating (A Bibliography with Ab- 


stracts). 
NTIS/PS-76/0060 /4GI 

76-07 13) PC NO1/MF NO1 
NTIS/PS-76/0061/2GI 


Historical Background Studies of the National Park 
Service (A Bibliography with Abstracts ete). 
NTIS/PS-76/0061/2G!I 76-07 PC NO1/MF NO1 


NTIS/PS-76/0062/0Gi — 
Nondestructive Testing of Pavements and Pavement 


Bases (A Bibliogr =| with Abstracts). 
NTIS/PS-76/ / 
76-07 138 PC NO1/MF NO1 
NTIS/PS-76/0063/8GI 


Reinforced Plastics. Part 1. Fiberglass Reinforce- 
ment (A Bibi tyr with Abstracts). 
NTIS/PS-76/ ' 
76-07 11D PC NO1/MF NO1 
NTIS/PS-76/0064/6Gi 
Reinforced Plastics. Part 2. Boron, Carbon, and 
Other Reinforcing Materials (A Bibliography with 
Abstracts). 
NTIS/PS-76/0064 /6GI 
76-07 11D PC NO1/MF NO1 
NTIS/PS-76/0065/3GI 


Schottky Barrier Devices (Citations from the NTIS 
Data Base). 
NTIS/PS-76/0065/3G! 76-07 9A PC NO1/MF NO1 


NTIS/PS-76/0066/1 Gi 
Schottky Barrier Devices (Citations from Engineer- 
ing Index). 
NiIS/PS-76/0066/1GI 76-07 9A PC NO1/MF NO1 
NTIS/PS-76/0067/9GI 
Rehabilitation ol the Mentally Retarded (A Bibliog- 


—_ hy with Abstracts). 
1S/PS- 76/0067 /9G! 76-07 5K PC NO1/MF NO1 


NTiIS/PS-76/0069/5GI 
Permafrost. Part 1. General Studies (Citations from 
the NTIS Data Base). 
NTIS/PS-76/0069/5GIi 76-07 8L PC NO1/MF NO1 








NTIS/PS-76/0091/9GI 


NTIS/PS-76/0070/3GI 


Permafrost. Part 2. Structural Engineering (Citations 
from the NTIS Data Base 
NTIS/PS-76/0070/3G! 76-07 8L PC NO1/MF NO1 


NTIS/PS-76/0071/1GI 
Permafrost Engineering (Citations from Engineering 


Index). 

NTIS/PS-76/0071/1Gi 76-07 8L PC NO1/MF NO1 
NTIS/PS-76/0072/9G! 

Aircraft Wake Vortices (A Bibliography with Ab- 

png 

NTIS/PS-76/0072/9G! 76-07 1A PC NO1/MF NO1 
NTIS/PS-76/0073/7GI 

Lead Pollution (A a reeeny with Abstracts). 


NTIS/PS-76/0073/7 
76-07 138 PC NO1/MF NOT 


NTIS/PS-76/0074/5G! 
Cigarette Smoking (A Bibliography with Abstracts). 
1S/PS-76/0074/5GI 7 PC NO1/MF NO1 
NTIS/PS-76/0075/2G! 


Records Management (A Bibliography with Ab- 


stracts). 
NTIS/PS-76/0075/2G! 76-07 5B PC NO1/MF NO1 
NTIS/PS-76/0076/0GI 


intelligence Testing (A 2 with Abstracts). 
NTIS/PS-76/0076/0Gi 76-07 PC NO1/MF NO1 


NTIS/PS-76/0077/8GI 
interactive Computer Graphics (Citations from the 


NTIS Data —. 

NTIS/PS-76/0077/8Gi 76-07 9B PC NO1/MF NO1 
NTIS/PS-76/0078/6G! 

interactive Computer Graphics (Citations from En- 

gineering index). 

NTIS/PS-76/0078/6G! 76-07 9B PC NO1/MF NO1 
NTIS/PS-76/0079/4GI 


Camoufi 0 ey with Abstracts). 


NTIS/PS-76/ 
15C PC NO1/MF NO1 
NTIS/PS-76/0080/2GI 
Emergency Medical Services (A Bibliography with 
Abstracts 


NTIS/PS-76/0080/2G1 76-07 6E PC NO1/MF NO1 
NTiS/PS-76/0081/0GI 
Turbine Blades: Erosion and Corrosion (Citations 
from the NTIS Data Base). 
NTIS/PS-76/0081 /0GI 
76-07 21E PC NO1/MF NO1 
NTIS/PS-76/00862/8Gi 
Turbine Blades: Erosion and Corrosion (Citations 
from Eng index). 
NTIS/PS-76/0082/8G! 
76-07 21E PC NO1/MF NO1 
NTIS/PS-76/0083/6Gi 
Osmotic Desalting Membranes. Volume 1. 1964- 
1972 (Citations from the NTIS Data Base). 
NTIS/PS-76/0083/6Gi 76-07 7A PC NO1/MF NO1 
ae 
Osmotic Desaiting Membranes. Volume 2. 1973- 
= bw ene from the NTIS Data Base). 
S/PS-76/0084/4Gi 76-07 7A PC NO1/MF NO1 
<aneatemaiaiios Gi 
Osmotic Desalting Membranes. vane 1. 1970- 
be bay from En yop le 
S/PS-76/0085/1Gi A PC no1/Me NO1 
ie emt ac 
ic Desalting Membranes. Volume 2. 1974- 
1975 (Citations from ~ngeneerng index) 
NTIS/PS-76/0086/9Gi 76-07 7A PC yo1/ME NO1 
NTIS/PS-76/0087/7GI 
Gas and Steam Turbines, General: Corrosion and 
Erosion (Citations from the NTIS Data Base). 
NTIS/PS-76/0087 /7GI 
6-07 11F PC NO1/MF NO1 


NTIS/PS-76/0088/5G! 


Gas and Steam Turbines, General: Corrosion and 
Erosion. (Citations from Engineering Index). 
NTIS/PS-76/0088 /5G! 
76-07 11F PC NO1/MF NO1 
NTIS/PS-76/0089/3Gi 


Switching Circuits (Citation from the NTIS Data 


NTIS/PS-76/0089/3G! 76-07 9E PC NO1/MF NOt 
NTIS/PS-76/0090/1Gi 
— Circuits (Citations from Engineering 
ndex). 
NTIS/PS-76/0090/1Gi 76-07 9E PC NO1/MF NO1 
NTIS/PS-76/0091/9Gi 
Tectonics. Volume 1. 1973-1974 (A Bibliography 
with Abstracts 
NTIS/PS-76/0001 /9Gi 76-07 8G PC NO1/MF NO1 


AR-965 








NTIS/PS-76/0092/7GI 
ee = Volume 2. 1975-January 1976 (A Bibliog- 


—— Abstracts). 
NTIS/PS-76/0092/7G! 76-07 8G PC NO1/MF NO1 
NTIS/PS-76/0093/5G! 


Virus (A Bibliography with Abstracts). 
/PS-76/0093/5G!i 76-07 6M PC NO1/MF NO1 


sbdiptaeliatne 
Tracked Air Cushion Vehicles and Magnetic Levita- 
tion (A Bibliography with Abstracts). 
NTIS/PS-76/0094/3GI 
76-07 13B PC NO1/MF NO1 
NTIS/PS-76/0095/0GI 


Effects of Fatigue on Human Behavior and Per- 
formance (A Bibliography with Abstracts). 
NTIS/PS-76/0095/0G!i 76-07 6S PC NO1/MF NO1 


NTIS/PS-76/0096/8G! 
ice and Fog: Detection and Warning Systems (A 
Bibliography with Abstracts). 
NTIS/PS-76/0096/8G 
76-07 17G PC NO1/MF NO1 
NTIS/PS-76/0097/6GI 


--~ ical ——- of Lead Pollution (A Bibliography 
w 
NTIS/PS- 76/0097/6G! 76-07 6T PC NO1/MF NO1 


NTIS/PS-76/0098/4GI 


Prestressed Concrete Technology (A Bibliography 
with Abstracts). 
NTIS/PS-76/0098/ 4G! 

76-07 13C PC NO1/MF NO1 


NTIS/PS-76/0099/2GI 
Laser Raman Spectroscopy (A Bibliography with 
Abstracts). 


NTIS/PS-76/0099/2G! 76-07 7D PC NO1/MF NO1 
NTIS/PS-76/0100/8GI 

Laser Spectroscopy. Volume 1. 1970-1974 (A 
ya! with Abstracts). 

NTIS/ 6/0100/8G! 76-07 7D PC NO1/MF NO1 
NTIS/PS-76/0101/6GI 


Spectroscopy. Volume 2. 1975-1976 (A 


may an! with racts). 
NTIS/PS-76/0101/6G! 76-07 7D PC NO1/MF NO1 
NTIS/PS-76/0102/4GI 
Gallium Arsenide Epitaxial Growth (A Bibliography 
with a 
NTIS/PS-76/0102/4Gi 
76-08 20L PC NO1/MF NO1 


NTIS/PS-76/0103/2GI 
The Role of Women in the Workforce (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-76/0103/2Gi 76-07 5i PC NO1/MF NO1 
NTIS/PS-76/0104/0Gi 
Burn Therapy (A Bibliography with Abstracts). 
NTIS/PS-76/0104/0G! 76-08 6E PC NO1/MF NO1 
NTIS/PS-76/0105/7 Gi 


Student Teacher interaction (A Bibliography with 


NTIS/PS-76/0105/7Gi 76-08 5J PC NO1/MF NO1 
NTIS/PS-76/0106/5Gi 
—— htweight Armor ~ Bibliography with Abstracts). 
- 


76/0106/ 
19D PC NO1/MF NO1 
aan 
. Volume 1. 1970-1973 (Citations from 


Engineer wade my 
/PS-76/0107/3Gi 


NTIS/PS-76/0108/1GI 
oases. Volume 2. 1974-1975 (Citations from 


NTIS/PS-76/01087 9 we 


NTIS/PS-76/0109/9GI 


Superalloys (Citations from the NTIS Data Base). 
NTIS/PS-76/0109/9G! 


11F PC NO1/MF NOT 


11F PC NO1/MF NOT 


76-08 11F PC NO1/MF NO1 
NTIS/PS-76/0110/7GI 
ts, Soaps and Surface Active Cleaners (A 
Bibliography with Abstracts). 
NTIS/PS-76/0110/7GI 
11K PC NO1/MF NO1 
NTIS/PS-76/0111/5GI 
Whales (A Bibliog with Abst meee 
NTIS/PS-76/0111/ 76-08 6C PC NO1/MF NOt 
wiidaemiiiel 


Urban Parking (A Bibliography with Abstracts). 
NTIS/PS-76/0112/ 3G! 
7 13B PC NO1/MF NO1 


NTIS/PS-76/0113/1GI 
Driver Education (A Bibliography with Abstracts). 


AR-966 


NTIS/PS-76/0113/1Gi 76-08 5i PC NO1/MF NO1 


NTIS/PS-76/0114/9GI 
mene of Stainless Stee! (A Bibliography with 
racts). 
NTIS/PS-76/0114/9GI 
76-08 11F PC NO1/MF NO1 
Peco wenn 
nen. Part 1. Military Careers (A 
Sibtiog aphy with Abstracts 
NTIS/ S-76/0115/6GI 76-08 5! PC NO1/MF NO1 
NTIS/PS-76/0116/4GI 


Career ee po Part 2. Civilian Careers (A 


Bibliography with Abs 
NTIS/ eyo116/4Gr ree 08 51 PC NO1/MF NO1 


NTIS/PS-76/0117/2GI 


Cardiovascular Diseases. Volume 1. 1964-1972 (A 
hy with Abstrac 


Bibliography ts). 
NTIS/PS-76/0117/2Gi 76-08 6E PC NO1/MF NO1 
NTIS/PS-76/0118/0Gi 


Cardiovascular Diseases. Volume 2. 1973-1975 (A 
Bibliography with Abstracts). 
NTIS/PS-76/0118/0G!i 76-08 6E PC NO1/MF NO1 


peg emg 
Bibliogrep ” ¥ and Transient Protection (A 
hy with Abstracts). 


NTIS/ 76/0119/8GI 76-08 9C PC NO1/MF NO1 
NTIS/PS-76/0120/6GI 

Bacterial Pollution of Water (A Bibliography with 

Abstracts 


ra . 
NTIS/PS.76/0120/6GI 76-09 6M PC NO1/MF NO1 
NTIS/PS-76/0121/4Gi 
lg Programming (A Bibliography with Ab- 


stracts 
NTIS/PS-76/0121/4GI 76-08 9B PC NO1/MF NO1 
NTIS/PS-76/0122/2GI 


Electron Beam Semiconductor Devices (Citation 
from the NTIS Data Base). 
NT 1S/PS-76/0122/2GI 76-08 9A PC NO1/MF NO1 


NTIS/PS-76/0123/0GI 


Electron Beam Semiconductor Devices (Citations 
from Engineering index). 
NTIS/PS-76/0123/0G! 76-08 9A PC NO1/MF NO1 


NTIS/PS-76/0124/8GI 


Collective Bargaining and Labor Contracts (A 
Bibliography with Abstracts). 
NTIS/PS-76/0124/8Gi 76-09 5i PC NO1/MF NO1 


NTIS/PS-76/0125/5GI 
Radioimmunoassay Studies (A Bibliography with 


Abstracts). 
NTIS/PS-76/0125/5Gi 76-08 6E PC NO1/MF NO1 
NTIS/PS-76/0126/3GI 


hy with Abstracts). 


Cosmo (A “rf ) 
NTIS/PS-76/0126/3G! 76-08 3B PC NO1/MF NO1 
NTIS/PS-76/0127/1GI 


| are Pollution. Part 1. Control Techniques and 
General Studies (A Bibliography with Abstracts). 

NTIS/PS-76/0127/1G1 
13B PC NO1/MF NO1 


NTIS/PS-76/0128/9GI 
Thermal Pollution. Part 2. Biological —— 
Volume 1. 1964-1973 (A Bibliography with 
stracts). 
NTIS/PS-76/0128/9GI 

76-08 13B PC NO1/MF NO1 
NTIS/PS-76/0129/7G! 
Thermal Pollution. Part 2. Biological Effects. 
Volume 2. 1974-Mar 76 (A Bibliography with Ab- 
stracts). 
NTIS/PS-76/0129/7GI 

7 13B PC NO1/MF NO1 
NTIS/PS-76/0130/5GI 
Thermal one ge Part 3. rology and 
ae EF A Bibliography wth Satreeta). 

1S/ 176/0130/5GI 

76-08 138 PC NO1/MF NO1 

NTIS/PS-76/0131/3GI 


Solar Ecl (A ree oy pd with Abstracts). 
NTIS/PS-76/0131 /3GI 3B PC NO1/MF NO1 


NTIS/PS-76/0132/1Gi 
Quantum Electrodynamics (A Bibliography with Ab- 
stracts). 
NTIS/PS-76/0132/1Gi 
7 205) PC NO1/MF NO1 
NTIS/PS-76/0133/9GI 
Night Vision and Dark Adaptation (A Bibliography 


with Abstracts). 
NTIS/PS-76/0133/9GI 76-09 6P PC NO1/MF NO1 
NTIS/PS-76/0134/7GI 


Quasars, Pulsars and Black Holes (A Bibliography 
with Abstracts). 





NTIS/PS-76/0134/7G!i 76-08 3B PC NO1/MF NO1 
NTIS/PS-76/0135/4GI 
Relativity Theory (A ~ estan with Abstracts). 


NTIS/PS-76/0135/4G 
20) PC NO1/MF NO1 
NTIS/PS-76/0136/2GI 
Electron Beam Welding (Citations from the NTIS 
Data Base). 
NTIS/PS-76/0136/2GI 
7 13H PC NO1/MF NOt 
NTIS/PS-76/0137/0GI 
Electron Beam Welding (Citations from Engineering 
index). 
NTIS/PS-76/0137/0GI 
7 13H PC NO1/MF NO1 
NTIS/PS-76/0138/8GI 
Outdoor Recreation (A Bivliography with Abstracts). 


NTIS/PS-76/0138/8G! 76-09 5K PC NO1/MF NO1 
NTIS/PS-76/0139/6GI 
Fluid Control Devices. Volume |. 1964-1971 


(Citations from NTIS Data Base). 
NTIS/PS-76/0139/6GI 

76-09 13G PC NO1/MF NO1 

NTIS/PS-76/0140/4GI 

Fluid Control! Devices. Volume 2. 
1976 (Citations from NTIS Data Base). 
NTIS/PS-76/0140/4GI 

76-09 13G PC NO1/MF NO1 


1972-February 


NTIS/PS-76/0141/2GI 
Fiuid Control Devices (Citations from Engineering 
index). 
NTIS/PS-76/0141/2GI 
76-09 13G PC NO1/MF NO1 
NTIS/PS-76/0142/0GI 
Ferrous Metal Casting (A Bibliography with Ab- 


stracts). 
NTIS/PS-76/0142/0GI 


76-09 11F PC NO1/MF NO1 
NTIS/PS-76/0143/8GI 
Hy a (A Bibliography with Abstracts). 
NTIS/PS-76/0143/8G! 76-09 6E& PC NO1/MF NO1 
NTIS/PS-76/0144/6GI 
Air Pollution Mall Studies in the Lower At- 
mosphere (A Bibl with Abstracts). 
NTIS/PS-76/0144/ ‘ae’ Bo 4A PC NO1/MF NO1 


aabaiadicn. 


Band Pass Filters (Citations from NTIS Data Base). 
NTIS/PS-76/0145/3G! 76-09 9E PC NO1/MF NO1 


NTIS/PS-76/0146/1Gi 
Band Pass Filters (Citations from Engineering 


index). 
NTIS/PS-76/0146/1Gi 76-09 9E PC NO1/MF NO1 
NTIS/PS-76/0147/9GI 


Acrylic Resins. Part 1. Acrylonitrile Polymers 
(Citations from NTIS Data Base). 
NTIS/PS-76/0147/9Gi 76-09 111 PC NO1/MF NO1 


NTIS/PS-76/0148/7GI 
Acrylic Resins. as 1. ey Polymeys, 1975 


(Citations from E oe Ver 
NTIS/PS-76/0148/ Gi 7 mn" PC NO1/MF NO1 


NTIS/PS-76/0149/5GI 


Acrylic Resins. Part 2. Methacrylate Polymers 
(Citations from NTIS Data Base). 
NTIS/PS-76/0149/5Gi 76-09 111 PC NO1/MF NO1 


NTIS/PS-76/0150/3G! 


Acrylic Resins. Part 2. Methacrylate Polymers, 1975 
(Citat ions from Engineering Index). 
NTIS/PS-76/0150/3GI 76 111 


NTIS/PS-76/0151/1GI 


Acrylic Resins. Part 3. Acrylates, Acrylamides and 
General Studies (Citations from NTIS Data Base). 
NTIS/PS-76/0151/1G!i 76-09 111 PC NO1/MF NO1 


NTIS/PS-76/0152/9GI 
Acrylic Resins. Part 3. Acrylates, Acrylamides, and 
— Studies, 1975 (Citations from Engineering 
NTIS/PS-76/0152/9Gi 76-09 111 PC NO1/MF NO1 
NTIS/PS-76/0153/7GI 


— Attitudes Toward Highways and Highway 
ansportation (A ory with Abstracts). 
NTIS/PS. 76/0183/ 7G! 
138 PC NO1/MF NOt 


PC NO1/MF NO1 


NTIS/PS-76/0154/5GI 


Printed Circuits. Volume 1. 1964-1971 (Citations 
from NTIS Data B 


ase). 
NTIS/PS- 76/0154/5Gi 76-09 9E PC NO1/MF NO1 
NTIS/PS-76/0155/2GI 


Printed Circuits. Volume 2. 1972-1975 (Citations 
from NTIS Data Base). 
NTIS/PS-76/0155/2GI 76-09. 9E PC NO1/MF NOI 





SSSA Peat, x 





Ley eA 





Sa SSeS ct RR, 


S Ae ee, 


Pi, © meen 1 
5S Ca pe er aes! 


HERS 


NTIS/PS-76/0156/0GI 


Printed Circuits (Citations from Engineering index). 
NTIS/PS-76/0156/0G! 76-09 9E PC NO1/MF NO1 


NTIS/PS-76/0157/8GI 


a — and Fiberboards: Fabrication, Use 
ies (Citations from NTIS Data ata Base). 
aTis/e 96/0157 /8GI 
11L PC NO1/MF NO1 


NTIS/PS-76/0158/6GI 
Particle Boards: Fabrication, Use, and prapertion 
(Citations from - Index). 
NTIS/PS-76/0158/ 
76-09 11L PC NO1/MF NO1 
NTIS/PS-76/0159/4GI 
Fiberboards: Fabrication, Use, and Properties. 
= 1. 1970-1974 (Citations from Engineering 
index). 
NTIS/PS-76/0159/4GI 
76-09 11L PC NO1/MF NO1 
NTIS/PS-76/0160/2GI 
Fiberboards: Fabrication, Use, and Properties. 
bs awe 2. TR yeaa 1976 (Citations from En- 
iris 7PS776/0160/2G1 
76-09 11L PC NO1/MF NO1 
NTIS/PS-76/0161/0GI 
Fluidized Bed Combustion (Citations from NTIS 
Data Base). 
NTIS/PS-76/0161/0GI 
76-09 218 PC NO1/MF NO1 
NTIS/PS-76/0162/8GI 
Fluidized Bed Combustion (Citations from En- 
oe ng index). 
S/PS- a . 
21B PC NO1/MF NO1 
NTIS/PS-76/0163/6GI 
Cavitation. Part 1. Cavitation Flow. Volume 1. 1964- 
1973 (A Bibliography with Abstracts). 
NTIS/PS-76/0163/6GI 
76-09 20D PC NO1/MF NO1 
NTIS/PS-76/0164/4GI 
Cavitation. Part 1. Cavitation Flow. Volume 2. 1974- 
1976 (A Bibliography with Abstracts). 
NTIS/PS-76/0164/ 
76-09 20D PC NO1/MF NO1 
NTIS/PS-76/0165/1Gi 
Cavitation. Part 2. Hydrofoils (A Bibliography with 
cree. 
NTIS/PS-76/0165/ 1GI 
76-09 20D PC NO1/MF NO1 
NTIS/PS-76/0166/9GI 
Cavitation. Part 3. Corrosion and Erosion (A 


raphy with Abstracts). 
NTeveS O6/0166/9GI 
76-09 
NTIS/PS-76/0167/7GI 


aay 5 a 4. Cavitation and Erosion in Tur- 
bines (A Bibi aoe with Abstracts 
NTIS/PS-76/0167/7G 

76-09 


200 PC NO1/MF NO1 


200 PC NO1/MF NO1 


NTIS/PS-76/0168/5GI 
Cavitation. and 5. Propeller Cavitation (A Bibliog- 


roe neran ee 
/PS-76/0168/ 5G! . 


NTIS/PS-76/0169/3GI 
Railroad Freight Transportation (A Bibliography 
with Abstracts). 
NTIS/PS-76/0169/3GI 

76-10 13F PC NO1/MF NO1 
NTIS/PS-76/0170/1GI 


Railroad yee and Planning. Volume 1. 
1964-1973 (A Bi ad with Abstracts). 


200 PC NO1/MF NO1 


NTIS/PS-76/0170/1 

76-10 13F PC NO1/MF NO1 
NTIS/PS-76/0171/9GI 
Railroad ae om and Planning. Volume 2. 


1974-1976 (AB 


with Abstracts). 
NTIS/PS-7670171/ ‘eed 


76-10 13F PC NO1/MF NO1 
NTIS/PS-76/0172/7GI 


Tumor Viruses (A Bibliography with Abstracts). 
NTIS/PS-76/0172/7Gi 76-10 6M PC NO1/MF NO1 


NTIS/PS-76/0173/5GI 
Corrosion in Desalination Plants (Citations from 
NTIS Data 


ta Base). 
NTIS/PS-76/0173/5Gi 76-10 7A PC NO1/MF NO1 
NTIS/PS-76/0174/3GI 
Corrosion me Desalination Plants (Citations from En- 


gineering Index). 
NTIS/PS-76/0174/3G!i 76-10 7A PC NO1/MF NO1 


NTIS/PS-76/0175/0GI 


Aircraft Sonic Boom. Part 1. Studies on Aircraft 
Flight, Aircraft Design, and Measurement (A 
Bibliography with Abstracts). 
NTIS/PS-76/0175/0GI 
76 20A PC NO1/MF NO1 
NTIS/PS-76/0176/8GI 
Aircraft Sonic Boom. Part 2. Effects on Buildings (A 
Bibliography with Abstracts). 
NTIS/PS-76/0176/8GI 
20A PC NO1/MF NO1 


NTIS/PS-76/0177/6GI 


Aircraft Sonic Boom. Part 3. Biological Effects (A 
Bibliography with Abstracts). 
NTIS/PS-76/0177/6Gi 76-09 6S PC NO1/MF NO1 


NTIS/PS-76/0178/4GI 
Deterrence and Detente (A Bibliography with Ab- 


stracts). 

NTIS/PS-76/0178/4G! 76-09 5D PC NO1/MF NO1 
NTIS/PS-76/0179/2GI 

Hypertension (A Bibliography with Abstracts). 

NTIS/PS-76/0179/2Gi 76-09 6E PC NO1/MF NO1 
NTIS/PS-76/0180/0GI 

Mine Ventilation (A Bibliography with Abstracts). 

NTIS/PS-76/0180/0G! 76-09 PC NO1/MF NO1 
NTIS/PS-76/0181/8Gi 

Automated Text Editing (A Bibliography with Ab- 


stracts). 
NTIS/PS-76/0181/8G!i 76-09 98 PC NO1/MF NO1 
NTIS/PS-76/0182/6GI 


Social Change (A Bibliography with Abstracts). 
NTIS/PS-76/0182/6Gi 76-09 5K PC NO1/MF NO1 


NTIS/PS-76/0183/4GI 


Automobile Air Pollution. Part 1. Abatement 
beg h Mana pa and Planning (Citations from 
S Data Base). 
NT iTIS/PS- 76/0183/4G 
76-09 13B PC NO1/MF NO1 
NTIS/PS-76/0184/2GI 
Automobile Air Pollution. Part 2. Exhaust Analysis 
(Citations from the NTIS Data Base). 
NTIS/PS-76/0184/2GI 
76-09 13B PC NO1/MF NO1 
NTIS/PS-76/0185/9GI 
Automobile Air Pollution. Part 3. Control Equipment 
(Citations from the NTIS Data Base). 
NTIS/PS-76/0185/9GI 
76-09 138 PC NO1/MF NO1 
NTIS/PS-76/0186/7GI 
Automobile Air Pollution. Part 3. Control Equip- 
ment. Catalytic Converters (Citations from En- 
groom index). 
IS/PS —w8. 
138 PC NO1/MF NO1 
NTIS/PS-76/0187/5GI 
Automobile Air Pollution. Part 4. New Automotive 
Engines and Engine improvements (Citations from 
the NTIS Data Base). 
NTIS/PS-76/0187 /5GI 
7 13B PC NO1/MF NO1 


NTIS/PS-76/0188/3GI 


Automobile Air Pollution. Part 5. Automotive Fuels 
(Citations from the NTIS Data Base). 
NTIS/PS-76/0188/3GI 
76-09 138 PC NO1/MF NO1 
NTIS/PS-76/0189/1Gi 
Automobile Air Pollution. Part 6. Atmospheric Mo- 
tion (Citations from the NTIS Data Base). 
NTIS/PS-76/0189/1GI 
76-09 13B PC NO1/MF NO1 
NTIS/PS-76/0190/9Gi 


Automobile Air Pollution. Part 7. Public Health (A 
Bibliography with Abstracts). 
NTIS/PS-76/0190/9Gi 76-10 6T PC NO1/MF NO1 


NTIS/PS-76/0191/7GI 


Laminates. Part 1. Laminated Plastics. Volume 1. 
1964-1971 (A Bibliography with Abstracts). 
NTIS/PS-76/0191/7GI 

11D PC NO1/MF NO1 


NTIS/PS-76/0192/5GI 
Laminates. Part 1. Laminated Plastics. Volume 2. 
1972-February, 1976 (A Bibliography with Ab- 
stracts). 
NTIS/PS-76/0192/5Gi 76-09 111 PC NO1/MF NO1 
NTIS/PS-76/0193/3Gi 
Laminates. Part 2. Other Materials (A Bibliography 
with Abstracts). 
NTIS/PS-76/0193/3GI 
76-09 11D PC NO1/MF NO1 








NTIS/PS-76/0214/7GI 


NTIS/PS-76/0194/1Gi 


Motorcycle Safety, Environmental Effects, and Per- 
formance Studies (A oamegnety with Abstracts). 
NTIS/PS-76/0194/1G 

13F PC NO1/MF NO1 


NTIS/PS-76/0195/8GI 

Hemophilia (A Bibliography with Abstracts). 

NTIS/PS-76/0195/8Gi 76-09 6E PC NO1/MF NO1 
NTIS/PS-76/0196/6GI 

Chronic Obstructive Lung Disease (A Bibliography 

with Abstracts). 

NTIS/PS-76/0196/6G! 76-09 6E PC NO1/MF NO1 
NTIS/PS-76/0197/4GI 

Toxicity of Viny! Chloride (A Bibliography with Ab- 


stracts). 
NTIS/PS-76/0197/4Gi 76-09 6T PC NO1/MF NO1 
NTIS/PS-76/0198/2Gi 
Fracture of Ceramics (A Bibliography with Ab- 
stracts). 
NTIS/PS-76/0198/2G!I 

76-09 118 PC NO1/MF NO1 
NTIS/PS-76/0199/0G! 


Superfiuidity (A Bibliography with Abstracts). 
NTIS/PS-76/0199/0GI 
20M PC NO1/MF NO1 


NTIS/PS-76/0200/6G! 
Nuclear Materials Safeguards. Volume 1. 1964-1974 


(A Title Bibliogra 
NTIS/PS-76/08007661 


NTIS/PS-76/0201/4GI 


Nuclear Materials Safeguards. Volume 2. 1975- 
March 1976 (A Bibliography with Abstracts). 
NTIS/PS-76/0201 /4GI 

18) PC NO1/MF NO1 


18) PC NO1/MF NOT 


NTIS/PS-76/0202/2GI 


Microcomputers (Citations from NTIS Data Base). 
NTIS/PS-76/0202/2G!i 76-09 98 PC NO1/MF NO1 


NTIS/PS-76/0203/0GI 

Microcomputers. Volume 1. 1970-1974 (Citations 
from Engineering Index). 

NTIS/PS-76/ /0Gi 76-09 9B PC NO1/MF NO1 
NTIS/PS-76/0204/8GI 

Microcomputers. Volume 2. 1975-February, 1976 
(Citations from Engineering Index). 
NTIS/PS-76/0204/8G! 7 98 PC NO1/MF NO1 
NTIS/PS-76/0205/5Gi 

Vocational yy and Training for the Non- 
Handi Ay | with Abstracts). 
NTIS/PS-76 /5GI 76-08 5K PC NO1/MF NO1 
NTIS/PS-76/0206/3G! 


Seismic Detection. Part 1. General Studies (A 
Bibliography with Abstracts). 
NTIS/PS-76/0206/3G! 
76-10 173 PC NO1/MF NO1 
~ aaa Gi 
Seismic Detection. Part 2. Nuclear Events. Volume 
1. 1970-1972 (A Bibliography with Abstracts). 
NTIS/PS-76/0207/1GI 
76-10 17) PC NO1/MF NO1 
NTIS/PS-76/02086/9Gi 
Seismic Detection. Part 2. Nuclear Events. Volume 
2. 1973-1974 (A Sneneny with Abstracts). 
NTIS/PS-76/0208/9GI 
76-10 17J PC NO1/MF NO1 
rent om tt g 
mic Detection. Part 2. Nuclear Events. Volume 
3 1975 A aan” with Abstracts). 


NTIS/PS-76 
76-10 173 PC NO1/MF NO1 
NTIS/PS-76/0210/5Gi 
Petroleum = ograph Production, and Recovery 


Methods S> aphy with Abstracts). 

NTIS/PS- e/0210/86 6-10 8i PC NO1/MF NO1 
Barmah ae tere 

Human ression (A Bibliography with Abstracts). 

NTIS/PS-76/0211/3Gi 76-10 5J PC NO1/MF NO1 
NTIS/PS-76/0212/1GI 


Migrant Workers (A Bibliography with Abstracts). 
NTIS/PS-76/0212/1G! 76-10 5K PC NO1/MF NO1 
NTIS/PS-76/0213/9G! 
Magnesium Oxide Ceramics and Refractories 
(Citations from NTIS Data Base). 
NTIS/PS-76/0213/9G! 
76-10 118 PC NO1/MF NOT 


NTIS/PS-76/0214/7GI 


Magnesium Oxide Ceramics and Refractories. 
Volume 1. 1971-1973 (Citations from Engineering 


index). 
NTIS/PS-76/0214/7GI 


AR-967 














76-10 
NTIS/PS-76/0215/4GI 
Magnesium Oxide Ceramics and Refractories. 
Volume 2. 1974-1975 (Citations from Engineering 
index). 
NTIS/PS-76/0215/4GI 
76-10 11B PC NO1/MF NO1 
NTIS/PS-76/0216/2GI 
Ablation and Ablative Materials (A Bibliography with 


Abstracts). 
NTIS/PS-76/0216/2GI 
76-10 11B PC NO1/MF NO1 


11B PC NO1/MF NO1 


NTIS/PS-76/0217/0G! 
lytetrafluoroethylene (Teflon) (A Bibliography 


ith Abstracts). 
NTIS/PS-76/0217/0GI 76-10 111 PC NO1/MF NOT 
NTIS/PS-76/0218/8GI 


Tumor immunology (A Bibliography with Abstracts). 
NTIS/PS-76/0218/8G! 76-10 6E PC NO1/MF NO1 


NTIS/PS-76/0219/6GI 
Atmospheric Particle Detectors (A Bibliography with 


Abstracts). 
NTIS/PS-76/0219/6GI 
76-10 14B PC NO1/MF NO1 








NTIS/PS-76/0220/4GI 
Adult Education (A Bibliography with Abstracts). 
NTIS/PS-76/0220/4Gi 76-10 5i PC NO1/MF NO1 
OTIS /PS-7E/E821/8G8 
ity-Mathematical Techniques (A Bibliography 
with Abstracts racts). 
NTIS/PS-76/0221/2GI 
76-10 14D PC NO1/MF NO1 
NTIS/PS-76/0222/0G! 


Pollution and Environmental Aspects of Fuel Con- 
version (A Bibliography with Abstracts). 
NTIS/PS-76/0222/06I 76-10 7A PC NO1/MF NO1 
NTIS/PS-76/0223/8GI 


incineration Studies. Volume 1. 
(Citations from NTIS Data Base). 


PS-76/0223/8GI 
76-10 13B PC NO1/MF NO1 


1964 - 1974 


NTIS/PS-76/0224/6GI 


incineration Studies. Volume 2. 1975 - March 1976 
ftose from NTIS Data Base). 
1S/PS-76/0224/6Gi 


76-10 13B PC NO1/MF NO1 


NTIS/PS-76/0225/3GI 


incineration Studies. Volume 1. 
(Citations from amma index). 
NTIS/PS-76/0225/3GI 


1973 - 1974 


76-10 13B PC NO1/MF NO1 
NTIS/PS-76/0226/1Gi 
incineration Studies. Volume 2. 1975 - February 
— (Citations from Engineering index). 
S/PS-76/0226/ 1Gi 
76-10 13B PC NO1/MF NO1 
NTIS/PS-76/0227/9Gi 
—- and Applications (A Bibliography 
with 


Abstracts). 
NTIS/PS-76/0227/9GI 
76-10 11L PC NO1/MF NO1 
NTIS/PS-76/0228/7Gi 
ery and Taxation for Urban Control of Pollu- 
tion aS de ak with Abstracts). 


76-10 13B PC NO1/MF NO1 
NTIS/PS-76/0229/5GI 
Urban Financing and Taxation (A Bibliography with 
NTIS/PS-76/0229/ 5G! 
76-10 138 PC NO1/MF NO1 
NTIS/PS-76/0230/3Gi 
Housing Taxation and Financing by the Federal, 
State and Local Governments (A Bibliography with 
NTIS/PS-76/0230/3GI 76-10 5K PC NO1/MF NO1 
NTIS/PS-76/0231/1GI 
—— Transportation. Part 1. General 
ography eo Abstracts). 


76-10 13B PC NO1/MF NO1 


Financing 
Studies (A B 
NTIS/PS-76/0231 ‘1 


NTIS/PS-76/0232/9GI 


Financing Urban Transportation. Part 2. Local Stu- 
dies (A Bibliography with Abstracts). 
NTIS/PS-76/ /9GI 

76-10 13B PC NO1/MF NO1 


NTIS/PS-76/0233/7 Gi 
Transistor Amplifiers (A Bibliography with Ab- 
racts 


st ). 
NTIS/PS-76/0233/7Gi 76-10 9E PC NO1/MF NO1 


AR-068 


NTIS/PS-76/0234/5GI 


Semiconductor Computer Storage (A Bibliography 
with Abstracts). 
NTIS/PS-76/0234/5G!I 76-10 9B PC NO1/MF NO1 


NTIS/PS-76/0235/2GI 
Nonlinear ae ao Bibliography with Abstracts). 


NTIS/PS-76/ 
76-10 20A PC NO1/MF NO1 
NTIS/PS-76/0236/0G! 
Sewage Sludge Disposal (Citations from NTIS Data 


Base). 
NTIS/PS-76/0236/0GI 
76-10 138 PC NO1/MF NO1 
NTIS/PS-76/0237/8GI 
Sewage Sludge Disposal (Citations from Engineer- 
wg index). 
1S/PS-76/0237 /8GI 
76-10 138 PC NO1/MF NO1 
NTIS/PS-76/0238/6GI 
Ecology of the Marine Environment. Volume 1. 
1964-November 1974 (A Bibliography with Ab- 
ny 
NTIS/PS-76/0238/6Gi 76-10 6F PC NO1/MF NO1 
NTIS/PS-76/0239/4GI 
Ecology of the Marine Environment. Volume 2. 
December 1974-March 1976 (A Bibliography with 
Abstracts). 
NTIS/PS-76/0239/4GI 
NTIS/PS-76/0240/2G!I 
Charge Transfer Devices (Citations from NTIS Data 


NTIS/PS-76/0240/2GI 76-10 9E PC NO1/MF NO1 
NTIS/PS-76/0241/0GI 
ao - wane Devices (Citations from Engineer- 


NS/PS. 76/0241/0GI 76-10 9€ PC NO1/MF NO1 


76-10 6F PC NO1/MF NO1 


NTIS/PS-76/0242/8GI 
Economic Factors in Regional Water Supply 
a t. Volume 1. 1964-1973 (A Bibliography 
w Cts). 
NTIS/PS- 76/0242 /8G! 

76-10 13B PC NO1/MF NO1 
NTIS/PS-76/0243/6GI 
Economic Factors in Regional Water ari | 
a em sg Volume 2. 1974-March 1976 


my a aphy with os 
ny -76/0243/6G 
76-10 13B PC NO1/MF NO1 


NTIS/PS-76/0244/4GI 


Aquaculture. Part 1. Fish. Vol. 1. 1964-1974 (A 


ay with Abstracts). 
NTIS/PS-76/0244/4Gi 76-10 6C PC NO1/MF NO1 
NTIS/PS-76/0245/1Gi 
Aquaculture. Part 1. Fish. Vol. 2. 1975-March 1976 
(A Bibliography with Abstracts). 
NTIS/PS-76/0245/1G!i 76-10 6C PC NO1/MF NO1 
NTIS/PS-76/0246/9GI 
Aquaculture. Part 2. Shellfish (A Bibliography with 


Abstracts). 

NTIS/PS-76/0246/9G! 76-10 6C PC NO1/MF NO1 
NTIS/PS-76/0247/7GI 

Aquaculture. Part 3. Salmon (A Bibliography with 


Abstracts). 

NTIS/PS-76/0247/7Gi 76-10 6C PC NO1/MF NO1 
NTIS/PS-76/0248/5GI 

Heat Pipes. Volume 1. 1964-1972 (Citations from the 

NTIS Data Base). 

NTIS/PS-76/0248/5GI 


76-10 13A PC NO1/MF NO1 


NTIS/PS-76/0249/3GI 


Heat Pipes. Volume 2. 1973-February 
(Citations from the NTIS Data Base). 
NTIS/PS-76/0249/3GI 


1976 


76-10 13A PC NO1/MF NO1 
NTIS/PS-76/0250/1GI 
Heat Pipes. Volume 1. 1970-1973 (Citations from 
Engineering index). 


NTIS/PS-76/0250/1GI 
76-10 13A PC NO1/MF NO1 
NTIS/PS-76/0251/9GI 
Heat Pipes. Volume 2. 1974-February 
(Citations from —e index). 
NTIS/PS-76/0251 /9GI 


1976 


76-10 
NTIS/PS-76/0252/7 GI 
— Relations. Volume 1. 1964-1974 (A Bibliog- 


hy with Abstracts). 
1S/PS-76/0252/7Gi 76-10 5i PC NO1/MF NO1 
NTIS/PS-76/0253/5GI 


Labor Relations. Volume 2. 1975-1976 (A Bibliog- 
raphy with Abstracts). 


13A PC NO1/MF NO1 





NTIS/PS-76/0253/5G! 
NTIS/PS-76/0254/3GI 
Strip Transmission Lines (Citations from the NTIS 


Data Base). 

NTIS/PS-76/0254/3G! 76-11 9A PC NO1/MF NO1 
NTIS/PS-76/0255/0GI 

Strip ee Lines (Citations from Engineer- 


Me index Data Base). 
1S/PS- 7010258700 76-11 9A PC NO1/MF NO1 
NTIS/PS-76/0256/8G! 
Hail: Meteorology, Damage, Prevention, and 
Forecasting (A Bibliography with Abstracts). 
NTIS/PS-76/0256/8G!i 76-11 468 PC NO1/MF NO1 
NTIS/PS-76/0257/6G!I 


Citizen Participation 
ance y with Abstracts). 
NTIS/PS-76/0257/6G!i 76-11 


NTIS/PS-76/0258/4GI 
Parachutes and ae. Volume 1. 1965-1973 


(A Bibliography with Abstracts). 
NTIS/PS-76/0258/4GI 76-11 1C PC NO1/MF NO1 


NTIS/PS-76/0259/2GI 


Parachutes and Decelerators. Volume 2. 1974- 
March 1976 (A Bibliography with Abstracts). 
NTIS/PS-76/0259/2Gi 76-11 1C PC NO1/MF NO1 


NTIS/PS-76/0260/0GI 


Fishery Law (A Bibliography with Abstracts). 
NTIS/PS-76/0260/0G!I 76-11 6C PC NO1/MF NO1 


NTIS/PS-76/0261/8G! 


Population Mobility (A Bibliography with Abstracts). 
NTIS/PS-76/0261/8G!i 76-11 5K PC NO1/MF NO1 


NTIS/PS-76/0262/6GI 
Malaria. Volume 2. 1971-March 1976 (A Bibliog- 


hy with Abstrac 
6E PC NO1/MF NO1 


76-10 5i PC NO1/MF NOI 


in Local 


5D PC NO1/MF NO1 


Government (A 


raphy ts). 
NTIS/PS- 76/0262/6G 76-11 
NTIS/PS-76/0263/4GI 


Underwater Medicine and Physiology. Volume 1. 
1964-1974 (A Bibli raphy with Le eae 
NTIS/PS-76/0263/ 76-11 PC NO1/MF NO1 


NTIS/PS-76/0264/2GI 


Underwater Medicine and Physiology. Volume 2. 
1975-March, 1976 (A Bibliography with Abstracts). 
NTIS/PS-76/0264/2G! 76-11 6S PC NO1/MF NO1 


NTIS/PS-76/0265/9G! 
Data Base Management (Citations from the NTIS 


Data Base). 
NTIS/PS-76/0265/9G! 76-11 9B PC NO1/MF NO1 
NTIS/PS-76/0266/7GI 


Data Base Management (Citations from the En- 
gineering index Data Base). 
NTIS/PS-76/0266/7GI 76-11 


NTIS/PS-76/0267/5GI 


Protective Clothing. Part 1. Arctic and Tropical En- 
vironments (A a with a ee tn 
NTIS/PS-76/0267/5G!i 76-11 PC NO1/MF NO1 


NTIS/PS-76/0268/3GI 
Protective ‘(A Bibliogrep 2. Fire and Radiatipn En- 


9B PC NO1/MF NO1 


vironments (A Bibliography with Abstracts). 
NTIS/PS-76/0268/3G!i 76-11 6Q PC NO1/MF NO1 


NTIS/PS-76/0269/1GI 
Protective Clothing. Part 3. Survival, Aircraft, and 
ey Environments (A Bibliography with Ab- 
cts). 
NTIS/PS-76/0269/1GI 76-11 6Q PC NO1/MF NO1 
NTIS/PS-76/0270/9GI 


ty Clothing. Part 4. industrial Environments 
A Bibliography with Abstracts 
1S/PS-76/0270/9G! 76-11 


NTIS/PS-76/0271/7GI 


Gunn Effect and Transferred Electron Devices 
(Citations from the NTIS Data Base). 
NTIS/PS-76/0271/7Gi 76-11 9A PC NO1/MF NO1 


NTIS/PS-76/0272/5GI 
a Effect Devices (Citations from the Engineer- 


index Data Base). 
N' IS/PS- 76/0272/8Gi 76-11 9A PC NO1/MF NO1 
NTIS/PS-76/0273/3GI 


Transferred wey Re ny (Citations from the 


Engineering index Data Base). 
NTIS/PS-7: 10273 /3GI 76-11 9A PC NO1/MF NO1 


NTIS/PS-76/0274/1GI 


Total Energy a for Buildings (Citations from 
the NTIS Data 
NTIS/PS- 76/0274/16I 


cts). 
6Q PC NO1/MF NO1 


6-11 13A PC NO1/MF NOT 
NTIS/PS-76/0275/8GI 


Total Energy Systems for Buildings (Citations from 
the Engineering index Data Base). 
NTIS/PS-76/0275/8GI 2. 
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76-11 13A PC NO1/MF NO1 
NTIS/PS-76/0276/6GI 
Waste Heat Utilization (Citations from the NTIS Data 
Base). 
NT 1 /PS-76/0276/6G! 
76-11 138 PC NO1/MF NO1 
NTIS/PS-76/0277/4GI 
Waste Heat Utilization. Volume 1. 1970-1974 
(Citations from the Engineering Index Data Base). 
NTIS/PS-76/0277/4GI 
76-11 13B PC NO1/MF NO1 
NTIS/PS-76/0278/2GI 


Waste Heat Utilization. Volume 2, 1975-March 1976 
(Citations from the sneneemng index Data Base). 
NTIS/PS-76/0278/2GI 

76-11 138 PC NO1/MF NO1 


NTIS/PS-76/0279/0GI 


Aeration of Sewage Lagoons, Reservoirs, and 
Streams (Citations from the NTIS Data Base). 
NTIS/PS-76/0279/0GI 

76-11 138 PC NO1/MF NO1 


NTIS/PS-76/0280/8GI 
Aeration of Sewage Lagoons, Reservoirs, and 
Streams (Citations from the Engineering index Data 
Base). 
NTIS) PS-76/0280/8G! 
76-11 138 PC NO1/MF NO1 
NTIS/PS-76/0281/6GI 


Cobalt Rare Earth Permanent Magnets (A Bibliog- 
y with Abstracts). 
YPS- 76/0281/6GI 
76-11 20L PC NO1/MF NO1 


NTIS/PS-76/0282/4GI 
Oral ne te Preventive Dentistry (A Bibliog- 


—_ with A cts). 
Spe 76/0282 40k 76-11 6E PC NO1/MF NO1 
NTIS/PS-76/0283/2GI 
amic Forces on Motor Vehicles (Citations 
from the NTIS Data Base). 
NTIS/PS-76/0283/ 2G! 
76-11 13—F PC NO1/MF NO1 
NTIS/PS-76/0284/0GI 


Aerodynamic Forces on Motor Vehicles (Citations 
from the Engineering index Data Base). 
NTIS/PS-76/0284/ 

76-11 13F PC NO1/MF NO1 


NTIS/PS-76/0285/7GI 


Search and Rescue Methods and Equipment (A 
Bibliography with Abstracts). 
NTIS/PS-76/0285/7G!i 76-11 6G PC NO1/MF NO1 


NTIS/PS-76/0286/5GI 
Flight Simulator Training (A Bibliography with Ab- 


stracts). 

NTIS/PS-76/0286/5Gi 76-11 5i PC NO1/MF NO1 
NTIS/PS-76/0287/3GI 

Simulators in a and Training (A Bibliog- 


Rare aeen 
1PS-76/0287/ 3G 76-11 Si PC NO1/MF NO1 
NTIS/PS-76/0288/1GI 


Leukemia (A Bibliography with Abstra = 
NTIS/PS-76/0288/1Gi 76-11 6E PC NO1/MF NO1 


NTIS/PS-76/0289/9GI 


Septicemia (A Bibliography with Abstracts). 
NTIS/PS-76/0289/9Gi 76-11 6E PC NO1/MF NO1 


NTIS/PS-76/0290/7GI 
enna ope 4 Agents and Techniques (A 


ny as h Abstracts). 
6 /0290/76) 76-12 6E PC NO1/MF NO1 
NTIS/PS-76/0291/5GI 


Radiodiagnostic Agents and Techniques. Volume 1. 
1964-1973 (A Bibliography with Abstracts). 
NTIS/PS-76/0291/5Gi 76-12 6E PC NO1/MF NO1 


NTIS/PS-76/0292/3GI 
Radiodiagnostic 7 1~ and Techniques. Volume 2. 
1974-March 1976 (A Bibliography with Abstracts). 
NTIS/PS-76/0292/3Gi 76-12 6E PC NO1/MF NO1 
NTIS/PS-76/0293/1Gi 
a Lo ngerng heen 2. 1970-March 1976 (A 


raphy with cts) 
NTIS! 76/0293/1G! 76-11 6F PC NO1/MF NO1 


NTIS/PS-76/0294/9GI 
aes haynes ps (A Bibliography with Abstracts). 
/PS-76/0294/9Gi 


76-11 138 PC NO1/MF NO1 


NTIS/PS-76/0295/6G! 
Highway Safety Structures (A Bibliography with Ab- 


). 
NTIS/PS-76/0295/6GI 


76-11 13L PC NO1/MF NO1 





NTIS/PS-76/0296/4G! 


Human Memory (A Bibliography with Abstracts 
NTIS/PS-76/0206/4GI 76-11 5J PC NO1/MF NOT 


NTIS/PS-76/0297/2GI 
Construction Management (A Bibliography with Ab- 
stracts). 
NTIS/PS-76/0297 /2GI 
76-11 13M PC NO1/MF NO1 
NTIS/PS-76/0298/0Gi 
ae Attitudes ~ the Civilian Sector (A Bibliog- 
hy with Abstracts). 
N 1S/PS-76/0298 /0GI 76-11 SJ PC NO1/MF NO1 
NTIS/PS-76/0299/8GI 
Work Attitudes in the Military (A Bibliography with 


Abstracts). 
NTIS/PS-76/0299/8Gi 76-11 5J PC NO1/MF NO1 
NTIS/PS-76/0300/4GI 
Forensic Science (A Bibliography with Abstracts). 
NTIS/PS-76/0300/4G!i 76-11 6& PC NO1/MF NO1 
NTIS/PS-76/0301/2GI 
Regional and Urban Solid Waste Disposal. Part 1. 
Management Planning (A Bibliography with Ab- 
stracts). 
NTIS/PS-76/0301 /2GI 
76-12 13B PC NO1/MF NO1 
NTIS/PS-76/0302/0GI 
Regional and Urban Solid Waste Disposal. Part 2. 
Local Case Studies (A Bibliography with Abstracts). 
NTIS/PS-76/0302/0GI 
76-12 138 PC NO1/MF NO1 
NTIS/PS-76/0303/8GI 
Regional and Urban Solid Waste Disposal. Part 3. 
Handling and Disposal Technology (A Bibliography 
with Abstracts). 
NTIS/PS-76/ /8GI 
76-12 13B PC NO1/MF NO1 
ap ae oe 
pyrights (A Bibliography with Abstracts). 
ig/PS- 76/0304/6G!i 76-11 5B PC NO1/MF NO1 
rtm 
Metrication in the United States (A Bibliography 
with Abstracts). 
NTIS/PS-76/0305 /3GI 
76-11 148 PC NO1/MF NO1 
NTIS/PS-76/0306/1GI 
Tourism and Vacation Travel in the United States (A 
Bibliography with Abstracts). 
NTIS/PS-76/0306/1GI 
76-11 13B PC NO1/MF NO1 
NTIS/PS-76/0307/9GI 
Electrodeposition. Volume 2. 1972-1974 (A Bibliog- 
hy with Abstracts). 
1S/PS-76/0307 /9GI 
76-12 13H PC NO1/MF NO1 
NTIS/PS-76/0308/7 Gi 


Phased Arrays. Volume 2. 1972-February 1976 
(Citations from the NTIS Data Base). 
NTIS/PS-76/0308 /7GI 76-12 9E PC NO1/MF NO1 


NTIS/PS-76/0309/5GI 
Phased Arrays (Citations from the Engineering 


index Data Base). 
NTIS/PS- Te /5G\ 76-12 9E PC NO1/MF NO1 
NTIS/PS-76/0310/3GI 


Antenna Arrays. Volume 2. 1972-February 1976 
(Citations from the NTIS Data Base). 
NTIS/PS-76/0310/3Gi 76-12 9E PC NO1/MF NO1 
NTIS/PS-76/0311/1GI 


Antenna Arrays (Citations from the Engineering 

index Data Base). 

NTIS/PS-76/0311/1Gi 76-12 9& PC NO1/MF NO1 
NTIS/PS-76/0312/9GI 

Microwave Oscillators. Volume 2. 1972-March 1976 

(Citations from the NTIS Data Base). 

NTIS/PS-76/0312/9G!i 76-12 9E PC NO1/MF NO1 
NTIS/PS-76/0313/7GI 

Microwave Oscillators (Citations from the Engineer- 


ome ogee Data ——— 
S/PS-76/0313/7G!i 76-12 9E PC NO1/MF NO1 
NTIS/PS-76/0314/5GI 
GRAS ( Sy: ee Recognized as Safe) Food iIn- 
redients bliography with Abstracts). 
1S/PS-76/0314/5G!I 76-12 6H PC NO1/MF NO1 
NTIS/PS-76/0315/2GI 


Mercury Pollution (A Bibliography with Abstracts). 
NTIS/PS-76/0315/2GI 
76-12 138 PC NO1/MF NO1 


NTIS/PS-76/0316/0GI 
Probation and Parole (A Bibliography with Ab- 


stracts). 
NTIS/PS-76/0316/0G!I 76-12 5K PC NO1/MF NO1 








NTIS/PS-76/0337/6GI 


NTIS/PS-76/0317/8G! 
Hemorrhagic Shock (A omeeree with Abstracts). 
NTIS/PS-76/0317/8Gi 76-12 PC NO1/MF NO1 


ee 
hoses (A Bibliography with Abstracts). 
NI $/PS-76/0318/ | 76-12 SJ PC NO1/MF NO1 
NTIS/PS-76/0319/4GI 


Oil Shale Mining, Processing, Uses, and Environ- 
mental Impacts ( ‘tations from the NTIS Data Base). 
NTIS/PS-76/0319/4Gi 76-12 81 PC NO1/MF NO1 


NTIS/PS-76/0320/2Gi 

Oil Shale Mining, Processing, Uses, and Environ- 

we ny ay (Citations from the Engineering 

x 

NTIS/PS-76/0320/2Gi 76-12 81 PC NO1/MF NO1 
NTIS/PS-76/0321/0GI 

Central City Redevelopment (A Bibliography with 

Abstracts). 

NTIS/PS-76/0321 /0GI 

76-12 138 PC NO1/MF NO1 

NTIS/PS-76/0322/8G! 

Computer Software Maintenance (A Bibliography 

with 

NTIS/PS-7670922/8GI 76-12 9B PC NO1/MF NO1 
NTIS/PS-76/0323/6GI 

Drug Abuse. Volume 1. 1964-1973 (A Bibliography 

with Abstracts). 

NTIS/PS-76/0323/6G! 76-12 60 PC NO1/MF NO1 
NTIS/PS-76/0324/4G! 

Drug va ome Volume 2. 1974-1976 (A Bibliography 

with Abstracts). 

NTIS/PS- 76/0324/4GI 76-12 60 PC NO1/MF NO1 
NTIS/PS-76/0325/1GI 

User Needs in Documentation and information (A 

Bibliography with Abstracts). 

NTIS/PS-76/0325/1G!i 76-12 5B PC NQ1/MF NO1 
NTIS/PS-76/0326/9GI 

interferon (A Bibliography with a er Cts). 

NTIS/PS-76/0326/9G!i 76-12 PC NO1/MF NO1 
NTIS/PS-76/0327/7GI 

Attitudes, Opinions, and Motivations Among 

Adolescents (A Bibliography with Abstracts). 

NTIS/PS-76/0327/7G!i 76-13 5K PC NO1/MF NO1 
NTIS/PS-76/0328/5G! 

Cosmic (A Bibliography with Abstracts). 

NTIS/PS-76/0328/5Gi 76-13 4A PC NO1/MF NO1 
NTIS/PS-76/0329/3GI 


Prostaglandins (A Bibli phy wi with Abstracts 
NTIS/BS_76/0329/3GI ‘3 PC NO1/MF NO1 
NTIS/PS-76/0330/1 Gi 


Electronic Countermeasures and Electronic Counter 
Countermeasures (A Bibliography with Abstracts). 
NTIS/PS-76/0330/1GI 

76-13 17D PC NO1/MF NO1 


NTIS/PS-76/0331/9GI 


Hazardous Materials Transportation. Part 1. General 
Studies (A yy with Abstracts). 


NTIS/PS-76/0331/ 

76-13 138 PC NO1/MF NO1 
NTIS/PS-76/0332/7GI 
Hazardous Materials Transportation. Part 


2. 
Radioactive ~ eee and Wastes (A Bibliography 
with Abstr 
NTIS/PS-76/ /7GI 
76-13 18G PC NO1/MF NOt 
NTIS/PS-76/0333/5GI 


Hazardous Materials Waste Disposal (A Bibliog- 
raphy with Abstracts). 
1S/PS-76/0333/5GI 
76-13 138 PC NO1/MF NO1 


NTIS/PS-76/0334/3GI 
Flow Visualization Ad Bibliography with Abstracts). 


NTIS/PS-76/0334/3G 
‘16-13 200 PC NO1/MF NO1 
NTIS/PS-76/0335/0GI 
Schlieren and Shadowgraph Photography (Citations 
from the NTIS Data Base). 
NTIS/PS-76/0335/0G 
76-13 200 PC NO1/MF NO1 
NTIS/PS-76/0336/8GI 


Schlieren and Shadowgraph Photography. Part 1. 
Flow or nner ney and Measurement (Citations from 
the E core By Data Base). 


NTIS/ 3-76/ 
76-13 200 PC NO1/MF NO1 


NTIS/PS-76/0337/6GI 


Schlieren and Shadowgraph Photography. Part 2. 
General Studies (Citations from the Engineering 
index Data Base). 

NTIS/PS-76/0337 /6GI 





76-13 20D PC NO1/MF NO1 


NTIS/PS-76/0338/4GI 


Holographic Flow Visualization (Citations from the 
NTIS Data Base). 
NTIS/PS-76/0338/4GI 

76-13 200 PC NO1/MF NO1 


NTIS/PS-76/0339/2GI 


Sor many Flow Visualization (Citations from the 
re index Data Base). 
1PS-7 76/0339/ 2G! 
76-13 20D PC NO1/MF NO1 


NTIS/PS-76/0340/0GI 
Cathodic Protection (Citations from the NTIS Data 


). 
NTIS/PS-76/0340/0GI 
76-13 11F PC NO1/MF NO1 
NTIS/PS-76/0341/8GI 
Cathodic Protection. Volume 1. 1970-1973 (Citations 
from the Enginee a | index Data Base). 
NTIS/PS-76/0341/ 
76-13 11F PC NO1/MF NO1 
NTIS/PS-76/0342/6GI 
Cathodic Protection. Volume 2. 1974-March, 1976 
(Citations from the Engineering index Data Base). 
NTIS/PS-76/0342/6GI 
76-13 11F PC NO1/MF NO1 
NTIS/PS-76/0343/4GI 


re Effects of Mercury Pollution (A Bibliog- 
y with Abstracts). 
1S/PS- 76/0343/ 4G) 


NTIS/PS-76/0344/2GI 
Ultrasonics in Medicine (Citations from the NTIS 


Data ). 
NTIS/PS-76/0344/2Gi 76-13 6E PC NO1/MF NO1 
NTItS/PS-76/0345/9GI 


Ultrasonics in Medicine. Volume 1. 1970-1974 
(Citations from the Engineering index Data Base). 
NTIS/PS-76/0345/9G!i 76-13 6E PC NO1/MF 1 


NTIS/PS-76/0346/7Gi 

Ultrasonics in Medicine. Volume 2. February 1975- 

1976 (Citations from the Engineering index Data 

). 

NTIS/PS-76/0346/7Gi 76-13 6E PC NO1/MF NO1 
NTIS/PS-76/0347/5GI 

Cold amd Stress on Humans (A Bibliography 

NTIS/PS-76/034 

NTIS/PS-76/ 7/5Gi 76-13 6S PC NO1/MF NO1 
NTIS/PS-76/0348/3GI 


Beam Lead Microelectronics (Citations from the 
NTIS Data Base). 
NTIS/PS-76/0348/3G! 76-14 9E PC NO1/MF NO1 


NTIS/PS-76/0349/1Gi 


Beam Lead Microelectronics (Citations from the En- 
gineering index Data Base). 
NTIS/PS-76/0349/1G!i 76-14 9& PC NO1/MF NO1 


NTIS/PS-76/0350/9G!I 
information and Communication Theory (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-76/0350/9G! 76-13 9D PC NO1/MF NO1 
NTIS/PS-76/0351/7 GI 
Vessel Traffic Systems (A Bibliography with Ab- 


stracts). 
NTIS/PS-76/0351/7GI 


76-14 6T PC NO1/MF NO1 


76-14 13) PC NO1/MF NO1 
NTIS/PS-76/0352/5GI 
Dual Mode Transportation (A Bibliography with Ab- 
stracts). 
NTIS/PS-76/0352/5GI 


76-14 138 PC NO1/MF NO1 


NTItS/PS-76/0353/3GI 
Cryogenic Properties of Aluminum and Aluminum 
Al (Citations from the NTIS Data Base). 
NTIS/PS-76/0353/3G 
76-14 11F PC NO1/MF NO1 
NTIS/PS-76/0354/1Gi © 


Cryogenic Properties of Aluminum and Aluminum 
Alloys (Citations from the Engineering Index Data 


). 
NTIS/PS-76/0354/ 1GI 

76-14 11F PC NO1/MF NOT 
NTIS/PS-76/0355/8GI 


Metal Drawing (A Bibliography with Abstracts). 
NTIS/PS-76/0355/ 8G! 


. 76-14 13H PC NO1/MF NOt 


NTIS/PS-76/0356/6G! 


IMPATT Diodes (Citations from the NTIS Data Base). 
NTIS/PS-76/0356/6G!I 76-14 9A PC NO1/MF NO1 


NTIS/PS-76/0357/4Gi 


IMPATT Diodes (Citations from the Engineering 
index Data Base). 
NTIS/PS-76/0357/4Gi 76-14 9A PC NO1/MF NO1 


AR-970 








NTIS/PS-76/0358/2GI 


Wind Power (Citations from the NTIS Data Base). 
NTIS/PS-76/0358 /2G! 
76-13 10B PC NO1/MF NO1 
NTIS/PS-76/0359/0GI 
Wind Power (Citations from the Engineering index 
Data Base). 
NTIS/PS-76/0359/0GI 
76-13 10B PC NO1/MF NO1 
NTIS/PS-76/0360/8GI 
Phase Shifters (Citations from the NTIS Data Base). 
NTIS/PS-76/0360/8Gi 76-14 9E PC NO1/MF NO1 
NTIS/PS-76/0361/6GI 
Phase Shifters (Citations from the Engineering 
index Data Base). 
NTIS/PS- 76/0361 /6GI 
NTIS/PS-76/0362/4GI 
Microwave Communication (A Bibliography with 
Abstracts). 
NTIS/PS-76/0362/4GI 


76-14 9E PC NO1/MF NO1 


76-13 17B PC NO1/MF NOQ1 


NTIS/PS-76/0363/2GI 
Omega Navigation System (Citations from the NTIS 
Data Base). 
NTIS/PS-76/0363/2GI 


76-14 17G PC NO1/MF NO1 


NTIS/PS-76/0364/0GI 
Omega Navigation System (Citations from the En- 
gineering index Data Base). 

NTIS/PS-76/0364 /0G 


! 
76-14 17G PC NO1/MF NO1 


NTIS/PS-76/0365/7GI 


Underwater Construction and Mining (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-76/0365/7GI 


76-14 13J PC NO1/MF NO1 


NTIS/PS-76/0366/5GI 


Electromagnetic ee. Volume 2. 1972-March, 
1976 (A Bibli phy with Ly 
0366/50! 76 


NTIS/PS-76/ PC NO1/MF NO1 
NTIS/PS-76/0367/3Gi 

Acoustic ~ ean Ropers Volume 2. 1973-March 

1976 (A Bibli = with Abstracts). 

NTIS/PS-76/ -4 76-14 SA PC NO1/MF NO1 
spatieeainiaaian os 


integrated Circuit Reliability (A Bibliography with 
Abstracts). 
NTIS/PS-76/0368/1GI 


NTIS/PS-76/0369/9GI 


Effects of Land Use and Urbanization on Water 
Perey and Water Quality (A Bibliography with 
stracts) 
NTIS/PS-76/0369 /9GI 
76-14 


76-14 9E PC NO1/MF NO1 


13B PC NO1/MF NO1 
NTIS/PS-76/0370/7GI 


Bionics (A Bibliography with Abstracts). 
NTIS/PS-76/0370/7Gi 76-14 6D PC NO1/MF NO1 
NTIS/PS-76/0371/5GI 
Amorphous Semiconductors. Volume 1. 1971-1973 
(A Bibliography with Abstracts). 
NTIS/PS-76/0371/5GI 
76-14 20. PC NO1/MF NO1 
NTIS/PS-76/0372/3GI 
Amorphous Semiconductors. Volume 2. 1974-March 
1976 (A Bibliography with Abstracts). 
NTIS/PS-76/0372/3GI 
76-14 201 PC NO1/MF NO1 


NTIS/PS-76/0373/1Gi 
Construction Equipment (A Bibliography with Ab- 


stracts). 
NTIS/PS-76/0373/1GI 
76-14 13C PC NO1/MF NO1 


NTIS/PS-76/0374/9GI 
Coid Weather Construction (A Bibliography with 


Abstracts). 
NTIS/PS-76/0374/9GI 
76-14 13M PC NO1/MF NO1 
NTIS/PS-76/0375/6GI 


Architectural Construction Materials. Part 1. Non- 
Concrete. Volume 1. 1964-1974 (A Bibliography with 
Abstracts). 
NTIS/PS-76/0375/6GI 
76-14 13C PC NO1/MF NO1 
NTIS/PS-76/0376/4GI 


Architectural Construction Materials. Part 1. Non- 
Concrete. Volume 2. 1975-May 76 (A Bibliography 
with Abstracts). 

NTIS/PS-76/0376/4GI 


76-14 13C PC NO1/MF NO1 





NTIS/PS-76/0377/2GI 
Architectural Construction 


Materials. 
Concrete and Cements (A Bibliography with Ab- 
stracts). 

NTIS/PS- rae 


Part 2. 


13C PC NO1/MF NO1 
NTIS/PS-76/0378/0G! 


Altitude Hypoxia (A ow ee Abstracts). 
NTIS/PS-76/0378/0GI 76-14 PC NO1/MF NO1 


NTIS/PS-76/0379/8GI 


Walsh Functions (A Bibliography with Abstracts). 
NTIS/PS-76/0379/8Gi 76-14 9D PC NO1/MF NO1 


NTIS/PS-76/0380/6GI 
Tes one af 





T omic Studies (A Bibliog- 
oe ay with Abstracts). 
1S/PS-76/0380/6Gi 


76-14 178 PC NO1/MF NOT 


NTIS/PS-76/0381/4GI 
Stream Erosion and Scour (A Bibliography with Ab- 
stracts). 
NTIS/PS-76/0381/4Gi 76-14 8H PC NO1/MF NO1 
NTIS/PS-76/0382/2G! 


Urban Automated Traffic Control (A Bibliography 
with Abstracts). 
NTIS/PS-76/0382/2GI 


76-14 13B PC NO1/MF NO1 


NTIS/PS-76/0383/0GI 


Radiation Damage of Laser Materials (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-76/0383/0GI 

76-14 20E PC NO1/MF NO1 

NTIS/PS-76/0384/8GI 

Metal Processing Wastes. Part 1. Air Pollution (A 
Bibliography with Abstracts). 
NTIS/PS-76/0384/8G 


76-14 13B PC NO1/MF NO1 


NTIS/PS-76/0385/5GI 


Metal Processing Wastes. Part 2. Water Pollution (A 
Bibliography with Abstracts). 
NTIS/PS-76/0385/5G 
76-14 138 PC NO1/MF NO1 

NTIS/PS-76/0386/3G! 

Cloud Seeding (A Bibliography with Abstracts). 

NTIS/PS-76/0386/3G! 76-14 4B PC NO1/MF NO1 
NTIS/PS-76/0387/1GI 


Biological ow of Microwaves (A Bibliography 

with Abstracts). 

NTIS/PS- 76/0387 /1GI 76-14 6R PC NO1/MF NO1 
NTIS/PS-76/0388/9GI 

Computer Software Transferability and Portability (A 

Bibliography with Abstracts). 

NTIS/PS-76/0388/9G! 76-14 9B PC NO1/MF NO1 
NTIS/PS-76/0389/7GI 

Thermionics (A Bibliography with Abstracts). 

NTIS/PS-76/0389/7GI 

6-14 10B PC NO1/MF NO1 

NTIS/PS-76/9390/5GI 

Coal Gasification and Liquefaction Technology. 

Volume 1. 1964-1973 (A “Bibliography vith Ab- 


stracts). 

NTIS/PS-76/0390/5G! 76-14 7A PC NO1/MF NO1 
NTIS/PS-76/0391/3GI 

Coal Gasification and Li 

Volume 2. 1974-May 1976 ( 

stracts). 

NTIS/PS-76/0391 /3GI 
NTIS/PS-76/0392/1GI 

Air Pollution Emission Factors (A Bibliography with 

Abstracts). 

NTIS/PS-76/0392/1GI 

76-14 


uefaction Technology. 
Bibliography with Ab- 


76-14 7A PC NO1/MF NO1 


13B PC NO1/MF NO1 
NTIS/PS-76/0393/9GI 
Solar Energy Collectors and Concentrators 
(Citations from the NTIS Data Base). 
NTIS/PS-76/0393/9G 
. 76-14 
NTIS/PS-76/0394/7GI 
Solar Energy Collectors and Concentrators 
(Citations from the Engineering Index Data Base). 
NTIS/PS-76/0394/7GI 
76-14 


10A PC NO1/MF NO1 


10A PC NO1/MF NO1 

NTItS/PS-76/0395/4GI 
Septic Tank and Household Sewage Systems 
mn and Use (Citations from the NTIS Data 


Base 
NTIS/PS-76/0395/4GI 


76-14 1368 PC NO1/MF NO1 
NTIS/PS-76/0396/2GI 


Septic Tank and Household Systems Design and 
Use (Citations from the Engineering Index Data 
Base). 


7. 











NTIS/PS-76/0396/2GI 
76-14 


13B PC NO1/MF NO1 
NTIS/PS-76/0397/0GI 
Public Opinion and Sociology of Water Resource 
Development (A Bibliography with Abstracts). 
NTIS/PS-76/0397/0GI 
76-14 13B PC NO1/MF NO1 
NTIS/PS-76/0398/8G! 
Hypothermia (A Bibliography with Abstracts). 
NTIS/PS-76/0398/8G! 76-14 6S PC NO1/MF NO1 
NTIS/PS-76/0399/6GI 
Desulfurization of Coal and Petroleum (A Bibliog- 
hy with Abstracts). 
NTIS/PS- 76/0399/6GI 
76-14 21D PC NO1/MF NO1 
NTIS/PS-76/0400/2GI 


Planning and impact of Water Resource Programs. 
Volume 1. 1972-1974 (A Bibliography with Ab- 


stracts). 
NTIS/PS-76/0400/2GI 


76-15 13B PC NO1/MF NO1 


NTIS/PS-76/0401/0GI 


Planning and impact of Water Resource Programs. 
Volume 2. 1975-May 1976 (A Bibliography with Ab- 


stracts). 
NTIS/PS-76/0401/0GI 


76-15 1368 PC NO1/MF NO1 


NTIS/PS-76/0402/8GI 


Energy Conservation. Part 1. 
Bibliography with Abstracts). 
NTIS/PS-76/0402/8GI 


Transportation (A 


76-14 10A PC NO1/MF NO1 


NTIS/PS-76/0403/6GI 
Energy Conservation. Part 2. Buildings (A Bibliog- 
hy with Abstracts). 
1S/PS-76/0403/6GI 


76-14 10A PC NO1/MF NO1 


NTIS/PS-76/0404/4G! 
Energy Conservation. Part 3. Industry (A Bibliog- 
hy with Abstracts). 
NTIS/PS-76/0404/4GI 


76-14 10A PC NO1/MF NO1 


NTIS/PS-76/0405/1G! 


Energy Conservation. Part 4. Policies, Programs, 
and General Studies (A Bibliography with Ab- 


stracts). 
NTIS/PS-76/0405/ 1G! 

76-14 10A PC NO1/MF NO1 
NTIS/PS-76/0406/9GI 


Food Packaging and Storage (A Bibliography with 
Abstracts). 
NTIS/PS-76/0406/9G! 76-14 6H PC NO1/MF NO1 


NTIS/PS-76/0407/7GI 


Un round Coal Gasification (Citations from the 
NTIS Data Base). 
NTIS/PS-76/0407/7GI 

76-15 21D PC NO1/MF NO1 

NTIS/PS-76/0408/5GI 

aad tas Gasification (Citations from the En- 
ineering index Data Base). 
NTIS/PS* 76/0408/5GI 

76-15 21D PC NO1/MF NO1 


NTIS/PS-76/0409/3Gi 
Biochemical Oxygen Demand. Volume 1. 1964-1974 
(A Bibli raphy with Abstracts). 
NTIS/PS-76/0409/3GI 
76-15 13B PC NO1/MF NO1 
NTIS/PS-76/0410/1GI 
Biochemical an Demand. Volume 2. 1975-May 
1976 (A Bibli with Abstracts). 
NTIS/PS-76/ 101 ! 
76-15 13B PC NO1/MF NO1 
NTIS/PS-76/0411/9GI 


Computer Software Standards (A Bibliography with 


NTIS/PS-76/0411/9GI 76-15 98 PC NO1/MF NO1 
NTIS/PS-76/0412/7GI 
Cable Television (Citations from the NTIS Data 
NTIS/PS-76/0412/7GI 

6-16 17B PC NO1/MF NO1 
NTIS/PS-76/0413/5GI 


Cable by nee Volume 1. 
from the Eng 
NTIS/PS- 76/0413/ 


1970-1974 (Citations 
peorns index Data Base). 


76-16 17B PC NO1/MF NO1 
NTIS/PS-76/0414/3GI 
Cable Television. Volume 2. 1975-May 1976 
(Citations from the Engineering index Data Base). 
NTIS/PS-76/0414/3GI 


76-16 178 PC NO1/MF NO1 


NTIS/PS-76/0415/0GI 
Chemical Analysis of Steel (A Bibliography with Ab- 


stracts). 
NTIS/PS-76/0415/0GI 


76-15 11F PC NO1/MF NO1 


NTIS/PS-76/0416/8GI 
Economic Models. Volume 3. April 1975-May 1976 


(A Bibliography with Abstracts). 
NTIS/PS-76/0416/8Gi 76-15 5C PC NO1/MF NO1 


NTIS/PS-76/0417/6GI 


Use of Ultrasonics in Manufacturing Procedures (A 
Bibliography with Abstracts) 
NTIS/PS-76/0417/6GI 


76-15 13H PC NO1/MF NO1 


NTIS/PS-76/0418/4GI 
Foundation - Marine Environments (A Bibliography 
with Abstracts). 
NTIS/PS- 76/0418/4GI 
76-15 13) PC NO1/MF NO1 


NTIS/PS-76/0419/2GI 


Arms Control (A Bibliography with Abstracts). 

NTIS/PS-76/0419/2Gi 76-15 5D PC NO1/MF NO1 
NTIS/PS-76/0420/0GI 

Boron Reinforced Composites (A Bibliography with 

Abstracts). 

NTIS/PS-76/0420/0GI 


76-15 110 PC NO1/MF NO1 


NTIS/PS-76/0421/8GI 


Nondestructive Ultrasonic Testing and inspection. 
Volume 1. 1964-1971 (Citations from the NTIS Data 


Base). 
NTIS/PS-76/0421 /8GI 


76-15 148 PC NO1/MF NO1 


NTIS/PS-76/0422/6GI 


Nondestructive Ultrasonic Testing and Inspection. 
be yn hs Ua October, 1974 (Citations from the 
NTIS D ase). 

NTIS/PS- 76/0420 /6G! 


76-15 1468 PC NO1/MF NO1 


NTIS/PS-76/0423/4GI 
Nondestructive Ultrasonic Testing and In 
Volume 3. November, 1974-April 
from the NTIS Data Base). 
NTIS/PS-76/0423/4GI 

76-15 


tion. 
1976 (Citations 


14B PC NO1/MF NO1 
NTiS/PS-76/0424/2GI 
Nondestructive Ultrasonic Testing and Inspection 
(Citations from the Engineering index Data Base). 
NTIS/PS-76/0424 /2G! 
76-15 14B PC NO1/MF NO1 
NTIS/PS-76/0425/9GI 
BART and METRO. Rapid Transit for the San Fran- 
cisco and Washington, D.C. Areas (A Bibliography 
with Abstracts). 
NTIS/PS-76/0425/9GI 
76-15 13B PC NO1/MF NO1 
NTIS/PS-76/0426/7 GI 


Artificial Kidneys (Citations from the NTIS Data 


Base). 
NTIS/PS-76/0426/7G!i 76-15 6L PC NO1/MF NO1 
NTIS/PS-76/0427/5Gi 


Artificial Kidneys (Citations from the Engineering 
index Data Base). 
NTIS/PS- 76/0427 /5GI 


NTIS/PS-76/0428/3GI 


Light Detection and reg ns | 
1964-1974 (A a wit 
NTIS/PS-76/0428/ 


76-15 6L PC NO1/MF NO1 


LIDAR). — 1. 
tracts 


76-15 17E PC NO1/MF NO1 
NTIS/PS-76/0429/1GI 


—_ Detection and Ranging (LIDAR). Volume 2. 
1975-April 1976 (A p Sacopeery with Abstracts). 


NTIS/PS-76/0429/1 
76-15 17E PC NO1/MF NO1 
NTIS/PS-76/0430/9GI 
Shipborne Containers and Containerization 
(Citations from the NTIS Data Base). 
NTIS/PS-76/0430/9G 
76-15 13D PC NO1/MF NO1 
NTIS/PS-76/0431/7GI 
Shipborne Containers and  Containerization 
(Citations from the Engineering Index Data Base). 
NTIS/PS-76/0431 /7GI 
76-15 13D PC NO1/MF NO1 
NTIS/PS-76/0432/5GI 
Lemme of Gaseous Halogenated Organic Com- 


nds (A Bibliography with Abstracts). 
NTIS/PS- 76/0432/5Gi 76-15 6T PC NO1/MF NO1 
NTIS/PS-76/0433/3GI 
Consumer Products and Consumer Affairs (A 


Bibliography with Abstracts). 
NTIS/PS-76/0433/3GI 





NTIS/PS-76/0452/3GI 


76-15 134 PC NO1/MF NO1 
NTIS/PS-76/0434/1GI 


Machine Translation (A Bibliography with Ab- 


stracts). 

NTIS/PS-76/0434/1G!i 76-15 5G PC NO1/MF NO1 
NTIS/PS-76/0435/8GI 

Ocean Wave Sensors (A Bibliography with Ab- 

stracts). 
NTIS/PS-76/0435/8G! 76-15 8C PC NO1/MF NO1 
NTIS/PS-76/0436/6GI 

Structural Mechanics Software. Volume 1. March 

1971-April 1975 (A Bibliography with Abstracts). 

NTIS/PS-76/0436/6GI 
. 76-15 20K PC NO1/MF NO1 
NTIS/PS-76/0437/4GI 

Structural Mechanics Software. Volume 2. May 

1975-May 1976 (A Bibliography with Abstracts). 

NTIS/PS-76/0437/4GI 

76-15 20K PC NO1/MF NO1 

NTIS/PS-76/0438/2G! 

Sewage Effects in Marine and we Environ- 

ments (A Bibliogr apy with Abstracts). 

NTIS/PS-76/0438/ 76-15 6F PC NO1/MF NO1 
NTIS/PS-76/0439/0GI 

Sait Marshes (A Bibliography with Abstracts). 

NTIS/PS-76/0439/0G! 76-15 6F PC NO1/MF NO1 
NTIS/PS-76/0440/8G! 

Acoustic Holography (Citations from the NTIS Data 


Base). 
NTIS/PS-76/0440/8GI 
76-15 20A PC NO1/MF NO1 
NTIS/PS-76/0441/6GI 
Acoustic Holography (Citations from the Engineer- 
_ index Data Base). 
1S/PS-76/0441 /6GI 
76-15 20A PC NO1/MF NO1 


NTIS/PS-76/0442/4GI 


Microforms. Volume 2. 1973-May 1976 (A Bibliog- 
a with Abstracts). 
1S/PS-76/0442/4G) 
76-15 14E PC NO1/MF NO1 
NTIS/PS-76/0443/2GI 
Water Quality Modeling. Hydrological and Lim- 
nological Systems. Volume 1. 1964-1974 (A Bibliog- 
raphy with tracts). 
IS/PS-76/0443/2Gi 76-16 8H PC NO1/MF NO1 
NTIS/PS-76/0444/0GI 
Water Quality Modeling. Hydrological and Lim- 
nological Systems. Volume 2. 1975-June 1976 (A 
Bibliography with Abstracts). 
NTIS/PS-76/0444/0GI 76-16 8H PC NO1/MF NO1 
NTIS/PS-76/0445/7GI 


Microwave a Power Transmission (A Bibliog- 
raphy with Abstracts). 
NTIS/PS- 76/0445/7Gi 


NTIS/PS-76/0446/5GI 
Microwave Heating: Applications and Equipment 
(Citations from the NTIS Data Base). 


NTIS/PS-76/0446/5GI 
76-15 13A PC NO1/MF NO1 


76-15 9C PC NO1/MF NO1 


NTIS/PS-76/0447/3GI 


Microwave Heating: industrial Applications 
(Citations from the Engineering index Data Base). 


NTIS/PS-76/0447/3GI 
76-15 13A PC NO1/MF NO1 
NTIS/PS-76/0448/1GI 
Microwave Heating: Cooking and Food Preparation 
(Citations from the Engineering index Data Base). 
NTIS/PS-76/0448/1GI 


76-15 13A PC NO1/MF NO1 


NTIS/PS-76/0449/9GI 
Personnel Management in Remote Areas (A Bibliog- 
raphy with Abstracts). 

NTIS/PS-76/0449/9Gi PC NO1/MF NO1 

NTIS/PS-76/0450/7G! 

Holographic Theory and Recording Techniques (A 
Bibliography with Abstracts) 
NTIS/PS-76/0450/7GI 

76-15 


76-15 5! 


14E PC NO1/MF NO1 
NTIS/PS-76/0451/5G! 


Applications of Holography. Volume 1. 1970-1974 (A 
Bibliography with Abstracts). 
NTIS/PS-76/0451/5GI 


76-15 148 PC NO1/MF NO1 


NTIS/PS-76/0452/3GI 


Applications of Holography. Volume 2. 1975-May 
1976 (A ers ye with Abstracts}. 
NTIS/PS-76/0452/3GI 


76-15 


14B PC NO1/MF NO1 


AR-971 





NTtS/PS-76/0453/1GI 


Police. Operations, Management, Training, 
ve meme Equipment. Volume 1. 1964-1974 (A 
Bibliography with Abstracts). 

NTIS/PS-76/0453/1Gi 76-15 SK PC NO1/MF NO1 


NTIS/PS-76/0454/9GI 
Police. Operations, Management, Training, 
Behavior, Equipment. Volume 2. 1975-May 1976 (A 
Bibliography with Abstracts). 
NTIS/PS-76/0454/9G! 76-15 5K PC NO1/MF NO1 
NTIS/PS-76/0455/6GI 


Blindness (A Bibliography with Abstracts). 
NTIS/PS-76/0455/6Gi 76-15 6E PC —— NO1 


NTIS/PS-76/0456/4Gi 


Crimes and Crime Prevention (A Bibliography with 
Abstracts). 
NTIS/PS-76/0456/4G!i 76-15 5K PC NO1/MF NO1 


NTIS/PS-76/0457/2GI 


Structural Foundations in Soils, ice, Snow, and Per- 
mafrost. oe 2. 1972-May 1976 (A Bibliograph 
with Abstracts). — 
NTIS/PS- 76/0457/2GI 

76-15 13M PC NO1/MF NO1 


NTIS/PS-76/0458/0GI 
Hydrogen Use as a Fuel (A Bibliography with Ab- 
stracts). 
NTIS/PS-76/0458/0GI 
76-15 21D PC NO1/MF NO1 
NTIS/PS-76/0459/8G! 
Hydrogen Production (A Bibliography with Ab- 
stracts). 
NTIS/PS-76/0459/8GI 
76-15 21D PC NO1/MF NO1 
NTIS/PS-76/0460/6GI 
Hydrogen Storage. Part 1. Storage as a Gas or 
Liquid (A Bib rare td with Abstracts). 


NTIS/PS-76/ 
76-15 21D PC NO1/MF NO1 


NTIS/PS-76/0461/4GI 
Hydrogen Storage. Part 2. Hydrogen as a Hydride (A 
Bibliography with a, 
NTIS/PS-76/0461/4G 
76-15 21D PC NO1/MF NO1 
NTIS/PS-76/0462/2GI 


Geothermal Energy. Volume 1. 1964-April 1975 
(Citations from the NTIS Data Base). 
NTIS/PS-76/0462/2GI 

76-15 10A PC NO1/MF NO1 


NTIS/PS-76/0463/0GI 
Geothermal Energy. Volume 2. May 1975-April 1976 
(Citations from the NTIS Data Base). 
NTIS/PS-76/0463/0GI 
76-15 10A PC NO1/MF NO1 
NTIS/PS-76/0464/8Gi 
Geothermal Energy. Volume 1. 1970-1974 (Citations 
from the Engineering index Data Base). 
NTIS/PS-76/0464/8GI 
76-15 110A PC NO1/MF NO1 
NTIS/PS-76/0465/5G! 
Geothermal Energy. Volume 2. 1975-April 1976 
(Citations from the Engineering index Data Base). 
NTIS/PS-76/0465/ 5G! 
76-15 10A PC NO1/MF NO1 
NTIS/PS-76/0466/3GI 
Nickel Cadmium Batteries (A Bibliography with Ab- 
stracts). 
NTIS/PS-76/0466/3GI 
76-16 10C PC NO1/MF NO1 
NTIS/PS-76/0467/1GI 
Artificial Limbs (A Bibliography with Abstracts). 
NTIS/PS-76/0467/1Gi 76-16 6. PC NO1/MF NO1 
NTIS/PS-76/0468/9G! 


Remote Sensing of the Ocean. Part 1. Physical, 

— and Geological Properties (A Bibliog- 
with Abstracts). 

1S/PS-76/0468/ 9G 76-16 8) PC NO1/MF NO1 


NTIS/PS-76/0469/7 GI 
Remote epee of the Ocean. Part 2. Dynamics (A 


way aye Aes th Abstracts). 
NTIS/PS-76/0469/7G!i 76-16 8C PC NO1/MF NO1 
NTIS/PS-76/0470/5GI 
Highway Traffic Noise (A Bibliography with Ab- 
stracts). 
NTIS/PS-76/0470/5GI 

76-16 20A PC NO1/MF NO1 
NTIS/PS-76/0471/3GI 


Mechanical Hearts. Volume 1. 1969-1973 (Citations 
from the NTIS Data Base). 
NTIS/PS-76/0471/3Gi 76-16 6. PC NO1/MF NO1 


AR-972 





NTIS/PS-76/0472/1GI 


Mechanical Hearts. Volume 2. 1974-May, 1976 


(Citations from the NTIS Data Base). 

NTIS/PS-76/0472/1Gi 76-16 6L PC NO1/MF NO1 
NTIS/PS-76/0473/9GI 

Mechanical Hearts (Citations from the Engineering 

index Data Base). 

NTIS/PS- 76/0473/9G1 76-16 6. PC NO1/MF NO1 
NTIS/PS-76/0474/7GI 


Fuel Consumption. Part 1. industrial, Residential, 
and _— Studies (A Bibliography with Ab- 
strac 
NTIS/PS-76/0474/7GI 

76-16 21D PC NO1/MF NO1 


NTIS/PS-76/0475/4GI 
Fuel Consumption. Part 2. Transportation (A 
Bibl yo ke with Daa 
NTIS/PS-76/0475 

76-16 21D PC NO1/MF NOT 
NTIS/PS-76/0476/2GI 


Electric Power Consumption (Citations from the 
NTIS Data Base). 
NTIS/PS-76/0476/2GI 

76-16 10A PC NO1/MF NO1 


NTIS/PS-76/0477/0GI 

Electric Power Consumption (Citations from the En- 

gineering Index Data Base). 

NTIS/PS-76/0477 /0GI 

76-16 10A PC NO1/MF NO1 

NTIS/PS-76/0478/8GI 

Activated Carbon. Volume 1. 1964-1974 (Citations 

from the NTIS Data Base). 

NTIS/PS-76/0478/8GI 76-17 7A PC NO1/MF NO1 
NTIS/PS-76/0479/6GI 

Activated Carbon. Volume 2. 1975-1976 (Citations 

from the NTIS Data Base). 

NTIS/PS-76/0479/6GI 76-17 7A PC NO1/MF NO1 
NTIS/PS-76/0480/4GI 

Activated Carbon. Part 1. Waste ry od a 

(Citations from the Engineering index D 77 

NTIS/PS-76/0480/4Gi 76-17 7A PC NOW/ME 01 
NTIS/PS-76/0481/2GI 


Activated Carbon. Part 2. Other Uses (Citations from 
the Engineering Index Data Base). 
NTIS/PS-76/0481/2G! 76-17 7A PC NO1/MF NO1 


NTIS/PS-76/0482/0GI 


Technology Assessment. Volume 1. 1964-June, 1975 
(A Bibliography with Abstracts). 
NTIS/PS-76/0482/0G!i 76-17 SA PC NO1/MF NO1 


NTIS/PS-76/0483/8GI 
Technology Assessment. Volume 2. July, 1975-June, 


1976 (A Bibliograph with Abstracts). 
NTIS/PS-76/ BGI 76-17 5A PC NO1/MF NO1 
NTIS/PS-76/0484/6GI 


PERT (A Bibliography with Abstracts). 
NTIS/PS-76/0484/6G!i 76-17 5A PC NO1/MF NO1 


CENIS-TOISSSEIES 


| wi arin 


Generators’ in 
ae (A Bib! raphy with Abstracts). 
NTIS/PS-76/0485/3G 

76-17 108 PC NO1/MF NO1 


NTIS/PS-76/0486/1GI 


New Towns and New Communities. Planning and 
Development (A Bibliography with Abstracts). 
NTIS/PS-76/0486/1GI 

76-17 13B PC NO1/MF NO1 


NTIS/PS-76/0487/9GI 
Replacement Theory (A Bibliography with Ab- 


stracts). 

NTIS/PS-76/0487/9G! 76-17 SA PC NO1/MF NO1 
NTIS/PS-76/0488/7 GI 

Linear Pr —— in Management (A Bibliog- 


— with tracts). 
IS/PS- 76/0488 /7G 76-17 SA PC NO1/MF NO1 
NTIS/PS-76/0489/5GI 


Fiber Optics. Volume 1. 1970-May 1975 (Citations 
from the NTIS Data Base). 
NTIS/PS-76/0489 /5G!I 

76-17 20F PC NO1/MF NO1 


Power 





NTIS/PS-76/0490/3GI 
Fiber Optics. Volume 2. June 1975-May 1976 
(Citations from the NTIS Data Base). 
NTIS/PS-76/0490/3GI 
76-17 20F PC NO1/MF NO1 


NTIS/PS-76/0491/1Gi 


Fiber Optics. Volume 1. 1974-1975 (Citations from 
the Engineering index Data Base). 
NTIS/PS-76/0491/1GI 

76-17 20F PC NO1/MF NO1 


NTIS/PS-76/0492/9G! 


Fiber Optics. Volume 2. January 1976-June 1976 
(Citations from the Engineering index Data Base). 
NTIS/PS-76/0492/9GI 
76-17 20F PC NO1/MF NO1 
NTIS/PS-76/0493/7GI 
ne Charcoal (Citations from the Engineering 
index Data Base). 
NTIS/PS- 76/04 /7G\| 76-17 7A PC NO1/MF NO1 
NTIS/PS-76/0494/5GI 
Sport Fishing. (A ee with Abstracts). 
NTIS/PS-76/0494/5Gi 76-17 6C PC NO1/MF NO1 
NTIS/PS-76/0495/2GI 
Air Traffic Congestion and Capacity. (A Bibliog- 
hy with Abstracts). 
NTIS/PS- 76/0495/2Gi 76-17 1B PC NO1/MF NO1 
NTIS/PS-76/0496/0GI 
Soil Erosion Control. (A Bibliography with Ab- 


stracts). 
NTIS/PS-76/0496/0GI 
76-17 13B PC NO1/MF NO1 
NTIS/PS-76/0497/8GI 
Food Processing Waste Treatment. (A Bibliography 
with Abstracts). 
NTIS/PS-76/0497 /8GI 
76-17 138 PC NO1/MF NO1 
NTIS/PS-76/0498/6GI 
a Gas. Part 1. Supply, Demand and Utilization. 
(A Bibliography with Abstracts). 
ATIS/PS" S76/0498/6G! 
76-17 21D PC NO1/MF NO1 
NTIS/PS-76/0499/4GI 
— Gas. Part 2. Marine Transportation. (A 
yy aphy vo ee 
NTIS) 


-76/0499 
76-17 210 PC NO1/MF NO1 
NTIS/PS-76/0500/9GI 
Remote Sensing for Natural Resource, Environmen- 
tal, and Regional Planning. (A Bibliography with Ab- 
stracts). 
NTIS/PS-76/0500/9G! 76-17 8F PC NO1/MF NO1 
NTIS/PS-76/0501/7GI 
Forest Management (A Bibliography with Abstracts). 
NTIS/PS-76/0501/7G!i 76-17 2F PC NO1/MF NO1 
NTIS/PS-76/0502/5G! 


Surface Effect Vehicles and Surface Effect: General 
ae Volume 2. 1972-1976. (A Bibliography with 
tracts). 

NTIS/PS-76/0502/5G!i 76-17 1C PC NO1/MF NO1 
NTIS/PS-76/0503/3G! 

Surface Effect Vehicies/Ships in Marine Environ- 

ments. (Citations from the NTIS Data Base). 

NTIS/PS-76/0503/3GI 

76-17 13) PC NO1/MF NO1 

NTIS/PS-76/0504/1GI 


Surface Effect Vehicles/Shi 
ments. (Citations from the 


Base). 
NTIS/PS-76/0504/1GI 
76-17 13J PC NO19MF NO1 


in Marine Environ- 
ngineering Index Data 


NTIS/PS-76/0505/8GI 

Soil Compaction/Consolidation. (Citations from the 

NTIS Data Base). 

NTIS/PS-76/0505/8G!i 76-17 8M PC NO1/MF NO1 
NTIS/PS-76/0506/6GI 

Soil Compaction/Consolidation. (Citations from the 

Engineering Index Data Base). 

NTIS/PS-76/0506/6G! 76-17 8M PC NO1/MF NO1 
NTIS/PS-76/0507/4GI 


—_ Cells. eee 2. 1974-May, 1976. (A Bibliog- 
y with Abstra 
iS/PS- 76/0507 /4G1 
76-17 108 PC NO1/MF NO1 


NTIS/PS-76/0508/2GI 


Atmospheric Modeling of Air Orel Volume 1. 
1964-1973. (A Bibliography with Abstra 
NTIS/PS-76/0508/2Gi 76-17 4B PC Nt 1/MF NO1 


NTIS/PS-76/0509/0G! 


Atmospheric wet of Air Pollution. Volume 2. 
1974-Jun 1976. (A Bibliography with Abstracts). 
NTIS/PS-76/0509/0G!i 76-17 48 PC NO1/MF NO1 


NTIS/PS-76/0510/8GI 
Light Communication Systems. Volume 1. 1971- 
Aer 1975 (A ~~ eg with Abstracts). 
NTIS/PS-76/0510 
6-17 17B PC NO1/MF NO1 
NTIS/PS-76/0511/6GI 


Light Communication Systems. Volume 2. May, 


1975-May, 1976 (A Bibliography with Abstracts). 
NTIS/PS-76/0511/6G! 
76-17, 178 PC NO1/MF NOt 
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NTIS/PS-76/0512/4GI 


Metal Matrix Composites. Volume 1. 1971-1973 (A 
Bibliography — ca, 


NTIS/PS-76/0512 
76-17 11D PC NO1/MF NO1 


NTIS/PS-76/0513/2GI 
Metal Matrix Com . Volume 2. 1974-May, 1976 
(A Emoue’y with Abstracts). 
NTIS/PS-76/0513/2G 
76-17 11D PC NO1/MF NO1 


NTIS/PS-76/0514/0GI 


Solid Waste Reclamation and Recycling. Part 1. 
Packaging and Containers (A Bibliography with Ab- 


stracts). 
NTIS/PS-76/0514/0GI 
76-17 13B PC NO1/MF NO1 
NTIS/PS-76/0515/7GI 
Solid Waste Reclamation and Recycling. Part 2. 
Plastics (A Bibliography with Abstracts). 
NTIS/PS-76/0515/7GI 
6-17 13B PC NO1/MF NO1 
NTIS/PS-76/0516/5GI 
Solid Waste Reclamation and Recycling. Part 3. 
Metals (A Bibliography with Abstracts). 
NTIS/PS-76/0516/5Gi 
76-17 13B PC NO1/MF NO1 
NTIS/PS-76/0517/3GI 
Solid Waste Reclamation and Recycling. Part 4. 
Glass (A Bibliography with Abstracts). 
NTIS/PS-76/0517/3GI 
76-17 138 PC NO1/MF NO1 
NTIS/PS-76/0518/1GI 
— Waste Reclamation and Recycling. Part 5. 
aper (A Bibliography with Abstracts). 
NTIS/PS- 76/0518/1Gi 
76-17 138 PC NO1/MF NO1 
NTIS/PS-76/0519/9GI 
Sulfur Dioxide Control. Volume 2. 1973-1976 (A 
Bibliography with Abstracts). 
NTIS/PS-76/0519/9GI 
76-17 13B PC NO1/MF NO1 
NTIS/PS-76/0520/7GI 
Ferrite Microwave Electronics. Volume 2. 1970-May, 
1976 (A Bibliography with Abstracts). 
NTIS/PS-76/0520/7G!i 76-17 9A PC NO1/MF NO1 
NTIS/PS-76/0521/5GI 
Chemical Vapor Deposition. Volume 1. 1964-1974 (A 
Bibliography with Abstracts). 
NTIS/PS-76/0521/5GI 
76-18 11C PC NO1/MF NO1 
NTIS/PS-76/0522/3GI 


Chemical Vapor Deposition. Volume 2. 1975-May, 
1976 (A Bibli os Ea Abstracts). 


NTIS/PS-76/ 
76-18 11C PC NO1/MF NO1 
NTIS/PS-76/0523/1GI 
Concrete p eer Composites (Citations from the 
NTIS Data Base). 
NTIS/PS-76/0523/ 1GI 
76-17 13C PC NO1/MF NO1 
NTIS/PS-76/0524/9GI 


Concrete Polymer say (Citations from the 
Enginee index Data 
PS-76/0524/9GI 
76-17 13C PC NO1/MF NO1 
NTIS/PS-76/0525/6GI 


Finite Elements in Structural Analysis (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-76/0525/6GI 

76-17 20K PC NO1/MF NO1 


NTIS/PS-76/0526/4GI 
Hyperbarix Oxygenation (A Bibliography with Ab- 
stracts 


NTIS/PS-76/0526/4GI 76-17 6S PC NO1/MF NO1 
NTIS/PS-76/0527/2GI 
Computer Software Reliability (A Bibliography with 


Abstracts). 
NTIS/PS-76/0527/2G! 76-17 9B PC NO1/MF NO1 
NTIS/PS-76/0528/0GI 
Aircraft Air Pollution. Volume 1. 
ay yay! phy with Abstracts) 
NTIS/PS-76/0528/0GI 
76-17 138 PC NO1/MF NO1 


1964-1974 (A 


NTIS/PS-76/0529/8GI 


Aircraft Air Pollution. Volume 2. 
Bibliography with Abstracts). 
NTIS/PS-76/0529/ 8GI 

76-17 138 PC NO1/MF NO1 


1974-1976 (A 


NTIS/PS-76/0530/6GI 
Computer Technology in Medicine (A Bibliography 
with Abstracts). 

NTIS/PS-76/0530/6G!i 76-17 6E PC NO1/MF NO1 


NTIS/PS-76/0531/4GI 
Schistosoma and Schistosomiasis (A Bibliography 
with Abstracts). 
NTIS/PS-76/0531/4Gi 76-18 6E PC NO1/MF NO1 
NTIS/PS-76/0532/2G!I 
Light Emitting Diodes (A Bibliography with Ab- 


stracts). 

NTIS/PS-76/0532/2Gi 76-18 9A PC NO1/MF NO1 
NTIS/PS-76/0533/0GI 

Drag Reducing Fluids (A Bibliography with Ab- 


stracts). 
NTIS/PS-76/0533/0GI 
76-17 20D PC NO1/MF NO1 

NTIS/PS-76/0534/8Gi 

Synthetic Foods (A Bibliography with Abstracts). 

NTIS/PS-76/0534/8GI 76-17 oH PC NO1/MF NO1 
NTIS/PS-76/0535/5GI 

immobilized Enzymes (Citations from the NTIS Data 


Base). 

NTIS/PS-76/0535/5G! 76-18 7C PC NO1/MF NO1 
NTIS/PS-76/0536/3GI! 

a Enzymes (Citations from the Engineer- 


index Data Base). 
N' 1S/PS-76/0536/3G! 76-18 7C PC NO1/MF NO1 


NTIS/PS-76/0537/1GI 
Biocompatible Materials. Volume 2. 1974-June 1976 


(A Bibliography with Abstracts). 
NTIS/PS-76/0537/1G!i 76-18 6L PC NO1/MF NO1 


NTIS/PS-76/0538/9GI 
Bird Strikes and Aviation Safety (A Bibliography 


with Abstracts). 
NTIS/PS-76/0538/9G! 76-17 1B PC NO1/MF NO1 


NTIS/PS-76/0539/7GI 


infrared Upconversion (A Bibliography with Ab- 
Stracts). 
NTIS/PS-76/0539/7GI 

76-18 20F PC NO1/MF NO1 


NTIS/PS-76/0540/5GI 
Decision Making in Management (A Bibliography 
with Abstracts). 
NTIS/PS-76/0540/5Gi 76-17 5A PC NO1/MF NO1 


NTIS/PS-76/0541/3GI 


Machine Automation and Numerical Control. 
Volume 3. 1974-May 1976 (A Bibliography with Ab- 
stracts). 

NTIS/PS-76/0541/3G!i 76-17 131 PC NO1/MF NO1 


NTIS/PS-76/0542/1GI 


Lithium Batteries. Volume 1. 1964-1974 (Citations 
from the NTIS Data Base). 
NTIS/PS-76/0542/1GI 

76-18 10C PC NO1/MF NO1 


NTIS/PS-76/0543/9GI 


Lithium Batteries. Volume 2. 
(Citations from the NTIS Data Base 
NTIS/PS-76/0543/9GI 

76-18 10C PC NO1/MF NO1 


1975-May 1976 
). 


NTIS/PS-76/0544/7Gi 
Lithium Batteries (Citations from the Engineering 
index Data Base 
NTIS/PS-76/0544/7GI 
76-18 10C PC NO1/MF NO1 
NTIS/PS-76/0545/4GI 
Drinking Drivers (A Bibliography with Abstracts). 
NTIS/PS-76/0545/4Gi 76-18 SJ PC NO1/MF NO1 
NTIS/PS-76/0546/2Gi 
Alcoholism (A Bibliography with Abstracts). 
NTIS/PS-76/0546/2G! 76-18 SJ PC NO1/MF NO1 
NTIS/PS-76/0547/0GI 
Single Sideband Communications (Citations from 
t TIS Data Base). 
NTIS/PS-76/0547 /0GI 
76-18 17B PC NO1/MF NO1 
NTIS/PS-76/0548/8Gi 


a le Sideband Communications (Citations from 
= eee Ne ny Data Base). 
NTIS/ 


-76/0548 /8G 
76-18 17B PC NO1/MF NO1 
NTIS/PS-76/0549/6GI 


Lead Batteries (Citations from the NTIS Data Base). 
NTIS/PS-76/0549 /6GI 
76-18 10C PC NO1/MF NO1 


NTIS/PS-76/0550/4GI 


Lead Batteries (Citations from the Engineering 
index Data Base). 
NTIS/PS-76/0550 /4G! 

76-18 10C PC NO1/MF NO1 


NTIS/PS-76/0551/2GI 


Structured Programming (A Bibliography with Ab- 
stracts). 
NTIS/PS-76/0551/2G! 76-18 9B PC NO1/MF NO1 





NTIS/PS-76/0571/0GI 


NTIS/PS-76/0552/0GI 
inertial Navigation and Guidance (A Bibliography 
with Abstracts). 
NTIS/PS-76/0552/0GI 
76-18 17G PC NO1/MF NO1 


NTIS/PS-76/0553/8G! 
Tropospheric Scatter Communications (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-76/0553/8GI 
76-18 17B PC NO1/MF NO1 
NTIS/PS-76/0554/6G! 
Mathematical Analysis of Stress Cracks. Volume 2. 
1974-May 1976 (A Bibliography with Abstracts). 


NTIS/PS- 76/0554 /6GI 
76-18 20K PC NO1/MF NO1 


NTIS/PS-76/0555/3G! 
Microwave Landing Systems (Citations from the 
NTIS Data Base 
NTIS/PS-76/0555/3GI 
76-18 17G PC NO1/MF NO1 


NTIS/PS-76/0556/1GI 
Microwave Landing Systems (Citations from the En- 
gineering Index Data Base). 
NTIS/PS-76/0556/1GI 
76-18 17G PC NO1/MF NO1 


NTIS/PS-76/0557/9GI 
Cryobiology (A Bibliography with Abstracts). 
NTIS/PS-76/0557/9G! 76-18 6P PC NO1/MF NO1 
NTIS/PS-76/0558/7GI 


Ocean Waste Disposal (A Bibliography with Ab- 
stracts). 
NTIS/PS-76/0558/7G! 

76-18 138 PC NO1/MF NO1 


NTIS/PS-76/0559/5GI 
Prisons and Prison Programs (A Bibliography with 
Abstracts). 
NTIS/PS-76/0559/5G! 76-18 SK PC NO1/MF NO1 
NTIS/PS-76/0560/3G! 


Electric Automobiles (Citations from the NTIS Data 
Base). 
NTIS/PS-76/0560/3GI 
76-18 13F PC NO1/MF NO1 
NTIS/PS-76/0561/1GI 
Electric Automobiles (Citations from the Engineer- 
ing index Data Base). 
NTIS/PS-76/0561/1GI 
76-18 13F PC NO1/MF NO1 
NTIS/PS-76/0562/9Gi 
Computer information Security and Protection 
(Citations from the NTIS Data Base). 
NTIS/PS-76/0562/9G! 76-18 98 PC NO1/MF NO1 
NTIS/PS-76/0563/7GI 


Computer information Security and Protection 
(Citations from the Engineering Index Data ,~-4™ 
NTIS/PS-76/0563/7G! 76-18 98 PC NO1/MF 1 


NTIS/PS-76/0564/5GI 
Mathematical Models of Manpower and Personnel! 
Management. Volume 2. 1974-June, 1976 (A 


Bibliography with Abstracts). 
NTIS/PS-76/0564/5Gi 76-18 5! PC NO1/MF NO1 
NTIS/PS-76/0565/2GI 
Sewage and oegenie Waste Irrigation (Citations 
from the NTIS Data Base). 
NTIS/PS-76/0565/2GI 
76-18 13B PC NO1/MF NO1 
NTIS/PS-76/0566/0GI 
Sewage and Organic Waste Irrigation (Citations 
from the Engineering Index Data Base). 
NTIS/PS-76/0566/0GI 
76-18 13B PC NO1/MF NO1 


NTIS/PS-76/0567/8GI 
Antineoplastic Agents (A Bibliography with Ab- 
cts 


stra -A 

NTIS/PS-76/0567/8Gi 76-18 60 PC NO1/MF NO1 
NTIS/PS-76/0568/6Gi 

Speech Recognition by Computer (A Bibliography 

with Abstracts). 

NTIS/PS-76/0568/6GI 

76-18 17B PC NO1/MF NO1 

NTIS/PS-76/0569/4GI 

Job and Industrial Related Productivity (A Bibliog- 


+ hy with Abstracts). 
NTIS/PS- 76/0569/4G) 76-18 51 PC NO1/MF NO1 


NTIS/PS-76/0570/2GI 


Marine Fouling (Citations from the NTIS Data Base). 
NTIS/PS-76/0570/2G! 
76-18 13J PC NO1/MF NO1 


NTIS/PS-76/0571/0GI 


Marine Fouling (Citations from the Engineering 
Index Data Base 
NTIS/PS-76/057 1/0GI 








76-18 
NTIS/PS-76/0572/8G!I 
— Washout (A Bibliography with Ab- 


NTIS/PS- 76/0572/8Gi 76-19 4B PC NO1/MF NO1 
NTIS/PS-76/0573/6GI 


Dental Materials and Equipment (A Bibliography 

with Abstracts). 

NTIS/PS-76/0573/6Gi 76-19 6. PC NO1/MF NO1 
NTIS/PS-76/0574/4GI 


tal Prostheses (A Bibliography with Abstracts). 
NTIS/PS. 76/0574/4Gi 76-19 6. PC NO1/MF NO1 


NTIS/PS-76/0575/1GI 


Municipal Fire Departments (A Bibliography with 
Abstracts). 
NTIS/PS-76/0575/ 1Gi 
76-19 13 PC NO1/MF NO1 
NTIS/PS-76/0576/9GI 


Computer a ee. Volume 1. 1970-1973 


(A Bibliography cts). 

NTIS/PS- sroeve/oah 76-19 51 PC NO1/MF NO1 
NTIS/PS-76/0577/7GI 

Computer Aided instruction. Volume 2. 1974-June 

1976 WA Bibliography with Abstracts). 

NTIS/PS-76/0577/7Gi 76-19 5i PC NO1/MF NO1 
NTIS/PS-76/0578/5GI 

Airfield Pavement Evaluation. Volume 1. 1964-1970 

(A Bibliography with Abstracts). 

NTIS/PS- 6/0578/5Gi 76-19 1E PC NO1/MF NO1 
NTIS/PS-76/0579/3G!I 


Airfield Pavement aoe. Volume 2. 1971-1972 
(A Bibliography with Abst 
NTIS/PS- 1 6/0579/3GI 76.19 


NTIS/PS-76/0580/1G! 


Airfield Pavement Evaluation. Volume 3. 1973-June, 
1975 (A Bibliography with Absiracts). 
NTIS/PS-76/ /1Gi 76-19 1E PC NO1/MF NO1 


NTIS/PS-76/0581/9GI 


Airfield Pavement Evaluation. Volume 4. July 1975- 
June 1976 (A ay a with Abstracts). 
1E PC NO1/MF NO1 


13) PC NO1/MF NO1 


ts). 
1E PC NO1/MF NOT 


NTIS/PS-76/0581/9Gi 76-19 
NTIS/PS-76/0582/7GI 
Eutrophication. a 2. 1974-Jul 76 (A Bibliog- 


with Abstracts). 
1S /PS-76/0882/ 7G 76-19 6F PC NO1/MF NO1 


NTIS/PS-76/0583/5GI 
Breakwaters (A Bibliography with Abstracts). 
0583/5GI 


NTIS/PS-76/ 
76-19 13B PC NO1/MF NO1 
NTIS/PS-76/0584/3GI 


Urban Air Pollution +4 Bibliography with Abstracts). 
NTIS/PS-76/0584/3G 
‘76-19 


NTIS/PS-76/0585/0GI 
Urban Noise Pollution (A Bibliography with Ab- 
stracts). 
NTIS/PS-76/0585/0GI 
76-19 
NTIS/PS-76/0586/8G! 
Heat Resistant Plastics. Part 1. —— Containing 


mers raph oe acts). 
NTIG/PS-76/0886/601" 7 111 "PC NO1/MF NO1 


NTIS/PS-76/0587/6GI 
Heat Resistant Plastics. Part 2. Silicone, Carborane, 
Halocarbon, and Other Polymers (A Bibliography 


with Abstra 
PC NO1/MF NO1 


13B PC NO1/MF NO1 


13B PC NO1/MF NO1 


NTIS/PS-76/0887/6GI 76-20 11! 
NTIS/PS-76/0588/4GI 


Soil Stabilization (A Bibliography with Abstracts). 
NTIS/PS-76/0588/4Gi 76-19 8M PC NO1/MF NO1 
NTIS/PS-76/0589/2GI 
Carbon Dioxide Lasers. Volume 2. 1975-May, 1976 
(A Bibliography with Abstracts). 
NTIS/PS-76/0589/ 2G! 
76-19 20E PC NO1/MF NO1 
NTIS/PS-76/0590/0GI 
Polycarboranes (A Bibliography with 
NTIS/PS-76/0590/0G! 76-19 111 
NTIS/PS-76/0591/8GI 
Supertankers and no a (Citations from the 
NTIS Data Base). 
NTIS/PS-76/0591/8G! _ 
76-19 13) PC NO1/MF NO1 


Abstracts). 
PC NO1/MF NO1 


NTIS/PS-76/0592/6G! 
Supertankers and Superports (Citations from the 
Engi index Data Base). 

NTIS/PS-76/0592/ 6G! 


76-19 133 PC NO1/MF NO1 


AR-974 


NTIS/PS-76/0593/4GI 
Flood Control. Volume 1. 1964-1974 (A Bibliography 
with Abstracts). 
NTIS/PS-76/0593 /4GI 
76-20 138 PC NO1/MF NO1 
NTIS/PS-76/0594/2GI 


Flood Control. Volume 2. 1975-1976 (A Bibliography 

with Abstracts). 

NTIS/PS-76/0594 /2G! 

76-20 

NTIS/PS-76/0595/9GI 

The Elderly: Social, Health, Housing, and Transpor- 

tation Problems and Services (A Bibliography with 

Abstracts). 

NTIS/PS-76/0595/9G! 76-19 5K PC NO1/MF NO1 
NTIS/PS-76/0596/7Gi 


Hepatitis and Blood Transfusions (A Bibliography 
with Abstracts). 
NTIS/PS-76/0596/7GI 76-19 6& PC NO1/MF NO1 


NTIS/PS-76/0597/5GI 


Mine Safety. Part 1. Fires and Explosions (A 
Bibliography with Abstracts 


NTIS/ 56/0597 /5GI 762 81 PC NO1/MF NO1 
NTIS/PS-76/0598/3GI 


Mine Safety. Part 2. Communication and Position 
Finding Systems (A Bibliography with Abstracts). 


13B PC NO1/MF NOT 


NTIS/PS-76/0598/3Gi 76-20 81 PC NO1/MF NO1 
NTIS/PS-76/0599/1Gi 

Mine Safety. Part 3. Occupational Health--General 

Studies (A ibliogra hy with Abstracts). 

NTIS/PS-76/0599/1G! 76-20 6) PC NO1/MF NO1 
NTIS/PS-76/0600/7Gi 

Mine Safety. Part 4. Occupational Health-Radioac- 

tivity (A Bibliography with Abstracts). 

NTIS/PS-76/ /7Gi 76-20 6J PC NO1/MF NO1 


NTIS/PS-76/0601/5GI 
Mine ew we 5. General Studies (A Bibliography 


with Abstra 
NTIS/PS- 76/0 01/5GI 76-20 81 PC NO1/MF NO1 
NTIS/PS-76/0602/3GI 


Boiler Corrosion (Citations from the NTIS Data 


Base). 
NTIS/PS-76/0602/3G! 
76-19 
NTIS/PS-76/0603/1Gi 


Boiler Corrosion. Volume 1. 1973-1974 (Citations 
from the Engineering index Data Base). 
NTIS/PS-76/0603/1GI 

76-19 11F PC NO1/MF NO1 


NTIS/PS-76/0604/9GI 


Boiler Corrosion. Volume 2. 1975-June, 1976 
(Citations from the anonaemng index Data Base). 
NTIS/PS-76/0604 /9GI 

76-19 11F PC NO1/MF NO1 


NTIS/PS-76/0605/6G! 
Psychotropic Drug Research (A Bibliography with 
cts 


tracts). 
NTIS/PS-76/0605/6Gi 76-20 60 PC NO1/MF NO1 
NTIS/PS-76/0606/4GI 
Waste Processing and Pollution in the Chemical 
and Petrochemical industries. Volume 1. 1964-1974 
(A Bibliography with Abstracts). 
NTIS/PS-76/ /4Gi 
76-19 138 PC NO1/MF NO1 
NTIS/PS-76/0607/2GI 
Waste Processing and Pollution in the Chemical 
and Petrochemical industries. Volume 2 (A Bibliog- 
Abstracts). 
NTIS/PS-76/0807, /2G\ 
76-19 13B PC NO1/MF NO1 
NTIS/PS-76/0608/0GI 
Pattern Recognition. Volume 1. 1964-June, 1975 (A 
Abstracts 


prise ocoso tea 
NTIS/PS-76/0608/0G! 76-20 9B PC NO1/MF NO1 
NTIS/PS-76/0609/8GI 
Pattern een. Volume 2. June 1975-June 
1976 (A Bibliography with Abstracts). 
NTIS/PS-76/ yea 76-20 9B PC NO1/MF NO1 
NTIS/PS-76/0610/6GI 
Air Traffic Control Simulation Models (A Bibliog- 
r with Abstracts). 
1S/PS-76/0610/6GI 
76-19 


NTIS/PS-76/0611/4Gi 


Telephone Systems (A Bibliography with Abstracts). 
NTIS/PS-76/0611/4GI 
76-20 17B PC NO1/MF NO1 


NTIS/PS-76/0612/2GI 


Radiation Effects on Celis and Chromosomes (A 
Bibliography with Abstracts). 
NTIS/PS-76/0612/2G! 76-20 6R PC NO1/MF NO1 


11F PC NO1/MF NO1 


17G PC NO1/MF NO1 


NTIS/PS-76/0613/0G! 


Dye —_— Volume 1. 1964-1974 (A Bibliography 
wth cts). 
NTIS/PS-76/0613/0GI 

76-20 20E PC NO1/MF NOI 


NTIS/PS-76/0614/8GI 


Dye Lasers. Volume 2. 1975-June 1976 (A Bibliog- 
hy with Abstracts). 
1S/PS-76/0614/8GI 
76-20 20E PC NO1/MF NO1 


NTIS/PS-76/0615/5GI 
Portable Radio Equipment (A Bibliography with Ab- 
avant. 
NTIS/PS-76/0615/5GI 
76-20 17B PC NO1/MF NO1 
NTIS/PS-76/0616/3GI 


Land Mobile Communications (A Bibliography with 
Abstracts). 
NTIS/PS-76/0616/3GI 


76-19 178 PC NO1/MF NOt 
NTIS/PS-76/0617/1GI 


Chemical fos -. of Aerosols and Airborne Par- 
ticulates (A B hy with Abstracts). 
NTIS/PS- esha 6-20 7D PC NO1/MF NO1 


NTIS/PS-76/0618/9GI 
Closed Loop Control Systems. Part 1. Aircraft (A 


Bibliography with Abstracts). 
NTIS/PS-76/0618/9G! 76-20 1C PC NO1/MF NO1 
NTIS/PS-76/0619/7GI 

— Loop Control Systems. Part 2. Miscellane- 

us Applications (A > cca with Abstracts). 
NTIS/PS-76/0619/7G 
' 76-20 16D PC NO1/MF NO1 

NTIS/PS-76/0620/5GI 


Gas Dynamic Lasers (A Bibliography with Ab- 
stracts). 
NTIS/PS-76/0620/5GI 

76-20 20E PC NO1/MF NO1 


kaa /3GI 


-— Earnings. Volume 2. 1974-Jul, 
‘-- ro 
5C PC NO1/MF NO1 


1978 (A Bib Bibliograph 


NTIS/PS-76/ 
NTIS/PS-76/0622/1GI 

pe cerry for the Elderly or Physically Han- 

d A Bi ys um with Abstracts). 

NTIS/PS- 1610622) 

76-20 13B PC NO1/MF NO1 

NTIS/PS-76/0623/9GI 

Management Games (A Bibliography with Ab- 


NTIS/PS 

NTIS/PS-76/0623/9G!i 76-20 SA PC NO1/MF NO1 
NTIS/PS-76/0624/7GI 

Quality of Life in the Urban Environment (A Bibliog- 


a with Abstracts). 
1S/PS-76/0624/7Gi 76-20 5K PC NO1/MF NO1 
gt ie 

rt Noise (A erety with Abstracts). 


te S/PS-76/6625/4G 
76-20 138 PC NO1/MF NOt 
NTIS/PS-76/0626/2G! 


Offshore Structures (A Bibliography with Abstracts). 
NTIS/PS-76/0626/2GI 
76-20 138 PC NO1/MF NO1 


NTIS/PS-76/0627/0G! 
Offshore Drilling (A oar with Abstracts). 
NTIS/PS-7: 7/0Gi 7 81 PC NO1/MF NO1 
pro-am ee 


A Bibl hy with Abstracts 
at PS 76/0628/8G) e Mi PC molMe NO1 
NTIS/PS-76/0629/6Gi 


The Gulf Stream (A Bibliography with Abstracts). 
NTIS/PS-76/0629/6Gi 7620 8G PC NO1/MF NOt 


NTIS/PS-76/0630/4GI 
industrialized Housing (A Bibliography with Ab- 
NTIS/PS-76/0630/4G! 
76-20 
NTIS/PS-76/0631/2G! 
Computer Networks. Volume 1. 1969-June, 1975 (A 


Bibli with Abstracts). 
NTIS/PS-76/0631/2GI 76-20 9B PC NO1/MF NOt 
NTIS/PS-76/0632/0GI 


Computer Networks. Volume 2. July 1975-July 1976 
(AB acy hy Abstra 
NTIS/PS-76/0632/0G! 76-20 98 PC NO1/MF NO1 


NTIS/PS-76/0633/8GI 


Wastewater Effiuent Guidelines and Performance 
Standards Using Best Technology’ (A Bibliography 


with racts). 
NTIS/PS-76/0633/8GI 


13M PC NO1/MF NO1 


, 


>. 

















76-20 13B PC NO1/MF NO1 
NTIS/PS-76/0634/6GI 
Electroretinography (A Bibliography with Abstracts). 
NTIS/PS-76/0634/6G! 76-20 6P PC NO1/MF NO1 
NTIS/PS-76/0635/3GI 
Fog Prediction (A Bibliography with Abstracts). 
NTIS/PS-76/0635/3G! 76-20 48 PC NO1/MF NO1 
NTIS/PS-76/0636/1GI 


Control Theory. Volume 2. 
Bibliography with Abstracts). 
NTIS/PS-76/0636/ 1GI 

76-20 


1974-July, 1976 (A 


12A PC NO1/MF NO1 
NTIS/PS-76/0637/9GI 
Oil Spill Removal Techniques and Equipment (A 
Bibliography with Abstracts). 
NTIS/PS-76/0637/9GI 


76-20 13B PC NO1/MF NO1 


NTIS/PS-76/0638/7GI 
Air Quality Monitoring. Volume 1. 
Bibliography with Abstracts). 
NTIS/PS-76/0638/7GI 
76-20 13B PC NO1/MF NO1 


1970-1974 (A 


NTIS/PS-76/0639/5GI 
Air Quality Monitoring. Volume 2. 1975-July 1976 (A 
Bibliography with Abstracts). 
NTIS/PS-76/0639/5GI 
76-20 13B PC NO1/MF NO1 


NTIS/PS-76/0640/3GI 
Water Rights and Water Law. Volume 2. 1974-July, 


1976 (A Bibl phy with Abstracts). 
NTIS/PS-76/ ns dy: 30 
76-20 13B PC NO1/MF NO1 


NTIS/PS-76/0641/1Gi 
bg rea in Medicine (A Bibliography 
with Abstracts). 
NTIS/PS-76/0641/1GI 76-20 6E PC NO1/MF NO1 
NTIS/PS-76/0642/9Gi 
Motor Vehicle Tires: Skid and Wear Resistance: 
Nondestructive Tests, Safety (Citations from the 
NTIS Data Base). 
NTIS/PS-76/0642/9GI 
76-20 13F PC NO1/MF NO1 
NTIS/PS-76/0643/7GI 
Motor Vehicle Tires: Skid and Wear Resistance: 
Nondestructive Tests; Safety (Citations from the En- 
oa index — Base). 
1S/PS-76/0643/7GI 
76-20 13F PC NO1/MF NO1 


NTIS/PS-76/0644/5GI 


Food Processing. Volume 2. July 1974-July 1976 (A 
Bibliography with Abstracts). 
NTIS/PS-76/0644/5G! 76-20 6H PC NO1/MF NO1 


NTIS/PS-76/0645/2GI 


Titanium and Titanium Alloy Creep (A Bibliography 
with a. 
NTIS/PS-76/ /2GI 


76-20 11F PC NO1/MF NO1 


NTIS/PS-76/0646/0GI 
Sickle Cell Anemia (A Bibliography with Abstracts). 
NTIS/PS-76/0646/0GI 76-20 6E PC NO1/MF NO1 
NTIS/PS-76/0647/8GI 
a enig Construction (Citations from the NTIS Data 


). 
NTIS/PS-76/0647/8GI 
76-20 13B PC NO1/MF NO1 
NTIS/PS-76/0648/6GI 
Tunnel Construction. Volume 1. 1970-1972 
(Citations from the Engineering Index Data Base). 
NTIS/PS-76/0648/6G 
76-20 13B PC NO1/MF NO1 
NTIS/PS-76/0649/4GI 
Tunnel Construction. Volume 2. 1973-1974 
(Citations from the Engineering index Data Base). 
NTIS/PS-76/0649/ 4GI 
76-20 13B PC NO1/MF NO1 
NTIS/PS-76/0650/2Gi 
Tunnel Construction. Volume 3. 1975 (Citations 
from the Engineering index Data Base). 


NTIS/PS-76/0650/ 
76-20 13B PC NO1/MF NO1 


NTIS/PS-76/0651/0GI 


Tunnel Construction. Volume 4. 1976 (Citations 
from the Engineering index Data Base). 
NTIS/PS-76/0651/0GI 

76-20 13B PC NO1/MF NO1 


NTIS/PS-76/0652/8GI 


Waste Treatment 
brane P 


Reverse Osmosis and Mem- 
rocesses (Citations from the NTIS Data 


). 
NTIS/PS-76/0652/8G! 76-20 7A PC NO1/MF NO1 


NTIS/PS-76/0653/6GI 


Waste Treatment by Reverse Osmosis and Mem- 
brane Processes. Part 1. Sewage (Citations from the 
Engineering index Data Base). 

NTIS/PS-76/0653/6Gi 76-20 7A PC NO1/MF NO1 


NTIS/PS-76/0654/4GI 


Waste Treatment by Reverse Osmosis and Mem- 
brane Processes. Part 2. Industrial (Citations from 
the Engineering Index Data Base). 

NTIS/PS-76/0654/4Gi 76-20 7A PC NO1/MF NO1 


NTIS/PS-76/0655/1GI 


Ozonization Used in Water and Sewage Treatment 
(Citations from the NTIS Data Base). 
NTIS/PS-76/0655/1GI 


76-21 13B PC NO1/MF NO1 


NTIS/PS-76/0656/9GI 


Ozonization Used in Water and Sewage Treatment 
(Citations from the Engineering index Data Base). 
NTIS/PS-76/0656/9GI 
76-21 13B PC NO1/MF NO1 
NTIS/PS-76/0657/7GI 
Animal Waste Pollution and Its Control (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-76/0657/7GI 
76-21 13B PC NO1/MF NO1 
NTIS/PS-76/0658/5GI 


Cooling Towers (Citations from the NTIS Data 


Base). 
NTIS/PS-76/0658/5GI 
76-20 13A PC NO1/MF NO1 


NTIS/PS-76/0659/3GI 


Cooling Towers. Part 1. Design and Performance 

(Citations from the Engineéring Index Data Base). 

NTIS/PS-76/0659/3GI 
76-20 13A PC NO1/MF NO1 


NTIS/PS-76/0660/1GI 


Cooling Towers. Part 2. Environmental Studies 

(Citations from the Engineering index Data Base). 

NTIS/PS-76/0660/1GI 
76-20 13A PC NO1/MF NO1 

NTIS/PS-76/0661/9GI 

Solid Waste Disposal Economics (A Bibliography 

with Abstracts). 

NTIS/PS-76/0661 /9GI 


76-21 138 PC NO1/MF NO1 


NTIS/PS-76/0662/7GI 
Noise Pollution Economics (A Bibliography with Ab- 
stracts). 
NTIS/PS-76/0662/7GI 
76-21 13B PC NO1/MF NO1 


NTIS/PS-76/0663/5Gi 


Air Pollution Economics. Volume 1. 1964-1974 (A 
Bibliography with Abstracts). 
NTIS/PS-76/0663/5G 
76-21 13B PC NO1/MF NO1 
NTIS/PS-76/0664/3GI 


Air Pollution Economics. Volume 2. 1975-June 1976 

(A Bibliography with Abstracts). 

NTIS/PS-76/0664/3GI 
76-21 13B PC NO1/MF NO1 


NTIS/PS-76/0665/0GI 


Water Pollution Economics. Volume 1. 1964-1974 (A 
Bibliography with Abstracts). 
NTIS/PS-76/0665 /0GI 
76-21 138 PC NO1/MF NO1 

NTIS/PS-76/0666/8Gi 

Water Pollution Economics. Volume 2. 1975-July, 

1976 (A Bibli sa pad with Abstracts). 

/8GI 


NTIS/PS-76/ 
76-21 136 PC NO1/MF NO1 


NTIS/PS-76/0667/6GI 


The Use of Computers in Solving Mathematical 
Problems (A Bibliography with Abstracts). 
NTIS/PS-76/0667/6Gi 76-20 9B PC NO1/MF NO1 


esreay FO-Tereeeaneet 


lia abi 





ns, Economics, and Production 


(A Dlohouanhy with Abstracts $s). 
NTIS/PS-76/0668/4Gi 76-21 2A PC NO1/MF NO1 


NTIS/PS-76/0669/2GI 
Computer erage Management (A Bibliography 


with Abstracts 
NTIS/PS- 7010 69/2GI 76-20 9B PC NO1/MF NO1 
NTIS/PS-76/0670/0GI 


Automatic Acquisition of Water Quality Data (A 
ay phy with —_— 
NTIS/PS-76/0670/0G 

16-21 13B PC NO1/MF NO1 


NTIS/PS-76/0671/8GI 


Effects of Inflation (A Bibliography with Abstracts). 
NTIS/PS-76/0671/8G!I 76-22 5C PC NO1/MF NO1 


NTIS/PS-76/0691/6GI 


NTIS/PS-76/0672/6GI 
a aan ee Volume 1. 1964-June, 1975 (A 
raphy with Abstracts). 
NTIS) -76/0672/6G! 76-22 9B PC NO1/MF NO1 
NTIS/PS-76/0673/4GI 
Minicomputers. Volume : July 1975-July 1976 (A 
Bibliography with Abstracts). 
NTIS/PS-76/0673/4Gi 76-22 9B PC NO1/MF NO1 
NTIS/PS-76/0674/2Gi 
Driver Behavior Under Abnormal Conditions: Physi- 
cal Impairment, Drugs, and Gases (A Bibliography 
with Abstracts). 
NTIS/PS-76/0674/2Gi 76-21 
NTIS/PS-76/0675/9G! 
Flexible eee Pavements. Volume 3. 1975-July 


5J PC NO1/MF NO1 


1976 (A Bibliography with Abstracts). 
NTIS/PS-76/0675/ Pod 
76-22 138 PC NO1/MF NO1 
NTIS/PS-76/0676/7GI 


All Volunteer Military Services (A Bibliography with 


Abstracts). 
NTIS/PS-76/0676/7G! 76-21 Si PC NO1/MF NO1 
NTIS/PS-76/0677/5Gi 


X Ray Fluorescence Analysis. Volume 1. 1964-1974 
(A Bibliography with Abstracts). 

NTIS/PS-76/0677/5G!I 76-21 7D PC NO1/MF NO1 
NTIS/PS-76/0678/3GI 


X Ray Fluorescence Analysis. Volume 2. 1975-July, 


1976 (A Bibliography with Abstracts). 
NTIS/PS-76/0678/3G!i 76-21 7D PC NO1/MF NO1 
NTIS/PS-76/0679/1Gi 


Anthropometry: Basic Studies and Applications (A 


Bibliography with Abstracts). 
NTIS/PS-76/0679/1Gi 76-21 6N PC NO1/MF NO1 


NTIS/PS-76/0680/9G! 


Pollution Caused by Ammunition Manufacturing (A 
Bibliography with Abstracts). 
NTIS/PS-76/0680/9GI 

76-22 19A PC NO1/MF NO1 
NTIS/PS-76/0681/7GI 


Liquid Crystals (A Bibliography with Abstracts). 
NTIS/PS- 76/0681 /7GI 
76-22 20F PC NO1/MF NO1 


NTIS/PS-76/0682/5G! 


Collision Avoidance Systems (A Bibliography with 
Abstracts). 
NTIS/PS-76/0682/5G! 76-22 


NTIS/PS-76/0683/3GI 
Juvenile Delinquency (A Bibliography with Ab- 
stracts). 
NTIS/PS-76/0683/3GI 
NTIS/PS-76/0684/1GI! 
Tire Hydroplaning (A Bibliography with Abstracts). 
! 


NTIS/PS-76/0684/1G 
76-22 13F PC NO1/MF NO1 


1B PC NO1/MF NOt 


76-22 SJ PC NO1/MF NO1 


NTIS/PS-76/0685/8G! 
Carbon and + eg eal Part 1. Carbon and Graphite 
1978 tA Dibllographe *. a. Volume 2. 1974-July 
phy w tracts). 
NTIS/PS-76/0008) BGI 
76-23 11D PC NO1/MF NO1 
NTIS/PS-76/0686/6GI 


Carbon and Graphite. Part 2. Carbon and Graphite 
Composites (Excluding Fiber Composites) (A 


Bibliography with Abstracts). 
NTIS/PS-76/0686/6GI 

76-23 11D PC NO1/MF NO1 
NTIS/PS-76/0687/4GI 


, Carbon and Graphite. Part 3. Graphite-Physical, 
erg ot -_— Structural Studies (A Bibliography 


with A 
NTIS/PS. Te/0t 87/4GI 76-23 7D PC NO1/MF NO1 
NTIS/PS-76/0688/2G! 


arom wan a. Part 4. Graphite-Chemical 


tn yong raphy with Abstracts). 
NTIS/PS- 70/0688/2 


| 76-23 7D PC NO1/MF NO1 
NTIS/PS-76/0689/0GI 


Carbon and Graphite. Part 5. Carbon Research (A 
Bibliography with Abstracts). 
NTIS/PS-76/0689/0G! 76-23 7D PC NO1/MF NO1 


NTIS/PS-76/0690/8G! 


Carbon and Graphite. Part 6. Glassy Carbon (A 
Tae phy with tas 
NTIS/PS-76/0690/8G 

76-23 116 PC NO1/MF NO1 


NTIS/PS-76/0691/6Gi 


Concrete (Rigid) Highway Pavements. Volume 3. 
1974-July 197 >, +> iad with Abstracts). 


NTIS/PS-76/0691 / 
76-22 138 PC NO1/MF NO1 


AR-975 














NTIS/PS-76/0692/4GI 
Nitrogen Removal in Sewage Treatment Systems (A 
aa phy J ~ “rca 

-76/0692 
"76-22 138 PC NO1/MF NOT 
NTIS/PS-76/0693/2GI 


Nerve Regeneration (A Bibliography with Abstracts). 
NTIS/PS-76/0693/2Gi 76-22 6P PC NO1/MF NO1 


NTIS/PS-76/0694/0GI 
Automobile impact Tests (A Bibliography with Ab- 
stracts). 
NTIS/PS-76/0694/0GI 
76-22 13F PC NO1/MF NO1 
NTIS/PS-76/0695/7GI 


Metal Vapor Lasers (A Bibliography with Abstracts). 
NTIS/PS-76/0695/7GI 
76-22 20E PC NO1/MF NO1 


NTIS/PS-76/0696/5GI 
DDT, DDD, and DDE Pesticides (A Bibliography with 


Abstracts). 
NTIS/PS-76/0696/5Gi 76-23 6F PC NO1/MF NO1 
NTIS/PS-76/0697/3GI 


immunologic Diseases. Volume 2. 1975-August 1976 

(A Bibliography with Abstracts). 

NTIS/PS- 76/0697/ 3G! 76-23 6E PC NO1/MF NO1 
NTIS/PS-76/0698/1Gi 


Atmospheric Echo Sounding (A Bibliography with 


Abstracts). 
NTIS/PS-76/0698/1GI 76-22 4A PC NO1/MF NO1 
NTIS/PS-76/0699/9GI 


The Use A Mass Media by Local and Regional 
Governments (A Bibliography with Abstracts). 
NTIS/PS- 76/0699/9G! 76-22 SB PC NO1/MF NO1 


NTIS/PS-76/0700/5GI 


Value Engineering in the Building industry (A 
— raphy with Abstracts). 
-76/0700/5GI 
76-22 13M PC NO1/MF NO1 


NTIS/PS-76/0701/3GI 


Oil Pollution Detection and Sensing (A Bibliography 
with acts 
NTIS/PS-76/0701 /HGi 
76-22 13B PC NO1/MF NO1 
NTIS/PS-76/0702/1Gi 


Building Fires. Volume 1. 1964-1974 (A Bibliography 
with Abstracts). 
NTIS/PS-76/0702/ 1Gi 

76-22 13 PC NO1/MF NO1 


NTIS/PS-76/0703/9GI 


Building Fires. Volume 2. 1975-1976 (A Bibliography 
with Abstracts). 
NTIS/PS-76/0703/9G! 

76-22 13L PC NO1/MF NOt 


NTIS/PS-76/0704/7 GI 
Aquatic Weed Control (A Bibliography with Ab- 


stracts). 

NTIS/PS-76/0704/7Gi 76-22 6F PC NO1/MF NO1 
NTIS/PS-76/0705/4Gi 

Clear Air Turbulence (A Bibliography with Ab- 


stracts). 
NTIS/PS-76/0705/4Gi 76-22 468 PC NO1/MF NO1 
NTIS/PS-76/0706/2G! 


Housing. Volume 1. 1970-August 1976 (A Bibliog- 
hy with Abstracts). 
/PS-76/0706/2Gi 76-22 SK PC NO1/MF NO1 


NTItS/PS-76/0707/0GI 
Housing. oped 2. September 1975-August 1976 (A 


Tea salon h Abstracts). 
NTIS/ /0707/0G!I 76-22 5K PC NO1/MF NO1 
wee oe an 

s. =. ron Fourier Transform (A 


Bibliography cts). 
-76/ oroeveci 76-22 9D PC NO1/MF NOI 
NTIS/PS-76/0709/6Gi 
hiorinated Le - the Environment (A 
Bi raphy with Abstracts 
NTIS/PS-76/0709/6GI 
76-23 13B PC NO1/MF NO1 
NTIS/PS-76/0710/4GI 
Energy Policy and Research Planning (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-76/0710/ 4G! 
76-22 10A PC NO1/MF NO1 


NTIS/PS-76/0711/2Gi 
Youth Programs (A Bibliography with Abstracts). 
NTIS/PS-76/0711/2Gi 76-22 3K PC NO1/MF NO1 
NTIS/PS-76/0712/0GI 


Phosphorus Removal in Sewage Treatment Systems 
(A Bibliography with Abstracts). 
NTIS/PS-76/0712/0GI 


AR-876 


76-22 13B PC NO1/MF NO1 
NTIS/PS-76/0713/8Gi 
——- intelligibility (A Bibliography with Ab- 
NTIS/PS- 76/0713/8GI 
76-22 17B PC NO1/MF NO1 
NTIS/PS-76/0714/6GI 


Remote Sensing of Agricultural Resources (A 
Bibliography with Abstracts). 
NTIS/PS-76/0714/6Gi 76-22 2D PC NO1/MF NO1 


NTIS/PS-76/0715/3GI 
Carborane Chemistry (A Bibliography with Ab- 


stracts). 
NTIS/PS-76/0715/3Gi 76-22 7C PC NO1/MF NO1 
NTIS/PS-76/0716/1GiI 


inventory Control (A Bibliography with Abstracts 
NTIS/PS-76/0716/1GI 76-22 5A PC NO1/MF io 


NTIS/PS-76/0717/9G! 


Fly Ash (Citations from the NTIS Data Base). 
NTIS/PS-76/0717/9GI 
76-23 138 PC NO1/MF NOt 


NTIS/PS-76/0718/7GI 


Fly Ash. Volume 1. 1970-1974 (Citations from the 
Engineering index Data Base). 
NTIS/PS-76/0718/7GI 
76-23 13B PC NO1/MF NO1 
NTIS/PS-76/0719/5GI 


Fly Ash. Volume 2. 1975-July, 1976 (Citations from 
the Engineering index Data ase). 
NTIS/PS-76/0719/5GI 

76-23 13B PC NO1/MF NO1 


NTIS/PS-76/0720/3GI 
Urban Information 7: ee Part 1. General (A 
Bibliography with Abstracts). 
NTIS/PS-76/0720/3G! 76-23 5B PC NO1/MF NO1 
NTIS/PS-76/0721/1GI 


Urban information Systems. Part 2. USAC Reports 
(A Bibliography with Abstracts). 
NTIS/PS-76/0721/1GI 76.23 5B PC NO1/MF NO1 


NTIS/PS-76/0722/9GI 
Trends in Computer Technology (A Bibliography 


with a. 
NTIS/PS-76/0722/9G!i 76-23 9B PC NO1/MF NO1 
NTIS/PS-76/0723/7Gi 


Diffusion Bonding A Bibliography with Abstracts). 
NTIS/PS-76/0723/7G 
13H PC NO1/MF NO1 


NTIS/PS-76/0724/5GI 
— Welding (Citations from the NTIS Data 
NTIS/PS-76/0724/5GI 
76-24 13H PC NO1/MF NO1 
NTIS/PS-76/0725/2GI 
inert Gas Welding. Volume 1. 1970-1973 (Citations 
from the Engineering index Data Base). 
NTIS/PS-76/0725/ 
76-24 13H PC NO1/MF NO1 
NTIS/PS-76/0726/0GI 


inert Gas Welding. Volume 2. 1974-August, 1976 
(Citations from the Engineering index Data Base). 
NTIS/PS-76/0726/0GI 

76-24 13H PC NO1/MF NO1 


NTIS/PS-76/0727/8GI 


peter Se Space Heating and Air Conditioning (Citations 
rom t ’ 


NTIS Data 
NTIS/PS- 76/0727 /8G! 
76-23 13A PC NO1/MF NO1 
NTIS/PS-76/0728/6G!I 
aor Space Heating and Air Conditioning (Citations 
the Engineering index Data Base). 
NTIS/PS- 76 0728/66! 
76-23 13A PC NO1/MF NO1 
NTIS/PS-76/0729/4Gi 
Night Vision Devices (Citations from the NTIS Data 
Base). 
NTIS/PS-76/0729/4GI 
76-23 17E PC NO1/MF NO1 
NTIS/PS-76/0730/2Gi 
Night Vision Devices (Citations from the Engineer- 
ing index Data Base). 
1S/PS-76/0730/ 
76-23 17E PC NO1/MF NO1 
NTIS/PS-76/0731/0GI 
Hot Film Anemometry (A Bibliography with Ab- 
stracts). 
NTIS/PS-76/0731 /0GI 
76-24 14B PC NO1/MF NO1 
NTIS/PS-76/0732/8GI 


Hot Wire Anemometry. Volume 2. 1971-August 1976 
(A Bibliography with Abstracts). 
NTIS/PS-76/0732/8GI 





76-24 148 PC NO1/MF NO1 
NTIS/PS-76/0733/6GI 


Maneuvering Aircraft: Noise Pollution and Control 
(A Bibliography with Abstracts). 
NTIS/PS-76/0733/6GI 

76-24 20A PC NO1/MF NO1 


NTIS/PS-76/0734/4GI 
— Lubricants (Citations from the NTIS Data 
ase). 
NTIS/PS-76/0734/4GI 
76-23 11H PC NO1/MF NOT 
NTIS/PS-76/0735/1GI 


Solid Lubricants. Part 1. Molybdenum Compounds 
(Citations from the Engineering index Data Base). 
NTIS/PS-76/0735/1Gi 

76-23 11H PC NO1/MF NO1 


NTIS/PS-76/0736/9G! 


Solid Lubricants. Part 2. Graphite, Polymers, 
Fluorides, and General Studies (Citation from the 
Engineering Index Data Base). 
NTIS/PS-76/0736/9GI 

76-23 11H PC NO1/MF NO1 


NTIS/PS-76/0737/7GI 
Toxicity of Pesticides (A Bibliography with Ab- 


stracts). 
NTIS/PS-76/0737/7G!i 76-24 6T PC NO1/MF NO1 
NTIS/PS-76/0738/5GI 
Marine Anchors (Citations from the NTIS Data 
). 
NTIS/PS-76/0738/5GI 
76-23 13) PC NO1/MF NOt 
NTIS/PS-76/0739/3GI 
Marine Anchors (Citations from the Engineering 
index Data ae. 
NTIS/PS-76/0739/3GI 
76-23 13) PC NO1/MF NO1 
NTIS/PS-76/0740/1Gi 
Numerical Methods in Fluid Flow Problems. Volume 
2. January 1975-August 1976 (A Bibliography with 
Abstracts). 
NTIS/PS-76/0740/1GI 
76-24 20D PC NO1/MF NO1 
NTIS/PS-76/0741/9GI 
lon Selective Electrodes (Citations from the NTIS 


Data Base). 
NTIS/PS-76/0741/9G!I 76-24 7D PC NO1/MF NO1 
NTIS/PS-76/0742/7GI 
lon Selective Electrodes (Citations from the En- 
nate index Data Base). 
TIS/PS-76/0742/7G!I 76-24 7D PC NO1/MF NO1 
NTIS/PS-76/0743/5GI 
Urban Storm Sewers and Water Runoff. Volume 2. 
1974-June, 1976 (A Bibliography with Abstracts). 
NTIS/PS-76/0743/5GI 
76-23 138 PC NO1/MF NOT 
NTIS/PS-76/0744/3G!I 
Josephson Junctions (Citations from the NTIS Data 
Base). . 
NTIS/PS-76/6744/3G! 
76-24 20. PC NO1/MF NOT 
NTIS/PS-76/0745/0GI 


m Junctions. Volume 1. 1970-1974 
(Citations from the Engineering index Data Base). 
NTIS/PS-76/0745/0GI 

76-24 20. PC NO1/MF NO1 


NTIS/PS-76/0746/8GI 
Junctions. Volume 2. 1975-August 1976 
(Citations from the Engineering index Data Base). 
NTIS/PS-76/0746/8GI 
76-24 20. PC NO1/MF NO1 
NTIS/PS-76/0747/6GI 
te ren Language Design (A Bibliography 


NTIS/PS-76/0747/6GI 76-24 9B PC NO1/MF NOT 
NTIS/PS-76/0748/4GI 
Automatic Programming (A Bibliography with Ab- 


stracts). . 
NTIS/PS-76/0748/4Gi 76-23 9B PC NO1/MF NO1 
NTIS/PS-76/0749/2GI 
Ground Water Pollution. Part 1. General Studies (A 
Bibliography with Abstracts). 
NTIS/PS-76/0749/2GI 
76-24 138 PC NO1/MF NO1 
NTIS/PS-76/0750/0Gi 
Ground Water Pollution. Part 2. Pollution from Ir- 
rigation and Fertilization (A Bibliography with Ab- 
stracts). 
NTIS/PS-76/0750/0GI 
76-24 138 PC NO1/MF NO1 
NTIS/PS-76/0751/8GI 


Ground Water Pollution. Part 2. Saline Ground 
Water (A Bibliography with Abstracts). 
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NTIS/PS-76/0751/8GI 
76-24 13B PC NO1/MF NO1 


NTIS/PS-76/0752/6G! 


Electrostatic Precipitators for Air Pollution Control 
(Citations from the NTIS Data Base). 
NTIS/PS-76/0752/6GI 

76-24 13B PC NO1/MF NO1 


NTIS/PS-76/0753/4GI 


Electrostatic Precipitators. Volume 1. 1970-1974 
(Citations from the Engineering Index Data Base). 
NTIS/PS-76/0753/ 4GI 

76-24 138 PC NO1/MF NO1 


NTIS/PS-76/0754/2GI 


Electrostatic Precipitators. Volume 2. 1975-Sep- 
tember 1976 (Citations from the Engineering Index 


Data Base). 
NTIS/PS-76/0754/2GI 
76-24 13B PC NO1/MF NO1 
NTIS/PS-76/0755/9GI 
On-Line Information Retrieval Systems (A Bibliog- 
hy with Abstracts). 
NTIS/PS-76/0755/9GI 76-24 5B PC NO1/MF NO1 
NTIS/PS-76/0756/7GI 
Activated Sludge Treatment (Citations from the 
NTIS Data Base). 
NTIS/PS-76/0756/7GI 
76-24 13B PC NO1/MF NO1 
NTIS/PS-76/0757/5GI 


Activated Sludge Treatment. Volume 1. 1970-1975 
(Citations from the Engineering Index Data Base). 
NTIS/PS-76/0757/5GI 
76-24 13B PC NO1/MF NO1 
NTIS/PS-76/0758/3GI 
Activated Sludge Treatment. Volume 2. January 
oa rome vege nag (Citations from the Engineer- 
index D 
15 /PS-76/0758/3¢ 
76-24 13B PC NO1/MF NO1 
NTIS/PS-76/0759/1GI 
High Temperature Lubricants and Oils (Citations 
from the NTIS Data Base). 
NTIS/PS-76/0759/ 1GI 
76-24 11H PC NO1/MF NO1 
NTIS/PS-76/0760/9GI 
High Temperature Lubricants and Oils. Volume 1. 
1970-1974 (Citations from the Engineering index 
Data owe. 
NTIS/PS-76/0760/9GI 
76-24 11H PC NO1/MF NO1 
NTIS/PS-76/0761/7GI 
High Temperature Lubricants and Oils. Volume 2. 
heey my Wid 1976 (Citations from the Engineering 
ndex D ase). 
NTIS/PS-76/0761/7GI 
76-24 11H PC NO1/MF NO1 
NTIS/PS-76/0762/5GI 
Salton eany ath Anes yom of Chemical Analysis (A 
ibli cts). 
NTIS/ pe /0762/SGI 76-24 7D PC NO1/MF NO1 
NTIS/PS-76/0763/3GI 
lon Implantation (A ae as with Abstracts). 


NTIS/PS-76/0763/3G 
76-24 20L PC NO1/MF NO1 
NTIS/PS-76/0764/1GI 
Land Use in Urban Areas. Volume 1. 1964-August 
1975 (A Bibliography with Abstracts). 
NTIS/PS-76/0764/ 1G! 
76-24 138 PC NO1/MF NO1 
NTIS/PS-76/0765/8GI 
Land Use in Urban Areas. Volume 2. September 
1975-September 1976 (A Bibliography with Ab- 
stracts). 
NTIS/PS-76/0765/8Gi 
76-24 138 PC NO1/MF NO1 
NTIS/PS-76/0766/6GI 
Job Analysis Methodology (A Bibliography with Ab- 


NTIS/PS-76/0766/6GI 76-24 51 PC NO1/MF NO1 
NTIS/PS-76/0767/4GI 


Design and plications of Flywheels (Citations 
from the NTIS Data Base 
NTIS/PS-76/0767/4GI 76-24 131 PC NO1/MF NO1 


NTIS/PS-76/0768/2GI 


Design and Applications of syetents (Citations 
from the Engineering index Data Bas 
NTIS/PS-76/0768/2G!I 76-24 131 PC 'NO1/MF NO1 


NTIS/PS-76/0769/0GI 


Blood Preservation and Storage. Volume 2. 1974- 
October, 1976 (A Bibliography with Abstracts). 
NTIS/PS-76/0769/0G! 76-24 6L PC NO1/MF NO1 


NTIS/PS-76/0770/8GI 
Population ey ol for Area Planning (A 


ts). 
NTIS/BS 7e0770/0GI 76 76-24 5K PC NO1/MF NO1 
NTIS/PS-76/0771/6GI 

2° meant Magnets (A Bibliography with Ab- 


NTIS/PS-76/0771/6Gi 76-24 9A PC NO1/MF NO1 
” eadbendiaie dhsanaes 


uake Engineering: Buildings, Bridges, Dams, 
oan elated Structures. Volume 2. 1974-August 
1976 (A wore aye A with Abstracts). 
NTIS/PS-76/0 
76-24 13M PC NO1/MF NO1 


NTIS/PS-76/0773/2GI 


rene Sewage Treatment Planning (A Bibliography 
with Abstracts). 
NTIS/PS-76/0773/2G! 

76-24 13B PC NO1/MF NO1 


NTIS/PS-76/0774/0GI 
Coal Beneficiation (Citations from the NTIS Data 


). 
NTIS/PS-76/0774/0G! 76-24 81 PC .NO1/MF NO1 
NTIS/PS-76/0775/7GI 


Coal Beneficiation (Citations from the Engineering 
index Data Base). 
NTIS/PS-76/0775/7GI_ 76-24 8! PC NO1/MF NO1 


NTIS/PS-76/0776/5Gi 


Antenna Sidelobe and interference Reduction (A 
Bibliography with Abstracts). 
NTIS/PS-76/0776/5GI 76-24 9E PC NO1/MF NO1 


NTIS/PS-76/0777/3GI 


American Indians (A Bibliography with Abstracts). 
NTIS/PS-76/0777/3G! 76-24 5K PC NO1/MF NO1 


NTIS/PS-76/0778/1GI 
Dial-A-Ride (A Bibliography with Abstracts). 


NTIS/PS-76/0778/1G 
"76-24 13B PC NO1/MF NO1 

NTIS/PS-76/0779/9GI 
= aoe information Systems (A Bibliography 


NTIS/PS-76/0779/9GI 76-24 5B PC NO1/MF NOt 
NTIS/PS-76/0780/7 Gi 
Nondestructive Testing: X-ray Photography and 
nays ay phy = from the NTIS Data Base). 
-76/0780/7 
76-24 148 PC NO1/MF NO1 
NTIS/PS-76/0781/5Gi 
Nondestructive Testing: X-ray Photography and 
ay (Citations from the Engineering Index 
Data Base). 
NTIS/PS-76/0781 /5GI 
76-24 14B PC NO1/MF NO1 
pen rtine a 


Vocoders (Citations from the NTIS Data Base). 
NTIS/PS-76/0782/3GI 
76-24 17B PC NO1/MF NO1 


NTIS/PS-76/0783/1GI 
Vocoders (Citations from the Engineering index 
Data Base). 
NTIS/PS-76/0783/1GI 
76-24 17B PC NO1/MF NO1 
NTIS/PS-76/0784/9Gi 
High Temperature Bearings (A Bibliography with 


pane 
NTIS/PS-76/0784/9Gi 76-24 131 PC NO1/MF NO1 
NTIS/PS-76/0785/6GI 


Civil insu popens (A Bibliography with Abstracts). 
NTIS/PS-76/0785/6G! 76-24 5K PC NO1/MF NO1 


NTIS/PS-76/0786/4GI 
Accident Risks in Nuclear Facilities (A Bibliography 
with Abstracts). 
NTIS/PS-76/0786/4GI 
76-24 18H PC NO1/MF NO1 
NTIS/PS-76/0787/2GI 
Guerrilla Warfare (A Bibliography with Abstracts). 
NTIS/PS-76/0787 /2GI 
76-24 15G PC NO1/MF NO1 
NTIS/PS-76/0788/0GI 


Network Flows (A Bibliography with Abstracts). 
NTIS/PS-76/0788/0GI 
76-24 12B PC NO1/MF NO1 


NTIS/PS-76/0789/8GI 
Participative Management (A Bibliography with Ab- 
stracts). 
NTIS/PS-76/0789/8G! 76-24 SA PC NO1/MF NO1 
NTIS/PS-76/0790/6GI 


Wastewater Treatment Using Flocculation, Coagula- 
tion, and Flotation (A Bibliography with Abstracts). 
NTIS/PS-76/0790/6G! 


NTIS/PS-76/0810/2GI 


76-24 138 PC NO1/MF NO1 
NTIS/PS-76/0791/4Gi 
~~ anew’ of Partial Differential Equations (A 
Bib y with Abstracts). 
NTIS? $7 peyo7et /4GI 
76-24 12A PC NO1/MF NO1 
"eek aaa ie 
ony and Counterinsurgen 
faire TA p48 with Abstracts). 


NTIS/PS-76/0792/ 
76-24 15G PC NO1/MF NO1 


in Military Af- 


NTIS/PS-76/0793/0G! 


Marine Propellers: Fluid Mechanics and Mechanical 
Properties (Citations from the NTIS Data Base). 
NTIS/PS-76/0793/0G 
76-25 13) PC NO1/MF NOt 
NTIS/PS-76/0794/8G!I 


Marine Propellers: Fiuid Mechanics and Mechanical 
aonstne (Citation from the Engineering index 
ata Base). 
NTIS/PS-76/0794/8GI 
76-25 13) PC NO1/MF NOT 


NTIS/PS-76/0795/5GI 
Synthetic Fuels from Municipal, industrial, and 
ricultural Wastes (A Bibliography with Abstracts). 
1S/PS-76/0795/5G 
76-24 21D PC NO1/MF NO1 
NTIS/PS-76/0796/3GI 
Solar Electric Power Generation (Citations from the 
NTIS Data Base). 
NTIS/PS-76/0796/3GI 
76-25 108 PC NO1/MF NO1 
NTIS/PS-76/0797/1GI 


Solar Electric Power Generation (Citations from the 
Engineering Index Data Base). 
NTIS/PS-76/0797/1GI 

76-25 10B PC NO1/MF NO1 


NTIS/PS-76/0798/9G! 
Magnetic Bubble Domains (A Bibliography with Ab- 
stracts). 
NTIS/PS-76/0798/9G!I 76-24 9B PC NO1/MF NO1 
NTIS/PS-76/0799/7G! 
Ghetto Sociodynamics (A Bibliography with Ab- 


stracts). 

NTIS/PS-76/0799/7G!I 76-25 5K PC NO1/MF NO1 
NTIS/PS-76/0800/3G! 

— Solar Celis (Citations from the NTIS Data 

ase). 
NTIS/PS-76/0800/3G!I 
76-25 108 PC NO1/MF NO1 

NTIS/PS-76/0801/1GI 

Silicon Solar Cells (Citations from the Engineering 


index Data ). 
NTIS/PS-76/0801/1GI 
76-25 108 PC NO1/MF NO1 
NTIS/PS-76/08603/7Gi 
Marine Ae my Design and _ Fabrication 
the NTIS Data Base). 


WriS/PS-76/0803/7G! 
76-25 13) PC NO1/MF NO1 


NTIS/PS-76/0604/5Gi 
Marine Propellers: Design and _ Fabrication 
(Citations from the Engineering index Data Base). 
NTIS/PS-76/0804/5GI 
76-25 13) PC NO1/MF NOt 
NTIS/PS-76/0805/2Gi 


Pollution and Its Control in the Paper and Pulp in- 
dustry (Citations from the NTIS Data Base). 
NTIS/PS-76/0805 /2G 

76-25 138 PC NO1/MF NO1 


NTIS/PS-76/0806/0GI 
Pollution and Its Control in the Paper and Pulp in- 
dustry (Citations from the Engineering Index Data 
Base). 
NTIS/PS-76/0806/0GI 
76-25 138 PC NO1/MF NO1 
NTIS/PS-76/0807/8Gi 
Pollution and its Control in the Paper and Pulp In- 
dustry. en 2. 1975-September 1976 (Citation 
from the E peotns ee ata Base). 
NTIS/PS-76 7/8GI 
76-25 138 PC NO1/MF NO1 
NTIS/PS-76/0806/6G! 


Snow Studies. Volume 1. 1964-1974 (A Bibliography 
with Abstracts). 
NTIS/PS-76/0808/6G!i 76-25 8. PC NO1/MF NO1 


NTIS/PS-76/0609/4Gi 


aoe Studies. Volume .. 1975-October 1976 (A 
ay hy with Abstracts). 
NTIS) -76/0809/4Gi 76-25 8. PC NO1/MF NO1 


NTIS/PS-76/0810/2GI 
Strip Mining (Citations from the NTIS Data Base). 


AR-977 








NTIS/PS-76/0810/2GI 
NTIS/PS-76/0811/0GI 
Surface Mining. Part 1. ne pcaaing (Citations from 


the Engineering index Data 
76-25 wr} PC NO1/MF NO1 


76-25 81 PC NO1/MF NO1 


ng ng 
NTIS/PS-76/0811/0GI 
NTIS/PS-76/0812/8GI 


Surface Mining. Part 2. Open Pit Ore Mining 
(Citations from the Engineering index Data Base). 
NTIS/PS-76/0812/8Gi 76-25 81 PC NOt /ME 


NTIS/PS-76/0813/6GI 
Surface Mining. Part 3. Quarrying and General Stu- 
dies (Citations from the Engineering index Data 
Base). 
NTIS/PS-76/0813/6Gi 76-25 81 PC NO1/MF NO1 
NTIS/PS-76/0814/4GI 


Automata Theory (A ee Abstracts). 
NTIS/PS-76/0814/4GI 7 PC NO1/MF won 


NTIS/PS-76/0615/1GI 
Electrochemical Reactions at Surfaces (A Bibliog- 


Cts). 
NTIS/PS-76/0815. 5/1G! 76-25 7D PC NO1/MF NO1 
NTIS/PS-76/0816/9GI 

Acid Mine roe SF (A Bibliography with Abstracts). 


NTIS/PS-76/081 
76-25 13B PC NO1/MF NO1 
NTIS/PS-76/0817/7GI 
Job Satisfaction. Volume 1. 1964-1975 (A Bibliog- 


r with Abstracts). 
1S/PS-76/0817/7Gi 76-25 5I PC NO1/MF NO1 
NTIS/PS-76/0818/5GI 
Job Satisfaction. Volume 2. 1975-October, 1976 (A 


Bibliography with racts). 
NTIS/PS-76/0818/5GI 7635 51 PC NO1/MF NO1 
NTIS/PS-76/0819/3GI 
Sanitary Landfills (Citations from the NTIS Data 
NTIS/PS-76/0819/3GI 
76-26 138 PC NO1/MF NO1 
NTIS/PS-76/0820/1GI 
Sanitary Landfills (Citations from the Engineering 
index Data om 
NTIS/PS-76/ /1Gi 
76-26 13B PC NO1/MF NO1 
NTIS/PS-76/0821/9GI 
Crime Prevention and Law Enforcement Th h 
Community Relations (A Bibliography with Ab- 
stracts). 
NTIS/PS-76/0821/9G! 76-25 5K PC NO1/MF NO1 
NTIS/PS-76/0622/7Gi 
Pedestrian Movement and Safety (A Bibliography 


with Abstracts). 
NTIS/PS-76/0822/7GI 
76-25 13. PC NO1/MF NO1 
NTIS/PS-76/0823/5GI 
Cadmium Pollution = Bibliography with Abstracts). 
NTIS/PS-76/0823/5G 
76-25 138 PC NO1/MF NO1 
NTIS/PS-76/0824/3G! 
Modems (Citations from the NTIS Data Base). 
NTIS/PS-76/0824/3GI 
76-25 178 PC NO1/MF NO1 
NTIS/PS-76/0825/0GI 


Modems. Volume 1. a (Citations from the 
Data Base). 


NTIO/PS-7O/0828/ OG! 


76-25 17B PC NO1/MF NOI 


NTIS/PS-76/08626/8G! 
Modems. Volume 2. 1974-September, 1976 
(Citations from the Engineering index Data Base). 
NTIS/PS-76/0826/ 8G! 


76-25 17B PC NO1/MF NO1 
NTIS/PS-76/0827/6GI 
94 Vehicle Operator Behavior (A Bibliography 


ith Abstracts). 

NTIS/PS-76/0827/6GI 76-25 5J PC NO1/MF NO1 
NTIS/PS-76/0828/4Gi 

ee — Narcotics ree Using Dogs (A 

raphy with Abstracts 

NTIS/PS 76/0828 461 76-25 6C PC NO1/MF NOI 
NTIS/PS-76/0829/2GI 

Frequency Synthesizers (A Bibliography with Ab- 

NTIS/PS-76/0829/2GI 76-25 9E€ PC NO1/MF NOT 


NTIS/PS-76/0830/0Gi ~* 
Computer Performance Evaluation (A Bibliography 
with Abstracts). 
NTIS/PS-76/0830/0G! 76-25 9B PC NO1/MF NO1 
NTIS/PS-76/08631/8Gi 


Underwater Clothing, Tools, and Equipment (A 
Bibliography with Abstracts). 


AR-078 


NTIS/PS-76/0831/8G! 76-25 6K PC NO1/MF NO1 
NTIS/PS-76/0832/6GI 


adoruaies Voice Communication Systems (A 
Bibliography with Abstracts). 
NTIS/ S-76/0832/6GI 

76-25 17B PC NO1/MF NOI 


NTIS/PS-76/0833/4GI 
Underwater Breathing Apparatus (A Bibliography 


with Abstracts). 
NTIS/PS-7670833/4G! 76-25 6K PC NO1/MF NO1 
NTIS/PS-76/0834/2Gi 


Ocean Law (A Bibliography with Abstracts). 
NTIS/PS- 76/0834/26 76-25 5D PC NO1/MF NO1 


NTItS/PS-76/0635/9GI ‘ 
Fog Dispersal (A Bibliography with Abstracts). 
NTIS/PS-76/0835/9G! 76-25 4B PC NO1/MF NO1 

NTIS/PS-76/0836/7GI 
ep eed Tissue Adhesives (A Bibliography 
w 

NTIS/PS-76/096/7GI 76-26 6. PC NO1/MF NO1 

NTIS/PS-76/0837/S5Gi 
Venereal Diseases (A Bibliography with Abstracts). 
NTIS/PS-76/0837/5G!I 76-26 6E PC NO1/MF NO1 

NTIS/PS-76/0838/3GI 


Water Resources in Arid and Semiarid Regions (A 
Bibliography with Abstracts). 
NTIS/PS-76/0838 /3GI 
76-26 13B PC NO1/MF NO1 
NTIS/PS-76/0839/1GI 


Foamed Plastics. Part 1. Fe osc 41 Foams {A 
Bibliography with Abstrac 
NTIS/PS-76/0839/1GI 76-2 111 PC NO1/MF NO1 


NTIS/PS-76/0640/9Gi 
Foamed Plastics. Part 2. Styrene, Silicone, Epoxy, 
and Other Polymeric Foams (A Bibliography with 
ae. 

NTIS/PS-76/0840/9G! 76-26 111 PC NO2/MF NO1 

NTIS/PS-76/0641/7GI 
Mars Environment (A Bibi 
NTIS/PS-76/0841/7Gi 76- 

NTIS/PS-76/0642/5Gi 
Atmospheric Effects on Laser 
1964-1974 (A Bib! 
NTIS/PS-76/0842/ 


raphy with Abstracts). 
3B PC NO1/MF NO1 


Beams. Volume 1. 
‘head with Abstracts). 
76-26 20F PC NO1/MF NO1 
NTIS/PS-76/0643/3GI 
Atmospheric Effects on Laser Beams. Volume 2. 
— 1976 (A Bibliography with Ab- 
NTIS/PS-76/0843/3GI 
76-26 20F PC NO1/MF NO1 
NTIS/PS-76/0644/1Gi 
ae Oxide Air Pollution. Part 1. Control 
echnology. Volume 1. 1969-1974 (A Bibliography 
with Abstracts). 
NTIS/PS-76/0844/1GI 
76-26 13B PC NO1/MF NO1 
NTIS/PS-76/0845/8Gi 
Nitrogen Oxide Air Pollution. Part 1. 
aoe. Volume 2. 
Abstracts 


NTIS/ES 7670045. /8GI 


Control 
1975-October 1976 (A 


76-26 13B PC NO1/MF NO1 
NTIS/PS-76/0846/6G! 
Nitrogen Oxide Air Pollution. Part 2. Detection and 
Analysis (A Bibliography with Abstracts). 
NTIS/PS-76/0846 Yeah 
76-26 138 PC NO1/MF NO1 
NTIS/PS-76/08647/4Gi 
Nitrogen Oxide Air Pollution. Part 3. Atmospheric 
Chemistry (A Bibliography with Abstracts). 
NTIS/PS-76/0847 /4GI 
76-26 13B PC NO1/MF NO1 
NTIS/PS-76/0848/2GI 
Nitrogen my yh eed Air a Part 4. Biological Ef- 
fects (A aphy with Abstracts). 
NTIS/PS-76/0848 /20i 
76-26 138 PC NO1/MF NO1 
NTIS/PS-76/0849/0GI 
Nit Oxide Air Pollution. Part 5. Emissions Stu- 
dies. Volume 1. 1964-1974 (A Bibliography with Ab- 
stracts). 
NTIS/PS-76/0849 /0GI 
76-26 138 PC NO1/MF NO1 
NTIS/PS-76/0850/8GI 
Nit Oxide Air Pollution. Part 5. Emissions Stu- 
= olume 2. 1975-October 1976 (A Bibliography 
w 


NTIS/PS-76/ /8GI 
76-26 13B PC NO1/MF NO1 


NTIS/PS-76/0851/6GI 
Water Pollution in Estuaries and Coastal Zones. Vol. 
1. 1964-1974 (A Bibliography with Abstracts). 
NTIS/PS-76/0851/6GI 
76-26 138 PC NO1/MF NO1 
NTIS/PS-76/0852/4Gi 
Water Pollution in Estuaries and Coastal Zones. 
Volume = er September, 1976 (A Bibliography 


with Abst 
NTIS/PS- 7010 52/4G! 
76-26 138 PC NO1/MF NO1 
NTtS/PS-76/0853/2G!I 


Power Plant ——y | a Bibliography with Abstracts). 


NTIS/PS-76/0853/2 
O 16-28 108 PC NO1/MF NO1 
NTIS/PS-76/0854/0GI 
se yee Effects on Materials (A Bibliography 


ith Abstracts). 
NTIS/PS-76/0854/0GI 
76-26 13B PC NO1/MF NO1 
NTIS/PS-76/0855/7GI 
Optical Coatings for Solar Cells and Solar Collec- 
tors (A Bibliography with Abstracts). 
NTIS/PS-76/0855/7GI 
76-26 10B PC NO1/MF NO1 
NTIS/PS-76/0856/5GI 
Laser Fusion (A Bibliography with Abstracts). 
NTIS/PS-76/0856/5GI 
76-26 18A PC NO1/MF NO1 
NTIS/PS-76/0857/3GI 


— Utilization, ee. and Growth (A Bibliog- 
hy with Abstracts). 
(S/PS-76/0857 /3GI 76-26 6C PC NO1/MF NO1 
NTIS/PS-76/0858/1GI 


Bus Transportation. Part 1. National and General 
Studies (A Bibliography with Abstracts). 
NTIS/PS-76/0858/1GI 

76-26 13F PC NO1/MF NO1 

NTIS/PS-76/0859/9G! 


~ Transportation. Part 2. Local Studies (A 


phography hy with ~ "res 
NTIS S-76/0859/9G 
' 76-26 13F PC NO1/MF NO1 


NTIS/PS-76/0860/7GI 
Read Only Memories (A Bibliography with Ab- 
stracts 


). 
NTIS/PS-76/0860/7G! 76-26 9B PC NO1/MF NO1 
NTIS/PS-76/0861/5G! 


Nuclear Fusion (A Bibliography with Abstracts). 
NTIS/PS-76/0861/5GI 
76-26 18A PC NO1/MF NO1 
NTIS/PS-76/0862/3GI 


Electron Beam Fusion (A Bibliography with Ab- 


stracts). 
NTIS/PS-76/0862/3GI 
76-26 18A PC NO1/MF NOt 
NTIS/PS-76/0863/1GI 
Oil Water Separators (A Bibliography with Ab- 


NTIS/PS-76/0863/1G! ° 
76-26 138 PC NO1/MF NOT 
NTIS/PS-76/0864/9GI 

Fire Resistance of Fibers and Textiles (Citations 

from the NTIS Data Base). 

NTIS/PS-76/0864/9G! 

76-26 11E PC NO1/MF NO1 

NTIS/PS-76/0865/6GI 

Fire Resistance of Fibers and Textiles. Volume 1 


(Citations from the anenearing index Data Base). 
NTIS/PS-76/0865/6GI 


76-26 11E PC NO1/MF NO1 
NTIS/PS-76/0866/4GI 
Fire Resistance of Fibers and Textiles. Volume 2 


(Citations from the Engineering index Data Base). 
NTIS/PS-76/0866 /4GI 


76-26 11E PC NO1/MF NO1 
NTIS/PS-76/0867/2G! 
Fire Resistance of Fibers and Textiles. Volume 3 
(Citations from the Engineering index Data Base). 
NTIS/PS-76/0867 /2GI 
76-26 11E PC NO1/MF NO1 
NTIS/PS-76/0869/8G! 
Volunteers in Social and Community Affairs (A 
ye with Abstracts). 
NTIS/PS-76/0869/8Gi 76-26 5i PC NO1/MF NO1 
NTIS/PS-76/0872/2GI 
uid Devices (A Bibliography with Abstracts). 
1S/PS-76/0872/2Gi 
76-26 20 PC NO1/MF NO1 
NTIS/PS-76/0879/7GI 
Silver Celis (Citations from the NTIS Data Base). 
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NTIS/PS-76/0879/7GI 
76-26 10C PC NO1/MF NOt 


NTIS/PS-76/0880/5GI 
Silver Celis (Citations from the Engineering Index 
Data Base). 
NTIS/PS-76/0880/5GI 
76-26 10C PC NO1/MF NO1 
NTIS/PS-76/0881/3GI 


ice Fog (A Bibliography with Abstracts). 
NTIS/PS-76/0881/3GI 76-26 8L PC NO1/MF NO1 


NTIS/PS-76/0882/1GI 
Computational Linguistics (A Bibliography with Ab- 


stracts). 
NTIS/PS-76/0882/1G!i 76-26 5G PC NO1/MF NO1 
NTIS/PS-76/0883/9GI 


Ball Bearings. Volume 1. 1964-1971 (Citations from 
the NTIS Data Base). 
NTIS/PS-76/0883/9G!i 76-26 131 PC NO1/MF NO1 


NTIS/PS-76/0884/7GI 


Bali Bearings. Volume 2. 1972-October 1976 
(Citations from the NTIS Data Base). 
NTIS/PS-76/0884/7Gi 76-26 131 PC NO1/MF NO1 


NTIS/PS-76/0885/4GI 
Ball Bearings (Citations from the Engineering Index 


Data Base). 

NTIS/PS-76/0885/4Gi 76-26 131 PC NO1/MF NO1 
NTIS/PS-76/08686/2GI 

Roller Bearings (Citations from the NTIS Data 


Base). 

NTIS/PS-76/0886/2G! 76-26 131 PC NO1/MF NO1 
NTIS/PS-76/0887/0GI 

Roller Bearings (Citations from the Engineering 


index Data Base). 
NTIs/PS-76/0887/0GI 76-26 131 PC NO1/MF NO1 
NTIS/SR-75/01 


NTIS Subject ‘aes te and Present), 
NTIS/SR-75/01 5B PC AOS/MF A01 


NTIS/SR-75/02 
Directory of Computerized Data Files, Software and 
rts 


Related Technical . 
NTIS/SR-75/02 76-17 9B PC NO2/MF NO2 
cnt 


~ be Microthesaurus. A Hierachical List of Index- 
ng Te ry ee by NTIS. 
76-17 5B PC E06/MF E06 


eon 
Heat Pipe Technology. A Bibliography with Ab- 
stracts. 
NTISUB/A/022 76-02 13A PC$3.50 


NTISUB/A/022-75/003 
Heat Pipe fat pene. A Bibliography with Ab- 


stracts, ee ae 
NTISUB/A/022 ‘3 

76-14 13A PC$15.00/MF$15.00 
NTISUB/A/023 


Quarterly Literature Review of Hydrogen Energy. A 
may ne with Abstracts 
NTIS 76-02 21D PC-Subscription 
NTISUB/A/023-75/003 
Quarterly Literature Review of Hydrogen Energy. A 
raphy with Abstracts. 
NTISUB/A/023-75/003 
76-14 21D PC$17.50/MF$17.50 
NTISUB/A/023-75/004 
Quarterly Literature Review of Hydrogen Energy. A 
Bibliography with Abstracts, Fourth Quarter 1975. 
NTISUB/A/023-75/004 
76-16 21D PC$17.50/MF$17.50 


NTISUB/A/104-75/003 


Aircraft Accident Report. Western Air Lines, Inc. 
Boeing 737-200, N4527W Casper, Wyoming, March 


31, 1975. 
NTISUB/A/104-75/003 
76-04 1B PC$4.00/MF$3.00 


NTISUB/A/104-75/016 


Trans World Airlines, inc. Boeing 727-231, N54328, 
ille, Virginia, December 1, 1974. 
UB/A/104-75/016 

76-07 1B PC$4.00/MF$3.00 


NTISUB/A/104-75/017 


Aircraft Accident Report. Puerto Rico International 
Airlines, inc., DeHavilland DH-114, N554PR, Ponce, 
Puerto Rico, June 24, 1972 

NTISUB/A/104-75/017 


76-14 1B PC$4.00/MF$3.00 


NTISUB/A/133-75-008 
Report of NRL Progress. 
NTISUB/A/133-75-008 
76-05 5B PC$4.00/MF$3.00 


NTISUB/A/133-75/009 
Report of NAL Pr 
NTISUB/A/133-75/ 
58 PCS$4.00/MF$3.00 
NTISUB/A/133-75/010 
Report of NRL Progress. 
NTISUB/A/133-75/010 
7 5B PC$4.00/MF$3.00 
NTISUB/A/133-75/011 
Report of NAL Pr 
NTISUB/A/133-75/011 
7 PC$4.50/MF$3.00 
NTISUB/A/133-75/012 
Report of NAL Progress 
NTISUB/A/133-75/012 
76-10 SC PC$4.00/MF$3.00 
NTISUB/A/138-75/011 
LANDSAT U.S. Standard Catalog. 1 November 1975 
Through 30 November 1975. 
NTISUB/A/138-75/011 
PC$5.00/MF$5.00 
NTISUB/A/138-75/012 
LANDSAT U.S. Standard Catalog. 1 December 1975 
through 31 December 1975. 
NTISUB/A/138-75/012 
7 8F PC$5.00/MF$5.00 
NTISUB/A/138-75/013 
DSAT 2: Cumulative U.S. Standard Catalog, 
1975, 1976. 
NTISUB/A/138-75/013 
76-25 8F PC$25.00/MF$25.00 
NTISUB/A/139-75/011 


LANDSAT Non-U.S. Standard Catalog. 1 November 
1975 Through 30 November 1975. 
NTISUB/A/139-75/011 
7 8F PC$5.00/MF$5.00 
NTISUB/A/139-75/012 
LANDSAT. Non-U.S. Standard * ee 1 December 
1975 through 31 December 197 
NTISUB/A/139-75/012 
76-07 8F PC$5.00/MF§$5.00 
NTISUB/A/139-75/013 
LANDSAT 2: Cumulative Non-US. 
Cata 1975, 1976. 
NTISU (N139-75/013 


Standard 


8F PC$25.00/MF$25.00 
NTISUB/A/140-75/009 
Survey of Current Business. Volume 55, Number 9, 
September 1975. 
NTISUB/A/140-75/009 
76-04 5C PC-GPO/MF$3.00-NTIS 
NTISUB/A/140-75/010 


wee of — Business. Volume 55, Number 10, 

tober 

NTISUB/A/140-75/010 
76-04 5C PC-GPO/MF$3.00-NTIS 


NTISUB/A/140-75/011 


Survey of Current Business. Volume 55, Number 11, 

November 1975. 

NTISUB/A/140-75/011 
76-05 5C PC-GPO/MF$3.00-NTIS 


NTISUB/A/140-75/012 


Su of Current Business 
NTISUB/A/140-75/012 


NTISUB/B/011 
Trends in Communist Media. January 1976 - 


December 1976. 
NTISUB/B/011 76-19 5D PC$60.00/MF$40.00 
NTISUB/B/021-76/ 001 


Toxicology Research Projects Directory, Volume 1 


Number 1. 

NTISUB/B/021-76/001 76-08 6T PC$15.00 
NTISUB/B/021-76/002 

Toxico Research Projects Directory, Volume 1 


Number 
76-14 6T PC$15.00 


76-07 SC MF$3.00 


NTISUB/B/021-76/002 
NTISUB/B/021-76/003 
Toxicology Research Projects Directory, Volume 1, 


Number 3. 
NTISUB/B/021-76/003 76-19 6T PC$15.00 


NTISUB/B/025 
EPA Reports Bibliography Quarterly. A Listing of 
EPA Reports Entered into the National Technical In- 
formation Service, January, February, March 1976. 
NTISUB/B/025 76-13 13B PC$45.00 
NTISUB/B/025-76/ 002 
EPA Reports Catogeehy Quarterly. A Listing of 
EPA Reports Ente into the National Technical In- 
formation Service, April, May, June 1976. 
NTISUB/B/025-76 /002 
76-19 13B PC$15.00/MF$15.00 


NTISUB/B/104-76/007 


NTISUB/B/025-76/003 
EPA Reports Bibliography Quarterly. A Listing of 
EPA Reports Entered into the National Technical In- 
formation Service, July, August, September 1976. 
NTISUB/B/025-76/003 
76-26 138 PC$15.00/MF$15.00 


NTISUB/B/027-76/001 


Genes Report: 
ress Required by Public Law 93-319, Amended 
by Pulte Law 94-163. First Quarter 1976. 
1SUB/B/027-76/001 
76-21 10A PC$10.00/MF$10.00 


NTISUB/B/033-76/001 
— Control inquiry Data Base. June 1970-July 


NT (SUB/ oon wt 
6T Mag Tape $200.00;Foreign 
$250.00 


Energy information Report to 


NTISUB/B/101-76/001 
Review of Public Data Use. Volume 4, Number 1, 
pe cay? 1976. 
NTISUB/B/101-76/001 
76-06 5K PC$15.00/MF$15.00 
NTISUB/B/101-76/002 


a of Public Data Use. Volume 4, Number 2. 
March 1976. 
NTISUB/6/101 -76/002 

76-10 5K PC$15.00/MF$15.00 


NTISUB/B/101-76/003 
Review of Public Data Use. Volume 4, Number 3. 
May 1976. 
NTISUB/B/101-76/003 
76-14 5K PC$15.00/MF$15.00 
NTISUB/B/101-76/004 


Review of Public Data Use. Volume 4, Number 4, 
July 1976. 
UB/B/101-76/004 

76-17 5K PC$15.00/MF$15.00 


NTISUB/B/101-76/005 
Review of Public Data Use. Volume 4, Number 5, 
September 1976. 
NTISUB/B/101-76/005 
76-23 5K PC$15.00/MF$15.00 
NTISUB/B/102 
Selected Water Resources Abstracts, Volume 9, 


Number 1, 1976. 
NTISUB/B/102 76-08 13B PC-Subscription 


NTISUB/B/104-76/001 


Aircraft Accident Report. Wien Air Alaska, inc. 
Fairchild F-27B8, N4904, Gambell, St. Lawrence 


NTISUB/B/104-76/001 
76-09 1B PC$4.00/MF$3.00 
NTISUB/B/104-76/002 
Aircraft Accident Report Stribling-Puckett, Inc., 
we Sak tae ——" Hilton Head Isiand, South 
NTISUB//10476/002 
76-08 1B PC§$4.00/MF$3.00 
NTISUB/B/104-76/003 
Aircraft Accident Report. Near Midair Collision, 
American Airlines, inc., Douglas DC-10, N124, and 


Trans World Airlines, inc.. Lockheed L-1011, 
N11002, Near Carleton, Michigan, November 26, 


19785. 
NTISUB/B/104-76/003 
76-09 1B PC$4.00/MF$3.00 
NTISUB/B/104-76/004 
Aircraft Accident Report. Wolfe industries, inc., 
— 65-A90 King Air, N57V, American University 
Campus, Washington, 0.C. January 25, 1975. 
NTISUB/B/104-7 /004 
76-10 1B PC$4.00/MF$3.00 


NTISUB/B/104-76/005 


Aircraft Accident Report: Jatkoe Cessna 411A, 
N100KC, Wise, Virginia. January 12, 1975. 


NTISUB/B/104-76/005 
76-14 1B PC$4.00/MF$3.00 


NTISUB/B/104-76/006 


Aircraft Accident Report: Ketchum Air Service, inc., 
DeHavilland Beaver OHC-2, N64392 near Kiljik, 
Alaska. September 12, 1975. 
NTISUB/B/104-76/006 

76-14 1B PC$4.00/MF$3.00 


NTISUB/B/104-76/007 
Aircraft Accident Report: Campbell-Ewald Advertis- 


ing Company, Rockwell Turbo Commander 690A, 
7CE, Nemacolin, Pennsylvania, September 12, 


1975. 
NTISUB/B/104-76/007 
76-13 1B PC$4.00/MF$3.00 


AR-979 











NTISUB/B/104-76/008 


Aircraft Accident Report. Eastern Air Lines, inc., 
Boeing 727-225 N8845E, John F. Kennedy interna- 
tional Airport, Jamaica, New York, June 24, 1975. 
NTISUB/B/104-76/008 
76-14 1B PC$4.00/MF$3.00 
NTISUB/B/104-76/009 
Aerotransportes Entre Rios S. R. L. Canadair CL-44- 
, LV-JSY, Miami International Airport, Miami, 
Florida, September 27, 1975 
NTISUB/B/104-76/009 
76-26 1B PC§4.00/MF$3.00 
NTISUB/B/104-76/010 
Aircraft Accident Report: NAVIK Air, iInc., Piper 
mee | N644N, Cleveland- sae international 
Airport, Cleveland, Ohio, May 10, 1975. 
NTISUB/B/104-76/010 
76-14 1B PC§$4.00/MF$3.00 
NTISUB/B/104-76/011 
Aircraft Accident Report. Airlift international, inc. 
McDonnell-Douglas DC-8-63F, N6161A, John F. 
Ken international Airport, Jamaica, New York, 
September 20, 1975. 
NTISUB/B/ 104-76/011 
76-14 1B PC$4.00/MF$3.00 
NTISUB/B/104-76/012 
Japan Air Lines Co., Ltd. Boeing 747-246, JA8122., 
Anchorage, Alaska, December 16, 1975. 
NTISUB/B/104-76/012 
76-21 1B PC$4.00/MF§$3.00 
NTISUB/B/104-76/013 
Aircraft Accident Report. Puerto Rico international 
Airlines, inc. DeHavilland Rg 114, N570PR, San 
Juan, Puerto Rico, July 11, 1975. 
NTISUB/B/104-76/013 
76-18 18 PC$4.00/MF§$3.00 
NTISUB/B/104-76/014 
Continental Air Lines, inc., Boeing 727-224, N88777, 
Stapleton international Airport, Denver, Colorado, 
August 7, 1975. Aircraft Accident Report. 
NTISUB/B/104-76/014 
76-19 1B PC§$4.00/MF$3.00 


NTISUB/B/104-76/015 
Aircraft Accident Report. Eastern Air Lines, Inc. 
Boeing 727, — Raleigh, North Carolina, 
November 12, 1975 
NTISUB/B/104-76/015 
76-19 1B PC§$4.00/MF$3.00 
NTISUB/B/104-76/016 
Condor Aero Club, Inc., Cessna 172L, N43680, Near 
Accident, Maryland, March 12, 1976. 
NTISUB/B/104-76/016 
76-22 1B PC§$4.00/MF$3.00 


NTISUB/B/121 
Aircraft Accident Reports. Brief Format - U.S. Civil 
Aviation. 
NTISUB/B/121 76-12 18 PC-Subscription 


NTISUB/B/121-76/002 
Aircraft Accident Reports: Brief Format, U.S. Civil 
Aviation issue Number 3 of 1975 Accidents. 
NTISUB/B/121-76/002 
76-12 18 PC$4.00/MF$3.00 


NTISUB/B/121-76/003 


Aircraft Accident Reports: Brief Format, U.S. Civil 
Aviation issue Number 4 of 1975 Accidents. 
NTISUB/B/121-76/003 

76-13 1B PC$4.00/MF§3.00 


NTISUB/B/121-76/004 


Aircraft Accident Reports: Brief Format, U.S. Civil 
Aviation issue Number 5 of 1975 Accidents. 
NTISUB/B/121-76/004 
76-19 18 PC$4.00/MF$3.00 
NTISUB/B/121-76/005 


een Accident ly Brief Format, Supple- 


mental issue 1975 Accidents 
NTISUB/B/121 "76/005 
76-19 1B PC$4.00/MF$3.00 
NTISUB/B/122 
index to Foreign Market Reports. 
NTISUB/B/122 76-12 5C PC-Subscription 
NTISUB/B/124 
Monthly inspection Summary Report. 
NTISUB/B/124 76-07 18 PC-Subscription 
NTISUB/B/124-76/002 
Monthly inspection Summary Report. 
NTISUB/B/124-76/002 
181 PC§4.00/MF$3.00 
NTISUB/B/124-76/003 
Monthly inspection Summary Report. 
NTISUB/B/124-76/003 


76-12 181 PC$4.00/MFS$3.00 


AR-080 





NTISUB/B/124-76/004 


Monthly inspection Summary Report. : 
NTISUB/B/124-76/004 
76-14 181 PC$4.00/MF$3.00 


NTISUB/B/124-76/005 
eee inspection onary Report. 
/ 


NTISUB/B/124-76/005 
76-17 181 PC$4.00/MF$3.00 
NTISUB/B/124-76/006 
Monthly Inspection Summary Report. 
NTISUB/B/124-76/006 
76-17 181 PC$4.00/MF$3.00 
NTISUB/B/124-76/007 


Monthly inspection Summary Report. 
NTISUB/B/124-76/007 
76-20 181 PC$4.00/MF$3.00 


NTISUB/B/124-76/009 


Monthly Inspection Summary Report. 
NTISUB/B/124-76/009 
76-24 181 PC$4.00/MF$3.00 


NTISUB/B/124-76/010 
one inspection Summary Report. 
/ 


NTISUB/B/124-76/010 

76-26 181 PC$4.00/MF$3.00 
NTISUB/B/125 
Petroleum Market Shares. A Report on Retail 
Gasoline. 
NTISUB/B/125 76-18 21D PC$25.00 
NTISUB/B/126-76/001 


Wastewater Treatment Construction Grants Data 
Base: Public Law 92-500 Project Records New Pro- 
ere Tanase Duri - meal 1975. 


/B/126- “a 
13B PC$10.00/MF$10.00 
mnemmanmusann 


Wastewater Treatment Construction Grants Data 
Base: Public Law 92-500 Project Records. Grants 
Assistance Programs. New Projects Funded During 
January 1976. 
NTISUB/B/126-76/002 
76-09 13B PC$10.00/MF$10.00 


NTISUB/B/126-76/003 


Wastewater Treatment Construction Grants Data 
Base: Public Law 92-500 Project Records. Grants 
Assistance Programs. New Projects Funded During 
February 1976. 
NTISUB/B/126-76/003 
76-11 138 PC$10.00/MF$10.00 
NTISUB/B/126-76/004 
Wastewater Treatment Construction Grants Data 
Base: Public Law 92-500 Project Records. New Pro- 
ts Funded During March, 1976. 
TISUB/B/126-76/ 
6-13 13B PC$10.00/MF$10.00 
NTISUB/B/126-76/ 005 
Wastewater Treatment Construction Grants Data 
Base: Public Law 92-500 Project Records. Grants 
aca tana. Programs. New Projects Funded During 
rt 
ISUB/B/126-76/005 
76-14 138 PC$10.00/MF$10.00 
NTISUB/B/126-76/ 006 
Wastewater Treatment Construction Grants Data 
Base. Public Law 92-500 Project Records. Grants 
Assistance Programs. New Projects Funded During 
May, 1976. 
NTISUB/B/126-76/006 
76-17 13B PC§$10.00/MF$10.00 
NTISUB/B/126-76/ 007 
Wastewater Treatment Construction Grants Data 
Base. Public Law 92-500 Project Records. Grants 
ere. Programs. New Projects Funded During 
une 
apeeaabatane —? 
6-20 13B PC$10.00/MF$10.00 
sibeumeeeainaus 
Wastewater Treatment Construction Grants Data 
Base. Public Law 92-500 Project Records. Grants 
Assistance Program. New Projects Funded During 
ro hs 
NTISUB/B/126-76/008 
76-20 138 PC$10.00/MF$10.00 
NTISUB/B/126-76/ 009 
Wastewater Treatment Construction Grants Data 
Base, Public Law 92-500 Project Records. Grants 
Assistance Program. New Projects Funded During 
August 1976. 
NTISUB/B/126-76/009 
76-24 13B PC$10.00/MF$10.00 
NTISUB/B/127 
thly Energy Rev 


Mon 
NTISUB/B/127 "76-09 21D PC-Subscription 


NTISUB/B/127-76/002 
on Energy Revi 
NTISUB/B/127-76/002 
76-09 21D PC$4.00/MF$3.00 
NTISUB/B/127-76/003 
Monthly Energy Review, March 1976. 
NTISUB/B/127-76/003 
76-13 21D PC$4.00/MF$3.00 
NTISUB/B/127-76/004 
Monthly Energy Review, April 1976. 
NTISUB/B/127-76/004 
76-14 21D PC$4.00/MF$3.00 
NTISUB/B/127-76/005 
Monthly Energy Review, May 1976. 
NTISUB/B/127-76/005 
76-18 21D PC$4.00/MF$3.00 
NTISUB/B/127-76/006 
Monthly Energy Review, June 1976. 
NTISUB/B/127-76/006 
76-19 21D PC§4.00/MF$3.00 
NTISUB/B/127-76/007 
Monthly Energy Review. 
NTISUB/B/127-76/007 
76-21 21D PC$4.00/MF$3.00 
NTISUB/B/127-76/008 
Monthly Energy Review, August 1976. 
NTISUB/B/127-76/008 
76-23 21D PC$4.00/MF$3.00 
NTISUB/B/127-76/009 
Monthly Energy Review. 
NTISUB/B/127-76/009 
76-26 21D PC$4.00/MF$3.00 
NTISUB/B/128 


Construction Status Report; Nuclear Power Plants, 
Data for Decisions. 
NTISUB/B/128 76-06 18E PC-Subscription 


NTISUB/B/129 
Operating Units Status Report; Licensed Operating 


Reactors, Data for Decisions. 
NTISUB/B/ 129 76-06 18E PC-Subscription 
NTISUB/B/130-76/004 


Monthly Petroleum Statistics Report, March/April 


1976. 
NTISUB/B/130-76/004 
76-26 21D PC$4.00/MF$3.00 
NTISUB/B/132 
Parkinson's Disease and Related Disorders. Cita- 
tions from the Literature. Vol. 7 No. 1. 
NTISUB/B/132 76-09 6E PC-Subscription 
NTISUB/B/133-76/001 
Report of NAL Pr 
NTISUB/B/133-76/ 
6-15 5B PC$4.00/MF$3.00 
NTISUB/B/133-76/002 
Report of NAL Pr 
NTISUB/B/136-76/ 
6-14 5B PC$4.00/MF$3.00 
=. 
NTISUB/B/133-76/003 


Report of NAL Progress. 
NTISUB/B/133-76/003 
76-19 5B PC$4.00/MF$3.00 


NTISUB/B/133-76/004 
Report of NAL Progress. 
NTISUB/B/133-76/004 
76-21 5B PC$4.00/MF$3.00 
NTISUB/B/133-76/005 


Report of NRL Progress. 
NTISUB/B/133-76/005 
76-25 5B PC$4.00/MF$3.00 


NTISUB/B/135 

Summaries of Foreign Government Environmental 

Reports. Number 41. 

NTISUB/B/135 76-13 13B PC-Subscription 
NTISUB/B/135-76/001 

Summaries of Foreign Government Environmental 

re. Number 41. 

NTISUB/B/135-76/001 

76-13 138 PC$4.00/MF$3.00 

NTISUB/B/135-76/002 


Summaries of Foreign Government Environmental 
Reports. Number 42. 
NTISUB/B/135-76/002 
76-13 13B PC$4.00/MF$3.00 
NTISUB/B/135-76/003 


Summaries of Se Government Environmental 


Reports. Num 
NTISUB/B/1 "35.76/03 
76-15 138 PC$4.00/MF$3.00 


— 7 





oe ere 





NTISUB/B/135-76/004 
Summaries of Foreign Government Environmental 
Reports. Number 44. 
NTISUB/B/135-76/004 
76-19 13B PC$4.00/MF$3.00 


NTISUB/B/135-76/005 
Summaries of Foreign Government Environmental 
a. Number 45. 
UB/B/135-76/005 
76-22 13B PC$4.00/MF$3.00 
NTISUB/B/135-76/006 
Summaries of Foreign Government Environmental 
——— Number 46. 
NTISUB/B/135-76/006 
76-22 138 PC$4.00/MF$3.00 
NTISUB/B/135-76/007 
Summaries of Foreign Government Environmental 
Reports. Number 47. 
NTISUB/B/135-76/007 
76-26 13B PC$4.00/MF$3.00 
NTISUB/B/138-76/001 
LANDSAT U.S. Standard Catalog, 1 January 1976 
Through 31 Janua 76. 
NTISUB/B/138-76/001 
76-14 8F PC$5.00/MF$5.00 
NTISUB/B/138-76/002 
LANDSAT U.S. Standard Catalog, 1 February 1976 
through 29 February 1976. 
NTISUB/B/138-76/002 
76-13 8F PC$5.00/MF$5.00 
NTISUB/B/138-76/003 
LANDSAT: U.S. Standard Catalog, 1 March 1976 
Through 31 March 1976. 
NTISUB/B/138-76/003 
76-17 8F PC$5.00/MF$5.00 
NTISUB/B/138-76/004 
LANDSAT: U.S. Standard Catalog, 1 April 1976 
through 30 April 1976. 
NTISUB/B/138-76/004 
76-25 8F PC$5.00/MF$5.00 
NTISUB/B/138-76/005 
LANDSAT U.S. Standard Catalog, 1 May 1976 
Through 31 May 1976. 
NTISUB/B/138-76/005 
76-25 8F PC§$5.00/MF$5.00 
NTISUB/B/138-76/006 
LANDSAT U.S. Standard Catalog, 1 June 1976 
Th h 30 June 1976. 
NTISUB/B/138-76/006 
76-26 8F PC$5.00/MF$5.00 
NTISUB/B/139-76/001 
LANDSAT Non-U.S. Standard Catalog 1 January 
1976 Through 31 January 1976. 
NTISUB/B/139-76/001 
76-09 8F PC$5.00/MF$5.00 
NTISUB/B/139-76/002 
LANDSAT Non-U.S. Standard Catalog, 1 February 
1976 through 29 February 1976. 
NTISUB/B/139-76/002 
76-13 8F PC$5.00/MF$5.00 
NTISUB/B/139-76/003 
LANDSAT: Non-U.S. Standard Catalog, 1 March 
1976 Through 31 March 1976. 
NTISUB/B/139-76/003 
76-17 8F PC$5.00/MF$5.00 
NTISUB/B/139-76/004 
LANDSAT: Non-U.S. Standard Catalog, 1 April 1976 
th h 30 April 1976. 
NTISUB/B/139-76/004 
76-25 8F PC$5.00/MF$5.00 
NTISUB/B/139-76/005 
oe Non-U. a  ameee Catalog, 1 May 1976 
h 31 May 19 
NTIS 8/139-76/005 
76-25 8F PC$5.00/MF$5.00 


NTISUB/B/139-76/006 


LANDSAT Non-U.S. Standard Catalog, 1 June 1976 
Through 30 June 1976. 
NTISUB/B/ 139-76 /006 
76-26 8F PC$5.00/MF$5.00 
NTISUB/B/140 


Survey of Current Business, 1976. Volume 56. 


NTISUB/B/140 76-13 5C Subscription 
NTISUB/B/140-76/001 

any of Current Business. Volume 56, Number 1, 

Parts 1 and 2, January 1976. 

NTISUB/B/140-76/001 76-13 5C MF$3.00 
NTISUB/B/140-76/002 

wen by! of cant Business. Volume 56, Number 2, 

ruary 1 
NTISUBYB/140-76/002 76-12 5C MF§3.00 


NTISUB/B/140-76/003 
ate 4 2 Sam Business. Volume 56, Number 3, 
arch 
NTISUB/B/140-76/003 76-13 5C MF§$3.00 
NTISUB/B/140-76/004 
we = Current Business, April 1976. Volume 56, 
NTISUB/B/140-76/004 76-16 5C MF§$3.00 
NTISUB/B/140-76/ 005 
ae = Current Business, May 1976. Volume 56, 
um 
NTISUB/B/140-76/005 76-17 5C MF$3.00 
NTISUB/B/140-76/006 


Survey of Current Business, June 1976. Volume 56, 
Number 6. 
NTISUB/B/140-76/006 
76-24 5C PC-GPO/MF$3.00 
NTISUB/B/140-76/ 007 
Survey of Current Business, July 1976. Volume 56, 
Number 7. 
NTISUB/B/140-76/007 
76-24 5C PC-GPO/MF$3.00 
NTISUB/B/140-76/008 


Survey of Current Business. 
NTISUB/B/140-76/008 


NTISUB/B/142 
Nuclear Regulatory Commission issuances, April 


76-26 SC MF$3.00 


NTISUB/B/142 76-18 181 PC$34.00 
NTISUB/B/142-76/001 
gu Regulatory Commission issuances, January 
NTISUB/B/142-76/001 
76-18 181 PC$5.00/MF$3.00 
NTISUB/B/142-76/002 
Nuclear Regulatory Commission issuances, Februa- 
NTISUB/B/142-76/002 
76-18 181 PC$5.00/MF$3.00 
NTISUB/B/142-76/003 
Nuclear Regulatory Commission issuances, March 


1976. 
NTISUB/B/142-76/003 
76-18 181 PC$6.00/MF$3.00 


NTISUB/B/142-76/004 
— Regulatory Commission issuances, April 
NTISUB/B/142-76 /004 
76-18 181 PC$3.25/MF$3.00 
NTISUB/B/142-76/005 
— Regulatory Commission issuances, May 
NTISUB/B/142-76/005 
76-18 181 PC$3.25/MF$3.00 
a at tony 
ucleag Regulatory Commission issuances. 


NTISUB/B/442-76)006 
181 PC$3.25/MF$3.00 

NTISUB/B/142-76/ 007 
Nuclear Regulatory Commission issuances, July 


1976. 
NTISUB/B/142-76/007 
76-22 181 PC$3.25/MF$3.00 
NTISUB/B/142-76/008 
Nuclear Regulatory Commission issuances. 
NTISUB/B/142-76/008 
76-25 181 PC$3.25/MF$3.00 
NTISUB/B/142-76/ 401 


Indexes to Nuclear Regulatory Commission is- 
suances, January-March, 1976. 
NTISUB/B/142- 76/401 
76-24 181 PC$3.25/MF$3.00 


NTISUB/B/143-76/010 
CETA Area Employment and Unemployment, Janua- 
_— 1976. 
ISUB/B/143-76/010 
76-26 51 PC A014/MF AO1 
NTISUB/B/143-76/014 
CETA Area “ tome and Unemployment, Janua- 
1975-May 1976. 
ISUB/B/143-76/014 
76-26 51 PC$16.25/MF$3.00 
NTISUB/B/190-76/001 
Citizens Master File 
NTISUB/B/190-76/001 76-19 17B MF$850.00 
NTISUB/B/191-76/001 
Amateur Master F ile. 
NTISUB/B/191-76/001 76-19 17B MF$70.00 
NTISUB/B/192-76/001 
Commercial Master File. 


NTISUB/B/201-0012 


NTISUB/B/192-76/001 76-19 178 MF$216.00 
NTISUB/B/193-001 
Frequency Master File. (Frequency). 


NTISUB/B/193-001 76-19 17B MF$316.00 
NTISUB/B/194-001 

Frequency Master File. (Service Group Code 
Sequence). 

NTISUB/B/194-001 76-19 178 MF$204.00 
NTISUB/B/195-001 


Frequency Auxiliary. 

NTISUB/B/195-001 76-19 178 Write for prices 
NTISUB/B/196-001 

Cable Full Record. 

NTISUB/B/196-001 76-19 17B Write for prices 


NTISUB/B/197-001 


Cable History File. 
NTISUB/B/ 197-001 76-19 178 Write for prices 


NTISUB/B/198-001 


Marine Master File. 
NTISUB/B/ 198-001 76-19 178 MF$118.00 


NTISUB/B/199-001 


Aviation Master File. 
NTISUB/B/199-001 76-19 17B MF$50.00 


NTISUB/B/200-001 


Authorized Signals. 
NTISUB/B/200-001 76-19 17B Write for prices 


NTISUB/B/201 
Standard Review Plan for the Review of Safe 
———— Reports for Nuclear Power Plants. LW 
dit 
NTISUB/B/201 76-10 18E PC-Subscription 
NTISUB/B/201-0002 


Standard Review Plan for the Review of Safety 
Analysis Reports for Nuclear Power Plants. LWR 


Edition. Chapter 2. Site Characteristics. 
NTISUB/B/201-0002 76-09 18E PC$10.00 
NTISUB/B/201-0003 


Standard Review Pian for the Review of Safe 

Analysis Reports for Nuclear Power Plants. LW 

Edition. Chapter 3. Design of Structures, Com- 

ponents, Equipment, and Systems. 

NTISUB/B/201-0003 76-09 18E PC$10.00 
NTISUB/B/201-0004 

Standard Review Plan for the Review of Safe 

Analysis Reports for Nuclear Power Plants. LW 

Edition. Chapter 4. Reactor. 

NTISUB/B/201-0004 76-09 18E PC$10.00 
NTISUB/B/201-0005 

Standard Review Pian for the Review of Safety 

Analysis Reports for Nuclear Power Plants. LWA 

Edition. Chapter 5. Reactor Coolant System and 


nnec ystems. 

NTISUB/B/201-0005 76-09 18E PC$10.00 
NTISUB/B/201-0006 

Standard Review Pian for the Review of Safety 

Analysis Reports for Nuclear Power Piants. LWR 

Edition. Chapter 6. Engineered Safety Features. 

NTISUB/B/201-0006 76-09 18E PC$10.00 
NTISUB/B/201-0007 

Standard Review Pian for the Review of Safety 

Analysis Reports for Nuclear Power Plants. LWA 

Edition. Chapter 7. instrumentation and Controls. 

NTISUB/B/201-0007 18E PC$10.00 
NTISUB/B/201-0008 

Standard Review Plan for the Review of Safety 

Analysis Reports for Nuclear Power Plants. LWR 

Edition. Chapter 8. Electric Power. 

NTISUB/B/201-0008 18E PC$10.00 
NTISUB/B/201-0009 


Standard Review Plan for the Review of Safe 
Analysis Reports for Nuclear Power Plants. LW 


Edition. ——— 9. Auxiliary Systems. 
NTISUB/B/201-0009 76-09 18E PC$10.00 
NTISUB/B/201-0010 


Standard Review Pian for the Review of Safety 
Analysis Reports for Nuclear Power Piants. LWA 
Edition. Chapter 10. Steam and Power Conversion 


ae. 
NTISUB/B/201-0010 76-09 18E PC$10.00 


NTISUB/B/201-0011 


Standard Review Pian for the Review of Safety 
Analysis Reports for Nuclear Power Piants. LWA 
Edition. Chapter 11. Radioactive Waste Manage- 


ment. 
NTISUB/B/201-0011 76-09 18E PC$10.00 


NTISUB/B/201-0012 


Standard Review Plan for the Review of Safe 
Analysis Reports for Nuclear Power Plants. LWR 
Edition. Chapter 12. Radiation Protection. 
NTISUB/B/201-0012 76-09 18E PC$10.00 


AR-981 








NTISUB/B/201-0013 


Standard Review Plan for the Review of Safety 

Analysis Reports for Nuclear Power Piants. LWR 

Edition. Chapter 13. Conduct of Operations. 

NTISUB/B/201-0013 76-098 18E PC$10.00 
NTISUB/B/201-0014 


Standard Review Plan for the Review of Safety 
Analysis Reports for Nuclear Power Plants. LWR 
Edition. Chapter 14. Initial Test Programs. 

NTISUB/B/201-0014 6-09 18E PC$10.00 


NTISUB/B/201-0015 


Standard Review Plan for the Review of Safety 
Analysis Reports for Nuclear Power Plants. LWA 
Edition. ys oye! 15. Accident Analyses. 

NTISUB/B/201-0015 76-09 18E PC$10.00 


NTISUB/B/201-0016 


Standard Review Plan for the Review of Safety 
Analysis Reports for Nuclear Power Plants. LWA 
Edition. Chapter 16. Technical Specifications. 

NTISUB/B/201-0016 76-09 18E PC$10.00 


NTISUB/B/201-0017 


Standard Review Pian for the Review of Safety 

Analysis Reports fcr Nuclear Power Plants. LWR 

Edition. Chapter 17. Quality Assurance. 

NTISUB/B/201-0017 76-09 18E PC$10.00 
NTL 112-0707-0404 


Task Force Report on the Health Manpower Dis- 


tribution Project. 

HRP-0001725/1Gi 76-22 6E PC AOQ3/MF A01 
NTO-R-0008 

Nrx-A2 Site Test Report. 

NTO-R-0008 76-05 18N PC A11/MF AO1 
NTO-R-0018 

Nrx-A2 Post Test Report. 

NTO-R-0018 76-02 18N PC A10/MF A0O1 
NTO-R-0037 

Nrx-A3 Post Test Report. 

NTO-R-0037 76-05 18N PC A10/MF A01 
NTO-R-0041 

Ets-1 Process Water System Test Program Report. 

NTO-R-0041 76-09 18N PC A03/MF A01 
NTO-R-0045 

Nrx-A3 Post Test moe. a ee 

NTO-R-0045 18N PC AO4/MF AO1 
NTO-R-0061 


Test h -ne Steam Generator Development Test 
Prog 


NTO-R-0061 76-05 18N PC A04/MF A01 
NTO-R-0079 

Nrx/Est Post Test Report. 

NTO-R-0079 76-08 18N PC A10/MF AO1 
NTO-R-0097 

Nrx-A5 Post Test Report. 

NTO-R-0097 76-08 18N PC A0S/MF AO1 
NTO-R-0097(SUP.1) 


Nrx-A5 Post-Test Report. Supplement. 
NTO-R-0097(SUP.1) 76-05 18N PC AOS/MF AO1 
NTO-R-0141(V.1) 
Nrx-A6 Post Test Report. Volume 1: Disassembly. 
NTO-R-0141(V.1) 76-09 18N PC A0S/MF A01 
NTO-R-0166(SUP.1) 
Spear Report. Drum and Shield Worth, Thermal 
Calibration, and Dosimetry Irradiation. 
NTO-R-0166(SUP.1) 76-09 18N PC AO02/MF A01 
NTO-0048 
Nrx-A3 Post Test 2 oenens ii. 
NTO-0048 18N PC AO3/MF AO1 
NTRPDC-52-0090 
Flood Management Study. 
PB-249 456/5GI 76-08 13B PC A07/MF A01 
NTSB-AAR-75-15 
Aircraft Accident Report. Western Air Lines, Inc. 
an 737-200, N4527W Casper, Wyoming, March 
31, 1975. 
NT ISUB/A/ 104-75/003 
76-04 1B PC§$4.00/MF$3.00 
NTSB-AAR-75-16 
Trans World Airlines, inc. Boeing 727-231, N54328, 
Berryville, Virginia, December 1, 1974. 
NTISUB/A/104-75/016 . 
76-07 1B PC$4.00/MF$3.00 
NTSB-AAR-75-17 
Aircraft Accident Report. Puerto Rico International 
Airlines, inc., DeHavilland DH-114, N554PR, Ponce, 
Puerto Rico, June 24, 1972. 
NTISUB/A/104-75/017 
76-14 1B PC$4.00/MF$3.00 


AR-982 


NTSB-AAR-76-1 


Aircraft Accident Report. Wien Air Alaska, Inc. 
Fairchild F-27B, N4904, Gambell, St. Lawrence 


island, Alaska. 
NTISUB/B/104-76/001 

76-09 1B PC$4.00/MF$3.00 
NTSB-AAR-76-2 


Aircraft Accident Report Stribling-Puckett, Inc., 
Beechcraft A100, ——" Hilton Head Island, South 
Carolina, April 26, 19 
NTISUB/B/104-76/002 

76-08 1B PCS$4.00/MF$3.00 

NTSB-AAR-76-3 

Aircraft Accident Report. Near Midair Collision, 
American Airlines, inc., Douglas DC-10, N124, and 
Trans World Airlines, inc., Lockheed L-1011, 
N11002, Near Carleton, Michigan, November 26, 


1975. 
NTISUB/B/104-76/003 
76-09 1B PC$4.00/MF$3.00 
NTSB-AAR-76-4 
Aircraft Accident Report. Wolfe industries, Inc., 
h 65-A90 King Air, N57V, American University 
Campus, Washington, D.C. January 25, 1975. 
NTISUB/B/104-76/004 
76-10 1B PC$4.00/MF$3.00 
NTSB-AAR-76-5 
Aircraft Accident Report: Jatkoe a 411A, 
100KC, Wise, Virginia. January 12, 1975 
NTISUB/B/104-76/005 
76-14 1B PC$4.00/MF$3.00 
NTSB-AAR-76-6 
Aircraft Accident Report: Ketchum Air Service, inc.., 
DeHavilland Beaver DHC-2, N64392 near Kijik, 
Alaska. September 12, 1975. 
NTISUB/B/104-76/006 
76-14 1B PC$4.00/MF$3.00 
NTSB-AAR-76-7 
Aircraft Accident Report: Campbell-Ewald Advertis- 


Ne47CE. Nem Rockwell Turbo Commander 690A, 
Nemacolin, Pennsylvania, September 12, 


NTISUB/B/104- 76/007 
76-13 1B PC$4.00/MF$3.00 
NTSB-AAR-76-8 
Aircraft Accident Report. Eastern Air Lines, Inc., 
Boeing 727-225 N8845E, John F. Kennedy Interna- 
tional Airport, Jamaica, New York, June 24, 1975. 
NTISUB/B/104-76 /008 
76-14 1B PC§$4.00/MF$3.00 
NTSB-AAR-76-9 
Aerotransportes Entre Rios S. R. L. Canadair CL-44- 
6, LV-JSY, Miami international Airport, Miami, 
Florida, September 27, 1975. 
NTISUB/B/104-76/009 
76-26 1B PCS$4.00/MF$3.00 
NTSB-AAR-76-10 
Aircraft Accident Report: NAVIK Air, inc., Piper 
— —_ Bon me Cleveland- ete International 
eet S and, Ohio, May 10, 1975 
NT SUB/B/104-76/010 
76-14 1B PC$4.00/MF$3.00 
NTSB-AAR-76-11 
Aircraft Accident Report. Airlift international, Inc. 
McDonnell-Douglas DC-8-63F, N6161A, John F. 
Kenn international Airport, Jamaica, New York, 
September 20, 1975. 
NTISUB/B/104-76/011 
76-14 1B PC$4.00/MF$3.00 
NTSB-AAR-76-12 


Japan Air Lines Co., Ltd. Boeing 747-246, JA8122, 
Anchorage, Alaska, December 16, 1975. 
NTISUB/B/104-76/012 
76-21 1B PC$4.00/MF$3.00 
NTSB-AAR-76-13 
Aircraft Accident Report. Puerto Rico International 
Airlines, inc. DeHavilland A 9 114, NS570PR, San 
Juan, Puerto Rico, July 11, 
NTISUB/B/104-76/013 
76-18 1B PC§$4.00/MF$3.00 
NTSB-AAR-76-14 
Continental Air Lines, inc., Boeing 727-224, N88777, 
Stapleton international Airport, nver, Colorado, 
August 7, 1975. Aircraft Accident Report. 
NTISUB/B/104-76/014 
76-19 1B PC$4.00/MF$3.00 
NTSB-AAR-76-15 
Aircraft Accident Report. Eastern Air Lines, Inc. 
Boeing 727, N Raleigh, North Carolina, 
November 12, 1975. 
NTISUB/B/104-76/015 
76-19 1B PC$4.00/MF$3.00 
NTSB-AAR-76-16 
Condor Aero Club, inc., Cessna 172L, N43680, Near 
Accident, Maryland, March 12, 1976. 


NTISUB/B/104-76/016 
76-22 1B PC$4.00/MF$3.00 


NTSB-AAS-75-1 


Flight Data Recorder Readout Experience in Aircraft 
Accident investigations 1960-1973. 
PB-252 019/5GI 76-13 1B PC AO4/MF AO1 


NTSB-AAS-76-1 


Chemically Generated Supplemental Oxygen 
Systems in DC-10 and L-1011 Aircraft. 
PB-252 023/7GI 76-13 18 PC AOQ3/MF AO1 


NTSB-AAS-76-2 
U.S. General Aviation Takeoff Accidents: The Role 


of Preflight Preparation. 

PB-252 /5GI 76-13 1B PC AO3/MF AOi 
NTSB-AAS-76-3 

+ eg Weather-invoived General Aviation Ac- 
pp 256 591/9GI 76-22 1B PC AO2/MF A01 
NTSB-AAS-76-4 


General Aviation Accidents Involving Aerobatics, 
1972-1974. 
PB-257 747/6GI 76-26 1B PC A06/MF AO1 
NTSB-AMM-75-12 
Listing of Aircraft Accidents/incidents by Make and 
odel. U.S. Civil Aviation, 1974. 
PB-250 039/5GI 76-09 1B PC A0S/MF A01 


NTSB-AMM-75-13 

Briefs of Accidents Involving Midair Collisions. U.S. 

General Aviation 1974. 

PB-250 513/9GI 76-10 18 PC A04/MF A0O1 
NTSB-AMM-75-14 

Briefs of Accidents Involving Turbine Powered Air- 

craft. U.S. General Aviation 1974. 

PB-250 514/7GI 76-11 1B PC AO4/MF AO1 
NTSB-AMM-75-15 

Briefs of Accidents Involving Rotocraft. U.S. 

General Aviation, 1974. 

PB-250 038/7GI 76-09 1B PC AO8/MF A0O1 
NTSB-AMM-75-16 

Briefs of Fatal Accidents Involving > as a 

Cause/Factor. U.S. General Aviation, 1974 

PB-250 037/9GI 76-09 1B PC A14/MF AO1 
NTSB-AMM-75-17 

Briefs of Accidents Involving Alcohol as a 

Cause/Factor. U.S. General Aviation 1974. 

PB-250 515/4GI 76-10 1B PC A03/MF A01 
NTSB-AMM-75-18 

Briefs of Accidents Involving Missing and Missing 

Later Recovered Aircraft. U.S. General Aviation 


1974. 

PB-250 516/2GI 76-11 18 PC A0O6/MF AO1 
NTSB-AMM-75-19 

Briefs of Accidents Involving Corporate/Executive 

Aircraft. U.S. General Aviation 1974. 

PB-249 984/6GI 76-09 1B PC A04/MF A0O1 
NTSB-AMM-75-20 

Briefs of Actidents involving Amateur/Home Built 

Aircraft. U.S. General Aviation 1974. 

PB-250 517/0GI 76-11 1B PC A0S/MF A01 
NTSB-AMM-75-21 

Briefs of Accidents Involving Air Taxi Operations. 

U.S. General Aviation 1974. 

PB-250 518/8GI 76-11 1B PC AO6/MF A0O1 
NTSB-AMM-75-22 

Briefs of Accidents Involving Aerial Application 

Operations. U.S. General Aviation 1974. 

PB-250 520/4Gi 76-11 1B PC A14/MF AO1 
NTSB-ARC-76-1 

Annual Review of Aircraft Accident Data. U.S. Air 

Carrier Operations 1974. 

PB-250 813/3GI 76-10 18 PC AOS5S/MF AO1 
NTSB-ARG-75-1 

Annual Review of Aijrcraft Accident Data. U.S. 

General Aviation Calendar Year 1973. 

PB-249 559/6G! ~ 76-08 1B PC A09/MF AO1 
NTSB-ARG-76-1 

Annual Review of Ajrcraft Accident Data. US. 

General Aviation Calendar Year 1974. 

PB-252 606/9GI 76-16 1B PC AOS/MF AO1 
NTS8-BA-76-2 

Aircraft Accident Reports: Brief Format, U.S. Civil 


Aviation Issue Number 3 of 1975 Accidents. 
NTISUB/B/121-76/002 


76-12 1B PC$4.00/MF$3.00 
NTSB-BA-76-3 
Aircraft Accident Reports: Brief Format, U.S. Civil 


Aviation issue Number 4 of 1975 Aocidents. 
NTISUB/B/121-76/003 


76-13 16 PC$4.00/MF$3.00 


Bn ee ltt 








NTSB/BA-76-4 


PB-257 671/8GI 76-26 13L PC AOQ2/MF A01 


Aircraft Accident Reports: Brief Format, U.S. Civil nTSB-RAR-75-9 


Aviation issue Number 5 of 1975 Accidents. 
NTISUB/B/121-76/004 


76-19 1B PC$4.00/MF$3.00 


NTSB-BA-76-5 


Aircraft Accident ~ Brief Format, Supple- 
Accidents 


mental issue 1975 
NTISUB/B/121-76/005 


76-19 1B PC§$4.00/MF$3.00 


NTSB-HAR-75-6 
immigration and Naturalization Service Multipur- 
pose Vehicle. T. R. Produce Company e 2 Colli- 
sion, Near El Centro, California, March 8, 1 
PB-246 296/8G! 76-03 13L PC AGS/ME AOT 
NTSB-HAR-75-7 
Highway Accident Report. Multiple-Vehicle Colli- 
sions in Fog, Near Corona, California February 28, 
1975. 
PB-247 837/8GI 76-05 13F PC A03/MF A01 
NTSB-HAR-75-8 
Special investigation: UMTA Prototype Bus Fire 
Near Phoenix, Arizona, May 13, 1975. 
PB-248 776/7GI 76-06 13F PC A03/MF AO1 
ots ei 
en, a Report. Siskiyou Union High 
Collision and 
onal ne Tatteed, Oregon, May 9, 1975 
PB-250 050/2GI 76-10 13L PC AOS/MF A01 
NTSB-HAR-76-2 
Collision of Winnebago Motor Home —_— B 
Column Near Monroe, Michigan, oy 
PB-252 262/1GI 76-14 13L PC AOS/ME A01 
NTSB-HAR-76-3 
Automobile Collision with and Collapse of the Yad- 
kin River ae Near Siloam, North Carolina. 





February 23, 1 
PB-253 iagh 76-17 13 PC A03/MF A01 
NTSB-HAR-76-4 


Surtigas, S.A., Tank-semitrailer Overturn, Explosion, 
and Fire, Near Eagle Pass, Texas, April 29, 1975. 
PB-254 034/2GI 76-19 13L PC AOQ2/MF A01 


NTSB-HAR-76-5 
Collision of Hubert Roten Trucking Company Truck 
and aoe ae Corporation Bus Near Hamilton, Geor- 
ne 6 
Pe'osa 366/30! 76-19 13L PC A02/MF A01 
NTSB-HAR-76-6 


Metropolitan Coach Corporation, Charter Bus Ac- 
cident, Bethesda, Maryland, October 11, 1975. 
PB-255 062/2GI 76-19 13L PC AOQ2/MF A01 


NTSB-HAR-76-7 
Union Oil Company of California, Tank Truck and 
Full Trailer Overturn and Fire, Seattle, Washington, 


December 4, 197 

PB-257 913/4GI 76-26 13F PC A02/MF A01 
NTSB-PAR-75-3 

Southern Union Gas Company Gas Transmission 

Pipeline Failure Near Farmington, New Mexico, 


March 15, 1974. 
PB-250 774/7GI 76-10 13L PC A03/MF A01 
NTSB-PAR-76-1 


Texas Oil and Gas Corporation, 6-inch Natural Gas- 
May 1974 Pipeline Failure, Meridian, Mississippi, 


— A 21 
4GI 76-11 13 PC AO3/MF AO1 
Br 


Consolidated Edison Compan 


Explosion at 305 
4 45th Street, New York, 


w York, April 22 


PB-252 022/9GI 76-13 13L PC AO3/MF AO1 
NTSB-PAR-76-3 

Mid-Valley Pipeline Company ee Oil Terminal 

Fire Near Lima, Ohio, January 17, 1975 

PB-253 988/0G! 76-18 13L PC A02/MF AO1 
NTSB-PAR-76-4 


West Texas Gulf Pipe Line Company, Abilene, 
Texas, December 1, 1974. 
PB-257 166/9GI 76-25 13 PC A03/MF AO1 


NTSB-PAR-76-5 


Dow Chemical U.S.A., Natural Gas Liquids Explo- 
sion and Fire, Near Devers, Texas, May 12, 1975. 
PB-255 979/7GI 76-21 13L PC AOQ2/MF AO1 


NTSB-PAR-76-6 
Nebraska Natural Gas Company Pathfinder Hotel 
oo and Fire, Fremont, Nebraska, January 10, 
PB-257 363/2G! 76-25 13L PC AO3/MF AO1 
NTSB-PAR-76-7 


Sun Pipe Line Company, Rupture of 8-inch 
Pipeline, Romulus, Michigan, August 2, 1975. 


Rear End Collision of Two Texas and Pacific Rail- 
way Company Freight Trains, Meeker, Louisiana, 


May 30, 1975. 
PB-249 296/5G! 76-08 13L PC AOQ2/MF AO1 
NTSB-RAR-76-1 


Burlington Northern inc., Monomethylamine Nitrate 

Explosion, Wenatchee, Washington, August 6, 1974. 

PB-250 032/0G! 76-10 13L PC AO4/MF AO1 
NTSB-RAR-76-2 

Penn Central Transportation Company. Train Colli- 

sions - Leetonia, Ohio, June 6, 1975. 

PB-251 149/1GI 76-12 134 PC AOQ3/MF A01 
NTSB-RAR-76-3 


Railroad Accident Report. Rear End Collision of an 
Alaska Railroad Freight Train with 2. Passenger 


Train Near Hurricane, Alaska July 5, 19 
PB-251 489/1GI 76-12 131 pe. AOS /ME AO1 
NTSB-RAR-76-4 


Collision of Reading Company Commuter Train and 


Tractor-Semitrailer Near Yardley, Pennsylvania, 

June 5, 1975. 

PB-251 938/7GI 76-13 13L PC AO3/MF A0O1 
NTSB-RAR-76-6 


Rear End Collision of Three Massachusetts Bay 
Transportation Authority Trains, Boston, Mas- 


sachusetts, August 1, 1975. 
PB-253 360/2G 76-18 13. PC AO3/MF A0O1 


Derailment of Amtrak Train on Louisville and Nash- 
ville Railroad, Pulaski, Tennessee, October 1, 1975. 
PB-254 965/7GI 76-20 13L PC AO3/MF A011 


NTSB-RAR-76-7 


Collision of Penn Central Transportation Company 
Operated Passenger Trains Numbers 132, 944, and 
939 Near Wilmington, Delaware, October 17, 1975. 

PB-255 651/2G! 76-20 13L PC AO02/MF A0O1 


NTSB-RAR-76-8 
Deraiiment of Tank Cars with Subsequent Fire and 
Explosion on Chicago, Rock Isiand and Pacific Rail- 
“eg: * venom Near Des Moines, lowa, September 
PB-256 592/7GI 76-22 13L PC A02/MF AO1 
NTSB-RAR-76-9 
Chicago Transit Authority Collision of Trains No. 
104 and No. 315 at Addison Street Station, Chicago, 


lilinois, January 9, 1976. 
-256 593/5GI 76-22 13 PC AOQ3/MF A01 
NTSB-RHR-76-1 


Southern Pacific Transportation Company Freight 
Train/Automobile Grade Crossing Collision, Tracy, 
California. March 9, 1975. 

PB-251 485/9G! 76-12 134 PC AOQ3/MF A01 


NTSB-RHR-76-2 


Collision of a Crown-Trygg Construction Company 
Truck with an Amtrak Passenger Train, Elmwood, Il- 
linois, November 19, 1975. 

PB-254 808/9G! 76-20 13 PC AO3/MF A01 


NU-SML-TR-75-3 
Generalized Continuum Theories for Directionally 


Reinforced Solids. 
AD-A018 235/2GI 76-03 11D PC A03/MF A01 
NU-SML-TR-76-1 


Wave Propagation, Elastodynamic Stress Singulari- 


ties and Fracture 

AD-A029 665/7GI 76-23 20K PC AO02/MF AO1 
NU-SML-TR-76-2 

Elastodynamic Effects on Crack Arrest. 

AD-A029 652/5GI 76-23 20K PC A03/MF A01 


NU-2512-4 


Liquid--Liquid Surface impaction. Progress Report, 
ene 1, oP nee 30, 1975. 
NU-2512-4 76-11 70 PC AO2/MF A0O1 


NU-2512-5 
Local Propagation Theory for “—— Explosions. 
NU-2512-5 76-22 181 PC AO2/MF A0O1 
NU-2512-6 


Existence of Steady-State Fuel-Coolant Thermal 
Detonation Waves. 


NU-2512-6 76-22 181 PC AO2/MF A01 
NU-2512-7 
Liquid--Liquid Surface impaction. Technical 


Progress Report, January 1, 

1975. 

NU-2512-7 
NUC-TN-1618 


Development of Lithium Inorganic Electrolyte Batte- 


ries for Navy Applications. 
AD-A020 844/7GI 76-08 10C PC AO06/MF AO1 


1975--December 1, 
76-18 181 PC AO2/MF AO1 


NUC-TP-511 


NUC-TP-164-VOL-3 


Digital Computer Programs for Analyzing Acoustic 
Search Performance in Refractive Waters. 
AD-A020 722/5GI 76-08 


20A MF AO 
NUC-TP-395 
An Environmental Survey of Canton Atoll Lagoon. 
AD-A028 023/0G! 76-21 6A PC A09/MF A01 
NUC-TP-460 


Bottom Reflection Model Validation with Measured 
Data from FASOR Wii (Forward Area SOnar 


Research) Stations in the Pacific and indian 
Oceans. 
AD-A017 360/9G! 76-01 17A PC A0Q4/MF AO1 
NUC-TP-466 


A Digital Filter Technique for Estimating Smali- 
Scale Structure of Salinity, Temperature, and Sound 


-~A024 305/5GI 76-14 8J PC AO3/MF A01 


NUC-TP-473 


A Study of Molecular Parameters 
Polymer oan Reduction. 


AD-A020 813/2GI 76-08 


Influencing 


7C PC AQ3/MF AO1 


NUC-TP-482 


Acoustic and Related Properties of the eng Floor: 
Sound Attenuation as a Function of Dept 


AD-A024 713/0G! 76-14 20A PC PA02/MF AO} 
NUC-TP-484 
Diffraction integrals for Piezoelectric ,rertene 


ves: Construction and Discussion thereo 


Wa 
AD-A017 625/5GI 76-01 20A PC A02/MF A01 


NUC-TP-486 


Acrylic Plastic Spherical Shell Windows under Point 


impact Load 
AD-A024 775/9G! 76-14 13J PC AOS/MF AO1 


NUC-TP-490 


Development of a Selection Procedure for Marine 


Mammal Trainers. 
AD-A024 745/2GI 76-14 51 PC AOQS5/MF AO1 


NUC-TP-493 


improved Fabrication Process for Spherical Acrylic 


Pressure Hulls. 
AD-A023 405/4GI 76-12 13J PC AOQB/MF AO1 


NUC-TP-495 


se Ocean Hydrazine boy we re Testing. 
808/261 13) PC AO3/MF A01 


aaein 


Finite-Element Models for NUSC Vibration Experi- 
ments on Thin-Line Towed- -_ Modules 
AD-A022 662/1G! 76-11 17A PC AQ4/MF A01 


NUC-TP-497 
Biopotential Monitoring Noise in Sonar Control 


AD_Age 
-A021 216/7GI 76-09 668 PC A02/MF A01 


NUC-TP-499 


The ene Management and Retrieval System 


(LMARS). 
AD-A022 878/3G! 76-11 58 PC AOS/MF AO1 


NUC-TP-500 


Three-Dimensional Green's Functions for a Semi-in- 


finite Elastic Medium. 
AD-A020 626/8G! 76-08 20K PC A02/MF A01 


NUC-TP-501 


MOVIE - NUC: A Computer ers > to Display 
Two- and Three-Dimensional odels as Line 
Drawings or Continuous-Tone Color images. 

AD-A022 594/6G! 76-11 96 PC A03/MF AO1 


NUC-TP-502 
Sound-Speed Distribution in the Western indian 


Ocean. 
AD-A027 204/7GI 76-20 20A PC AO8/MF A01 
NUC-TP-504 


Electromagnetic Fields in the Ocean and Elec- 
troreceptive Fish. 
AD-A028 927/2G) 


NUC-TP-507 


Seabed Drifter Movement in San Diego Bay and Ad- 
jacent Waters. 
AD-A022 604/3G! 


NUC-TP-508 


Spherical Sector Windows with Restrained Edges 
for Undersea Applications. 
AD-A023 515/0GI 76-12 


NUC-TP-510 
Trident Biological Surveys: A Summary Report, 


76-22 6D PC A03/MF A01 
76-11 


8C PC A04/MF A01 


13J PC AO7/MF AO1 


June 1973-July 1975, 

AD-A026 200/ 76-18 6C PC A07/MF A01 
NUC-TP-511 

Manned and Remotely Operated Submersible 


Systems: A Comparison, 


AR-983 








AD-A028 018/0GI 
NUC-TP-514 

Solid Rocket Booster Dewatering System 

AD-A028 742/5GI 76-22 21H PC A03/MF AO1 
NUC-TP-517 


LOLA User's Manual. 
AD-A026 102/4GI 


76-21 133 PC AQ3/MF A01 


76-17 9B PC AOS/MF A01 


NUC-TP-521 
Fish School Target Strength and Doppler Measure- 
ments. 
AD-A028 930/6GI 76-22 17A PC AQ3/MF A0O1 
NUC-TP-522 


A Technique for Rapidly Assessing the Hearing of 
the Bottlenosed Porpoise, ‘Tursiops truncatus’. 
AD-A029 178/1GI 76-23 6B PC A02/MF A01 


NUC-TP-525 
Acoustic Volume Scattering Measurements with Re- 
lated Biological and Chemical Observations in the 
Northeastern Tropical Pacific. 
AD-A030 340/4G! 76-25 8) PC AO3/MF AO1 


NUCLEAR NOTES-1 


The Electromagnetic Pulse (EMP), 
AD-A023 775/0G! 76-13 18C PC AOQ2/MF A0O1 


NUCLEAR NOTES-2 


The Army Nuclear Survivability Program, 
AD-A023 776/8GI 76-13 15E PC A02/MF A01 


NUCLEAR NOTES-3 


The New Nuclear Radiation Casualty Criteria, 
AD-A023 777/6GI 76-13 15B PC AQ2/MF A0O1 


NUREG-SAND-75-0446 


Final Report on Special Tests on Plutonium Oxide 

Shipping Containers to FAA Flight Recorder Sur- 

vivability Standards. 

SAND-75-0446 76-09 
NUREG-0001-APP-A 


Nuclear Energy Center Site Survey-1975. Appendix 
A. United States Map. Coarse —— Results 
PB-248 617/3GI 76-07 18E PC A02 


NUREG-0001-ES 
Nuclear Energy Center Site Survey-1975. Executive 


18F PC A08/MF A01 


Summary. 

PB-248 611/6GI 
NUREG-0001-PT-1 

Nuclear Energy Center = Survey-1975. Part |. 

wey! and Conclusio 

PB-248 612/4GI 
NUREG-0001-PT-2 


Nuclear Energy Center Site Survey-1975. Part li. The 
U.S. Electric Power System and the Potential Role 
of Nuclear Energy Centers. 

PB-248 613/2GI 76-07 18E PC A11/MF AO1 


NUREG-0001-PT-3 
Nuclear Energy Center Site Survey-1975. Part Ili. 


Technical Considerations. 
PB-248 614/0GI 76-07 


NUREG-0001-PT-4 


Nuclear Energy Center Site Survey-1975. Part IV. 
Practical issues of wo oe 
PB-248 615/7GI 76-07 18E PC A99/MF A01 


NUREG-0001-PT-5 


Nuclear Energy Center Site Survey-1975. Part V. 
Resource Availability and Site Screeni 
PB-248 616/5G! 76-07 


NUREG-0002-ES 


Final Generic Environmental Statement on the Use 

of Recycle Plutonium in Mixed Oxide Fuel in Light 

Water Cooled Reactors - Health, Safety and En- 

vironment. Executive Summary. 

PB-256 487/0GI 76-21 18) PC AO3/MF A01 
NUREG-0002-VOL-1 

Final Generic Environmental Statement on the Use 

of Recycle Plutonium in Mixed Oxide Fuel in ;~ 

Water Cooled Reactors - Health, aay and 

vironment. Executive Summary. Volum 

PB-256 482/1Gi 76-21 18) PC aoe/ME AQ} 
NUREG-0002-VOL-2 

Final Generic Environmental Statement on the Use 

of Recycle Piutonium in Mixed Oxide Fuel in Light 

Water Cooled Reactors - Health, Safety and En- 


vironment. Volume 2. 
18) PC AOS/MF A01 


76-07 18E PC AO3/MF A0O1 


76-07 18E PC A11/MF A01 


18E PC A99/MF AO1 


ng. 
18E PC All 


PB-256 483/9GI 


NUREG-0002-VOL-3 


Final Generic Environmenta! Statement on the Use 
of Recycle Plutonium in Mixed Oxide Fuel in Light 
Water Cooled Reactors - Health, Safety and En- 
vironment. Volume 3. 
PB-256 484/7GI 


* 76-21 


76-21 18) PC A99/MF A01 


AR-084 


NUREG-0002-VOL-4 


Final Generic Environmental Statement on the Use 
of Recycle Plutonium in Mixed Oxide Fuel in — 
Water Cooled Reactors - Health, Safety and 
vironment. Volume 4. 
PB-256 485/4GI 76-21 

NUREG-0002-VOL-5 
Final Generic Environmental Statement on the Use 
of Recycle Piutonium in Mixed Oxide Fuel in a 


Water Cooled Reactors - Health, Safety and 
vironment. Volume 5. 


18) PC A11/MF AO1 


PB-256 486/2GI 76-21 18) PC A21/MF AO1 
NUREG-0003 
Statistical Studies of Vertical and Horizontal 


Earthquake Spectr 
PB-248 232/1Gi 


NUREG-0004 


User's Manual for RELAP 38-MOD 101. A Reactor 
_— Transient Code. 


76-05 8K PC AO7/MF AO1 


-249 616/4GI 76-08 181 PC AO6/MF A01 
NUREG-0007-1 
improved Ultrasonic Nondestructive Testing of 
Pressure Vessels. 
PB-250 381/1GI 76-12 148 PC AQ3/MF AO1 
NUREG-0008 


Fuel Receiving and Storage Station. Nuclear Regu- 
latory Commission’S Final Environmental State- 
ment. 

DOCKET-701729-7 76-16 18) PC A0S/MF A01 
The Operation of the Barnwell Fuel Receiving and 
Storage Station Allied-General Nuclear Services. 


Docket No. 70-1729 
PB-248 795/7Gi 76-06 18) PC A0S/MF A011 
NUREG-0009 


Fuel Receiving and Storage Station. Nuclear Regu- 
latory Commission’S Safety Evaluation Report. 
DOCKET-701729-8 76-14 18) PC AO04/MF A01 
Safety Evaluation Report Related to O om of 
Barnwell Fuel Receiving and Storage Al- 
lied-General Nuclear Services. Docket No. 0 1729. 
PB-248 794/0GI 76-06 18) PC A04/MF A0O1 
NUREG-0010 

Standard Format and Content of License Applica- 
tions for Plutonium Processing and Fuel Fabrica- 


tion Plants. 
NUREG-0010 18) PC A06/MF A01 
NUREG-0012 
Preliminary Design of the BRAUN SAR Turbine 
island Standard Desi 4 C. F. Braun and Company. 


Docket No. STN-50- 
7e-14 18E PC AO4/MF A0O1 


76-14 


PB-252 644/0GI 
NUREG-0013 
Safe eins Report Related to Construction of 
Pebb s Nuclear Plant, Units 1 and 2, Port- 
land General lectric Company. DOCKET-50514 and 


DOCKET-50515. 
PB-249 179/3GI 76-07 18E PC AO0S/MF A01 


NUREG-0013-SUPPL-1 


Safety Evaluation Report Related to Construction of 
Pebble Springs Nuclear Plant, Units 1 and 2, Port- 
land General Electric Company. Supplement No. 1. 
DOCKET-50514 and DOCKET-50515. 

PB-248 994/6GI 76-07 18E PC AQ2/MF AO1 


NUREG-0013-SUPPL-2, 


Safety Evaluation Report Related to Construction of 
Springs Nuclear Plant, Units 1 and 2, Port- 
land General Electric Company. Supplement No. 2. 
Docket Nos. 50514-and 50515 
PB-249 363/3GI 76-07 


NUREG-0014 


Construction of Hartsville Nuclear Plants, Units Al, 

A2, B81 and B2. Tennessee Valley Authority. Docket 

Nos. STN 50-518, STN 50-519, STN 50-520, STN 50- 
1 


521. 
PB-251 599/7GI 


NUREG-0014-SUPPL-1 


Construction of Hartsville Nuclear Plants, Units Al, 
A2, B1 and B2. Tennessee Va Authority. Supple- 
ment No. 1. Docket Nos. STN 50-518, STN 50-519. 
STN 50-520, STN 50-521. 


‘18E PC A02/MF AO1 


76-11 18& PC A21/MF A01 


PB-259 193/1Gi 76-26 18E PC A06/MF AO1 
NUREG-0015 
rt to the Congress on the Need for, and the 
Feasibility of, Establishing a Security Agency within 
the Office of Nuclear Material Safety and 
Safeguards. 
PB- 962/2GI 76-22 18) PC AOQ7/MF A01 
NUREG-0015-ES 


Report to the Congress on the Need for, and the 
Feasibility of, ee blishing a Security ‘ta, within 
the 


Nuclear Material and 
Safeguards. a utive Summary. 
PB-256 963/0GI 76-22 18) PC AOQ3/MF A01 


NUREG-0016 


Caiculation of Releases of Radioactive Materials in 
Gaseous and Liquid Effluents from Boiling Water 
Reactors (BWR-GALE Code). 

PB-251 717/5GI 76-12 18G PC AO7/MF A0o1 


NUREG-0017 
Calculation of Releases of Radioactive Materials in 
Gaseous and Liquid Effiuents from Pressurized 
Water Reactors (PWR-GALE Code). 
PB-251 718/3GI 76-12 18G PC AO7/MF AO1 
NUREG-0018-1 


Evaluation of Fission Product After-Heat. 
PB-248 628/0GI! 76-06 18G PC AO3/MF A01 


NUREG-0018-2 


Evaluation of Fission Product After-Heat. 
PB-251 741/5GI 76-12 18G PC AO4/MF AO1 


NUREG-0018-3 


Evaluation of Fission Product After-Heat. 
PB-257 453/1GI 76-23 18G PC A03/MF A01 


NUREG-0019 


Safety Evaluation Report Related to Constru¢tion of 
Wolf Creek Generating Station, Unit No. 1, Kansas 
Gas and Electric Company, ones City Power and 
eh y— Ny , ores No. 1 

76-06 18E PC A03/MF A01 


Rey ae 
Operating Units Status Report; Licensed Operating 


Reactors, Data for Decisions. 
NTISUB/B/129 76-06 18E PC-Subscription 


NUREG-0021 
Safety Evaluation Report Related to Construction of 
Callaway Plant, Units 1 and 2. Union Electric Com- 
pany. Supplement Number 2. Docket Nos. STN 50-4 


83 and STN 50-486 
PB-248 793/2GI 76-06 18E PC A02/MF AO1 


NUREG-0022 
Safety Evaluation Report Related to Construction of 


Pilgrim Nuclear Generating Station, Unit No. 2. 
Boston Edison Company, et al. Supplement Number 


2. Docket No. 50-471. 
PB-248 882/3GI 76-06 18E PC AO3/MF A01 


NUREG-0023 


Construction of Washington Public Power Supply 

System Nuclear Projects No. 3 and No. 5. Washing- 

ton Public Power Supply System, et. al. Docket Nos. 

STN 50-508, STN 50-509. 

PB-249 468/0GI 76-08 
NUREG-0023-SUPPL-1 

Construction of Washington Public Power Supply 

System Nuclear Projects No. 3, and No. 5. Washing- 

ton Public Power Supply System, et al. Supplement 

No. 1. Docket Nos. STN 50-508, STN 50-509. 

PB-255 663/7GI 76-20 18E PC A04/MF A01 
NUREG-0025-2 

Monthly inspection Summary Report. 

NTISUB/B/124-76/002 

76-09 18) 


18E PC A15/MF A01 


PC$4.00/MF$3.00 
NUREG-0025-6 


Monthly Inspection Summary Report. 
NTISUB/B/124-76/003 


76-12 181 PC§$4.00/MF$3.00 
NUREG-0025-4 
eee inspection Summary Report. 
NTISUB/B/124-76/004 
6-14 181 PC$4.00/MF$3.00 
NUREG-0025-5 
ne inspection Summary Report. 
NTISUB/B/124-76/005 
76-17 181 PC$4.00/MF$3.00 
NUREG-0025-6 


Monthly Inspection Summary Report. 
NTISUB/B/124-76/006 
76-17 181 PC$4.00/MF$3.00 
NUREG-0025-7 
Monthly Inspection Summary Report. 
NTISUB/B/124-76/007 
76-20 181 PC$4.00/MF$3.00 


NUREG-0025-9 
Monthly Inspection Summary Report. 


NTISUB/B/124-76/009 
76-24 181 PC$4.00/MF$3.00 


NUREG-0025-10 
Monthly Inspection Summary Report. 
NTISUB/B/124-76/010_—=—=. 

76-26 181 PC$4.00/MF$3.00 

NUREG-0026 
Evaluation of Soil Liquefaction Potential for Level 
Ground During Earthquakes. 
PB-257 232/9GI 76-23 8M 


, 


PC A06/MF A01 


. 








NUREG-0027 

Determination of Soil Liquefaction Characteristics 

Scale Laboratory Tests. 
-257 233/7GI 76-23 8M PC AO08/MF AO1 

NUREG-0028 

in situ impulse Test, An Experimental and Analytical 

Evaluation of Data Interpretation Procedures 

PB-257 154/5GI 6-23 8M PC A13/MF AQ1 
NUREG-0029-VOL-1 

Geotechnical and Strong Motion Earthquake Data 


from U.S. Accelerograph Stations, Ferndale, 
Cholame, and El! Centro, California. Volume |. 


PB-257 234/5GI 76-22 8K PC A15/MF A01 
NUREG-0030-1 

Construction Status Report; Nuclear Power Plants, 

Data for Decisions. 

NTISUB/B/128 76-06 18E PC-Subscription 
NUREG-0032 

Fuel Performance of Licensed Nuclear Power Plants 

Th h 1974. 

PB-249 788/1GI 76-08 18) PC A0OS/MF A011 
NUREG-0033 


Construction of Wolf Creek Generating Station, Unit 
Number 1. Kansas Gas and Electric Company, Kan- 
sas City Power and Light Company. Supplement 2. 
Docket No. STN 50-482 


PB-249 647/9GI 76-08 18E PC A02/MF A01 
NUREG-0035-1 

inspection of Nuclear Reactor Welding by Acoustic 

Emission. 

PB-250 030/4GI 76-10 14B PC AO5/MF AO1 
NUREG-0035-2 

inspection of Nuclear Reactor Welding by Acoustic 

Emission. 

PB-258 128/8GI 76-24 18) PC A03/MF A01 
NUREG-0036 


Construction of Palo Verde Nuclear Generating Sta- 

tion, Units 1, 2 and 3. Arizona Public Service Com- 

pany. ww? Nos. STN 50-528, STN 50-529, and 

PB-249 648/7G! 76-08 18E PC A04/MF A01 
NUREG-0037 


Construction of Douglas Point Nuclear Generating 
Station, Units 1 and 2. Potomac Electric Power 


Company, Docket Nos. 50-448 and 50-449. 
PB-250 031/2GI 76-09 18E PC A13/MF A01 
NUREG-0039 
~ Estimates for U.S. Nuclear ne Com- 
_. Fiscal Year 1977. Appropriation: Salaries 
Expenses 
PB-249 327/8G! 76-08 5A PC A04/MF A01 
NUREG-0040-01 
Licensee Contractor and Vendor Inspection Status 
Report. 
PB-252 674/7GI 76-15 181 PC A04/MF A01 
NUREG-0040-02 
Licensee Contractor and Vendor inspection Status 
Report. 
PB-255 418/6GI 76-19 18E PC A06/MF A01 
NUREG-0041 


Manual of Respiratory Protection Against Airborne 


Radioactive Materials. 
PB-258 052/0GI 76-25 6O PC AO7/MF A01 
NUREG-0042 


Selection of the Preferred Closed Cycle Cooling 

System at indian Point Unit No. 2. Consolidated 

aon Company of New York, inc. Docket No. 50- 

PB-256 134/8GI 76-20 18E PC A17/MF AO1 
NUREG-0043 


Alternative Processes for Managing Existing Com- 
mercial High-Level Radioactive Wastes. 
NUREG-0043 76-25 18G PC A08/MF A01 


NUREG-0044 
An Assessment of Techniques for Hydrothermal 


Prediction. 
PB-250 509/7GI 76-10 13B PC A18/MF A0O1 
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Catalog of Federal Domestic Assistance, 1976. 
User's Guide 


PB-253 460/0G! 76-17 5C PC A02/MF AO1 
OMB/EPI-75-01 

Evaluation Management. A Background Paper. 

PB-254 685/1Gi 76-19 5A PC AO3/MF AO1 


AR-991 








OMB-63-S-75022 
Program Comparisons interview with Supplement 
Demand Experiment of the Experimental Housing 


Allowance Progra 
PB-247 691/9GI 76-04 5K PC AO04/MF AO1 
ONERA-NT-210 


Formation of the Condensed Phase in a Metallized 
Solid Propeltiant Rocket Engine. 
N76-10324/1Gi 76-03 21B PC AO04/MF AO1 


ONERA-NT-215 
Application of Coherent Anti-Stokes Raman Scatter- 
ing to the Measurement of Gas Concentrations and 


to Flow Visualization. 
N76-16401/1GI 76-11 7D PC AO3/MF AO1 
ONERA-NT-216 


Flow with Vibrational Energy Exchange Application 


to CO2 Electric Lasers. 
N76-22536/6G! 76-17 20E PC AO6/MF A01 


Flow with Vibrational Energy Exchange and Appli- 
cation to Electric CO sub yh 
ONERA-NT-216 76- ‘4 20E PC A0S/MF A01 
ONERA-NT-217 
High-Resolution infrared Spectrometry hoa 27 
Micrometers: Application to — Cyan 
N76-16402/9GI 76-11 7D PC AOA/MF AO1 
ONERA-NT-218 
The Effect of the Rotational Speed of a Vaneless 
Diffuser on the Performance of a Centrifugal Com- 


pressor. 

N76-16085/2GI 76-11 13G PC AO6/MF AO1 
ONERA-NT-219 

Differential or Sequential Game Optimization 

Methods. 

N76-15822/9GI 76-10 12B PC A04/MF AO1 
ONERA-NT-220 

Experimental Investigation of Conical Convergent 

Ejectors. 

N76-20084/9GI 76-15 20D Not available NTIS 
ONERA-NT-221 


ee er of Acoustic Waves in a Duct in the 
Presence of Flow. 


N76-11834/8GI 76-07 20D PC A04/MF A01 
ONERA-NT-222 
Ground Simulation of Flutter on Aircraft with High- 
-Ratio Wings. 
N76-24216/3GI 76-19 1A PC A04/MF AO1 
ONERA-NT-223 


A New Device for the Vibratory Excitation of 

Mechanical Structures. 

N76-11472/7GI 76-07 1C PC A03/MF AO1 
ONERA-NT-224 

Deformation at High Temperature of Copper-Silica 

Dispersion Strengthened Alioys. 

N76-15503/5GI 76-10 11F PC AO04/MF A01 

Deformation at = ty na of Copper-Silica 

Dispersion-Streng Alloys 

N76-30355/1GI 76-26 11F PC AO4/MF AO1 
ONERA-NT-227 

An wen for Measurement of the Second Order 


Coherence of Light 
N76-22517/6GI 76-17 20F PC AO6/MF AO1 


ONERA-NT-228 

An Optimization Method Applied to Composite 
Structures. 

N76-22599/4GI 76-17 13M PC AOS/MF AO1 
ONERA-NT-229 


the Combustion of Metallized 
tation. 
76-17 218 PC AOS/MF AO1 


Facilities for Stud 
Solid Propeliants in 
N76-22402/1GI 


ONERA-NT-230 
Questionnaire Theory: Modelling of the Pilot'S Men- 
tal 


N76-15782/5G! 76-10 5J PC AO3/MF AO1 
ONERA-NT-231 

Radioelectric Noise and Its Influence on Signal 

Processing. 

N76-22435/1GI 76-17 9D PC A03/MF AO1 
ONERA-NT-232 

——, Control! of Materials by Ultrasonic 

N76-15479/8G! 76-10 148 PC AO6/MF A01 

Nondestructive Control of Materials by Ultrasonic 

N76-26555/2G! .76-22 14B PC A0G/MF A01 
ONERA-NT-233 


Mixed Elasticity Variational Principle and Applica- 
tion to Numerical Analysis of Plate Bending. 
N76-22595/2GI 76-17 20K PC /MF AO1 


The Mixed Variational Principle in Elasticity and Its 
Application to the Calculation of Plate Bending. 


AR-992 


N76-26589/1GI 
ONERA-NT-234 
A Simple Computation of Electron Distribution 
Functions with Inelastic Collisions 
N76-23013/5GI 76-17 201 PC A02/MF A01 
ONERA-NT-235 
Detection and Measurement of NO, NO2 and HNO3 
within the Stratosphere. 
N76-22730/5GI 76-17 4A PC AO6/MF A01 
ONERA-NT-236 


Electron Loss Processes in a Plasma Controlled by 
a Beam of Hi P Energy Electrons 


76-22 20K PC AO06/MF A01 


N76-23014/ 76-17 201 PC A03/MF A01 
ONERA-NT-237 

Compact Velocimeter for Measurements in Highly 

Turbulent Flows. 

N76-15414/5GI 76-10 20D PC A07/MF A01 


A Compact Velocimeter for Measurements in Highly 
Turbulent Fiows. 
N76-30505/1GI 76-26 148 PC AO7/MF A01 


ONERA-NT-238 


Calculation of Electronic Macroscopic Parameters 
and Distribution Functions in CO2-N2-He Plasmas. 
N76-16422/7GI 76-11 20E PC AO3/MF A01 


Calculation of Macroscopic Parameters and Elec- 
ee Distribution Functions in Plasmas of CO2-N2 
N76-27558/5G! 76-25 20E Not available NTIS 
Calculation of Macroscopic Parameters and Elec- 
tron Distribution Functions in Plasmas of CO sub 2 


--N sub 2 --He. 
ONERA-NT-238 76-13 20E PC A03/MF A01 
ONERA-NT-239 


+ > _gmaaaemaga Fiow around a Model in Periodic 


N76 541 3/7GI 
ONERA-NT-1975-1 


Abnormal Creep of gy During the alpha, beta 
Allotropic Transformat 
N76-15293/3GI 76-10 11F PC AOQ3/MF A0O1 


Abnormal Creep of Titanium During the alpha/beta 
Allotropic Transformation. 
N76-27417/4GI 76-25 11F PC A04/MF AO1 


ONERA-NT-1975-2 
Convection and Refraction Effects of an Acoustic 


Wave in a Flow. 
76-26 20A PC A04/MF A01 


76-10 20D PC A03/MF A01 


N76-30927/7GI 
ONERA-NT-1975-3 


Holiow Cathode Discharge: Arc Regime with Interi- 
or Positive Column in Argon Flow. 
N76-16943/2GI 76-11 201 PC A04/MF A01 


Hollow Cathode Discharge: Arc Regime with interi- 
or Positive Column in a Flow of Argon. 
N76-25048/9GI 201 PC A04/MF AO1 


ONERA-NT-1975-4 
Parametric Study of the Gain in Carbon Dioxide 


Lasers. 
N76-30554/9GI 76-26 20E PC A04/MF A01 
ONERA-NT-1975-5 


Real Time Mach Number Control in a Transonic 
Blowdown Wind Tunnel. 
N76-24284/1GI 76-19 148 PC AO4/MF AO1 


ONERA-NT-1975-6 


Linear Buckling of Structures. Application to Caicu- 
lation of Plates by Finite Elements 
N76-22596/0GI 76-17 20K PC A04/MF AO1 


Linear Buckling of Structures. Application to Analy- 
sis of Plates by Finite Elements. 
N76-26590/9G! 76-22 20K PC AOS/MF AO1 


ONERA-NT-1975-7 
Development of the Combustion Zone in a Stabil- 


ized Turbulent Flame. 
N76-24375/7GI 76-19 218 PC A04/MF A01 
ONERA-NT-1975-9 


Computed Restitution of Structural Natural Modes 

from app — Excitations. 

N76-22597/ 76-17 20K PC A04/MF AO1 
ONERA-NT-1975-11 

influence of Runway Roughness on the Dynamic 

Behavior of Aircrafts at Takeoff. 

N76-24285/8GI 76-19 1E PC AOS/MF A0O1 
ONERA-NT-1975-12 

Prequalification Tests of Heat Resisting Lubricants. 

N76-24596/8GI 76-19 11H PC AQ3/MF A01 
ONERA-P-148 

Reflection of Electromagnetic Waves on Random, 

Slightly Rough Surfaces. 

N76-10865/3GI 76-03 20N PC A06/MF A0O1 


ONERA-P-152 
~ 2 and Surface Effects in Small Superconduc- 


N76-23032/5GI 76-17 20. PC AOS/MF A01 
ONERA-P-154 

Electron/Solid inelastic interaction for Low-Energy 

Electrons. 

N76-13899/9GI 76-08 20. PC AOS/MF A01 
ONERA-P-155 


The Calculation of the Mean a Through One 
Biade Row of an Axial Turbomachin 


N76-20086/4GI 76-15 21E PC A04/MF A01 
ONERA-P-156 

The Hydraulic Test Tunnel at the Service of 
Aerospace Research. 

N76-15415/2GI 76-10 20D PC AOS/MF A01 
ONERA-P-157 


Theoretical Analysis and Prediction Methods for a 


Three-Dimensional Turbulent =a Layer. 
N76-24182/7GI 76-19 1A A09/MF A01 
ONERA-P-158 


Unsteady Aerodynamic Pressure on an Annular 
Cascade in Subsonic Fiow. 
N76-11062/6GI 76-07 21E PC A04/MF AO1 


ONERA-P-159 


The Relationship Between the Acoustic Field of a 
Hot Jet and Its Turbulence and Infrared Emission. 
N76-22979/8GI 76-17 21E PC AO6/MF AO1 


ONERA-P-1975-1 


Structural Vibration Test Methods Used by Onera. 
N76-20161/5GI 76-15 1C PC AO3/MF A01 


ONERA-TN-198 


Automatic Laser Tracking System: Digital Control 
and Simulation. 
N76-15237/0GI 76-10 17H PC AOS/MF A01 


ONERA-TP-1412 


Explicit Form of the Optimum Control Law for a 
Rigid Aircraft Flying-in Turbulent Atmosphere. 
N76-27248/3GI 76-25 1C PC AO2/MF AO1 


ONERA-1975-4 
Parametric Study of Amplification in Carbon Diox- 
ide Lasers 


N76-22538/8G! 
ONR-ACR-204 


76-17 20E PC A03/MF A01 


Symposium on Naval Hydrodynamics (10th), 
Hydrodynamics for Safety Fundamental 
drodynamics, 
-A022 379/2Gi 76-10 13J PC A99/MF AO1 
ONR-ACR-213 


Proceedings, Workshop on toy Research Op- 
portunities Held at Office of Naval Research Arling- 
ton, Virginia on 22-23 January 1974, 

AD-A028 395/2GI 76-21 13H PC AO7/MF A01 


ONR-CR212-223-2 


An Experimental investigation of Vortex Flow Con- 
trol for High Lift Generation. 
AD-A027 524/8G! 76-20 20D PC A10/MF A01 


ONR-CR212-225-2 


investigation = atau Loads at Spin ain 
AD-A026 989 4GI 76-19 1A PC AO03/MF AO1 


ONR-CR21 Saas 


Color Research for Visual Displays. 
AD-A031 105/0GI 76-26 SE PC A06/MF AO1 


ONR-CR213-108-4F 


An Investigation of Pseudo ILS. 
AD-A030 379/2GI 76-25 17G PC A06/MF AO1 


ONR-CR213-120-2 


image Descriptors for Display. 
AD-A024 960/7G! 76-15 20F PC A11/MF A0O1 


ONR-CR213-124-2 
image Enhancement Techniques for Cockpit Dis- 


plays. 
AD-A023 122/5GI 76-12 17H PC AOS/MF AO1 
ONR-CR213-133-1F 


Thin Film Transistor improvement Investigation. 
AD-A027 501/6GI 76-20 9A PC A11/MF AO1 


ONR-CR215-219-4F 
Stochastic Regulation of Nonlinear Multivariable 
Dynamic Systems. 
AD-A021 451/0GI 76-09 12A PC A04/MF A01 
ONR-CR215-227-3F 


inlet — eee Aerodynamics of a VTOL Thrust 

Augmen 

ADSAO2T € 647/7GI 76-20 1A PC AOS/MF A01 
ONR-CR215-229-2F 

Dynamic Contrast Requirements. ~ 

AD-A023 973/1GI 76-13 5E PC AOS/MF AO1 
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ONR-CR215-231-2 
Analytical and Experimental a of Delta 
Wings in incompressible Flow 
AD-A030 883/3GI 76-26 1A PC AOS/MF A01 


ONR-CR215-233-2 
Vortex/Jet/Wing Viscous Interaction Theory and 
AD R02 290/8GI 76-15 20D PC A04/MF AO1 


ONR-CR215-237-1 
High Angle of Attack Stability and Control. 


AD-A027 877/0GI 76-21 1C PC A13/MF A0O1 
ONR-432:2 

Time Series of Temperature Microstructure in the 

Arctic Ocean. 

AD-A020 158/2GI 76-07 8) PC AO4/MF AO1 


ONRBRO/P-10-75 
A Study to Provide Sea Access by Marine Craft for 
the Naval Arctic Research ore | 
AD-A017 874/9GI 76-02 8L PC A03/MF AO1 
ONAL-C-1-76 
Colloquium on Electrical Breakdown on Insulating 


Surfaces. 

AD-A021 853/7GI 76-09 20C PC A02/MF AO1 
ONAL-C-2-76 

international Symposium on Flames as Reactions in 

Flow; Padua, Italy, 15-17 December 1975. 

AD-A021 854/5GI 76-09 21B PC A02/MF A0O1 
ONRL-C-3-76 

Ap lications of lon Beams to Modify the Properties 


aterials. 
AD-A021 653/1GI 76-09 5B PC A0Q2/MF A011 
ONAL-C-4-76 


Cranfield Fluidics Conference (7th) 12-14 November 


1975, Stuttgart. 
AD-A021 917/0GI 76-10 9C PC A02/MF A01 
ONRL-C-5-76 


EUROMECH Colloquium 63 on Design and Applica- 
tion of Hot Wire Anemometers Held at the Technical 
University of Denmark, 20-22 August 1975. 

AD-A023 184/5GI 76-12 14 PC A02/MF AO1 


ONRL-C-6-76 


The Rosenhain Centenary Conference Held in Lon- 
don, England, 22-24 September 1975. 
AD-A023 612/5GI 76-12 11F PC AO2/MF AO1 


ONAL-C-7-76 
Annual Solid State Physics Conference (13th) of the 
institute of Physics, UK, Manchester, 5-7 January 
1976. 
AD-A023 611/7GI 76-12 20. PC A02/MF A0O1 
ONRL-C-8-76 


Faraday Symposium on Proton Transfer, University 
of Stirling, Scotland, 8-11 ee 1975. 
AD- 033/3GI 76-13 7D PC AO2/MF A01 


ONRAL-C-9-76 
The international Conference on Colloid and Sur- 
face ao (IUPAC), Budapest, Hungary. 15-20 


September 1975. 
AD-A024 159/6G 76-13 7D PC AO02/MF A01 
ONAL-C-10-76 


The International Biophysics Congress (5th): Four 
iews. 
AD-A025 151/2GI 76-15 6& PC A03/MF A01 


ONAL-C-11-76 
Colloquium on Solid-State Transmitters for Radar. 
AD-A025 189/2GI 76-15 171 PC AO2/MF AO1 
ONRL-C-12-76 


International Symposium on Boron and Borides 
(Sth), Held at the University of Bordeaux, Talence 
(France) on 8-11 September 1975. 


AD-A026 961/3GI 76-19 7D PC A02/MF A01 
ONAL-C-13-76 
+ in Medicine: The L.H. Gray Conference 
cry 15 April 1976, Leeds. 
AD-A029 008/0GI 76-22 6E PC A02/MF AO1 
ONRL-C-14-76 


Energy and Physics--General Conference of the Eu- 
ropean Physical Society (3rd) Held in Bucharest 
(Romania) on 9-12 September 1975. 

AD-A026 962/1GI 76-19 10A PC AO2/MF A01 


ONRL-C-15-76 

The World of Sub-Sensory Receptors: A Symposi- 

um on Drug Action at the Molecular Level. 

AD-A029 009/8G! 76-22 60 PC A02/MF AO1 
ONRAL-C-16-75 

The IUPAC Meeting in Jerusalem. 

AD-A017 743/6GI 76-02 7D PC A02/MF A01 
ONRAL-C-16-76 


Conference on Magnetospheric and Particle 


Physics 31 March - 2 April 1976, 
AD-A027 624/6GI 


76-20 4A PC A02/MF AO1 


ONAL-C-17-75 
Technology Transfer: A Report on the NATO Ad- 
vanced <3 Institute, Les Arcs, Bourg St. Maurice 


toes BD 

AD-A018 063/66! 76-02 SA PC A02/MF AO1 
ONRAL-C-17-76 

international Symposium on Fresh Water from the 


Sea (5th) 16-20 May 76, 
AD-A027 625/3G! 76-20 7A PC A02/MF A01 
ONRL-C-18-75 


Conference in Ghent: Useful Preparative Aspects of 
Photochemistry 


AD-A030 181/261 76-24 7E PC A02/MF A01 
ONRL-C-18-76 

ae on the Treatment of Decompression 
Sick 

AD- Moe? 626/1GI 76-20 6S PC A02/MF A01 
ONRL-C-19-75 


The Work of the U. K. Research Councils: A Sym- 
posium at the 1975 British Association Meeting. 
AD-A018 025/7GI 76-02 5A PC A02/MF AO1 


ONAL-C-19-76 


international Heat Pipe Conference (2nd), Bologna, 
Italy, 31 March - 2 April 1976. 
AD-A029 174/0GI 76-23 20M PC A02/MF AO1 


ONAL-C-20-75 


Annual International Seminar of the international 
Centre for Heat and Mass Transfer. (Vili). 
AD-A020 466/9GI 76-07 10B PC A02/MF A01 


ONRL-C-20-76 
Monitoring Behavior and Supervisory Control. inter- 
national Symposium, Berchtesgaden, F. R. Germany 


8-12 March 1976. 
AD-A031 039/1GI 76-26 5H PC AO3/MF A01 
ONRAL-C-21-75 


Relaxation Processes in Magnetic Systems. 
AD-A020 436/2GI 76-07 7D PC AO2/MF A01 


ONRL-C-21-76 


international Zurich Seminar on Digital Communi- 
cation (1976) 9-11 March 1976. 
AD-A029 185/6GI 76-23 17B PC AO2/MF A0O1 


ONAL-C-22-75 


The International Conference on Low Temperature 
Physics (14th), Helsinki University of Technology, 
Otaniemi, Finland, 14-20 August 1975. 
AD-A022 709/0GI 76-11 20 PC AO2/MF A01 


ONARL-C-23-75 
International Conference on Phonon Scattering in 
oo (2nd), Nottingham University, 27-30 August 
AD-A022 708/2GI 76-11 20H PC A02/MF A01 
ONRL-C-24-75 
Hyperfine Interactions International. 


AD-A022 814/8GI 76-11 20L PC A02/MF A01 
ONRL-C-24-76 

Nuclear Orientation Study, 

AD-A031 042/5GI 76-26 20H PC A02/MF A01 


ONAL-C-25-75 

Symposium of the International a on Color Vi- 

sion (3rd), Amsterdam, 25-27 June 1975 

AD-A020 465/1GI 76-07 6P PC A02/MF AO1 
ONRL-C-25-76 

The Israeli-American International Conference on 

Applied Metallurgy, 

AD-A030 908/8GI 76-26 11F PC AQ2/MF AO1 
ONAL-C-26-75 

LDA-Symposium 

Denmark. 

AD-A021 487/4GI 76-09 14B PC A02/MF A01 
ONAL-R-1-76 

USSR Engineering Education in Electronics and 

Computer Science -- Some Recent Observations. 

AD-A022 131/7GI 76-10 5t PC AOQ2/MF A01 
ONRAL-R-2-76 

index of ONRL Technical and Conference Reports 

1967 through 1974. 

AD-A022 130/9GI 
ONRL-R-3-76 

Aqueous Artefacts: The Riddie of Bound Water, 

AD-A024 643/9G! 76-14 7B PC A02/MF A01 
ONRL-R-4-76 

Superconductivity: A Changing R and D Scene in 


1975, Technical University of 


76-10 5B PC AO02/MF A01 


Germany, 

AD-A025 445/8GI 76-16 20C PC A02/MF A01 
ONRL-R-5-76 

Holographic Gratings and Zone Plates, 

AD-A029 031/2GI 76-22 20F PC A03/MF AO1 


OPE-STUDY-28 


ONRL-R-6-76 


Ptarmigan: A UK Secure Area-Communication 
System for Armed Forces 
AD-A031 043/3G! 76-26 17B PC A02/MF A01 ; 


ONRL-R-7-76 


An Industrial Technology Called Tribiology--the UK 
Experience and its Implications. 
AD-A030 898/1Gi 76-26 11H PC A03/MF A01 


ONRL-R-13-75 
Computer Aided Design and Design Automation in 


urope, 
AD-A018 996/9GI 76-05 9E PC A04/MF AO1 
ONRL-R-18-75 


The German University System, 
AD-A018 965/4G! 76-04 


ONRL-R-20-75 


Jet - The Joint European Torus, 
AD-A020 464/4Gi 76-07 20H PC A02/MF AO1 


ONAL-R-21-75 
Some Vision Research in West Germany and Swit- 


zeriand 

AD- A020 463/6G! 76-07 6P PC AO2/MF A011 
ONRL-R-22-75 

infrared Detector Characteristics: Measurement and 


use, 
AD-A022 693/6G! 76-11 


5i PC A02/MF A01 


17E PC AOQ2/MF A01 


ONAL-15-75 

Current Research on Natural Membranes 

AD-A017 548/9G! 76-01 6P PC A02/MF A011 
ONRL-16-75 

Control of Road Traffic Noise in France, 

AD-A018 026/5G! 6-02 20A PC A02/MF AO1 
ONAL-17-75 


Smail-Angle Scattering at Julich, West Germany, 
AD-A019 408/4G! 76-05 20H PC AQ2/MF A01 


OPE-STUDY-8 
Prescription Drug-Related injuries Analysis for 


Fiscal Year 1974, 
PB-248 263/6GI 76-05 60 PC AO3/MF AO1 
OPE-STUDY-13 


MODS Food-Poisoning Follow-Up Activities March 
1975 - January 1975, 


PB-248 268/5GI 76-05 6T PC A0Q3/MF AO1 
OPE-STUDY-14 

Consumers and Food Labeling, 

PB-248 265/1Gi 76-05 6H PC A04/MF AO1 
OPE-STUDY-15 

FDA Consumer Readership Survey, 

PB-248 255/2Gi 76-05 5B PC A06/MF AO1 
OPE-STUDY-16 

Nuclear Medicine, A MODS Pilot Study Report, 

PB-248 256/0GI 76-05 6E PC A03/MF AO1 
OPE-STUDY-17 


Analysis of Bubble Bath Product Complaints 

Received by Division of Cosmetics Technology, Bu- 

reau of Foods, 1967-1974. 

PB-248 269/3GI 76-05 5A PC AO3/MF AO1 
OPE-STUDY-18 

Medical Device-Related incidents Reported in 


Hospital Emergency Rooms. December 1, 1974 to 

May 10, 1975, 

PB-248 283/4GI 76-05 6L PC AOQ3/MF AO1 
OPE-STUDY-19 


Review Aspects of FDA Soe ee Systems. 
PB-248 280/0GI 76-05 5A PC A07/MF A01 


OPE-STUDY-20 
Senora names Injuries Analysis for Fiscal Year 
19 


PB-248 281/8GI 76-05 6R PC A02/MF A01 
OPE-STUDY-21 

Deliberate, Nontherapeutic Dru ' 

PB-248 264/4GI 76-05 “PC A03/MF A01 
OPE-STUDY-22 

Cosmetic-Related Injuries Analysis for FY 1975, 

PB-254 262/9GI 76-17 6T PC AOS/MF AO1 
OPE-STUDY-24 


An Evaluation of the Food and Nutrition Seminars 
for Health Professionals. 


PB-248 847/6GI 76-07 6H PC AO3/MF AO1 
OPE-STUDY-27 

influenza Consumer Survey. 

PB-254 258/7GI 76-18 6& PC A03/MF AO1 
OPE-STUDY-28 


oo Attitudes Toward Over-the-Counter Drug 
PB. 254 259/5GI 76-18 SJ PC A06/MF A01 


AR-993 








OPE-STUDY-31 
Drug incidents Associated with Deliberate 
Nontherapeutic and Therapeutic Use: Calendar Year 
1975, 

PB-254 224/9GI 76-18 60 PC AO03/MF AO1 

OPE-STUDY-32 


An Analysis of 1974 U.S. Exports of Foods, Drugs. 
Medical Devices, and Cosmetics. 
PB-254 225/6GI 76-18 5C PC A04/MF A0O1 


OPE STUDY-37 
The World Food Crisis, The U.S. Food Supply, and 
FDA 


PB-254 175/3GI 


OPE-4 
Preliminary Field Resource Allocation Model, 


76-17 6H PC AO4/MF A01 


PB-248 271/9GI 76-05 5A PC AOS/MF A01 
OPE-5 

Digoxin: Producers and Products, 

PB-254 303/1GI 76-18 60 PC AO4/MF A01 
OPE-25 

A Comparison of U.S. Food imports with FDA im- 

= Resources. 

B-251 004/8Gi 76-11 5C PC AOS/MF A0O1 

OPR-64 


Oso-8 Soft X-Ray Experiment (Wisconsin). 
N76-20059/1GI 76-15 3B PC AO04/MF AO1 


OPS-75/1 

Guide to Standards Activities of Federal 

PB-247 066/4GI 76-04 14B PC AOS/MF A A01 
OR-12732-4 


integrated Tactical ~~ aa System, Task |. 
Program Plan. Fourth Revisio 
AD-A029 177/3G! 76-23 "i78 PC AQ3/MF A01 


OR-12821-1 


integrated Tactical Communications System. Task 
ined Alternative MRTF Communications Con- 


cepts. 

AD-A029 182/3GI 76-23 17B PC A14/MF AO1 
OR-12894-1 

Design and Development of AN/TSQ-85(XE-1) Video 
Technical Control! Center, TD-976(XE-1)/G Mul- 


tiplexer, and TD-982(XE-1)/G Pulse Form Restorer. 
AD-A026 573/6Gi 76-19 17B PC A14/MF A01 


OR-12988-1 


integrated Tactical Communications System. Task 
ii. Communications Support. Pian Formats. — 
mentation Plan Formats. Update Methodo 

AD-A029 181/5G! 76- 17B PC MF A01 


OR-13125 


integrated Tactical Communications System. Task 
XV. EAD COMSR Conversion. 
AD-A029 183/1Gi 76-23 17B PC A0Q3/MF AO1 
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PC A02/MF AO1 


Political gma Shares from General 
Revenue Shar 
ORNL- AUS-4 76-08 5A PC A03/MF AO1 
ORNL-RUS-6 


Estimating Direct Regional Employment in Export 
Recreation: The Great Smoky Mountains Na- 


tional Park. 
ORNL-RUS-6 76-11 5C PC A02/MF A01 
ORNL-RUS-7 


Projecting County-Level Retail-Service Receipts in a 
Region with Export-Base Recreation: The Knoxville 
Economic oe. (Bea 50). 

ORNL-RUS-7 76-25 5C PC A02/MF A01 


ORNL/RUS-10 


Federal Revenue Sharing Model for Tennessee. 
ORNL/RUS-10 6-26 5C PC A05/MF AO1 


ORNL/RUS-13 
User's Guide to a Subregional Land-Use Allocation 


Model. 
ORNL/RUS-13 76-26 SC PC A0S/MF A01 


ORNL-RUS-14 
= A Computer Program to Compute Cell In- 
ices. 
ORNL-RUS-14 76-21 9B PC A0S/MF A01 
ORNL/RUS-21 


Application of the Delphi Method to Regional Land- 


Use Forecasting. 
ORNL/RUS-21 76-26 5C PC A04/MF A01 


ORNL-SUB-2203-1 
Experimental Stress Analysis of the Attachment Re- 
Part of Hemispherical Shells with Attached Nozzies. 
~~" 5A. Nonradial Nozzle at 22-1/2 Degrees 2.625 


D.--2.500 in. 1.D., Zero Penetration. 
ORNL SUB 22 2203-1 76-02 20K PC A08/MF A01 


ORNL-SUB-2203-2 


Experimental Stress Analysis of the Attachment Re- 
Port of Hemispherical Shelis with Attached Nozzles. 
art SB. Nonradial Nozzle at 22-1/2 Degrees 2.625 
n. O.D.--2.500 in. 1.D., Zero Penetration. 
ORNL- SUB- 2203- 2 76-02 20K PC A09/MF AO1 


ORNL-SUB-2203-3 


Experimental Stress Analysis of the Attachment Re- 
gion of Hemispherical Shells with Attached Nozzies. 
art 5C. Nonradial Nozzle at 22-1/2 +s am 2.625 
in. 0.D.--2.5000 in. 1.D., Zero renmete 
ORNL-SUB-2203-3 76-02 


PC “A09/ MF A0O1 
ORNL-SUB-3193-1 


Stress of Tee Joints by the Finite Element Method. 
ORNL-SUB-3193-1 76-05 13E PC A11/MF A01 


ORNL-SUB-3310 


Test Report on Experimental Stress Analysis of a 
24-inch Diameter Tee (Orni T-16). 
CENC-1239 76-02 13K PC AOQ7/MF AO1 


yr pete py 


iaxial Creep Behavior of 304 Stainless Steel. 
ORNL. SUB-3599- 4 76-05 11F PC AOQ3/MF A011 


ORNL-SUB-3654-3 
Variability in Creep and Rupture Test — in a 


Single Heat of Type 304 Stainless Steel. R and D 
Report Lr:75:4213-01:3. 
ORNL-SUB-3654-3 76-14 11F PC A0B/MF AO1 


ORNL-SUB-4352-1(V.1) 
Smali Nuclear Process Heat Plants (SNPH) Using 


le Bed Reactor. Volume |. 
GEEST-75-001(V. 1) 76-15 181 PC A20/MF A01 








ORNL-SUB-4352-1(V.2) 


wee Nuclear Process Heat Plants (SNPH) Using 
ble Bed Reactor. Volume |. 
GEEST. -75-001(V.2) 76-15 181 


ORNL/SUB-4356 
Further HTGR Core seer Structure Reliability 
1 


Studies. Interim Report 
ORNL/SUB-4356 76-22 18J PC A03/MF AO1 
ORNL/TIRC-76/1 


Toxicology Information Response Center Literature 


Search Index. |. 101-2100. 
ORNL/TIRC-76/1 76-17 6T PC E04/MF E04 
ORNL-TM-175 
Description of Manipulator System, Heliarc Un- 
derwater Cutting Torch, and Procedure for Cutting 


the Hre-2 Core 
76-05 18E PC AO3/MF AO1 


PC A14/MF A01 


ORNL-TM-175 
ORNL-TM-960 

Fuels and Materials Development Program Quar- 

oy Progress Report for Period Ending September 

30, 1964. 

ORNL-TM-960 76-08 18) PC A04/MF AO1 
ORNL-TM-1000 

Fuels and Materials Development Program Quar- 

terly Progress Report for Period Ending December 


31, 1964. 
ORNL-TM-1000 76-08 18) PC AQS/MF AO1 
ORNL-TM-1200 
Fuels and Materials Development Program Quar- 
terly Progress Report for Period Ending June 30, 
1 


ORNL-TM-1200 
ORNL/TM-3790(PT.3) 
CATCH: Computer Assisted Topography, Cartog- 
raphy, and Hypsography. Part Ill. Perspx: A Subrou- 
tine ae for Perspective and  itsometric 


Drawin 
ORNL M-3790(PT. 3) 76-21 8B PC A04/MF A01 


ORNL-TM-4333(PT.1) 
Assessment of the Loss of Radioactive Isotopes 
from Waste Solids to the Environment. Part |. 
Background and Theory. 
ORNL-TM-4333(PT.1) 

76-12 


76-08 18) PC AOS/MF A01 


18G PC A04/MF AO1 
ORNL-TM-4416 
Prediction of the Temperature Distribution in an Ir- 
regularly Shaped, Partially Mixed, Closed-Cycle 


Cooling Reservoir. 
ORNL-TM-4416 76-12 108 PC A0O3/MF AO1 
ORNL-TM-4506 


Oak Ridge System Integration Model (ORSIM) for 

Optimization of Utility Generation Planning. 

ORNL-TM-4506 76-10 10B PC A0S8/MF A01 
ORNL-TM-4507 

Use of incremental Enerdy Costs and Loading 

Order Rules in the ORSIM Procedure for Midrange 

Optimization of Electric Utility Operations 

ORNL-TM-4507 76-10 9B PC A06/MF A01 
ORNL-TM-4666 

16 and 123 Group ee Functions for Keno. 

ORNL-TM-4660 10 20H PC AO4/MF A0O1 
ORNL-TM-4690 

Fuels Used for Single-Family Detached Residential 

Heating in the United States. 

ORNL-TM-4690 76-06 21D PC A03/MF A01 
ORNL-TM-4712 

Simulation of Nuclear Fuel Rods by Using Process 

Computer-Controlied Power for indirect Electrically 


Heated Rods. 

ORNL-TM-4712 76-09 181 PC AO04/MF AO1 
ORNL-TM-4747 

Overview of Htgr Fuel Recycle. 

ORNL-TM-4747 76-12 
ORNL-TM-4759 

Model to Calculate Mass Flow Rate and Other 

Quantities of Two-Phase Flow in a Pipe with a Den- 

sitometer, a Drag’ Disk, and a Turbine Meter. 

ORNL-TM-4759 76-09 20D PC A04/MF A01 


18) PC A0Q4/MF A0O1 


ORNL-TM-4777 
Experimental Engineering Section Semiannual 
Progress Report (Excluding Reactor Programs), 
March 1, 1974--August 31, 1974 
ORNL-TM-4777 76-08 1A PC A12/MF A01 
ORNL-TM-4781 


Example of the Application of the Cuex Methodolo- 
gy: The Calculated Exposure Resulting from Rou- 
tine Stack Releases from the Haddam Neck Nuclear 


Power Plant. 
ORNL-TM-4781 76-03 6R PC AO3/MF AO1 
ORNL-TM-4786 


1974 intercomparison of Personnel Dosimeters. 
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ORNL-TM-4786 76-13 18D PC AOQ2/MF AO1 
ORNL-TM-4787 
Coal Technology Program Progress Report for 


November 1974. 
ORNL-TM-4787 76-06 21D PC A02/MF AO1 
ORNL-TM-4789(PT.1) 


Process Data for Coal Liquefaction Processes. Part 


ORNL-TM-4789(PT.1) 76-06 7A PC AO7/MF AO1 
ORNL-TM-4796 
Coal Technology Program Progress Report for 


December 1974. 
ORNL-TM-4796 76-06 7A PC AO3/MF AO1 
ORNL-TM-4797 


Lattice Thermal Conductivities of RbBr, Rbi, and 
| 


RbCl. 

ORNL-TM-4797 76-06 7D PC A03/MF AO1 
ORNL-TM-4801 

Supporting Research and Development on Separa- 

tions Technology: Phase | Report. 

ORNL-TM-4801 76-06 7A PC A06/MF A01 
ORNL-TM-4806 


Htgr Safety Studies. Quarterly Progress Report for 
the Period Ending September 30, 1974 for the Gas 


Cooled Reactors Branch, Directorate of Licensi 
ORNL-TM-4806 76-05 181 PC AO04/MF 01 
ORNL-TM-4815 


Physical Characterization of CELdek Material in a 

Simulated Greenhouse Environment. 

ORNL-TM-4815 76-10 13A PC AOQ3/MF AO1 
ORNL-TM-4820 

Description of a Reference Design Tokamak for the 

Technology Test Assembly. 

ORNL-TM-4820 76-10 18A PC A06/MF A0O1 
ORNL/TM-4821 


Procedures for Parametric Studies A. come of Su- 
eran a Test Assem 


ORNL/T 76-26 9A PC. A03/MF A01 
naumenen 
Cryogenic Power Transmission Technology: 


Cryogenic Dielectrics. Quarterly Report, July 1-- 
September 30, 1974. 


ORNL-TM-4824 76-06 9A PC A03/MF A01 
ORNL-TM-4827 

Gamma-Radiation Effects -- Geologic Formations 

of Interest in Waste : A Rev and Analy- 


sis of Available satewnation @ —b Suggestions for Ad- 

ditional Experimentation. 

ORNL-TM-4827 76-05 18G PC A03/MF A01 
ORNL-TM-4835 

Hydrocarbonization Research Phase |! Report: 

Review and Evaluation of Hydrocarbonization Data. 

ORNL-TM-4835 76-10 7A PC AO7/MF A01 
ORNL/TM-4838 

Land-Use Changes on the Proposed Clinch River 

ae Reactor Demonstration. Project Site: 1924 

to : 

ORNL/TM-4838 76-15 18E PC A0Q3/MF A01 
ORNL-TM-4841 

Neutron and pry Transport Cal- 

culations for 14-Mev and Fission Neutron Sources 


in Air-over-Gro und and Air-over-Seawater 


ries. 
ORNL-TM-4841 76-05 18H PC A03/MF AO} 
ORNL-TM-4842 


Apolio-Soyuz Test Project Experiment No. Ma-014. 
Progress Report for the Period September 1-- 
December 31, 1974. 


ORNL-TM-4842 76-06 11F PC A03/MF A0O1 
ORNL-TM-4843 

ww» Overall ed Tok Balance of Clean and im- 

iy pa T — aS. 

ORN -TM-4843 PC A06/MF A01 
ORNL-TM-4844 

Biochemical pease 4 Program ree Report 

for the Period July 1-- ber 31, 1974. 

ORNL-TM-4844 76-06 6E PC A08/MF A01 


ORNL-TM-4847 


Cross Section and Method Uncertainties: The Appli- 
cation of Sensitivity Analysis to Study Their Rela- 


tionship in Radiation Transport Benchmark 
Probiems. 

ORNL-TM-4847 76-02 20H PC A04/MF A0O1 
ORNL-TM-4849 


Computer Mapping: Social Data for St. Louis. 
ORNL-TM-4849 76-09 5K PC A02/MF A01 


ORNL-TM-4850 
Coal Technology Program Progress Report for 


January 1975. 
ORNL-TM-4850 76-06 7A PC A04/MF A01 


ORNL-TM-4857 


Digital Simulator for the Fountain Valley Vte-Msf 

Evaporator. 

ORNL-TM-4857 76-09 13! PC A03/MF A01 
ORNL-TM-4858 

Union List of Serials in the Technical Libraries of 


the Oak es Area. 
ORNL-TM 76-02 5B PC A99/MF A01 


ORNL-TM-4861 


Effects of Large Concentrations of Helium on the 

ae Properties of Neutron-irradiated Stain- 
eel. 

ORNL-TM-4861 76-13 18A PC AO3/MF A01 


ORNL-TM-4870 


Engineering Development Studies for Molten-Salt 
Breeder Reactor eee No. 20. 


ORNL-TM-4870 76-14 18) PC AO3/MF AO1 
ORNL-TM-4873 

Coal Technology Program Progress Report for 

February 1975. 

ORNL-TM-4873 76-06 7A PC A03/MF A0O1 
ORNL-TM-4875 

Work Plan: Transient Release from Lmfbr Fuel. 

ORNL-TM-4875 76-05 181 PC AO6/MF AO1 
ORNL-TM-4875(ADD.1) 


Work Pian: Transient Release from Lmfbr Fuel. Ad- 
dendum 1. Investigation of Lmfbr Aerosol Behavior 
in the Aerosol Test Facility. 
ORNL-TM-4875(ADD.1 
76-15 181 PC AOQ2/MF AO1 
ORNL-TM-4882 


Review of Ht “ Coated bay Particle Stability. 
ORNL-TM 18E PC AOQ3/MF AO1 


ORNL-TM-4891 


Cost-Mode! Modifications for the CONCEPT-iIV 
Computer Code. 
ORNL-TM-4891 76-10 108 PC AOS/MF A01 


ORNL-TM-4892 
Coal Veshastogy Program Progress Report for 


March 1975 
ORNL-TM-4892 76-06 8! PC A03/MF AO1 
ORNL/TM-4894 


Engineering Development Studies for Molten-Salt 
Breeder Reactor Processing No. 21. 


ORNL/TM-4894 76-25 18) PC A03/MF A01 
ORNL-TM-4900 
Cryogenic Power Transmission Technology: 


Cryogenic Dielectrics. Quarterly Report, October 1-- 


December 31, 1974. 
ORNL-TM-4900 76-06 9A PC AO3/MF A01 


ORNL-TM-4903(V.2) 


Correlation of Radioactive Waste Treatment Costs 

and the Environmental impact of Waste Effluents in 

the Nuclear Fuel Cycle for Use in Establishing “As 

Low as Practicable’’ Guides: Appendix a. Prepara- 

lt of A Estimated for Volume 1, Milling of 
raniu 

ORNL-TM-4903(V.2) 76-02 18) PC A12/MF AO1 


ORNL-TM-4905 


Safety Analysis Report for es Lawrence 
Livermore Laboratories J ot ae Containers. 
ORNL-TM-4905 F PC A0S/MF AO1 


ORNL-TM-4908 
Compatibility of exp 244 cm sub 2 O sub 3 with 
——— Materials for Electric Power Generator 
ystem 
ORNL-TM-4908 76-10 18N PC AO4/MF A01 
ORNL-TM-4910 


Data Processing Guide for the Environmental 
Sciences Division 


ORNL-TM-4910 —«- 76-10 98 += PC AQ3/MF A01 
ORNL-TM-4914(V.1) 
Quarterly Progress Report on Reactor Safety Pro- 


rams Sponsored the Nrc Division of Reactor 
fety Research for January--March 1975. |. Light- 
Water-Reactor Safety. 
ORNL-TM-4914(V.1) 76-02 181 PC A06/MF A01 
ORNL-TM-4916 


Measurements of Absorbed Fractions as a Function 
e bye Organ Size for Selected Source Organs 
— us Phantom. 
ORNL TR 916 76-02 6R PC AOS/MF AO1 
ORNL-TM-4917 


Conceptual Design of the Special Nuclear Material 
Nondestructive Assay and Accountability System for 
the Htgr Fuel Refabrication Pilot Plant 


ORNL-TM-4917 76-02 18J PC A07/MF A01 
ORNL/TM-4927 

Review of Lithium lron-Base Alloy Corrosion Stu- 

ORNL/TM-4927 ~ 76-14 11F PC A03/MF AO1 








ORNL-TM-4990 


ORNL-TM-4929 
Stress Indices for ANS! Standard 816.11 Socket- 


Weildi 
ORN UP 4928 76-05 13E PC A04/MF A01 
ORNL/TM-4931 


Thermal Transport Properties of Helium, Helium-- 
Air Mixtures, Water, and Tubing Steel Used in the 
Cache Progsem to Compute Htgr Auxiliary Heat 


Excha erformance 

ORNL/TM-4931 76-15 18E PC AO06/MF AO1 
ORNL-TM-4934 

Tandem Accelerators, 1973--1974. 

ORNL-TM-4934 76-02 20G PC AOS/MF AO1 
ORNL-TM-4935 

emcees oat Analysis of the Optical Properties of 

ripped Reflectors. 

OF L-TM-4935 76-07 108 PC A02/MF A01 

ORNL-TM-4942 


Technical Specification for a 25 Mv Tandem Elec- 
trostatic Accelerator. 
ORNL-TM-4942 


ORNL-TM-4946 
Coal Technology Program Progress Report for April 
1 


ORNL-TM-4946 76-08 21D PC A04/MF A01 
ORNL-TM-4947 


Empirical Model for Caiculating Vapor-Liquid 

ae and Associated Phase Enthalpy for the 
sub 2 --O sub 2 --Kr--Xe System for Application 

to the Kaic Process. 

ORNL-TM-4947 76-12 18) PC AOS/MF AO1 


ORNL/TM-4952 


CACHE: An Extended Basic Program Which Com- 
utes the Performance of Shell and Tube Heat 
xchangers. 

ORNL/TM-4952 76-22 181 PC AQS/MF A01 


ORNL-TM-4955 


Htgr Fuel Development: Loading of Uranium on 
Carboxylic Acid Cation-Exchange Resins Using Sol- 
vent Extraction of Nitrate. 
ORNL-TM-4955 76-05 18) PC A03/MF A01 
ORNL-TM-4957 
Production Dynamics of Alloperia Mediana Banks 
| Pow an gg Chio roperlidae) and Diplectrona 
Modesta Banks (Trichoptera:Hydropsychidae) in 
Walker Branch, Tennessee. 
ORNL-TM-4957 76-11 6F PC AQ4/MF AO1 
ORNL-TM-4958 
Calculation of Magnetic Fields from Time-Varying 
Currents in the Presence of Conductors. 
ORNL-TM-4958 76-02 18A PC A03/MF A0O1 
ORNL-TM-4962 
Characteristics and Practical Application of Agarose 
Based Iimmunoadsorbents. 
ORNL-TM-4962 76-07 6A PC A04/MF A01 
ORNL-TM-4968 
Supporting Research and Development on Separa- 
tions Technology. Phase li Report: Scouting Experi- 


76-03 20G PC A08/MF A01 





ments. 
ORNL-TM-4968 76-11 7A PC AO7/MF AO1 
ORNL-TM-4971 


Progress in Blood Cell Separator Development for 
in Vivo Leukapheresis. 
ORNL-TM-4971 


ORNL-TM-4972 
Nb(N.X gamma ) Reaction Cross Section for In- 
— Neutron Energies Between 0.65 and 20.0 
ORNL-TM-4972 76-05 20H PC A04/MF A01 
ORNL-TM-4981 
Hace of Neutral Particles Refluxing into a 


76-08 6. PC AOS/MF AO1 


Plas Use of a ees Wall. 

ORNL-T -4981 76-05 18A PC A02/MF A01 
ORNL-TM-4985 

Lists of Environmental Statements Projects. 

ORNL-TM-4985 76-02 181 PC A03/MF AO1 
ORNL-TM-4987 


Use of Orela to Produce Neutrons for Scattering 

Studies on Condensed Matter. 

ORNL-TM-4987 76-05 20G PC A04/MF A01 
ORNL-TM-4989 

Effects of Processing Variables on Htgr Fuel Ker- 

nels Fabricated from Uranium-Loaded Cation- 

Excha Resin. 

ORNL-TM-4989 76-02 18J) PC A03/MF AO1 
ORNL-TM-4990 

Numerical Simulation for Axially Symmetric Beam- 

lets in the Duopigatron lon Source. 

ORNL-TM-4990 76-03 18A PC A03/MF AO1 


AR-997 











ORNL-TM-4999 
Comparative Study of the More Promising Com- 
binations of Blanket Materials, Power Conversion 
Systems, and Tritium Recovery and Containment 
Systems for Fusion Reactors. 

ORNL-TM-4999 76-10 18A PC AO6/MF AO1 

ORNL-TM-5000 
Selected Topics in Heavy-ion Reactions. 
ORNL-TM-5000 76-14 20H PC A06/MF A0O1 

ORNL/TM-5001 
Materials Failure identification Manual for Sea 
Water Desalination Plants. 


ORNL/TM-5001 76-26 11F PC AO7/MF AO1 
ORNL-TM-5004 

Structural Niches in a Forest Floor Small Mammal 

ORNL-TM-5004 76-26 6F PC AO7/MF AO1 
ORNL-TM-5005 

Monthly Highlights for Office of Nuclear Regulatory 

Research Programs at Oak Ridge National Labora- 

OFNL-TM-5005 76-02 181 PC AQ3/MF A01 
ORNL-TM-5007 

Oak Ri Research Reactor Quarterly Report 

January, February, and March of 1975. 

ORNL-TM-5007 76-05 18E PC AO3/MF A01 
ORNL-TM-5009 


Bulk Shielding Facility Quarterly Report, January, 


February, and March of 1975. 
ORNL-TM-5009 76-10 18E PC AQ2/MF AO1 
ORNL-TM-5011 


irradiation Performance of Htgr Fuel Rods in Hfir 


Experiment HRB-6. 
ORNL-TM-5011 18E PC A03/MF AO1 
ORNL-TM-5013 
Dt and Advanced Fusion Fuels Computer Code. 
ORNL-TM-5013 76-05 18A PC AOS/MF AO1 


ORNL-TM-5015 
a Flux 


ORNL TM.S61 


ORNL-TM-5017 
Estimated Potential Radiation Dose from Tritium in 
Gasoline Produced from Oil Shale by Use of 


Nuclear Explosives. 
ORNL-TM-5017 76-05 21D PC A02/MF AO1 
ORNL-TM-5018 


Measurement of Secondary Neutrons and gamma 
Rays Produced PY Neutron Bombardment of Water 


over the Incident Range 1 to 20 Mev. 
m0 20H PC A03/MF A01 


ORNL-TM-5018 
Annual Report for the Superconducting Magnet 


ORNL/TM-5019 

t Program. 
ORNL/TM-5019 76-22 9A PC AO02/MF A01 
ORNL-TM-5020 


76-10 


Isotope Reactor Quarterly Report. 
+ ee Fu 1975. 
76-02 18! PC A02/MF A0O1 


Fast-Neutron Transport 


20H PC AOS/MF AO1 
ORNL-TM-5021(V.1) 
Qua Progress Report on Reactor Safety Pro- 
rams nmsored by the Nrc Division of Reactor 
Research Sos April-June 1975. |. Light- 


Water-Reactor Sa 
ORNL-TM-5021(V.1) 76-05 18! PC AO6/MF AO1 
ORNL-TM-5021(V.2) 
pane te ee Report on Reactor Safety Pro- 
rams msored by the Nrc Division of Reactor 
Research for April--June 1975. li. Heavy-Sec- 


tion Techno ram. 
ORNL TM-SO2Ny 2 76-05 181 PC AOS/MF AO1 
ORNL-TM-5021(V.3) 
Qua Progress Report on Reactor Safety Pro- 
rams sored by the Nrc Division of Reactor 
Research for April--June 1975. lii. Liquid- 
Metal-Cooled Fast Breeder Reactor Safety. 
ORNL-TM-5021(V.3) 76-09 18! PC AO4/MF A01 
ORNL-TM-5021(V.4) 
Qua Progress Report on Reactor Safety Pro- 
sored by the Nrc Division of Reactor 
Research for a i , snes lv. High-Tem- 
perature Gas-Cooled r Progra 
ORNL-TM-5021(V .4) 


76-09 186i eC A02/MF A0O1 
ORNL-TM-5022 > 
Hard X-Ray Detection for Orm 
ORNL-TM-5022 6-10 201 be AOS /MF A01 
ORNL-TM-5023 


Measurement of Secondary Neutrons and gamma 
Rays Produced by Neutron interactions with 
Nitrogen and Oxygen over the incident Energy 
Range 1 to 20 Mev. 


AR-098 





ORNL-TM-5023 
ORNL-TM-5024 
Measurement of Secondary Neutrons and gamma 


Rays Produced by Neutron interactions in Silicon 
Dioxide over the Incident Energy Range 1 to 20 


76-05 20H PC A07/MF AO1 


Mev. 

ORNL-TM-5024 76-05 20H PC A03/MF AO1 
ORNL-TM-5025 

Seal Modification for a V-Band. 

ORNL-TM-5025 76-09 181 PC A02/MF A01 
ORNL-TM-5030 

Cryogenic Power Transmission Technology, 

Cc ic Dielectrics. Quarterly Report, January 1-- 

March 31, 1975. 

ORNL-TM-5030 76-10 9C PC AO3/MF AO1 
ORNL-TM-5033 


Neutronics Calculations for the Tokamak Experi- 
mental Power Reactor ones Aer oy 
ORNL-TM-5033 A0Q2/MF AO1 


ORNL/TM-5035 


Neutronic Scoping Studies for the Tokamak Experi- 
mental Power Reactor. 
ORNL/TM-5035 76-16 


ORNL-TM-5036 
Caiculated Performance of Various 


Materials in Fusion-Reactor Blankets. 
ORNL-TM-5036 76-10 18A PC AO3/MF A0O1 


ORNL-TM-5037 
- f Technology Program Progress Report for July 
ORNL-TM-5037 76-10 7A PC A04/MF A01 
ORNL-TM-5040 


Preliminary Design Calculations for an lonization 
Spectrometer for Use in Colliding Beam Experi- 


18A PC A03/MF A01 


Structural 


ments. 

ORNL-TM-5040 76-03 18D PC A02/MF A0O1 
ORNL-TM-5042 

Oak Ridge Tokamak - a Power Reactor 

Study Reference 

ORNL-TM-5042 76-09 18A PC AO7/MF A01 
ORNL-TM-5046 


Coal Technology Program Progress Report for Oc- 
tober 1974. 
ORNL-TM-5046 
ORNL/TM-5049 
Assessment of the Radiological Impact of exp 232 U 
and Daughters in Recycled exp 233 U Hitgr Fuel. 
ORNL/TM-5049 76-15 18) PC AO3/MF A01 
ORNL-TM-5051 
Moisture Migration in Concrete. 
Technical Report C-75-1. 
ORNL-TM-5051 
ORNL-TM-5052 
Time-Dependent Deformation of Concrete under 
Multiaxial Stress Conditions. Final Report. 
ORNL-TM-5052 76-10 13C PC A14/MF AO1 
ORNL-TM-5053 
Monthly Highlights for Office of Nuclear Regulatory 
rch Programs at Oak Ridge Nationa! Labora- 


76-10 7A PC AOQ2/MF A01 


Final Report. 


76-05 18! PC AO04/MF AO1 


tory. 

ORNL-TM-5053 76-02 18! PC AO3/MF AO1 
ORNL-TM-5054 

Neutron Emission from Ormak. 

ORNL-TM-5054 76-05 20! PC A03/MF AO1 
ORNL-TM-5055 

Hfir instrumentation Error Analysis. 

ORNL-TM-5055 76-10 18E PC AOQ3/MF AO1 
ORNL-TM-5056 


Oak Ridge, Tennessee, Flora: Habitats of the Vascu- 

lar Plants, Revised Inventory. 

ORNL-TM-5056 76-05 
ORNL-TM-5059 


Characterization of Effiuents from a High-Tempera- 
ture Gas-Cooled Reactor Fuel Refabrication Plant. 


8H PC AO7/MF A01 


ORNL-TM-5059 76-12 18) PC AO3/MF A01 
ORNL-TM-5061 
mor 8 Safe fuse for the Division of Technical 


a ~ A S. + oF 
n ress Repo 
ORNL hy Progr 
ORNL-TM-5062 


Htgr Safety Studies Quarterly Progress Report for 
the Period Endin ey 31, 1974, 74 for the Gas- 
Cooled Reactors —— Directorate of i Leoneee. 
ORNL-TM-5062 181 PC AOQ2/MF A01 


ORNL-TM-5065 
Programming Practices and Computer 


ORNL-TM-5065 


prey Commission. 
181 PC A02/MF A01 


Code 
76-12 9B PC AO4/MF A01 





ORNL/TM-5068 
Neutronics Calculations for the TFTR Neutral Beam 
in 
Ole rrha- 5068 76-26 18A PC AO3/MF A01 
ORNL/TM-5069 


Waste Heat Vs Conventional Systems for Green- 

house Environmental Control: An Economic Assess- 

ment. 

ORNL/TM-5069 76-25 13A PC A0O3/MF AO1 
ORNL-TM-5070 


impact of Increased Fuel Costs and Inflation on the 
Cost of Desaiting Sea Water and Brackish Waters. 
ORNL-TM-5070 76-12 7A PC AQ2/MF AO1 


ORNL-TM-5070(REV.) 
impact of Increased Fuel Costs and Inflation on the 


Cost of Desalting Sea Water and Brackish Waters. 
ORNL-TM-SO70(REV.) 76-12 7A PC AO2/MF A01 
ORNL-TM-5071 


Proposed Spatial lon Temperature Measurement 
with a Fir Laser. 
ORNL-TM-5071 
ORNL-TM-5072 
Measurement of Secondary Neutrons and gamma 
Rays Produced by Neutron interactions in 4 
minum over the —— a re 1 to 20M 
ORNL-TM-5072 30H A03/MF A01 
ORNL-TM-5074 
Fabrication and Mechanical Test Data for the Four 
6-inch-Thick Intermediate Test ip tenes from 
Stee! Plate for the Heavy Section Steel Program. 
ORNL-TM-5074 76-14 11F PC /MF AO1 
ORNL-TM-5075 
Htgr Safety Studies. Quarterly Progress Report for 
the Period Ending March 31, 1975 for the Gas- 


76-11 20! PC AOQ3/MF A01 


Reactors Branch, Division of Reactor 
Licensing. 
ORNL-TM-5075 76-12 18! PC AO3/MF AO1 
ORNL-TM-5077 


Use of Chemical Equilibrium Data to Calculate 
lodox Column Operations 


ORNL-TM-5077 76-11 18G PC AO02/MF A01 
ORNL-TM-5079 

Disk/Dectape Monitor for the Td8e. 

ORNL-TM-5079 76-12 9B PC A03/MF A01 
ORNL-TM-5080 


soeeme Studies of Tritium Handling in a Tokamak 
Experimental Power Reactor. 
ORNL-TM-5080 76-13 18A PC AO3/MF A01 


ORNL-TM-5081 


Gamma-Ray Production Due to Neutron Interac- 
tions with Silver for incident Neutron Energies 
Between 0.3 and 20 Mev: Tabulated Differential 


Cross Sections. 
ORNL-TM-5081 76-10 20H PC AO4/MF AO1 
ORNL-TM-5083 


eation Ganev’ Poapertones Counters Using Re- 


tance-Capacitance Position eee. 
ORNL-TM- 5983 76-11 18D PC AO4/MF A01 
ORNL-TM-5085 


Monthly Progress meper for the Htgr Safety Studies 
for the Division of Technical Review, U.S. Nuclear 


ulatory Commission. 
ORNL-TM-5085 76-05 18! PC A02/MF A01 
ORNL-TM-5086 


- eee i for Office of Nuclear R 


ulatory 
— rams at Oak Ridge National 


abora- 
tory. 
ORNL-TM-5086 
ORNL-TM-5087 


Safety Analysis of the 2.5 Mv Accelerator in the 
Solid State Division’S Positive Heavy lon Scattering 
apentaten. Channeling and Sputtering (Phisics) 


Facility. 
ORNL-TM-5087 76-05 20G PC AO2/MF A01 
ORNL-TM-5088 


Effects of Tissue Inhomogeneities on Dose Patterns 
in Cylinders Irradiated by ative Pion BEAMS. 
6-09 6R 


76-03 181 PC AOQ3/MF AO1 


ORNL-TM-5088 PC A03/MF A01 
ORNL-TM-5089 

Stable isotope Customer List and Summary of Ship- 

ments: Fy 1975. 

ORNL-TM-5089 76-05 18B PC A0Q3/MF AO1 
ORNL-TM-5090 


Evaluation of the Hsst Program intermediate Pres- 
sure Vessel Tests in Terms of Light-Water-Reactor 


Pressure Vessel Safety. 
ORNL-TM-5090 76-12 18E PC AO3/MF A01 
ORNL-TM-5092 


Coal Technology Program Progress Report for Au- 
ust 1975. 
7A PC AOQ3/MF AO1 


RNL-TM-5092 76-1 1 























ORNL/TM-5094 
Studies of lodine Adsorption and Desorption on 


HTGR Coolant Circuit Materials. 
ORNL/TM-5094 76-26 181 
geen 5095 
ton Absorption in Liquid CO sub 2 (Kalc): Cam- 
n li in the we acto vad Engineering Section 
as Decontamination Faci > 
G PC A04/MF AO1 


PC A04/MF A01 


ORNUITM 5095 76-18 
ORNL-TM-5096 
Characteristics of Radioactive Waste Streams 
Generated in Htgr Fuel ow ge oy ng; 
ORNL-TM-5096 76-12 C A03/MF A0O1 
ORNL-TM-5097 


Mo(N.X gamma ) Reaction Cross Section for in- 
cident Neutron Energies a 0.2 and 20.0 Mev. 
ORNL-TM-5097 76-12 20H PC A04/MF A01 


ORNL-TM-5098 
Cr(N,X gamma ) Reaction Cross Section for incident 


Neutron Energies Between 0.2 and 20.0 Mev. 
ORNL-TM-5098 76-14 20H PC AO4/MF A01 


ORNL-TM-5100 


Technique for Differentiating Between Open and 
Closed Pores on a Microscopic Scale 
ORNL-TM-5100 76-10 18J wc A02/MF A01 


ORNL-TM-5102 
Preliminry Results of the 1975 International Person- 


nel Monitorin ae Survey. 
ORNL-TM-51 76-08 6R PC A03/MF AO1 
ORNL/TM-5105 
Caiculated Performance of lron--Argon and Iron-- 
Plastic Calorimeters for incident Hadrons with Ener- 


ies of 5 to 75 Gev. 
RNL/TM-5105 76-15 18D PC A0O3/MF A01 
ORNL-TM-5108 


Monthly Progress Report for September 1975 for 

the Htgr Sa Studies for the Division of Technical 

Review, U.S. Nuclear oe Commission. 

ORNL-TM-5108 8| PC A02/MF A01 
ORNL-TM-5109 

An nea for a4 of Toroidal Supercon- 


ducti nets for Fusion Research, May 1975. 
ORNL- wn 109 76-12 18A PC AO7/MF AO1 
ORNL-TM-5111 


Oak Ridge Research Reactor Quarterly Report, 


April, i: and June of 1975 
ORNL-TM-5111 7611. 18E PC A03/MF A01 


ORNL-TM-5113 
Comparison of Hansen--Roach and ENDF/B-IV 
oy Sections for exp 233 U Criticality Caicula- 
tions. 
ORNL-TM-5113 76-12 18K PC AO2/MF A01 
ORNL/TM-5114 


influence of the Minor Periodicity on Magnetic 
island Formation in Tokamaks. 
ORNL/TM-5114 76-14 18A PC A03/MF AO1 


ORNL/TM-5115 
Stateq: A Nonlinear Least-Squares Code for Obtain- 


ing Martin Thermodynamic Re shown awd ty 

Fluids in the Gaseous and Dense sR 

ORNL/TM-5115 76-14 7D oC. A07/ FE A01 
ORNL-TM-5117 

ee ong Transfer ty my Quarterly 

ees rt, July--September 

ORNL-TM-5117 76-15 181 PC AOS/MF A01 

ORNL-TM-5118 


Caiculated Performance of a mented Pyramid- 
Calorimeter of Iron and Plastic 
18D PC A02/MF AO1 


ORNL-TM-5118 76-08 

ORNL-TM-5120 
Htgr Safety Studies Quarterly Progress Report for 
the Period Ending June 30, 1 1975 for the Gas-Cooled 


Reactor Branch, Division of Reactor Licensing. 
ORNL-TM-5120 76-10 18! PC A02/MF A01 
ORNL/TM-5121 


State and Local Fiscal impacts Associated with 

ew Energy Centers: Some initial Considera- 

OneaLsTM-6121 76-25 5C PC A03/MF A01 
ORNL/TM-5122 


Atmospheric Considerations Regarding the impact 
of Heat Dissipation from a Nuclear Energy Center. 
ORNL/TM-5122 76-26 138 PC A03/MF AO1 


ORNL-TM-5123 
Modifications of the Sephis Computer Code for Cal- 


culating the Purex Solvent Extraction System 
ORNL-TM-5123 76-10 18) PC A04/MF A01 
ORNL-TM-5124 


Coal Technology Program Progress Report for Sep- 
tember 1975. 


ORNL-TM-5124 
ORNL/TM-5125 
Development of a Procedure for Evaluating the 
Economics of Process Options in Commercial 


HTGR Fuel Cycle. 
ORNL/TM-5125 76-26 18) PC A06/MF AO1 
ORNL-TM-5126 


Application of Alap Concept to Exposure of Wor- 
kers at Light-Water Reactors. 
ORNL-TM-5126 76-09 181 PC AO3/MF A01 


ORNL-TM-5128 


Quarterly Progress Report on ae’ Temperature 
Gas-Cooled Reactor Safety Studies Sponsored by 
= Nrc Division of Reactor Safety rch for 


--September 1975. 
OR L-TM-5128 76-10 181 PC AO6/MF A01 
ORNL-TM-5131 
Monthly Highlights for Office of Nuclear eg proeenta 
Research Programs at Oak Ridge National Labora- 


PC A03/MF A01 


76-11 7A PC A02/MF A01 


tory. 

ORNL-TM-5131 
ORNL-TM-5132 

anne Seong of Htgr Fuel Particles. 


76-08 18! 


ORNL-TM-5132 76-13 18E PC A02/MF A01 
ORNL/TM-5133 

Uranium Dispersion in the nenmnen | of Weak-Acid- 

Resin-Deprived HTGR Fuel Microspheres. 

ORNL/TN-5133 76-16 18) PC A03/MF A01 
ORNL-TM-5134 

Laborato gee Series: A Safety Program for 

Service Groups in a National Research and 

Development Laboratory bn 1974 

ORNL-TM-5134 -10 6R A03/MF A01 
ORNL-TM-5136 


Status Report on Structural Materials of Htgr Prima- 

ry System Components. 

ORNL-TM-5136 76-13 18E PC A03/MF A01 
ORNL-TM-5137 

Enhancement Factor of the Electric Field in the 

Point-Plane Configuration. 

ORNL-TM-5137 76-10 18A PC AO2/MF AO1 
ORNL/TM-5138 

Survey of Radiation Doses Received by Atomic- 

Bomb Survivors Residing in the United States. 

ORNL/TM-5138 6-14 6R PC A03/MF AO1 
ORNL-TM-5139 

Epicenter of the Nagasaki Weapon: ~ Ay a of 

Available Data with Recommended V 

ORNL-TM-5139 76-12 6R PC At A03/MF A01 
ORNL-TM-5140 


Evaluation of Thermal wrenanerl in Fort St. Vrain 
Reactor Primary System to a ry. Basis Depres- 
surization Accident Followed by Cooli — Two 
Pelton Whee! Drives Operating a at 7000 R 

ORNL-TM-5140 181 PC AO3/ME A01 


ORNL-TM-5143 
Fission Product Release from Lwr Fuel. Quarterly 


Progress Report, July--September 1975. 
ORNL-TM-5143 76-15 181 PC AQ2/MF A01 
ORNL-TM-5144 


ingres: A Computer Code for the Rate of Air ingress 

into an Htgr Following a Design-Basis Depres- 

surization Accident 

ORNL-TM-5144 76-11 181 PC AOQ3/MF A01 
ORNL-TM-5145 

Evaluation of the Structural “ho of Lmfbr 

Equipment Cell Liners: Results of Preliminary in- 


vestigations. 
ORNL-TM-5145 76-13 181 PC A10/MF A01 
ORNL/TM-5146 


Regional Comparison of Savings from Various Re- 


sidential Energy Conservation wey 
ORNL/TM-5146 76-14 A04/MF A01 
ORNL-TM-5148 


Zirconium Metal--Water Oxidation Kinetics Program 
Sponsored by the Nrc Division of Reactor Safety 
Research. Quarterly Progress Report, July--Sep- 


tember 1975. 
ORNL-TM-5148 76-15 181 PC AO3/MF AO1 


ORNL-TM-5149 
Creepdown and Collapse of Zircaloy Fuel Cladding 
Program Sponsored by the Nrc Division of Reactor 
Safety Research. Quarterly Progress Report, July-- 
September 1975. 


ORNL-TM-5149 76-15 181 PC A02/MF A01 
ORNL-TM-5153 

Multi-Fluid Tokam ak Waaeeet Models. 

ORNL-TM-5S 153 201 PC A04/MF AO1 
ORNL-TM-5154 


Multirod Burst Test Program. Quarterly Procross 
Report, July--September 1975. 





ORNL-TM-5194 


ORNL-TM-5154 76-15 181 PC AQ3/MF A01 
ORNL-TM-5155 
Monthly Progress Report for October 1975 for the 


He fags 4 tudies for the ney a of Technical 
~ creas - mmission. 
PC A02/MF AO1 


One iu-6156 a” 
ORNL-TM-5156 
Fission Product beta and — Energy Release 
Quarterly Progress Report, July--September 1975. 
ORNL-TM-51 76-15 181 PC AQ3/MF A01 
ORNL-TM-5157 


Versatile Particle Size Analyzer. 
ORNL-TM-5157 76-11 148 PC AO3/MF A01 


ORNL-TM-5158 
Resonant Electron Effects on Trapped Electron in- 


stabilities. 

ORNL-TM-5158 76-09 201 PC AQ2/MF A01 
ORNL/TM-5159 

ORECA-1: A Digital Computer Code for Simulating 

the Dynamics of HTGR Cores for Emergency Cool- 

ng Ana . 

ORNL/TM-5159 76-22 181 PC A04/MF A0O1 
ORNL/TM-5161 

Calculated Nucleon Spectra at Several Angles from 


192-, 500-, 700-, and 900-Mev Carbon-12 on Iron-56. 
ORNL/TM-5161 76-16 20H PC A02/MF A01 
ORNL-TM-5162 


Caiculated Response of a Liquid-Scintillator Total- 

Absorption Hadron Calorimeter. 

ORNL-TM-5162 76-13 18D PC A02/MF AO1 
ORNL-TM-5169 


+ 4 Flux Isotope Reactor Quarterly Report, April, 
, and June of 1975. 


OR iL-TM-5169 76-11 18E PC AO2/MF AO1 
ORNL-TM-5170 

Quarterly Progress Report on the Heavy-Section 

a Technology Program for July--September 

ORNL-TM-5170 76-13 11F PC AOS/MF A01 
ORNL/TM-5171 


Evaluation of Options Relative to the Fixation and 
| of exp 14 C-Contaminated CO sub 2 as 


CaCO sub 3. 
ORNL/TN-5171 76-26 18G PC A0Q4/MF A011 
ORNL-TM-5174 


inversion vs —— Levels in Nuclear Har- 


tree-Fock Brueckner-HF Calculations with 
Broken S ann ry 

ORNL-TM-5174 76-12 20H PC AO3/MF AO1 
ORNL-TM-5177 


Three ee Codes of General Use in X-Ray 


ORNL. 4 ieee 76-12 20B PC A06/MF A011 
ORNL-TM-5178 

Monthly oo for Office of Nuclear R 

Research 

tory. 

ORNL-TM-5178 
ORNL-TM-5182 


Regional and Urban Studies — Data 
Bases at Oak Ridge National Laborato 
ORNL-TM-5182 76-12 5K PC A04/MF AO1 


ORNL-TM-5184 


Letter rt for the Superconducting Magnet 
Development Program (Number 4). Progress Report, 
June 1, 1975-- weoeen 4 1, 1975. 
ORNL-TM-5184 6-14 18A PC A03/MF AO1 


ORNL/TM-5185 


Surface-Piasmon Excitation in Diffraction Gratings: 
Dependence on Groove Profile. 


ulatory 
rams at Oak Ridge National ra- 


76-08 181 PC A03/MF AO01 


ORNL/TM-5185 76-21 20L PC AO7/MF A01 
ORNL-TM-5186 

Coal Technology Program Progress Report for Oc- 

tober 1975. 

ORNL-TM-5186 76-12 7A PC A02/MF AO1 
ORNL-TM-5187 


Survey of Radiation Damage Effects in Supercon- 


ducting Magnet Components and Systems. 
ORNL-TM-5187 76-11 20L PC AQ3/MF AO1 
ORNL-TM-5188 


inelastic interactions of Swift Electrons in Solids. 
ORNL-TM-5188 76-13 20L PC AO6/MF AO1 


ORNL/TM-5191 
isotope Separations Section ryageme Report for 
Quarter Ending September 30, 197 
ORNL/TM-5191 76-15 7D PC A02/MF AO1 
ORNL-TM-5194 
ition Profiles from Electron-Beam-Heated 


Depos 
Evaporation Sources. 
ORNL-TM-5194 76-13 11C PC AO02/MF AO1 


AR-999 











ORNL/TM-5195 
Direct Brazing of Ceramics, Graphite, and Refracto- 


Metals. 
ORNL/TM-5195 76-15 118 PC A0Q2/MF AO1 
ORNL/TM-5198 
Uncertainties in Caiculated Heating and Radiation 
Damage in the Toroidal Field Coil of a Tokamak Ex- 
perimental Power Reactor Due to Neutron Cross- 
Section Errors 
ORNL/TM_5198 76-18 18A PC AO4/MF AO1 


ORNL-TM-5199 
FBSAM Data Transmission Package for IBM 


360/370 Computers. 

ORNL-TM-51 
ORNL-TM-5203 

SB2. Experiment on Secondary gamma-Ray 

Production Cross Sections Arising from Thermal- 

Neutron ~— aay in —~ aa of 14 Different Elements 

Pius a Stainless S 

ORNL-TM-5203 Noel 6-14 20H PC A03/MF AO1 
ORNL-TM-5204 

SB3. Experiment on Secondary gamma-Ray 

Production Cross Sections Averaged over a Fast- 

Neutron Spectrum for ——¥ of 13 Different Ele- 

ments Plus a Stainless Stee 

ORNL-TM-5204 eis 20H PC A03/MF A01 
ORNL-TM-5205 

a Progress Report for November 1975 for the 

Studies for the Division of Technical 


76-13 9B PC A04/MF A01 


Review. U . Nuclear —' 1 Commission 
ORNL TM-5205 181 PC A02/MF AO1 
ORNL/TM-5206 


inelastic Analysis of Two Plates under Deformation 
t Load 


Dependen s. 
ORNL/TM-5206 76-14 18E PC AO02/MF AO1 
ORNL/TM-5207 


yep gg for HTGR Fuels from the Th--U--C- 
-O--N 


ORNL/TM-5207 76-25 18) PC A04/MF AO1 
ORNL-TM-5209 

Evaluation of Waste Disposal by Shale Fracturing. 

ORNL-TM-5209 76-14 18G PC AO4/MF A01 
ORNL/TM-5210 

Cryogenic Power Transmission Technology: 

Cryogenic Dielectrics. Quarterly Report, April 1-- 

June 30, 1975. 

ORNL/TM-5210 76-16 9A PC AOS/MF AO1 
ORNL-TM-5214 


Coal Technology Program Progress Report for 


November 1975. 
ORNL-TM-5214 76-13 7A PC A0Q2/MF AO1 
ORNL/TM-5215 


Cu(N.X gamma ) Reaction Cross Section for in- 
cident Neutron es Between 0.2 and 20.0 Mev. 
ORNL/TM-5215 76-15 20H PC A04/MF AO1 
ORNL-TM-5216 
Bulk ene | Facility Quarterly Report, April, May, 
and June of 1975. 
ORNL-TM-5216 76-13 18E PC AO3/MF AO1 
yrs 
y se for Office of Nuclear Regulatory 
Reseach ae at Oak Ridge National Labora- 


tory, Novembe ; 
ORNL- 7as2i7 76-11 18! PC A03/MF A01 
ORNL/TM-5220 
Analyzis of Neutron Scattering and gamma-Ray 
Production integral Experiments on Nitrogen for 
Neutron Energies from 1 to 15 Mev. 
ORNL/TM- 76-18 20H PC A04/MF A0O1 
ORNL/TM-5221 
Thermal Analysis of a Fuel Cladding Repository 
Pilot Plant in Salt. 


ORNL/TM-5221 76-26 18G PC A03/MF AO1 
ORNL-TM-5222 
One- and Two-Dimensional Least-Squares 
ere and Edge-Sharpening Method for image 
Processing. 
ORNL-TM-5222 76-13 18D PC AO3/MF A01 
ORNL/TM-5223 


Sur, a Program to Generate Error Covariance Files. 
ORNL/TM-5223 76-18 20H PC A03/MF A01 


ORNL/TM-5224 
tterative Solution of the Diffusion and p sub 1 Finite 


Element Equations. 
ORNL/TM-5224 76-16 20H PC AOS/MF AO1 


ORNL-TM-5225 


Determination of the Neutron Energy and Spatial 

peg of the Neutron Beam from the Tsr-li in 
Beam Shield. 

ORNL: M-5225 76-12 18E€ PC AO3/MF AO1 


AR-1000 





ORNL-TM-5233 


ingrid: An intense Neutron Generator for Radiation- 
induced Damage Studies in the Ctr Materials Pro- 


ram. 

ORNL-TM-5233 76-12 18A PC A08/MF A01 
ORNL-TM-5237 

Linearized Gyro-Kinetic Equation. 

ORNL-TM-5237 76-14 201 PC AO3/MF AO1 


ORNL-TM-5238 
Monthly Progress Report for December 1975 for the 
Htgr Baroy | Studies for the Division of a 
Revi Nuclear Regulatory Commissio 
ORNL-TM-5238 76-13 181 PC A02/MF A01 
ORNL/TM-5239 
Use of Variational La amen for the Estimation of 
Neutron Detection Efficiency 
ORNL/TM-5239 76-15. 18K PC AOS/MF A01 
ORNL/TM-5240 
Quarterly Progress Report on Blowdown Heat 
Transfer Program for October--December 1975. 
ORNL/TM-5240 76-18 181 PC AO5S/MF A01 
ORNL-TM-5241 
Cross Sections for the “—. ~wJ and al(N.X gamma ) 
Reaction Between 1 and 20 
ORNL-TM-5241 76-14 oon PC A04/MF A011 
ORNL/TM-5246 


Coal Technology Program. Progress Report for 


December 1975. 

ORNL/TM-5246 76-14 7A PC A02/MF AO1 
ORNL/TM-5248 

Quarterly Progress Report on the Zirconium Metal- 


Water Oxidation Kinetics Program Sponsored by 
the Nrc Division of Reactor Safety Research for Oc- 
tober--December 1975. 

ORNL/TM-5248 76-18 181 PC AOQ3/MF A01 


ORNL/TM-5249 
Modification Number One to the Coupled 100N-21 


ge amma Cross Section Library for Epr Calculation. 
RNL/TM-5249 76-18 20H PC AO3/MF A0O1 


ORNL/TM-5254 


Seasonal Nutrient Dynamics of Foliage and Litterfall 
on Walker Branch Watershed, a Deciduous Forest 


Ecosystem. 

ORNL/TM-5254 76-21 2F PC AO7/MF A011 
ORNL/TM-5255 

Quarterly Progress Report on High-Temperature 

Gas-Cooled Reactor Safety Studies Sponsored by 

the Nrc Division of Reactor Safety Research for Oc- 

tober--December 1975. 

ORNL/TM-5255 76-18 181 PC AOQ2/MF AO1 
ORNL/TM-5256 


Measurement of Neutron Transmissions from 0.52 
Ev to 4.0 Kev Through Seven Samples of exp 238 U 


at 40 M. 
ORNL/TM-5256 76-18 20H PC AO06/MF A01 
ORNL/TM-5257 


Review of John W. Gofman'S Reports on Health 
Hazards from inhaled Plutonium. 
ORNL/TM-5257 76-16 6T PC AO2/MF AO1 


ORNL/TM-5258 


Evaluation of Two 


drograph Separation Methods 
of Potential Use in 


ional Water Quality Assess- 


ment. 

ORNL/TM-5258 76-25 8H PC AO6/MF AO1 
ORNL/TM-5259 

Letter Report for the en —_ 

t Program, September 

December 1, 1975. 

ORNL/TM-5259 76-15 18A PC A02/MF AO1 
ORNL/TM-5261 

Critical Evaluation of High On net Gas-Cooled 

Reactors — to | Convers 

ORNL/TM-5261 76-25 186i “PC AOS/MF A01 
ORNL/TM-5263 

Monthly ellen for Office of Nuclear Regulatory 

Research rams at Oak Ridge National Labora- 

tory. 

ORNL/TM-5263 76-15 181 PC AOQ2/MF A01 
ORNL/TM-5265 

Oak Ri Research Reactor Quarterly Report, July- 

-Septem 75. 

ORNL/TM-5265 76-22 18E PC AO03/MF AO1 
ORNL/TM-5266 


Caca-2: Revised Version of Caca-a Heavy isotope 
and Fission-Product Concentration Calculational 
Code for Experimental Irradiation Capsules. 

ORNL/TM-5266 76-18 18E A03/MF A01 


ORNL/TM-5268 


Monthly Progress Report for January 1976 for the 
Htgr Safety Studies for the Division of Systems 
Safety, U.S. Nuclear Regulatory Commission. 


ORNL/TM-5268 76-16 181 PC A02/MF AO1 
ORNL/TM-5269 

Lattice Displacement Calculations and Comparisons 

for Different Irradiation Facilities. 

ORNL/TM-5269 76-14 18K PC A02/MF AO1 
ORNL/TM-5270 

Enriched-Uranium Feed Costs for the High-Tem- 

perature Gas-Cooled Reactor: Trends and Com- 

parison with Other Reactor vonsepts 

ORNL/TM-5270 76-22 18J PC A03/MF A01 
ORNL/TM-5273 

Preliminary Fission Product Energy Release Mea- 

surements for Thermal Neutron Fission of exp 235 


ORNL/TM-5273 76-26 20H PC A03/MF A01 


ORNL/TM-5279 
Quarterly Progress Report on the Creepdown and 
Collapse of Zircaloy Fuel Cladding Program Spon- 


sored by the WNrc Division of Reactor Safety 
Research for October--December 1975 


ORNL/TM-5279 76-16 181 PC A02/MF AO1 
ORNL/TM-5280 

Suggestions for an Updated Fusion Power Program. 

ORNL/TM-5280 76-14 18A PC AO2/MF AO1 
ORNL/TM-5283 

industrial Thermal Insulation: An Assessment. 

ORNL/TM-5283 76-25 10A PC AOS/MF AO1 
ORNL/TM-5287 


Dissipative Trapped Electron Modes in the Presence 


of impurities. 
ORNL/TM-5287 76-26 20!1 PC A02/MF AO1 


ORNL/TM-5290 


Quarterly Progress Report on Fission Product 
Release from LWR Fuel, October--December 1976. 
ORNL/TM-5290 76-25 18G PC AO3/MF A011 


ORNL/TM-5293 


Mathematical Descriptions of a One- and Five-Year 
* Old Child for Use in Dosimetry Calculations. 
ORNL/TM-5293 76-25 6R PC AO6/MF AO1 


ORNL/TM-5294 


January 1976 Monthly Highlights for Office of 
Nuclear Regulatory Research Programs at Oak 
Ridge National Laboratory. 

ORNL/TM-5294 76-15 181 PC A0O3/MF A0O1 


ORNL/TM-5295 


Axmix Program for Cross Section Mixing and Libra- 
Arrangement. 


RNL/TM-5295 76-25 18F PC AO3/MF AO1 
ORNL/TM-5296 
AMP (Activity Manipulation Program). 
ORNL/TM-5296 76-25 18K PC AO2/MF A0O1 
ORNL/TM-5301 


Coal Technology Program Progress Report for 
January 1976. 


ORNL/TM-5301 76-21 7A PC A02/MF A01 
ORNL/TM-5302 
Cryogenic Power Transmission Technology: 


Cryogenic Dielectrics. a peetanty Report, Oc- 

tober 1, 1975--December 31, 

ORNL/TM-5302 76- 25 oC PC A03/MF A01 
ORNL/TM-5309 


Laboratory Services Series: An ag Outlet and 
Corded oo ig In /. Prog 
ORNL/T 6-16 13L> "PC A02/MF A0O1 


Ba tog 


Comparison Between Dispersed Nuclear Power 
Plants and a Nuclear Energy Center at a Hypotheti- 
Ah Site on Kentucky Lake, Tennessee. Volume |. 
ummary. 
ORNL/TM-5310 76-26 13B PC A02/MF AO1 
ORNL/TM-5311 
Comparison Between Dispersed Nuclear Power 
Piants and a Nuclear Energy Center at a Hypotheti- 
cal Site on Kentucky Lake, Tennessee. Volume Ii. 
Transmission of Power. 
ORNL/TM-5311 76-26 13B PC AOS/MF AO1 


ORNL/TM-5314 


Collisional Plasma Model: A_ Velocity-Space 
Orthogonal-Function Representation for the Dis- 
tribution Function of a Collisional Plasma. 

ORNL/TM-5314 76-26 201 PC A03/MF A0O1 


ORNL/TM-5315 


Techniques for Computing the Numerical Values of 
the Matrix Elements of the Collision Operator in the 
Collisional Plasma 


ORNL/TM-5315 76-26 201 PC A03/MF A01 
ORNL/TM-5316 

Kinetic Equations for the Collisional Plasma Model. 

ORNL/TM-5316 76-26 201 PC A03/MF A01 
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ORNL/TM-5320 
High Flux eatape Reactor Quarterly Report, July-- 


tember 1975. 
ORNL/TM-5320 76-25 18! PC A02/MF A0O1 


ORNL/TM-5321 
Coal ated Program Progress Report, Februa- 
1976. 
ORNL/TM-5321 76-25 7A PC A0O3/MF AO1 
ORNL/TM-5325 


Evaluation of Alternate Secondary (And Tertiary) 
Coolants for the Molten-Salt Breeder Reactor. 
76-26 18) PC A0S/MF A01 


ORNL/TM-5325 
ORNL/TM-5326 
me Shs, ogress Report for February 1976 for the 
4! Studies for the Division -? Syeane 
Safety, U.S. Nuclear ulatory Commiss 
ORNL/TM-5326 6-25 181 PC A02/MF A01 
ORNL/TM-5327 


Masters and Doctorate Theses issued as Laboratory 
Reports. 
ORNL/1 M-5327 76-25 5B PC AOS/MF A01 


ORNL/TM-5328 
Selected Studies in HTGR Reprocessing Develop- 
ment. 
ORNL/TM-5328 76-22 18) PC AOQS/MF A01 
ORNL/TM-5332 


HTCAP: A Fortran IV Program for Calculatin 
Coated-Particle Operating Temperatures in HFI 
Target Irradiation Experiments. 
ORNL/TM-5332 76-26 18) PC A04/MF A01 
ORNL/TM-5336 
Mathematical Model of a Phantom Developed for 
Use in Calculations of Radiation Dose to the Body 
and pty be internal Organs of a Japanese Adult. 
76-26 6R PC AO3/MF A0O1 
ORNL/TM-5337 
Radiation Insult to the Active Bone Marrow as Pre- 
dicted by a Method of Chords. 
ORNL/TM-5337 76-14 6R PC AO3/MF AO1 
ORNL/TM-5343 
Some Sensitivity Analyses of an Hourly Soil-Plant 


Water Relations Model. 
ORNL/TM-5343 76-26 2F PC AO4/MF AO1 


ORNL/TM-5345 
isotope papeetions Section Progress Report for 
Quarter E December 31, 1975. 
ORNL/TM- 54 76-22 188 PC AO02/MF AO1 
ORNL/TM-5358 


Laboratory Services Series a Safety Shower Test 

and Maintenance Program. 

ORNL/TM-5358 76-26 18F PC A0Q2/MF AO1 
ORNL/TM-5360 


sapenmery Services Series: The Utilization of Scien- 
tific Glassblowing in a National Research and 
ment Laboratory. 
ORNL/TM-5360 76-25 11B PC AO04/MF A01 
ORNL/TM-5366 


Temperature Screening Effect in Two-lon Species 
Pfirsch--Schiueter Transport. 
ORNL/TM-5366 76-25 201 PC AO2/MF AO1 


pe tig 5394 
Letter Report for the Superconducting M x1 
cman Program, December 1, 1975--Marc 


197 
ORNL/TM- 5394 76-26 9A PC AOQ2/MF A01 
ORNL/TM-5395 


Combined Effects of Displacement Damage and 
High Gas Content in Aluminum. 
ORNL/TM-5395 76-26 18) PC AO3/MF AO1 
cnangnem, 
ram for Development of Toroidal Supercon- 
du - ae for Fusion Research. 


1(REV.) 
76-25 18A PC AO5S/MF AO1 
ORNL/TM-5418 
EPR and TNS. 
ORNL/TM-5418 76-26 18A PC AO2/MF AO1 
ORNL-TM-5423 


Cross-Fiow Filtration in Physical-Chemical Treat- 
ment of Municipal Sewage E ts. 
ORNL-TM-5423 76-26 13B PC AO7/MF A01 


Cross-Fiow Filtration in fo saa Treat- 


ment of Municipal Sewage Effiuents. 
PB-253 443/6GI 76-17 138 PC AO7/MF A01 
ORNL/TM-5425 


Power Electron Cyclotron Heating in ISX and 
MAK pacese at ORNL. 
ORNL/TM-5425 76-26 18A PC AO3/MF A01 
ORNL/TM-5426 
Laboratory Services Series: A Lubrication Program. 


ORNL/TM-5426 76-26 11H PC AO3/MF A01 
ORNL/TM-5430 

— Technology Program Progress Report, March 

ORNL/T M-5430 76-26 10A PC AOQ3/MF AO1 
ORNL/TM-5438 


Effects of the Poloidal Variation of the Magnetic 
Field Ripple on Enhanced Heat Transport in 
Tokamaks. 

ORNL/TM-5438 76-26 18A PC AO03/MF AO1 


ORNL/TM-5443 


Calculated Limiting Critical Se of Plu- 
—— 4 Natural Uranium and Wate 
ORNL/TM-5443 76-26 18) PC A02/MF A01 


cudeenia 


High Flux Isotope Reactor Quarterly Report, Oc- 
tober, November, and December of 1975. 
ORNL/TM-5460 76-26 181 PC AO2/MF AO1 


ORNL/TM-5481 


Experimental Measurement of Electron Heat Dif- 
fusivity in a Tokamak. 
ORNL/TM-5481 76-26 18A PC AO2/MF AO1 


ORNL-TR-2832 
Development of a Method for Converting Raw 


Materiais with Heat from a High-Temperature 
— Reactor. Semiannual Report for 1ST Half of 
1 


ORNL-TR-2832 76-06 7A PC A03/MF AO1 
ORNL-TR-2845 

Civil Defense. 

ORNL-TR-2845 76-02 15C PC AO7/MF AO1 
ORNL-TR-2900 

Bim Ex een. February 26, 1969. 

ORNL 76-02 6R PC AO2/MF AO1 
ORNL-TR-2919 


Stress under Service Conditions and Estimated 

Fatigue Life of Blades in an Axial Flow Compressor. 

ORNL-TR-2919 76-11 13G PC AO2/MF A01 
ORNL-TR-2920 

Fatigue Strength of Coarse Grained Aluminum. 

ORNL-TR-2920 76-08 11F PC A02/MF A01 
ORNL-TR-2924 

Smorn-1: Thermoelectrically Generated Noise in 


Sheathed Thermocouples and in Other Low Level 
instrumentation Cab 


ORNL-TR-2924 76-09 148 PC A03/MF AO1 
ORNL-TR-2925 

Coal Tar Bases for Pesticide Production. 

ORNL-TR-2925 76-06 7A PC A02/MF A011 
ORNL-TR-2926 

industrial Importance of Xylenes. 

ORNL-TR-2926 76-06 7A PC A02/MF A01 
ORNL-TR-2927 

Phenanthrene as a Chemical Raw Material. 
ORNL: TR-2927 76-06 7A PC AOQ2/MF AO1 


ORNL-TR-2928(DR) 
Functional any yl = Neutral Oxygen Com- 
pounds of Primary Coal T 
ORNL-TR-2928(D R) 76-10 7D PC AOQ2/MF AO1 
ORNL-TR-2929 
Changes in Bacterial Periphyton During Phenol 
pea in Model Bodies of Water. 


L-TR-2929 76-10 6M PC A02/MF AO1 
ORNL-TR-2930 
Phenol Degradation in Artificial Bodies of Water 
Nid ~~ ir, 
RNL-T 76-11 6F PC A0Q2/MF A0O1 
ORNL-TR-2931(RD) 


Destruction of Vegetation on Dams of the Gorky 
droelectric Power Plant with Herbicides 
ORNL-TR-2931(RD) 76-11 6F PC AOQ2/MF A01 


ORNL-TR-2932 
New Know Concerning the Properties of Fly 


ledge 
Dust from Coking Plants. IV. Bituminous Coal Tar 
Distillation Plants 


ORNL-TR-2932 76-07 7A PC A02/MF AO1 
ORNL-TR-2933 

Biological Purification of Sp nt Phenolic Waters 

from the Hunedoara ay lant. 

ORNL-TR-2933 138 PC AOQ2/MF A01 
ORNL-TR-2934 


Effect of Phenol on the Hydrochemical Regime, 
Phytoplankton, and Plant Overgrowth in Artifi ial 


Bodies of Water. 
ORNL-TR-2934 76-10 6M PC AO4/MF AO1 


ORNL-TR-2935 
Pattern of Pheno! Degradation in the Voiga and Its 
Tributaries. 
ORNL-TR-2935 76-11 138 PC A02/MF A01 








ORNL-TR-2966(DR) 


ORNL-TR-2936(RD) 
Phenol Degradation by Bacteria in the Presence of 


infusoria. 
ORNL-TR-2936(R D) 76-10 6M PC AOQ2/MF A01 
om etn an 
ition of Phenol in Various M 
ORNL TR -2937 76-08 6M PCA A02/MF A01 
ORNL-TR-2940 


Thermal Analysis of the Systems KBF sub 4 --KF--B 


$7 O sub 3 and NaBF sub 4 --NaF--B sub 2 O 
sub 3. 
ORNL-TR-2940 76-08 7D PC A02/MF AO1 


ORNL-TR-2941 
Analytical Functions Representing Response Func- 


tions of Nai(Tl) Detector Systems to gamma “vy A 

ORNL-TR-2941 76-02 18D A03/M 
ORNL-TR-2942 

Gasenenten Cycles of the Atmosphere as Affected 

ORNL-TR-2942 76-08 13B PC A02/MF A01 
ORNL-TR-2943 


tere 6 sen Method for Polynuclear Hydrocarbons in 
ail Tar. 
ORNL-TR-2943 76-07 7C PC A02/MF AO1 
ORNL-TR-2944(0R) 
Chemical Composition and Methods for Purifying 
Phenolic Waste Waters Resulting from Rapid Ther- 
molysis of Lignites of the Iirsha--Borodino and 
Moscow R 
ORNL TR-2844(0R) 76-10 7A PC AQ2/MF AO1 
ORNL-TR-2945 
identification and Determination of 1,4-Benzoquin- 
one in Waste Waters from the Coal-Processing In- 
dustry. 
ORNL-TR-2945 76-08 7D PC A0Q2/MF A01 
ORNL-TR-2946(DR) 


Composition and Formation of 4-Alkyiresorcinols of 
Tar from the Semicoking of Oil Shale Kukersite. 
ORNL-TR-2946(0R) 6-10 7C PC A02/MF AO1 


ORNL-TR-2947 


Problem of Biological Purification of = Air under 
Conditions of Coke Ove 


n = Productio 
ORNL-TR-2947 76- 6F PC A02/MF AO1 
ORNL-TR-2955 


Cell Pt,H sub 2 (1 ATM)/HBr, Hg sub 2 Br sub 2 
(S)/Hg in Organic Solutions and Their Mixtures with 
Water. |. Pt.H sub 2 (1 rye Ethanol (X), H 


sub 2 0O(100-X), H wee eee 
ee Scot : 6-11 7D ee A0Q2/MF AO1 
ORNL-TR-2956 


Cell Pt, H sub 2 (1 ATM)/Hcl, Hg sub 2 Ci sub 2 
(S)/Hg in Organic Solutions and Their Mixtures with 
ater. 


ORNL-TR-2956 76-13 70 PC A02/MF A01 


ORNL-TR-2957(0R) 


Level of Chemical Substances in Farm Crops 
Grown on Soil saomes by Waste Waters from by- 


Product a 
ORNL-TR (OR). * 76-10 2D PC AO02/MF AO1 


ORNL-TR-2958(DR) 


Mercury in Chemical Products of Coking. 

ORNL-TR-2958(0R) 76-10 7D PC AO2/MF AO1 
ORNL-TR-2959 

Sanitary and Oncological Assessment of Agricul- 

tural Use of Sewage Containing Carcinogenic 

Hydrocarbons. 

ORNL-TR-2959 
ORNL-TR-2960 

Decontamination of Water ey aoe with Poly- 

cyclic Aromatic Hydrocarbons (Pah). |. Action of 

Chiorine and Ozone on Pah Dissolved in Doubly 

Distilled and in de-lonized Water. 

ORNL-TR-2960 76-10 138 PC A02/MF A01 
ORNL-TR-2961 

Decontamination of Water Contaminated with Poly- 

cyclic Aromatic Hydrocarbons (PAH). li. Action of 

Chlorine and Ozone on PAH Dissolved in Drinking 

and River Water. 

ORNL-TR-2961 76-11 138 PC AO02/MF A01 


ORNL-TR-2963 
Pollution of the Environment by Conventional 
Power Plants. 
ORNL-TR-2963 76-08 138 PC A02/MF AO1 
ORNL-TR-2965 
Determination of Nitrogen in Nitrated Oils by the 
Combustion Method. 
ORNL-TR-2965 76-06 7C PC AO2/MF AO1 
ORNL-TR-2966(DR) 
Kinetics of Photo-induced Degradation of Pyrene. 
ORNL-TR-2966(DR) 76-10 7E PC A02/MF A01 


76-10 2D PC A02/MF AO1 
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ORNL-TR-2967 


Mechanism of Corrosion Cracking of Low-Carbon 
and Low-Alloy Steels in an Alkaline Medium 
ORNL-TR-2967 76-08 11F PC A02/MF AO1 


ORNL-TR-2970 
implementation of the at Karl System Rsyst on the 


IBM 370/168 of the Gfk risruhe. 
ORNL-TR-2970 98 PC AO3/MF A011 
ORNL-TR-2973 


Toxicological Study of Some Substances Generally 
Present in Coking Plant Effiuents. 


ORNL-TR-2973 76-12 6T PC AOQ2/MF AO1 
ORNL-TR-2975 

Tolerance Levels for Toxic Substances in Drinking 

Water 

ORNL-TR-2975 76-11 6T PC AQ2/MF AO1 
ORNL-TR-2976 

Atomic Power Stations as a Source of 14C 

ene. 

ORNL-TR-2976 76-03 8H PC AO2/MF A011 


ORNL-TR-2977 
Loading of Atmospheric Air with Carcinogenic Poly- 
cyclic Aromatic Hydrocarbons from Petroleum 


Processing Installations. 
ORNL-TR-2977 76-10 13B PC AQ2/MF A0O1 
ORNL-TR-2978 


Effect of Power Plant Emissions on Chemical Com- 


position of Dust Fallout. 
ORNL-TR-2978 76-10 13B PC AOQ2/MF AO1 
ORNL-TR-2982 


Liquidation of Thermal Electric Power Station 
Waste Waters: Actual Technical Problems (in Order 
of Formulation of the Question). 

ORNL-TR-2982 76-11 13B PC AQ2/MF A01 


ORNL-TR-2983 


Microbial pagretetee of Phenols in the Purification 
of Phenolic Waste Waters with Activated Sludge. 
ORNL-TR-2983 76-07 7A PC AQ2/MF AO1 


ORNL-TR-2964 


Gravimetric Determination of Tars and Oils in Waste 
Waters from the by-Product Coke Industry. 
ORNL-TR-2984 76-10 7C PC AO2/MF A011 


ORNL-TR-2986 


Dam to Vegetation and Food Caused by Emis- 
sions from Conventional Power Stations. 
ORNL-TR-2986 6F PC A0Q2/MF AO1 


ORNL-TR-2991 

Studies on Japanese Corbicula. 

ORNL-TR-2991 76-10 6C PC AQ2/MF A0O1 
ORNL-TR-2992 


Ecology and Morphological Study of Korean Cor- 


bicula. 
ORNL-TR-2992 76-10 6C PC AQ2/MF AO1 
ORNL-TR-2993 


Ecology and Morphological Study of Korean Cor- 
bicula. Part 5. Distribution, Ecology, and Shell 
of the Taiwan Shimimi Corbicula Fluminea 


Muller). 
RNL-TR-2993 76-10 6C PC AO2/MF A01 
ORNL-TR-2995 
Characteristics of the Toxic Action of Propy! Phenol 
isomers and Their Safe Levels in Water Bodies. 
ORNL-TR-2995 76-14 6T PC AOQ2/MF AO1 


ORNL-TR-2996 
Numerical Analysis of the Magnetic Field of an Al- 
ternator by — Elements and Nonlinear Point 
-Relaxation. 
ORNL-TR- 2996 76-13 10B PC A02/MF AO1 
ORNL-TR-2997 
Prediction of the Suitability of Coal for Long 


Storage. 
ORNL -TR-2997 76-08 21D PC A0Q2/MF AO1 


ORNL-TR-2999 
Electrolytic Techniques in the Purex Process. 
ORNL-TR-2999 76-14 18) PC AOS/MF A01 
ORNL-TR-4000 
Synchrotron Study of Escaping Electrons in 
Tokamak TM-3. 
ORNL-TR-4000 76-02 20! PC AO02/MF A01 
ORNL-TR-4001 


Loadi of Plug-in Copper Contacts with High 
Direct Currents. . 


ORNL-TR-4001 76-02 18A PC A02/MF A01 
ORNL-TR-4002 
Gasification of Coal with Nuclear Process Heat. 
Feasibility and Technico-Economic Prospects of 
— Gasification with Nuclear Heat from High-Tem- 
ature Reactors 
ORNL- TR-4002 76-05 18E PC AO06/MF AO) 
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ORNL-TR-4003 


eenane in Operation of Phenix with Regard to 
Shield 


ORNL-T -4003 76-02 181 PC A02/MF AO1 
ORNL-TR-4004 

One Year of Phenix Operation. 

ORNL-TR-4004 76-13 18E PC AO2/MF A01 
ORNL-TR-4006 

Superconducting Carbon Fiber. 

ORNL-TR-4006 76-02 11E PC AOQ2/MF A01 
ORNL-TR-4007 

Program Dis. 

ORNL-TR-4007 76-08 18F PC A04/MF AO1 
ORNL-TR-4009 

Energy Balance of the Dragon Fly Larvae, Aeshna 

Grandis L. 

ORNL-TR-4009 76-10 6C PC AO02/MF AO1 
ORNL-TR-4011 

Formation =, ener Bands in Rolled Copper 

Single Crystal 

ORNL- TRea011 76-10 11F PC A02/MF AO1 
ORNL-TR-4014 


Gaseous and Liquid Fuels from Coal. Gas, Tar, and 
Oil Production by Devolatilization of Power Plant 
Coal: Lurgi Ruhrgas Process 

ORNL-TR-4014 76-10 7A PC A02/MF A01 


ORNL-TR-4015 


Reliability Analysis of Fatigue Lives of Machines 
and Structures under Service Loads (lii). 
ORNL-TR-4015 76-11 131 PC AO2/MF A01 


ORNL-TR-4016 
Yield Surfaces after Various Types of Preloading. 
Part 1. History and Present Status of Its Develop- 
ment. 
ORNL-TR-4016 76-10 11F PC AOQ2/MF AO1 
ORNL-TR-4017 
Method of Attenuation of the Geomagnetic Field. 
ORNL-TR-4017 76-10 9A PC A02/MF AO1 
ORNL-TR-4019(DR) 
Fast Adiabatic Neutron Spin Flip. 
ORNL-TR-4019(0R) 76-08 20H PC AO2/MF A01 
ORNL-TR-4020 


Optimization of a Storage Variant of Equipment for 
Measuring the Storage Variant of the Electrical 
Dipole Moment of a Neutron Using Ultracoid 


Neutrons. 
ORNL-TR-4020 76-08 20H PC A02/MF A01 
ORNL-TR-4021 


Effects of Heat Treatment and Creep Strain on the 

Hardening Behavior of Stee! X 8 a 16 16 in 

the Tension Test at Room Temperatu 

ORNL-TR-4021 76-10 11F PC A02/MF A01 
ORNL-TR-4024 

Formation of Ammonia in Electrolysis of Nitric Acid. 

ORNL-TR-4024 76-10 7D PC A02/MF A01 
ORNL-TR-4026 


Film Condensation on Surface with Fine —— 
tions, with Consideration of Surface Ten 


ORNL-TR-4026 76-11 7D PC A02/MF A01 
ORNL-TR-4027 

Role of impurities in Anomalous Resistance of 

Plasma. 

ORNL-TR-4027 76-12 20! PC AQ2/MF A01 
ORNL-TR-4028 

Helical instability of a Plasma Column. 

ORNL-TR-4028 76-05 201 PC AOQ2/MF A01 
ORNL-TR-4029 

Calculation Results on Dynamics of Helical Mhd: In- 

stability. 

ORNL-TR-4029 76-09 20! PC AOQ2/MF A01 
ORNL-TR-4030 


Development of a Helical Mhd Instability. 
ORNL-TR-4030 76-12 201 PC AQ2/MF A01 


ORNL-TR-4031 


Findings from Newly Discovered Prehistoric Mining 
or at the Ender Settling Works in Saizberg bei 
tt 


ORNL-TR-4031 76-21 81 PC AO2/MF AO1 
ORNL-TR-4032 

Mining Operations of 2700 Years Ago. 

ORNL-TR-4032 76-21 81 PC A02/MF A01 


ORNL-TR-4033 


High-Temperature Unstabilized Austenitic Steel 
X6CRNI1811 for Sodium-Cooled Reactor Vessels, 
Subm Arc Welding. 

ORNL-TR-4033 76-09 18E PC A0Q3/MF AO1 


ORNL-TR-4035 


Measuement of Multiplicity of Fission Neutrons 
Using a Large-Volume Scintillator Containing 
Gadolinium. 


ORNL-TR-4035 76-08 18D PC A02/MF AO1 
ORNL-TR-4036 

by Extraction from Aqueous Hno sub 3 Solution 

uaternary Ammonium Hyamine-1 
NL-TR-4036 76-08 7D PC A02/MF AO1 

onm-T9-4037 

Microbio on Cageataion of Phenol Compounds. 

ORNL-TR- 13 7A PC AO2/MF AO1 
ORNL-TR-4038 

Factors wore Be the Creep Rupture Strength of 

Stee! X6CrN 

ORNL-TR-4038 + e11 11F PC AO2/MF AO1 
ORNL-TR-4039(DR) 


Chemical Separation of Nielsbohrium as Ekatan- 

talum in the Form of Anhydrous Bromide. li. Experi- 

ments with Spontaneously Fissioning Nielsbohrium 

isotopes. 

ORNL-TR-4039(DR) 76-08 7E PC A02/MF A01 
ORNL-TR-4040 

Experiments on Chemical identification of Spon- 

taneously Fissionable Isot of Element 105. 

ORNL-TR-4040 7 20H PC AO02/MF A01 
ORNL-TR-4041 


Guideline for Certification of Technical Knowledge 
of Nuclear Power Plant Personnel. 


ORNL-TR-4041 76-08 18E PC AO2/iF AO1 
ORNL-TR-4042(DRAFT) 
900- and 1350-Mw Sections: MAReliability of 


Prestressed Concrete Enclosures. 
ORNL: -TR-4042(DRAFT) 
76-18 18) PC AOQ2/MF A01 
ORNL-TR-4043 


Creep-Rupture Properties of ala Used as 
pean Component in 
R 


NL-TR-4043 76-09 Tie PC A02/MF A01 

ORNL-TR-4044 

New Excavations in the Prehistoric Salt Mine of the 

Salt it Near Hallstatt in Upper Austria. 

ORNL-TR-4044 76-13 5F PC AO2/MF AO1 
ORNL-TR-4045 

Mining in the Hallstatt Salt Mine. 

ORNL-TR-4045 76-12 81 PC AO2/MF A01 
ORNL-TR-4046 


Experimental Study of the Nernst--Einstein Rela- 
tion: wee in FeO. 
ORNL-TR-4046 76-13 20L PC AO2/MF A01 


ORNL-TR-4047 


New Method for Local Measurement of the Effective 
Charge and the lon Density in a Tokamak. 
ORNL-TR-4047 76-12 201 PC A02/MF A01 


ORNL-TR-4050 


Kinetics of Decomposition of Polysilicic Acid (H sub 
2 SiO ~~ 3 )/sub x/ in Water Solution. 
ORNL-TR 76-14 7D PC A0Q2/MF A01 


ORNL-TR-4051 
ne any ee and Depolymerization of Sticte Acid 
Differen 


t Conditions. 
ORNL-TR-4051 76- 7C PC AO02/MF A01 
ORNL-TR-4052 


Seestonst Spectrum of a Disordered Diatomic 


ORNL-TR-4052 76-22 20L PC AOQ2/MF A01 
ORNL-TR-4053 


Radiation Genetic Effects of Electron Vacuum 
Tubes of a Radar Station. 


ORNL-TR-4053 76-11 6J PC A02/MF A0O1 
ORNL-TR-4054 

agers: Salt Mining at the Ouerrnberg Near Hal- 

ORNL-TR-4054 76-14 81 PC A06/MF A01 
ORNL-TR-4055 , 

Old and New Findings from Hallstatt. 

ORNL-TR-4055 76-21 SF PC A03/MF A01 
ORNL-TR-4056 

Old Celtic Mine in Hallstatt Salt ney 

ORNL-TR-4056 76-12 PC A02/MF A01 
ORNL-TR-4057 


Prehistoric Salt Mine on the Hallstatt Salt Forma- 
tion. 
ORNL-TR-4057 76-14 81 PC AO2/MF AO1 


ORNL-TR-4058 

Details of the Philips 7 mental H 

ORNL-TR-4058 13. 13A "PC “A02/MF AO1 
ORNL-TR-4059 


Statistical Models in Turbulence Theory. 
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ORNL-TR-4059 76-13 201 PC A02/MF A01 
ORNL-TR-4060 

Equipment for Area Monitoring: Construction, Mode 

of Operation, Use 

ORNL-TR-4060 76-12 15C PC AQ2/MF AQ1 
ORNL-TR-4062 

Structural Relations of Some important Metal 

Nitrides. 

ORNL TR-4062 76-14 208 PC A02/MF AO1 
ORNL-TR-4064 

Polar Profile of 52 exp 0 Sectors. 

ORNL-TR-4064 76-11 20G PC AQ3/MF AO1 
ORNL-TR-4065 

General Study of Trim Coils of Magnets in Ganil 

Sectors. 

ORNL-TR-4065 76-12 20G PC A0Q2/MF A01 
ORNL-TR-4068 

Salt Deposits and Salt Mining in Former Poland. 

ORNL-TR-4068 76-13 81 PC A02/MF AO1 
ORNL-TR-4070 


Magnetic Cylindrical Lenses with Corrected image 


Error. 
ORNL-TR-4070 76-13 20G PC AO2/MF AO1 
ORNL-TR-4071 


Second-Order Directional Focusing of Charged Par- 
ticles in Magnetic Fields. 


ORNL-TR-4071 76-13 20G PC A02/MF A01 
ORNL-TR-4072 

New Mass Spectrograph. 

ORNL-TR-4072 76-13 14B PC A02/MF A01 
ORNL-TR-4073 


Method for Making SiC Coatings on Fissile or Fer- 

tile Materials by Pyrolysis of Silico-Organic Com- 

pounds. 

ORNL-TR-4073 76-13 11C PC AO2/MF AO1 
ORNL-TR-4075 

Use of the Periodic Deceleration System for Excit- 

ing Plasma Waves at Frequencies Near the Lower 

ORNL-TR-4075 76-15 20! PC AO2/MF AO1 
ORNL-TR-4077 

Scintillation gamma Spectrometry with a Stilbene 


J 
ORNL-TR-4077 


76-18 18D PC AO02/MF AO1 
ORNL-TR-4078 
Resonance Microwave Breakdown in a Toroidal 
Magnetic Field. 
ORNL-TR-4078 76-15 20! PC AO2/MF A01 
ORNL-TR-4079 
Microwave Heating of Plasma. 
ORNL-TR-4079 76-26 201 PC AO3/MF A011 
ORNL-TR-4080 


Plasma Heating in the TM-3 Tokamak at Electron- 

Cyclotron Resonance with Magnetic Fields Up to 25 

ORNL-TR-4080 76-16 201 PC A02/MF AO1 
ORNL-TR-4082 


Thermodynamic Functions for Complex Formation 
and tonic Radii. lii. Statistical-Thermodynamic Anal- 
ysis of the Complex-Formation Constants in Aque- 


ous Solutions. 
ORNL-TR-4082 76-14 7D PC AO2/MF AO1 
ORNL-TR-4083 


Development of Mass Flow Measuring Methods for 


U Two-Phase Streams. 

ORNL-TR-4083 76-26 181 PC A02/MF AO1 
ORNL-TR-4084 

Constants of Formation of Complex lodides of Pal- 

—— 

ORNL-TR-4084 76-14 7D PC AOQ2/MF AO1 
ORNL-TR-4087 


Magnetic Measurements Made at Oak Ridge on the 
Css net Model, 0.15 Scale. 
ORNL-TR-4087 76-18 20G PC AO3/MF A01 


ORNL-TR-4088 
Loss of Neutrals to the Wall Due to Charge 
Exc During Neutral Beam injection into a To- 
roidal a. 
ORNL-TR-4088 76-15 201 PC A02/MF A01 
ORNL-TR-4089 
Phase Composition of Nitrided Ferrochromium. 
ORNL-TR-4089 76-21 11F PC AO02/MF AO1 
ORNL-TR-4098 
Equipment for M 
Free Nonsubmerged Liquid Metal Jet 
ORNL-TR-4098 76-15 201 PC A02/MF A0O1 


s he wd zi 


ic Studies of 





ORNL-TR-4099 


Compilation of Detailed Accident Prevention Regu- 
lations of the Employers’ Liability insurance As- 
sociations: Noise. 


ORNL-TR-4099 76-14 6J PC AO2/MF AO1 
ORNL-TR-4102 

Fires and Explosions ir Silo Installations of the 

Wood industry. 

ORNL-TR-4102 76-26 11L PC AO2/MF A01 
ORNL-TR-4104 


Effects of a Uniform yy Field on Blood. 
ORNL-TR-4104 6-14 6S PC A02/MF A01 


ORNL-TR-4105 
Implementing Regulations and ilustrations, 
December 1974 for Accident-Prevention Regulation: 
ORNL-TR-4105 76-14 6) PC A02/MF A01 
ORNL-TR-4106 


Explosiveness of Certain Commercial Food Dusts. 
ORNL-TR-4106 76-22 19D PC A02/MF AO1 


ORNL-TR-4107 


Chlorine Gas Processing of Oxide Nuclear Fuel Par- 


ticles Containing Thorium. 
ORNL-TR-4107 76-22 18) PC AO2/MF AO1 


ORNL-TR-4115 
Effects of Sulfur Dioxide on Stomatic Movements in 


Plants. 
ORNL-TR-4115 76-26 6C PC AOQ2/MF AO1 
ORNL-TR-4116 


Detection of Photochemical Air Pollution by Biolog- 
ical Indicators in the Federal Republic of Germany. 
ORNL-TR-4116 76-26 PC A02/MF A0O1 


ORNL-TR-4117 


Comparative Electron-Microscope Studies of the 
Fine Structure of Chloroplasts of Pine Varieties in 
industrial Areas Along the on and Upper Silesia. 

ORNL-TR-4117 76-26 pe Aga/MF AO1 


ORNL-TR-4125 


Determination of Polycyclic Aromatic Hydrocarbons 
in Foods. 3. 3,4- cere | in Vegetables. 
ORNL-TR-4125 76-26 6H PC AO2/MF AO1 


ORNL-TR-4127 
Optical Microscopy of Cell Organelies in Shooting 


Rice Callus Tissue. 
ORNL-TR-4127 6C PC A0O2/MF AO1 
ORNL-TR-4128 


Histology of Aseptic Callus Tissues Derived from 


ice Em , 
ORNL-TR-4128 76-22 6C PC A02/MF A01 
ORNL-TR-4133 
Distribution Coefficient for U and Pu in the System 


76-21 


UPu)C + (UPu) sub 2 C sub 3. 
RANL-TR-4133 76-22 18) PC A0Q2/MF A01 
ORNL-TR-4135 
Chromium Electroplating. 
ORNL-TR-4135 76-22 11C PC A0Q2/MF AO1 
ORNL-TR-4136 


Apparatus for Ultrasonic Visualization in Sodium 
(VISUS) and Acoustic Detection in the Phenix Reac- 


tor. 
ORNL-TR-4136 


76-25 181 PC AQ2/MF A01 
ORNL-TR-4138 
Nondestructive voy pegeneee. 
ORNL-TR-4138 148 PC A02/MF A01 
ORNL-TR-4139 


Radiation Testing of Thick-Wall Objects Using a 
Linear Accelerator or CO-60. 
ORNL-TR-4139 76-26 20G PC A02/MF A01 


ORNL-TR-4140 
a of Austenitic Cladding on Sound Propaga- 


ORNL- TR-4140 76-26 18) PC A02/MF A01 
ORNL-TR-4158 

Description of DANCOFF JR. Program. 

ORNL-TR-4158 76-26 18K PC A03/MF A01 
ORNL-UR-123 


Decentralization of Employment During the 1969-- 
ss Business Cycle: The National and Regional 


ORNL-UR-123 76-08 5i PC AO3/MF AO1 

ORNL-UR-124 

a and Metropolitan Growth, 1970--73: A 
riefing. 

ORNL-UR-124 76-06 5K PC A02/MF AO1 

ORNL-UR-125 


Analysis of the Social Effects of Urban Renewal: A 


National Perspective 
ORNL-UR-125 76-10 5K PC AQ4/MF AO1 








ORNL-5002 


ORNL-UR-126 

Economic Opportunity, Education, and interstate 
Migration. 

ORNL-UR-126 76-06 5K PC A02/MF AO1 
ORNL-4045 


Orni isotopic Power ae Seatety Report for 


Period Ending September 30 
ORNL-4045 76-02 1eN PC AQ2/MF AO1 


ORNL-4131 
Ornit Isotopic Power Fuels Quarterly Report for 
Period Ending March 31, 1967. 
ORNL-4131 76-02 18N PC AOQ3/MF AO1 
ORNL-4174 
Ornt isotopic Power Fuels Quarterly Report for 
7 


Period a June 30, 1967. 
ORNL-4174 76-02 18N PC E02/MF E01 
ORNL-4237 


Orni isotopic Power Fuels Quarterly Report for 

Period Ending December 31, 1967. 

ORNL-4237 76-02 18N PC AO3/MF A01 
ORNL-4285 

Orni Isotopic Power Fuels Quarterly Report for 


Period Ending March 31, 1968. 
ORNL-4285 76-02 18N PC AOQ3/MF A01 


ORNL-4363 
Orni Isotopic Power Fuels aig Report for 
Period Ending September 30, 1968. 
ORNL-4363 
ORNL-4388 
Orni isotopic Power Fuels Quarterly Report for 
Period Ending December 31, 1968. 
ORNL-4388 76-02 18N PC AO3/MF AO1 
ORNL-4778(REV.) 
Kwic Index for Numerical Aigebra. 
ORNL-4778(REV.) 76-10 12A 
ORNL-4865 
Fission Product Behavior in the Molten Salt Reactor 


Experiment. 
ORNL-4865 76-13 18€ PC AO7/MF A01 


ORNL-4869 


SPAR, A FORTRAN Program for Computing 
Stopping Powers and Ranges for Muons, Charged 
Pions, Protons, and Heavy Ions. 


76-02 18N PC AQ3/MF A01 


PC A99/MF AO1 


PB-247 070/6GI 76-04 20H PC AOQ3/MF A01 
ORNL-4888 

Strategic Considerations in Planning a Coun- 

terevacuation. 

ORNL-4888 76-11 6R PC AO6/MF AO1 
ORNL-4919 


Effects of Nuclear Electromagnetic Pulse “me. “" 
Sans wo Stability of the Electric Power S 
76-09 9E PC A05/ Adi 
oom 


Material Transport Les gaa Porous Media: A Finite- 
Element Galerkin Mode 
ORNL-4928 


76-18 13B PC A10/MF A01 
ORNL-4938 
Keno IV: An improved Monte Carlo Criticality Pro- 
ram. 
SRNL-4938 76-09 18K PC A10/MF A01 
ORNL-4955 


Evaluation for Endf/B-iV of the Neutron Cross Sec- 
tions for exp 235 U from 82 Ev to 25 Kev. 
ORNL-4955 76-26 20H PC A03/MF AO1 


ORNL-4975 


Gas-Cooled Reactor Programs Annual Progress Re- 
gon for ae Ending December 31, 1973. 
18) PC A14/MF AO1 


RNL-497 76-25 
ORNL-4988 
aeey Charge Calculations in the Nuclear Fuel 
cle. 
ORNL-4988 76-02 18) PC A12/MF A0Q1 
ORNL-4992 


Methodology for Calculating Radiation Doses from 
Radioactivity Released to the Environment. 
ORNL-4992 76-25 6R PC A22/MF A01 


ORNL-4995 


Assessment of Industrial Energy Options Based on 
oon ae Nuclear Systems. 
76-02 10A PC A15/MF A01 


oumaiien 
Tabulation of Dose Equivalent Per Microcurie-Day 
for Source and Target Organs of an Adult for Vari- 


ous Radionuclides. 

ORNL-5000(PT.2) 76-09 6R PC A19/MF AO1 
ORNL-5002 
Radionuclides in 


76-09 8H PC A11/MF A01 


Bioaccumulation Factors for 
Freshwater Biota. 
ORNL-5002 


AR-1003 





ORNL-5011 


Molten-Salt Reactor Program. -o. Progress 
~ oe for Period Ending August 31, 1974 
ORNL-5011 76-05 18€ PC AO7/MF A01 


ORNL-5021 


Theoretical and Experimental Stress Analyses of 
- Ornt Thin-Shell Cylinder- ed Model 2. 
ORNL-5021 76-08 18! PC A0S/MF A01 


ORNL-5024 


Assessment of the Environmental impact of Alterna- 


tive ——- Sources. 
ORNL- 76-09 


ORNL-S026 
Coal Technology eS Quarterly Progress Re- 
port No. 1 for the Ending December 31, 


76-06 7A PC A06/MF AO1 


13B PC AO7/MF A01 


1974. 
ORNL-5026 
ORNL-5030 


Energy Division Annual Progress Report for Period 
Ending December 31, 1974. 
ORNL-5030 76-06 


ORNL-5035 
wa os A Computer ey _ the Analysis of 


10A PC A08/MF A01 


Fla Joints with Ring-Type Gaskets. 
ORNL-5035 6-14 18! PC AO7/MF AO1 
ORNL-5039 
oe Shelter Construction and Occupancy Ex- 
ORNL- 5039 76-15 18F PC AOS/MF AO1 
ORNL-5041 


Survival of the Relocated Population of the US. 
After a Nuclear Attack. 
AD-A026 362/4GI 


ORNL-5044(V.2) 

Stress Analyses of Flat Plates with Attached Noz- 

zies. Vol. 2: Experimental Stress Analyses of a Flat 

Pilate with One Nozzie Attached. 

ORNL -5044(V.2) 76-10 20K PC AO6/MF A01 
ORNL-5044(V.3) 

Stress Analyses of Fiat Plates with Attached Noz- 

zies. Vol. 3. Experimental Stress Analyses of a Flat 

Piate with Two Closely Spaced Nozzies of Equal 

Diameter Attached. 

ORNL-5044(V 3) 
ORNL-5046 

Health Physics Division — Progress Report for 

Period Ending June 30, 1975 

ORNL -5046 76-13 6R PC A14/MF AO1 
ORNL-5047 

Molten-Salt Reactor Program Semiannual Progress 

Report for Period Ending February 28, 1975 

ORNL-5047 76-05 18E PC AaerMe AO1 
ORNL-5049 

Coa! Technology Program Quarterly Progress Re- 

port No. 2 for the Period —s March 31, 1975. 

ORNL-5049 76-12 7A PC AO04/MF AO1 
ORNL-5050 

Chemical Technology Division —— Progress Re- 

port for Period Ending March 31, 

ORNL-5050 76-08 7E PC A06/MF AO1 
ORNL-5051 

Hot-Pressing Study on cg Se ioe an ee 

Nitride for Advanced Reactor F 

ORNL-5051 76-13 18) PC A04/MF A01 
ORNL-5053 

Thermonuciear Division Annual eg tiaet Report for 

Period Ending December 31, 1974 

ORNL-5053 76-02 18A PC A06/MF A01 
ORNL-5055 

Applied Health Ph 

for 1974. Progress 

ORNL-5055 
ORNL-5056 

Anaerobic Mechanisms for the Degradation of Cel- 

lulose. 

ORNL-5056 
ORNL-5059 

Test of 6-inch-Thick Pressure Vessels. Series 2. In- 

termediate Test Vessels V-3, V-4, and V-6. 

ORNL-5059 76-11 18E PC A12/MF A01 
ORNL-5060 

Models for Caiculating the Effects of Isotopic 

weer 5 Radioactive Decay, and of Recycle in 

lodine from Gas and Liquid Streams. 
ORNL. 1 5080 76-05 18G PC A03/MF AO1 


76-18 15C PC A10/MF A01 


76-13 181 PC A17/MF AO1 


cs and Safety Annual Report 
1974. 
6R PC A04/MF A01 


76-08 7A PC A03/MF A01 


ORNL-5062 


Venture: A Code Block for Solving Multigroup 
Neutronics Problems Applying the Finite-Difference 
Diffusion-Theory Approximation to Neutron Trans- 
port. 


AR-1004 





ORNL-5062 76-09 18K PC A13/MF A01 
ORNL-5063 

Electromagnetic Ultrasonic Transducer. 

ORNL-5063 76-09 9A PC AO3/MF AO1 
ORNL-5064 


Electromagnetic Transducer for Generation and De- 
tection of Both Longitudinal and Transverse UI- 


trasonic Waves. 
ORNL-5064 76-10 9A PC AOQ2/MF A0O1 
ORNL-5065 


Theory and Numerical Calculation of the Acoustic 

Field Exerted by Eddy-Current Forces. 

ORNL-5065 76-13 148 PC AO6/MF A0O1 
ORNL-5069 

Coal pe nay J Program. Annual Interim Report 

for Fiscal Year Ending June a 1975. 

ORNL-5069 76-11 
ORNL-5070 

Noise Radiation from Natural-Draft Cooling Towers 

for Nuclear Power Plants. 


7A PC AO6/MF A01 


ORNL-5070 76-10 181 PC AQ3/MF AO1 
ORNL-5071 

Evaluation of Radiological Exposure from 

Plowshare Applications, 1967--1975. 

ORNL-5071 76-05 8H PC AO3/MF A01 


ORNL-5072 


Biology Division Annual Progress Report for Period 
Ending June 30, 1975. 


ORNL-5072 76-11 6R PC A10/MF AO1 
ORNL-5077 

Scaling Relations for Eddy Current Phenomena. 

ORNL-5077 76-10 18A PC AO3/MF AO1 
ORNL-5078 


Molten-Salt Reactor Program. 104 Progress 
Report for Period wae & ous 


ORNL-5078 BE "pc A08/MF Aol 
ORNL-5079 

Thermal and Electrical Mm er gy of Aluminum. 

ORNL-5079 6-10 11F PC A0Q2/MF A01 
ORNL-5080 


Twin Boundary Cavitation in Aged Type 304 Stain- 
less Steel. 
ORNL-5080 76-10 


ORNL-5062 


Controlled Thermonuciear Materials Technology 
Program. Annual Progress Report for Period Ending 


June 30, 1975. 
76-05 118A PC AOS/MF AO1 


11F PC AO3/MF AO1 


ORNL-5082 
ORNL-5083 


Simtran |: A Computer Code for the Simultaneous 
Calculation of Oxygen Distributions and Tempera- 
ture Profiles in Zircaloy During Exposure to High- 
Temperature Oxidizing Environments. 

ORNL-5083 76-12 181 PC AOQ7/MF A01 

ORNL-5084 

Transuranium Processing Plant Semiannual Report 
of Production, Status, and Plans for Period Ending 


June 30, 1975. 
ORNL-5084 76-22 18B PC AO3/MF AO1 
ORNL-5086 


Use of instrumented —— 9g Tests to Determine 
Onset of a: — 


ORNL- yf PC AG2/MF A0t 
ORNL-5088 

investigation of Alloying Effects in Aluminum 

Di n Strengthened with al sub 2 O sub3. 

ORNL-5088 76-08 11F PC A06/MF A01 
ORNL-5089 


Metals and Ceramics Division Materials Science An- 

~~ Progress Report for Period Ending June 30, 

ORNL-5089 76-05 11F PC A04/MF AO1 
ORNL-5090 

Head-End Reprocessing Studies with Irradiated 

Htor-T Fuels. tii. Studies with Rte-7: Triso UC 


sub 2 -Triso Thc sub 2. 
ORNL-5090 76-11 18) PC A04/MF A01 
ORNL-5093 


Coal Technology Program Quarterly Progress Re- 
rt for the Period =e: September 30, 1975. 
RNL-5093 13 7A PC AO4/MF A01 


ORNL-5100 


Analytical Chemistry Division Annual Progress Re- 
port for Period Ending November 30, 1975. 
ORNL-5100 76-25 14B PC AO6/MF A01 


ORNL-5101 


Neutron Physics Division Progress Report for 
Period Ending October 31, 1975. 
ORNL-5101 76-16 18E PC AO6/MF A01 


ORNL-5102 

Zirconium Metal-Water Oxidation Kinetics. |. Ther- 

mometry. 

ORNL-5102 76-16 181 PC AOQ4/MF AO1 
ORNL-5109 

Yo Tailings Bibliography. 

ORNL-5109 76-12 18) PC AOS/MF A01 
ORNL-5110 

Final Report on Pcrv Thermal Cylinder Axial Tendon 

Failures. 

ORNL-5110 76-13 181 PC AOQ2/MF A01 
ORNL-5111 


Chemistry Division Annual Progress Report for 
Period Ending November 1, 1975. 
ORNL-5111 76-18 7D PC A08/MF A01 
ORNL-5113 
Bibliography of the Literature of A Health Physics 
Division aaa Calendar Year 1975 


ORNL-5113 76-25 6R PC A13/MF AO1 
ORNL-5114 

Nuclear — Data for Selected Radionuclides. 

ORNL-5114 76-18 20H PC AO4/MF AO1 
ORNL-5116 

interface Stability During the Oxidation of Binary Al- 

ObniL-5116 76-25 11F PC AQ3/MF AO1 
ORNL-5120 


Coal Technology Program Quarterly Progress Re- 
port for the Period Ending December 31, 1975. 
ORNL-5120 76-21 7A PC AOS/MF A01 
ORNL-5124 
. Energy Division Annual Progress Report for Period 
Ending December 31, 1975. 
ORNL-5124 76-25 10A PC A11/MF AO1 
ORNL-5126 


Postirradiation Examination of Peach Bottom HTGR 
Driver Fuel Element E06-01. 


ORNL-5126 76-25 18) PC AOS/MF A01 
ORNL-5129 

Reactions of Atmospheric Vapors with Lunar Soil. 

ORNL-5129 76-18 3B PC AOS/MF A01 
ORNL-5138 


OR-TEP-2: A Fortran Thermal-Ellipsoid Plot Pro- 
= for —_— Structure Illustrations. 
RNL-5138 76-25 208 PC A07/MF A01 
ORNL-5154 
Thermonuclear Division “_ May Report for 
Period Ending a aS 


ORNL-5154 180. PC A10/MF A0O1 
ORO-225 

Failure of the Usual Gauge Formalism in a Class of 

Gauge Conditions. 

ORO-225 76-05 20J PC A0Q2/MF A01 
ORO-240 

} ayer ang a 

ORO-240 10 20J PC AO3/MF AO1 
ORO-242 - 


Lepton Scatterin 


and the Slope of the Regge 
Trajectory in an 


u sub 2 X Su sub 2 X U sub 1 


Gauge Theory 

ORO-242 76-13 20H PC A02/MF A01 
ORO-257 

Microscopic interpretation of Neutron Star Struc- 

ture. 

ORO-257 76-25 3B PC A04/MF A01 
ORO-747 

Effects of Fallout Radiation on Crop Production. 

ORO-747 76-02 6R PC A03/MF A01 
ORO-748 

Oak Ridge Reservation Land-Use Plan 

ORO-748 76-11 138 PC A0Q4/MF A01 
ORO-1067-14 ’ 

Annual Report (On Nuclear Physics 

ORO-1067-14 76-15 20H ec A07/MF A01 
ORO-1316-198 

ae Structure at intermediate Energies. 


aan Report, April 1, 1975--March 31, 1976. 
ORO-1316-198 76-13 20H PC A03/MF A01 
ORO-1643-126 

Studies in lodine Metabolism. Progress Report, 

April 1975-- March 1976. 

ORO-1643-126 76-25 6R PC AO3/MF AO1 
ORO-1797-57 

Thermodynamic Parameters of Complexation of the 

Lanthanides by Furoate. 

ORO-1797-57 76-06 7B PC A02/MF A01 
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ORO-1797-61 


Research in Nuclear Chemistry. Progress Report, 
March 1, 1975--February 28, 1976. 


ORO-1797-61 6-14 7E PC A02/MF AO1 
ORO-1797-62 

Thermodynamics of Synergistic Solvent Extraction 

of Zinci(li). 

ORO-1797-62 76-14 7D PC AO2/MF AO1 
ORO-2036-26 


Atomic Diffusion and Point Defects in Crystals. 

Final Report. Progress Report, April 1, 1956--August 

ORO-2036-26 76-05 11F PC AOQ2/MF AO1 
ORO-2401-85 


Regional and Whole-Body Bone a Content 
Measurement with a Rectilinear Scanne 
ORO-2401-85 76-22 6A PC ‘A02/MF AO1 


ORO-2401-87 
in-Vivo Evaluation of Standard Man Model Ab- 
sorbed Fractions Using /Sup 99M/TC-Sulfur Col- 


loid. 
ORO-2401-87 76-26 6R PC AO2/MF A01 


ORO-2401-88 
introduction to Hardware for Nuclear Medicine Data 
Systems. 
ORO-2401-88 76-26 6B PC A02/MF AO1 
ORO-2401-95 


Model of lodine Metabolism in a T sub 3 -Thyrotox- 

ic Patient Undergoing !-131 Therapy. 

ORO-2401-95 76-26 6R PC A03/MF AO1 
ORO-2412-64 

Cesium-137 Dynamics within a Reactor Effluent 

Stream in South Carolina. 

ORO-2412-64 76-05 8H PC A03/MF A01 


ORO-2434-12 


Experimental Study of Nuclear Models. |. Decay 
Schemes and Nuclear Reactions. li. Muonic X-Ray 
Studies. Progress Report, October 1, 1975--August 


31, 1976. 
ORO-2434-12 76-26 20H PC AO4/MF A01 
ORO-2504-235 
High Energy Accelerator and Colliding Beam User 
ae a wen, * ey 5. 
20H PC A03/MF A01 


ceaiaiiiies 
Remarks on the Status of the Z sub 1° 
ORO-2504-236 76-02 20H PC A02/MF AO1 
ORO-2504-237 


High Energy Accelerator and Colliding Beam User 
Group. fo Report, 1974--1975. Technical Re- 


port No. 76-016 

ORO-2504-237 76-26 20H PC AO4/MF AO1 
ORO-2504-238 

Search for Exotic Barton Resonances in the Final 

——— of K exp - p and K exp - D Interactions at 2.9 

/C. 

ORO-2504-238 76-26 20H PC AOS/MF AO1 

ORO-2504-242 


TVGP and SQUAW Changes at Md., January 1, 

1975--January 1, 1976. Technical Report No. 76-093. 
ics Department No. Pp 76-182. 

ORO-2504-242 76-26 9B PC A02/MF AO1 


ORO-2529-46 
Soild Dust Entrainment and the Mean Aerosol Re- 
sidence Time. 
ORO-2529-46 

ORO-2583-15 
Cytological Study of Radiation Induced Alterations 
in Cytoplasmic Factors Controlling Male Sterility in 
Corn. Progress Report, February 28, 1975-- 


76-12 6R PC AO2/MF A01 


76-10 4A PC A02/MF A01 


ORO-2591-75 


Formation of Excited Hydrogen Atoms by Charge 

Transfer and Dissociation. Progress Report No. 11, 
ber 1, 1974--November 1, 1975. 

ORO-2591-75 76-12 7D PC AQS/MF A01 


ORO-2968-99 


Research Concerning lonic and Free Radical Reac- 
tions in Radiation Chemistry. Progress Report, Sep- 
tember 15, 1974--September 15, 1 075. 

ORO-2968-99 76-05 7E PC AO7/MF A0O1 


ORO-2972B-14 
Progress in Research, January 1, 1975--December 
31, 1975. 
ORO-2972B-14 
ORO-3018-131 


Electronic Spectroscopy of Highly-Polar Aromatics. 
ORO-3018-131 76-06 7C PC A10/MF A01 


76-25 20H PC AOS/MF A01 


ORO-3018-132 

Molecular Rydberg States. 

ORO-3018-132 76-06 7D PC AO7/MF A01 
ORO-3018-143 


Physico-Chemical Study of Some Areas of Funda- 
mental _— to Biophysics. Annual Report, 


1974--1975. 

ORO-3018-143 76-06 7C PC AOS/MF A01 
ORO-3105-52 

Progress Report, May 1, 1975--April 30, 1976. 

ORO-3105-52 76-21 20 PC AOQ2/MF A01 
ORO-3262-39 


Factors Affecting the Determination of Activation 
Parameters. Progress Report, 1 December 1974--30 
November 1975. 


ORO-3262-39 76-10 7D PC AO04/MF AO1 
ORO-3262-40 

Deformation Processes in Refractory Metals. 

Progress Report, 1 December 1974--30 November 

ORO-3262-40 76-03 11F PC A03/MF AO1 
ORO-3262-41 


Static Strain Aging in Nickel 200. Progress Report, 
1 December 1974--30 November 1975. 
ORO-3262-41 76-10 11F PC AO6/MF A01 


ORO-3329-11 
Regulatory Mechanisms of Eosinopoiesis, Progress 
Report. 
ORO-3329-11 
ORO-3346-173 


Nuclear and X-Ray Spectroscopy with Radioactive 
Sources. Eleventh Annual Progress Report, Februa- 
1, 1975--January 31, 1976. 
RO-3346-173 76-13. 20H PC AO3/MF A01 


ORO-3408-23 


Laboratory of Radiation Biology Progress Report, 
August 15, 1975--August 14, 1976. 


76-12 6P PC A02/MF A01 


ORO-3408-23 76-26 6R PC AO2/MF AO1 
ORO-3443-53 

Self-Adaptive Refinements in the Finite Element 

Method. 

ORO-3443-53 76-11 12A PC AO3/MF A01 
ORO-3443-55 


Homogenization and Its Application. Mathematical 
and Computational Problems. 


ORO-3443-55 76-11 20D PC A03/MF A01 
ORO-3443-56 

— of Interface Problems by Homogenization. 

ORO- 3443-56 76-14 12A PC AO3/MF AO1 
ORO-3443-57 


Mathematical Problems of Computational Decisions 
in the Finite Element Method. Technical Report TR- 


ORO-3443-57 76-14 12A PC A03/MF AO1 
ORO-3443-58 

Homogenization Approach in Engineering. 

ORO-3443-58 76-14 12A PC A0Q2/MF AO1 
ORO-3443-59 


Mixed-Hybrid Finite Element Approximations of 
Second-Order Elliptic Boundary-Value Problems. 


interim Report. 
ORO-3443-59 76-21 12A PC AO3/MF AO1 
ORO-3509-12 
Elementary Particle Physics at the Florida State 
University. Progress Report, November 1, 1974-- 


September 30, 1975. 
ORO-3509-12 76-09 20H PC A02/MF A01 


ORO-3602-16 
Reactions of Charged and Neutral Recoil Particles 
Following Nuclear Transformations. 
ORO-3602-16 76-05 7E PC A03/MF A0O1 
ORO-3612-12 


investigation of Irradiation Strengthening of B.C.C. 
Metals and Their Alloys. Progress Report, January 
1975--October 1975. 

ORO-3612-12 76-05 11F PC A08/MF A01 


ORO-3630-23 


Photorepair of Uv Damage to DNA: Purification and 
Properties of ONA Photolyase (The DNA-Photoreac- 
tivatin pas Progress Report, August 1, 1975-- 


July 31, 1976. 
ORO-3630-23 76-25 6A PC A02/MF A0O1 


ORO-3630-24 


Mechanism of Photorepair of UV Damage by 


Photolyase. Three Year Summary, May 1, 1973-- 


April 1, 1976. 
ORO-3630-24 76-22 6R PC A02/MF AO1 
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ORO-3646-26 


Comparative Study of Radiation, Chemical, and 
aging Effects on Viral Transformation. Annual 


ns gn ebay Report, 1975. 
76-25 6M PC AO06/MF A01 
ORO-3781-12 


Investigation of gamma-Ray Induced Polymer For- 
mation of the Carboranes. Progress Report. 
November 1, 1974--October 31, 1975 

ORO-3781-12 76-10 7E PC A02/MF A01 


ORO-3792-17 
Developmental Approach to the Study of immu- 
nologic Tolerance. Effect of Tolerant Thymocytes 
on in Vitro Response of Sensitized Spleen Celis to 
Antigen. Progress Report, May 1, 1975--April 30. 
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ORO-3817-4 


Investigation of a System for Displaying Computer 
Outputs to the Kinesthetic Sense. Final Technical 


Report, June 1, 1968--June 30, 1973. 

ORO-3817-4 76-11 98 PC AO8/MF A01 
ORO-3820-28 

a Line High-Resolution Mass Spectroscopy 


ae gee Report, January 1, 1975--July 1, 1975. 
3820-28 76-05 20H PC A02/MF A01 


ORO-3852-20 
Geochemical Behavior of Uranium and Thorium Se- 


ries Nuclides. Annual Progress Report, 1974--1975 

ORO-3852-20 76-02 8H PC A02/MF A01 
ORO-3857-4 

Chest Fluoroscopy and Neoplasia in Tuberculosis 

Patients: A Retrospective Bass Progress Report. 

July 1, 1975--June 30, 1976 

ORO-3857-4 76-25 6R PC A02/MF AO1 
ORO-3857-9 

eon ey Biology of Reovirus Multiplication 

aes ge Report, April 1, 1975--March 31, 1976. 
3857-9 76-25 6M PC A02/MF AO1 

ORO-3861-14 

Electronic Properties of Liquids. Progress Report, 1 

November 1974--31 October 1975 

ORO-3861-14 76-09 6C PC A0Q2/MF AO1 
ORO-3861-18 

Experimental Evidence of Collective Electron Ef- 

fects in the Liquids Glycerol, Water, Normal 

Tetradecane, and Normal Heptadecane in the 

Vacuum Ultraviolet Region. 

ORO-3861-18 76-09 7C PC A04/MF AO1 
ORO-3898-27 

Hot Atom Reactions Involving Multivalent and 

Univalent Species. Progress Report, February 1975- 


-January 1976. 
ORO-3898-27 76-08 7E PC A02/MF A01 


ORO-3924-19 


eo Momentum Effects in Nuclear Reactions. 
eee Report, 1 January 1975--31 July 1975. 
3924-19 76-02 20H PC A03/MF AO1 


ORO-3941-25 


Mechanisms of Recombination and Function of 
DNA in Bacteria. Three Year Comprehensive Report, 
May 11, 1972--May 2, 1975. 

ORO-3941-25 76-06 6M PC A02/MF A01 


ORO-3944-11 


Atmospheric Tritium. Progress Report, July 1, 1975- 
-March 31, 1976. 


ORO-3944-11 76-22 18H PC A03/MF A01 
ORO-3944-12 

Turkey Point Tritium. Progress Report. 

ORO-3944-12 76-25 18H PC A03/MF AO1 
ORO-3956-3 


Bubble Chamber Studies of Hadron and Photon In- 

=~ appeang Progress Report, June 1, 1972--May 31, 

1973. 

ORO-3956-3 76-11 20H PC AO2/MF AO1 
ORO-3980-20 

Biochemical Analyses of Mutant and Polymorphic 

Enzymes in Allelic Series in Drosophila Populations. 

a Technical Report, August 15, 1969--August 14, 

1974. 

ORO-3980-20 76-12 6A PC AO2/MF AO1 
ORO-3982-43 

Eukaryotic Transcription and Processing: Regula- 


tion of Expression. Progress Report, August 

1, 1975--July 31, 1976. 

ORO-3982-43 76-22 6C PC A02/MF AO1 
ORO-3992-210 


Test of Gauge Invariance and Unitarity of the Quan- 
tized Einstein Theory of Gravity. 
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Spectrum Generating Group of the Symmetric Top 


Molecule 
ORO- 3992- 212 76-08 7D PC AO3/MF AO1 
ORO-3992-227 


Symmetry and Exact Dyon Solutions for Classical 


--Mills Field Equations. 
ORO-3992-227 7 205 PC A02/MF A01 
ORO-3992-229 
Callan--Symanzik Equation in Gribov’S Reggeon 
Field Theory and the Renormalized Pomeron inter- 
cept. 
ORO-3992-229 
ORO-3992-231 


Charge Transfer Distributions Based on the inde- 
pendent Emission of Neutral and wT Clusters. 
ORO-3992-231 76-02 20H PC AO3/MF AO1 


ORO-3992-232 
Rapidity GAP Distribution and Correlation Function 


76-02 20H PC A02/MF A01 


Based on a B-Cluster Model. 
ORO-3992-232 76-02 20H PC AO3/MF A01 
ORO-3992-233 


Peripheral Peaking and Shrinkage Phenomenon in 
S-Channel Based on Statistical Bootstrap Model 


with Spin. 
ORO-3992-233 76-05 20H PC A02/MF AO1 
ORO-3992-234 
Spectrum Generating Su(3) and Su(4) and the Lep- 
tonic Decay of rho, omega . phi, J/psi. 
ORO-3992-234 76-08 20H PC A02/MF AO1 


ORO-3992-235 


Violation of Unitarity in Weinberg’S Unified Theory 
a ae Gauge Conditions. 


3992-235 76-08 20H PC AO3/MF A0O1 

ORO-3992-236 

Magnetic Monopolies and Distorted Gauge Sym- 

metry. 

ORO-3992-236 76-08 20H PC AO02/MF A01 
ORO-3992-237 

Spin Zero Exchange Model of Weak interactions. 

ORO-3992-237 76-08 20H PC A04/MF AO1 
ORO-3992-242 

Lepton yyy | and the Slope of the Regge 

Trajectory in an Su sub 2 X Su sub 2 X U sub 1 

Gauge Theory. 

ORO-3992-242 76-14 20H PC A02/MF AO1 
ORO-3992-243 


Radiative Decay of the J(Psi) and Other Vector 
Mesons in Su(4). 


ORO-3992-243 76-14 20H PC AQ2/MF AO1 
ORO-3992-244 

Neutrino Pair Bremsstrahiung including Neutral 
Current Effects. 

ORO-3992-244 76-14 20H PC A02/MF A0O1 
ORO-3992-245 


Deep inelastic Scattering in a Reggeised Symmetry 


ORO-3992-245 76-15 20H PC A03/MF AO1 
ORO-3992-246 

Renormalization of a Distorted Gauge: Invariant 

Theory. 

ORO-3992-246 76-16 20J PC AQ3/MF A01 
ORO-3992-247 

Relativistic “eases A Quantum Mechanical de 

Sitter Bund 

ORO-3992- 47 76-15 20H PC AO02/MF AO1 
ORO-3992-248 

Ss Decays and Spectrum Generating Su(3). 

3992-248 76-15 20H PC /MF AO1 
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Su(3) Symmetry in Leptonic Decays of Pseudoscalar 

Mesons. 

ORO-3992-249 76-15 20H PC A02/MF A01 
ORO-3992-250 


Quark Mode! of Hadrons. 


ORO-3992-250 76-15 20H PC A02/MF A01 
ORO-3992-251 

Topological Dual Bootstrap Model and Hadron Col- 

ORO-3992-251 76-14 20H PC A03/MF A01 
ORO-3992-252 

Heavy Lepton Production in a Scalar Model of 

Weak interactions. 

ORO-3992-252 76-25 20H PC AQ3/MF A01 
ORO-3992-253 


Properties of a New Spin 1/2 Relativistic Wave 
Equation. 
ORO-3992-253 76-25 20H PC AO02/MF A01 


AR-1006 


ORO-3992-254 

Mixing Angle theta and — Monopole in 

pnw: Why Unified 7 

ORO PC A02/MF A0O1 
ORO-3992-258 

Comment on Gauge Conditions in Non-Abelian 

Gauge Theories. 

ORO-3992-258 76-26 20H PC A02/MF A0O1 
ORO-3992-261 

Fisk--Tait Equation for i 3/2 Particles. 

ORO- -261 20H PC AO02/MF A01 
ORO-4002-4 


Effects of X-irradiation on the Human Testis: An 
Electron ey | Cytochemical Study. Terminal 


Report, 1969--1974 
ORO-4002-4 76-09 6R PC AO3/MF A01 
ORO-4024-5 
Effect of Radiation-Sensitive Mutations and Mu- 
ae ns on Bn aey Recombination 
OnO-402es 76-22 oC PC A02/MF A01 
ORO-4044-6 


Technical Progress Report on Studies on Micros- 


tructure-Property Relationships in Austenitic Stain- 

less Steels, January 1, 1975-- mber 31, 1975. 

ORO-4044-6 76-16 11F PC AOQ3/MF A0O1 
ORO-4066-7 


investigation of the Unusual Behavior of Cesium- 

137 and Other Radionuclides in the Florida Environ- 

ment. Progress Report, September 1, 1972--Sep- 

tember 1, 1975. 

OR O-4066-7 76-11 8H PC AO6/MF AO1 
ORO-4179-43 

ae and Excited State interactions in Micelles 


nd Liposomes. Annual Progress Report, April 1, 
1975-March 31, 1976. 


ORO-4 76-26 6A PC A02/MF AO1 
Pe sense 

Differential Gene Expression in Neurospora Crassa 

a. Types. Comprehensive Progress Report, 1973-- 

ORO-4182-6 76-25 6C PC A02/MF AO1 
ORO-4183-22 


Chemical Effects of lonizing Radiations on the iIn- 
dividual Amino Acids within intact and Pure Protein 
Molecules. Comprehensive and Renewal Report. 


ORO-4183-22 76-09 7E PC A02/MF A01 
ORO-4205-1 

Radioisotope X-Ray Emission Spectrometry for Mul- 

tielement Analysis of Air Particulates. Final Report, 

June 1971--March 1975 

ORO-4205-1 76-11 7D PC AO06/MF A01 
ORO-4211-18 


Plasma Heating and Confinement. Progress Report 


Through June 1975 
ORO-4211-18 76-02 20!1 PC A02/MF A01 
ORO-4213-1 


Research and Engineering Studies of the Radiation- 
induced Gas Phase Grafting of Butadiene to Polyvi- 


nyl “oe e] Final Report. 
ORO-421 76-12 7E PC A09/MF AO1 


ORO-421 74 


Research and Engineering Studies of the Radiation- 

induced Gas Phase Grafting of Butadiene to Polyvi- 

ny! Chloride. Final Report. 

ORO-4213-2 76-13 7E PC A0S/MF A01 
ORO-4254-25 

Biogeochemistry of a Reservoir Ecosystem. Report 

No. 6, June 1, 1 in > 1975. 

ORO-4254-25 6F PC A04/MF A01 
ORO-4254-26 


Effect of Chiorine on the Uptake Rate of Nitrogen 
by Freshwater Plankton. 


ORO-4254-26 76-07 6F PC AO2/MF A01 
ORO-4254-31 

-~: "\unamanas of Planktonic Biomass in a Reser- 

voir. 

ORO-4254-31 76-06 8H PC A02/MF AO1 
ORO-4310-4 


Primary 7 See S Harvesting System: peeenee 
and Membranes. Progress Report, 
January--31 December 1975. 

ORO-4310-4 76-11 6A PC AOQ2/MF A01 


ORO-4311-4 


Quantitative Analysis of Solute Sageugation in Al- 
loys by Transmission Electron Microscopy. Progress 
Report, September 1, 1974--December iM 1975. 

ORO-4311-4 76-14 11F PC A02/MF A011 
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ver Spectroscopy of Biochemicals Con- 
taining coe Final Report. 





ORO-4314-4 
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Nuclear Spectroscopy. Progress Report, December 
1, 1974--July 31, 1975 
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ORO-4322-14 76-26 20H PC A04/MF A01 
ORO-4322-18 

investigation of the Nuclear Level Structure of exp 

ORO-4322-18 76-26 20H PC AO9/MF A01 
ORO-4325-13 

lonization Phenomena. Progress Report. 1 

December 1974--31 July 1975. 

ORO-4325-13 76-02 7D PC AQ4/MF AO} 
ORO-4338-6 


Propagation of lon Acoustic Waves in a Two-Elec- 
eS aees Plasma. 
ORO 6 76-05 20! PC AO2/MF A01 


ORO-4338-7 


lon Acoustic Waves in Large Radio-Frequency Elec- 
tric Fields. 
ORO-4338-7 76-05 201 PC AO2/MF A01 
ORO-4338-8 


Continuation of investigation of Turbulent Heating 

Schemes. Annual Progress Report. 

ORO-4338-8 76-16 20! PC AOQ3/MF A01 
ORO-4338-9 

Enhanced lon Heating by Spatial Magnetic Field 

Variation, a Catalytic Heating Scheme. Continuation 


of investi pene Turbulent’ Heating Schemes 
ORO 76-22 201 PC AQ2/MF AO1 


ORO-4398-3 

Energy Models for Environment, Power, and 
Society. 

ORO-4398-3 76-11 110A PC A17/MF AO1 
ORO-4447-029 


Study of the Oxidation-Reduction Kinetics Involved 
in the Np(V) + Fe(li) in — Np(iv) + Fe(lii) 
System in Nitric Acid Solutions. 

ORO-4447-029 76-05 7E PC A04/MF A01 


ORO-4447-031 


Physical--Chemical Studies of Transuranium Ele- 
ments. Progress Report, April 1, 1975--March 31, 


1976. 

ORO-4447-031 76-12 7E PC AOQ3/MF A01 
ORO-4465-15 

Production, Purification and Assay of Throm- 


y 
bopoietin. Progress Report, August 1, 1975--July 31, 


ORO-4465-15 
ORO-4514-2 


Production and Analysis of Thermonuclear Piasmas 
in High beta Devices. Progress rt. 
ORO-4514-2 76-05 201 PC A02/MF A01 


ORO-4535-2 
Solent Extraction Studies Using High-Molecular- 


76-22 6A PC A03/MF AO1 


Weight Amihes. Progress Report. 
ORO-4535-2 76-10 7A PC A02/MF A01 
ORO-4607-2 


Effects of Temperature Shocks from Thermal 
Piumes on Invertebrate Drift Organisms. Progress 
. February 1, 1975--March 1, 1976. 
ORO-4607-2 76-25 6F PC A02/MF A01 
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Penetration of Magnetic Fields into Plasmas and 
ene of a yay ™ —— by Radio 


Waves. Prog 
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ORO-4682-2 
Sorption of Cesium by Graphites as a Function of 
na ~~ Barium Concentration at High Tem- 
tures. A a Report, February, 1, 1975-- 


Janua 31, 197 
RO-4682-2 76-15 7D PC AO3/MF A011 
wniante ~ 


Study of the Two-Body Dissociation of Light Nuclei 
in Nuclear Fields. Progress Report, January 1, 1975- 


-December 31, 1975. 
ORO-4699-2 76-12 20H PC AO3/MF A01 


ORO-4700-2 


Adsorption and Diffusion of Pu in Soils. Progress 
Report, April 1, 1975--December 1975. 
ORO-4700-2 76-12 8H PC A02/MF A01 


ORO-4703-7 


Interaction of Slow Electrons with High-Pressure 
Gases (‘‘Quasi-Liquids”); Synthesis of Our 
Knowledge on Silow-Electron interaction with 
Benzene and Benzene Derivatives. Progress Report, 
June 1, 1975--January 31, 1976. 
ORO-4703-7 6-21, 70 PC A02/MF AO} 
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ORO-4721-4 
Tritium Diffusion in Nonmetallic Solids of Interest 
for Fusion Reactors. Annual Progress Report, June 
1, 1974--August 1, 1975. 
ORO-4721-4 76-05 11B PC AO3/MF AO1 
ORO-4750-3 


Assessment of Fiat-Flux and Flat-Source Approxi- 
mations in Generating Resonance Cross Sections. 


Final rt. 
ORO-4750-3 76-18 20H PC AOQ3/MF AO1 


ORO-4761-4 
Repetitious Nature of Repaired DNA in Mammalian 
Celis. Progress Report, June 1, 1975--May 31, 1976. 
ORO-4761-4 76-16 6R PC AOS/MF A01 
ORO-4812-1 
Effects of lonizing Radiation on the Mammalian 
Lens. Progress Report, 1 October 1974--30 Sep- 


tember 1975. 
ORO-4812-1 76-05 6R PC AO2/MF A01 


ORO-4814-5 


Electrochemical Etching Amplification of Low-Let 
Recoil Particle Tracks in Polymers for Fast Neutron 
Dosimetry 

ORO-4814-5 76-25 18D PC A11/MF AO1 


ORO-4814-8 


Some New Characteristics of a Polycarbonate Fast 
Neutron Personnel Dosimeter. 
ORO-4814-8 76-26 18D PC AO3/MF A0O1 


ORO-4848-1 


Seasonal interactions among Estuarine Primary 
Producers and Herbivores. 
ORO-4848- 1 76-10 6C PC A03/MF AO1 


ORO-4851-81 


Effect of Temperature and Hydroxy-al interlayers on 
CS Selectivity and Fixation in River Suspensions 
and Soils. Progress Report, 1974--1975. 

ORO-4851-81 76-05 8H PC AOS/MF A01 


ORO-4856-3 
Colliding Heavy lons: Nuclei as Dynamical Fluids. 
ORO-4856-3 76-12 20H PC A0O3/MF A01 
ORO-4856-19 


Nonrelativistic Hard-Pion Production and Current- 
Field Algebra. li. Reactions with Composite Targets. 
Technical _ No. 76-006. 

ORO-4856-19 76-02 20H PC AO2/MF AO1 


ORO-4856-21 


Constraints in Quantum Mechanics Via Lagrangi- 
ans, Hamiltonians, and Canonical Equations of Mo- 


ORO-4856-21 76-10 20J PC A02/MF A01 
ORO-4856-22 

ae interaction in Nuclear Matter. 

ORO-4856-22 76-10 20H PC A04/MF AO1 

ORO-4856-23 

Quasiparticie Pole Strength in Nuclear Matter. 

ORO-4856-23 76-03 20H PC A02/MF A01 
ORO-4856-26 

Clustering Phenomena in Nuclei: li. Invited Lectures 


and Contributed Papers from the Second interna- 
tional Conference on Clustering Phenomena in 


Nuclei, Col Park, Maryland, 21--25 April 1975. 
ORO-4856- 76-13 20H PC A99/MF A01 
ORO-4856-28 


Pion Production in exp 3 He Collisions on Complex 
Nuclei: A Comparison of Theory with Experiment. 
ORO-4856-28 76-15 20H PC AO3/MF AO1 


ORO-4856-36 
Vertex and Propagator Renormailizations in Nuclear 
Calculations. 
ORO-4856-36 76-10 20H PC A02/MF A01 
ORO-4856-37 


Gauge Transformations and Quantum Mechanics 

Be invariant Interpretation of Quantum 

ORO-4856-37 76-11 20J PC AO3/MF A01 
ORO-4856-41 

Recoil and Strong Formfactor Effects in Mesonic 

Exchange Corrections on the Charge Distribution of 


~ Ad tba 3 H. 
0-4856-41 76-12 20H PC AO2/MF AO1 


ORO-4856-44 
rae Method for Determining Outgoing Waves 
in Many-Body Wave Functions. 
ORO-4856-44 76-14 20H PC A02/MF AO1 
ORO-4856-46 
Projection Operator Treatment of Single Particle 
Resonances. 
ORO-4856-46 76-18 20H PC A02/MF A01 


ORO-4856-47 
Gouge Transformations and Quantum Mechanics 
li): Physical Interpretation of Classical Gauge 


ranstormations. 
ORO-4856-47 76-15 20H PC AO3/MF A01 
ORO-4856-48 


Some Highlights of the University of Maryland 


Cyclotron. 
ORO-4856-48 76-14 20G PC A02/MF A01 
ORO-4856-50 


Break-Up Reactions. 
ORO-4856-50 


ORO-4874-2 


rators for Lithium Alloy--lron Sulfide Fused 

Salt Batteries. First Annual Report. 

ORO-4874-2 7 10C PC A03/MF A01 
ORO-4881-3 

Electron Excitation Cross Sections for Multiply 

Charged ions. Progress Report, March 1, 1975-- 


February 29, 1976. 
ORO-4881-3 76-12 7D PC A02/MF A01 
ORO-4908-1 


Assist the Committee on the Challenges of Modern 
Society, Solar Heating and Cooling of - -« 


76-25 20H PC A02/MF A01 


Project. Progress Report, January 1, 1975-- 
December 31, 1975. 
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ORO-4918-4 


Use 2 oy as Working Fluids in Ocean Ther- 
- he — ! Conversion Cycles, Phase |. Quarterly 
ress Report, May 1, 1975--July 31, 1975. 
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ORO-4918-6 : 

Use of Mixtures as Working Fluids in Ocean Ther- 

an my Conversion Cycles, Phase |. Quarterly 

eport, August 1, "1978--October 31, ars 

On -4918-6 76-13 10B PC AO02/MF A01 
ORO-4935-013 

Rotation-Aligned Coupling and Axial Asymmetry in 

the Neutron Deficient Lanthanum Nuclei. Progress 

Report, May 15, 1975--May 14, 1976. 

ORO-4 13 76- 20H PC A02/MF AO1 


ORO-4936-1 


Progress Report on Nuclear Spectroscopic Studies, 
June 1, 1975--May 31, 1976. 
ORO-4936-1 76-18 20H PC AOS/MF A01 


ORO-4939-3 


Development of Biological indices for identifying 
and Evaluating impacts of Pollutants on Freshwater 
Ecosystems. Annual Progress Report, June 1, 1975- 
Pts sy F 28, 1976. 

ORO-4939-3 76-21 6F PC A03/MF AO1 


ORO-4944-3 

Resource Utilization Efficiency improvement of 
Geothermal Binary Cycles, Phase |. Semiannual 
ae Report, June 15, 1975--December 15, 
ORO-4944-3 76-22 7D PC A13/MF A01 
ORO-4946-1 


Environmental Aspects of Coal Production in the 

Appalachian Region. Progress Report, June 1, 1975- 

-May 31, 1976. 

ORO-4946-1 76-21 138 PC AOS/MF A01 
ORO-4947-1 


Electrochemical Methods for Monitoring Purity of 


Molten Salts. Semiannual Progress Report, July-- 

December 1975. 

ORO-4947-1 76-26 7D PC A02/MF AO1 
ORO-4947-2 


Electrochemical Methods for Monitoring Purity of 

Molten Salts. Progress Report. 

ORO-4947-2 76-26 7D PC A02/MF AO1 
ORO-4953-1 
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ae Report 
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Radioactivity Distribution in aman Products, 
a onn aaen Effiuents, and Wastes 
257 691/6GI 76-25 13B PC A03/MF AO1 


ORP/CSD-75-4 
Preliminary Findings Radon Daughter Levels in 
Structures Constructed on Reclaimed Florida 


Phosphate Land. 
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Radiation Characteristics of Traffic Radar Systems. 
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ORP/EAD-76-2 
A Measurement of RF Field Intensities in the im- 
mediate Vicinity of an FM Broadcast Station Anten- 
na. 
PB-257 698/1GI 76-25 6R PC A0O2/MF AO1 
ORP/EAD-76/3 


Radioactive isotopic Characterization of the En- 

vironment Near Wiscasset, Maine Using Pre- and 

Post-Operational Surveys in the Vicinity of the 
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OWRT-C-2044-X(90 56)-4 
Ecologic Modeling of Puget Sound and Adjacent 
Waters. Report no. 4. Lake Ecologic Model. User's 
Manual LAKECO. 
PB-250 008/0GI 76-10 13B PC AOS/MF A01 
OWRT-C-2044-X(9056)(5) 
Ecologic Modeling of Puget Sound and Adjacent 


Waters. Report no. 5. sper Hydrodynamics 
Model. User's Manual ECOHYD 
PB-250 009/8GI 76-10 138 PC AOS/MF A01 


OWRT-C-2044-X(9056)-6 


Ecologic Modeling of Puget Sound and Adjacent 

Waters. Report no. 6. Finite Element Ecologic 
Model. User's Manual ECOFEM 

PB-250 010/6Gi 76-10 13B PC A08/MF AO1 


OWRT-C-2152(3371)-1 


Quality of Water Considerations in Arid Area Water 
Management. 
PB-255 716/3GI 76-21 


OWRT-C-2158(3374)(1) 


Feasibility of Regional Utilities for Management of 
industrial and Municipal Wastes 
PB-250 452/0Gi 76-10 13B PC A10/MF A01 


OWRT-C-2199(3409 (3) 


Equity and Water Resource a 
PB-249 819/4GI 76-09 138 PC A11/MF A011 


OWRT-C-3033(3675)(2) 


Three-Dimensional 
fluenced Hydrodynamic Flows. 
PB-247 /4G\ 76-03 8H PC A15/MF AO1 


OWRT-C-3033(3675 (3) 
Simulation of Thermally-influenced Hydrodynamic 


Fiows: Final Re 
76-21 8H PC AO4/MF AO1 


13B PC AOS/MF A01 


Simulation of Thermally-in- 


PB-255 764/3GI 
OWRT-C-3119(3688 (1) 
Economics of Water Supply Planning and Manage- 


ment, 

PB-247 560/6GI 76-04 13B PC A08/MF A01 
OWRT-C-3122(3689 (1) 

Geohydrology of Karst 

Watershed, Southern Indiana. 

PB-250 117/9GI 76-09 
OWRT-C-3277(3713)(7) 

Hydrogeology of Glacial Deposits in Tippecanoe 

County, Indiana. Systematic Developments of 

Methodologies in Planning Urban Water Resources 

for Medium Size Communities. 

PB-247 093/8GI 76-04 8H PC AO7/MF A01 
OWRT-C-3277(3713 (8) 

Benefits and Costs of Storm Drainage Systems. 

PB-247 412/0GI 76-04 13B PC A0S/MF A01 
OWRT-C-3277(3713 (9) 

Stochastic Models for Greues Water Levels. 

PB-247 411/2GI 76-04 PC A06/MF A01 
OWRT-C3277(3713)(10) 

Analysis of the Effects of Urbanization on Runoff 

Characteristics by Nonlinear MRainfall-Runoff 

odels. 

PB-249 737/8GI 

OWRT-C-3277(3713)(11) 


Systematic Development of Methodologies in 
Planning Urban Water Resources for Medium Size 
Communities - Regional Aquifer Evaluation Studies 


with Stochastic Inputs. 
PB-256 564/6GI 76-22 13B PC AOS/MF A01 
OWRT-C-3277(3713)(12) 
Systematic Development of Methodologies in 
Planning Urban Water Resources for Medium Size 
Communities Phase |. 
PB-256 565/3GI 76-22 
OWRT-C-3277(3713)(13) 
ae Development of Methodologies in 
anning Urban Water Resources for Medium Size 
Communities - Population Characteristics and Re- 


sidential Water Use. 
76-22 13B PC AO03/MF A01 


River 


8H PC AOS/MF A01 


Terrain, Lost 


76-08 8H PC A04/MF A0O1 


13B PC AOS/MF AO1 


PB-256 566/1GI 
OWRT-C-3355(3739 (2) 
Optimal Operating ty for Multiple Metropolitan 
Water Supply Reservoir Systems: Theory and Appli- 
cations. Volume 1 
PB-255 656/1GI 
OWRT-C-3355(3739 (3) 
Optimal Operating Policy for Multiple Metropolitan 


76-21 13B PC A15/MF A01 


Water Supply Reservoir Systems: Appendices. 
Volume 2. 
PB-255 657/9GI 76-21 13B PC A99/MF A01 


OWRT-C-3355(3739 (4) 
Solving Discrete-Variable Multiple-Constraint Non- 
Linear Programs: The Decision State Method. 
PB-255 709/8G! 76-21 12B PC A11/MF A01 
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Estuarine Water Quality. 
PB-250 120/3GI 76-10 

OWRT-C-4022(9004 (8) 
Estuarine Biology. 
PB-250 121/1GI 


OWRT-C-4022(9004 (9) 
Policy and Re Sern Dimensions. 
PB-250 1 76-10 13B PC AO4/MF AO1 
OWRT-C-4022(9004 (10) 
Principles of Ecosystem Management. 
PB-250 123/7GI 76-10 138 PC AO2/MF A01 
OWRT-C-4022(9004 (11) 
Growth and Land Use. (Study No. 10), Economic 
implications of Land Development Alternatives. 
(Study No. 11), A Simulation Modeling Approach to 
the Study of Development Alternatives. (Study No. 


12). 
PB-250 124/5GI 76-10 13B PC AO4/MF AO1 


OWRT-C-4040(9008 (1) 
Submerged Thermal Discharges, 
PB-249 996/0GI 76-10 13B PC AOS/MF A01 


OWRT-C-4049(9010)(1) 
Structure and Properties of ice Lenses in Frozen 


Ground, 

PB-248 708/0GI 76-06 8. PC AO3/MF A01 
OWRT-C-4071(9015)(1) 

The Water and Total Optimizations of Wet and Dry- 

Wet Cooling Towers for Electric Power Plants, 

PB-252 856/0GI 76-16 10B PC A14/MF A01 
OWRT-C-4080(9017)(1) 

NEPA's influence on Federal Water Planning: Phase 

1, Effect of the Review and Comment Process on 

the Corps of Engineers and Soil Conservation Ser- 


76-04 


13B PC AOS/MF AO1 


76-10 8A PC AO6/MF AO1 


vice, 
PB-247 433/6GI 


OWRT-C-4080(9017 (2) 
NEPA's Influence on Federal Water Planning: Phase 
2, Case Studies of Corps of Engineers’ Planning in 


California, 
76-04 138 PC A11/MF A011 


13B PC A10/MF AO1 


PB-247 434/4GI 
OWRT-C-4099(9020)(1) 


Generalized Criteria for Verification of Water 
Developed Through Weather Modification. 

PB-247 124/1GI 76-04 13B PC A08/MF A011 

OWRT-C-4202(9061 )(1) 

Hydrology Support Study for a Case Study of 
Federal Expenditures on a Water and Related = 
Resource Project, Boise - idaho and Oreg 
PB-248 148/9GI 76-05 13B PC A08/MF A01 


OWRT-C-4202(9061 )(2) 
Pian of Study Subproject Report for a Case Study 


of a Federal Expenditure on a Water and Related 
Land Resource Project, Boise Project, idaho and 


Oregon. 
PB 348 149/7GI 76-05 


OWRT-C-4262(9061 (3) 


Economic and Ecological History Support,Study for 
a Case Study of Federal Expenditures on a Water 
and Related Land Resource Project, Boise Project, 


idaho and Oregon 
PB-248 150/5GI 76-05 138 PC A10/MF A01 
OWRT-C-4251(9037)(1) 


Studies on the Tolerance of Young of the Year Mis- 
sissippi River Fish to Heated Waters. 
PB-247 094/6GI 76-04 6F PC A02/MF A01 
OWRT-C-4281(9046)(1) 
Reservoir Impact Study. 
PB-249 820/2GI 76-10 
OWRT-C-4330(9049 (2) 
Cognitive STRAWMAN: Public Input to a Water 
Resources Planning System. 
PB-251 751/4GI 76-12 5B PC A11/MF AO1 
OWRT-C-5045(4224)(5) 
Household Water Use. 
PB-250 879/4GI 
OWRT-C-5045(4225 (4) 
Water Use in Selected Commercial and Institutional 
Establishments in the Baltimore Metropolitan Area. 


138 PC AO3/MF A01 


13B PC A22/MF A01 


76-11 138 PC AO6/MF A01 


PB-250 998/2GI 76-11 138 A04/MF A01 
OWRT-C-5071(4202)(1) 

Institutional Behavior Concerning River Basin 

Management. 

PB-247 326/2GI 76-04 13B PC AO6/MF A01 


OWRT-C-5103(4203)(1) 
Evaluation of the Effects of Urbanization on Aquatic 
Ecology and Hydrologic Regimes 
PB-247 095/3GI 76-04 8H PC A08/MF A01 
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OWRT-C-5160(4204 (1) 
Transport of Chlorinated Hydrocarbons in Sedi- 
ments of the Upper Chesapeake Bay 


PB-255 688/4GI 76-21 138 re A08/MF A01 
OWRT-C-5184(4208 (4) 

ng soe of Real Time Daily Operation of a Mul- 
tiple Reservoir System, 

PB-257 515/7GI 76-24 13B PC A09/MF A01 
OWRT-C-5213(4234 (1) 


Planning for Coastal Recreation Opportunities Near 
Urban Areas: A Study Relating Transportation 


and Recreation. 
PB-247 129/0GI 76-04 13B PC A06/MF A01 


OWRT-C-5214(4212)(1) 
Studies on Operations Planning and Control of 
Water Distribution Systems, 
PB-246 198/6GI 76-02 13B PC AO7/MF A0O1 
OWRT-C-5224(4214)(2) 
Numerical Simulation of Salt-Water Intrusion in 
Coastal Aquifers. Part 1. 
PB-250 127/8GI 76-10 8H PC A04/MF A01 


Numerical Simulation of Salt-Water Intrusion in 
Coastal Aquifers. Part 2. 

PB-250 128/6GI! 76-10 8H PC A10/MF A0O1 
OWRT-C-5238-WY0O(1) 

Stream Channel Modification to Enhance Trout 
Habitat Under Low Flow Conditions, 

PB-249 858/2G! 76-09 138 PC AO6/MF A01 
OWRT-C-5240(4230 (3) 


Planning the Location and Capacity of Flood Con- 
trol Structures 


PB-257 480/4GI 76-24 138 PC A06/MF AO1 
OWRT-C-5252(4237)3) 
A Three-Dimensional Model for Estuaries and 


Coastal Seas: Volume lil, he oe Pr 
PB-252 272/0GI 76-14 C AO3/ME A01 


OWRT-C-5333(4231)(1) 


A Method for Monitoring Eutrophication in Rivers. 
PB-252 058/3GI 76-13 138 PC A11/MF A01 


OWRT-C-5340-X(9088)(2) 
Stochastic Projections for 


Planning. 

PB-250 150/0GI 
OWRT-C-5344(4241)(1) 

Regional instream Flow Needs in the Pacific 

PB.247 424/5GI 76-04 8H PC AOS/MF A0O1 
OWRT-C-5345(4242) 

Manual for Training in the Application of the Princi- 

- and Standards of the Water Resources Coun- 

PB-250 959/4GI 76-12 5! PC A23/MF A01 
OWRT-C-6065(5208 (1) 


Multiobjective Planning and Environmental Evalua- 
ton A Water Resource Systems 
55 665/2GI 76-21 138 PC A08/MF A0O1 
cutinalidienten -OKLA(1) 
Evaluating a Low-Energy, High-Volume Pump for 
sw Reduction from Livestock Waste Lagoons by 
ixi 


Water Resources 


76-10 13B PC A08/MF AO1 


PB-257 777/3GI 76-25 2C PC A02/MF A01 
OWRT/S-76/1 

Studies on lonic Entropies of Transport 

PB-250 488/4GI 76-12 7D PC A21/MF AO1 

— Water Conversion Engineering Data Book - 

PB-250 907/3GI 76-11 7A PC A99/MF AO1 
OWRT/S-76/2 


In-situ-Formed Condensation Polymers for Reverse 


Osmosis Membranes 
PB-248 670/2GI 76-06 7A PC AO5/MF A0O1 
OWRT/S-76/3 


New Polymers for Desalination Membranes 

PB-248 668/6G! 76-06 7A PC A03/MF A01 
OWRT/S-76/4 

Research and Development of NS-1 and Related 


Polysulfone Hollow Fibers for Reverse Osmosis 
Desalination of Seawater, 


PB-248 666/0GI 76-06 7D PC A07/MF A01 
OWRT/S-76/5 

Development, Fabrication and Testing of a PPB 

Copper Analyzer, 

PB-248 688/4GI 76-07 148 PC A03/MF AO1 
OWRT/S-76/6 


Nonmetailics. Their Performance in the Desalination 
Environment, 
76-06 


PB-248 709/8GI 11C PC A10/MF A01 


OWRT/S-76/7 


Relationship of Corrosion Rates to Water Chemistry 
in the Freeport Test Bed Plant, 
PB-248 710/6GI 76-07 7A PC AO6/MF A01 


OWRT/S-76/9 


Continued Studies on the Use of a Mixed —? 
mate-Phosphate Inhibitor in Desalination Servic 
PB-248 977/1GI 76-08 7A PC A0S/MF “A01 


OWRT/S-76/10 


Sea Water Corrosion Test Program: Part lil, 
PB-248 671/0GI 76-06 11F PC A0S/MF AO1 


OWRT/S-76/11 


Seawater Corrosion Test Program: Part 
PB-248 672/8GI 76-06 11F pC Ait/ME AO1 


OWRT/S-76/13 


Salt and Nonelectrolyte Interactions in Water. 
PB-250 773/9GI 76-11 148 PC AO5/MF A0O1 


OWRT/S-76/14 


Structure of Reverse Osmosis Membranes. 
PB-249 743/6GI 76-09 7A PC AQ4/MF A01 


OWRT/S-76/15 
Study of Mass and Current Transfer in Membrane 


Processes. 
PB-249 818/6GI 76-10 7A PC AOQS/MF AO1 
OWRT/S-76/16 


Removal of Toxic Trace Elements by Foam Separa- 
tion: A Study of the Removal of Cadmium and Mer- 
cury lons by the Foam Separation Technique Using 
Selective Complexing Surfactant. 

PB-249 848/ 1361 76-09 7A PC A03/MF A0O1 


OWRT/S-76/17 
Development of Vertical Tube Foam Evaporation for 


Desalination. 
PB-248 667/8GI 76-06 7A PC AO7/MF AO1 
OWRT/S-76/18 


Design and Specification Bid Package for a 10,000 
GPD Eutectic Freeze Pilot Plant. 
PB-250 455/3GI 76-11 7A PC AO7/MF AO1 


OWRT/S-76/19 


Thermodynamics of Salt Solutions and Geothermal 
Brines at Elevated Temperatures. 
PB-250 733/3GI 76-11 7D PC AOQ5/MF AO1 


OWRT/S-76/24 
Vertical Tube yee ay we: nenne. State-of-the-Art 


(1971), — 
PB. 251 687/ 76-13 7A PC AOS/MF A01 
OWRT/S-76/25 


Computational Methods Applicable to the Coupled 
VTE/MSF Distillation System, 
PB-251 640/9G! 76-13 7A PC A0S/MF AO1 


OWRT/S-76/26 
—- of the 3-Stage Flash Devices Plant, 1969- 


PB-252 273/8GI 76-14 7A PC A0@/MF AO1 
OWRT/S-76/27 


Cpenaine Data of a Vertical Plane Surface, Falling 
Fi mb on rator Using Slurry and High Concentra- 
tion 

PB-251 695/3G! 


OWRT/S-76/28 
instrumentation Guide for Seawater Distillation 


ants, 
PB-252 693/7GI 76-15 7A PC A10/MF A0O1 


OWRT/S-76/30 


Parametric Data for Long Term Operation of a Ver- 
tical, Plane Surface, Falling Film, Vapor Compres- 


sion Evaporator. 
76-13 7A PC AO3/MF AO1 


76-13 7A PC AO6/MF A01 


PB-251 /6GI 
OWRT/S-76/31 
A Standardized Procedure for Estimating Costs of 


Saline Water Conversion 
PB-251 888/4GI 76-13 7A PC A04/MF A011 
OWRT/S-76/32 


10,000,000 Gallon Per Day Secondary Refrigerant 


Freeze Desalting Plant. 
PB-251 906/4GI 76-13 7A PC A09/MF AO1 
OWRT/S-76/33 
Preliminary Engineerin 
Plant. Colorado River 


be: 251 873/6GI 


Analysis, Yuma Desalting 
asin, Salinity Control Pro- 


76-13 7A PC AOQS/MF AQ1 


OWRT/S-76/34 
Desalination Materials Manual. 
PB-252 043/5GI 76-14 7A PC A15/MF AO1 


OWRT/S-76/35 


Brackish Water Desalting Testing, Field Evaluations, 
Operations and Maintenance Conducted at Roswell 
Test Facility, Roswell, New Mexico, December 1, 
1974-July 31, 1975. 


PB-252 638/2GI 76-15 7A PC A0S/MF AO1 





OWRT/WRSIC-76/204 


OWRT/S-76/36 
Development of Non-Cellulosic RO Systems for 


Seawater Desalting 
PB-252 597/0GI 76-15 7A PC A99/MF AO1 


OWRT/S-76/37 


Engineering and Economic Study of Reverse Osmo- 
sis Brackish Water Desalting Plants. Design of 3-25 
MGD Low Pressure Plants. 

PB-253 247/1Gi 76-16 7A PC A10/MF AO1 


OWRT/S-76/38 


Engineering and Economic Study of Reverse Osmo- 
sis Brackish Water Desalting Plants. Phase Ili. 
Design of 1-5 MGD Plants. Phase ill. PLants for 


High Product Recovery. 
PB-253 246/3GI 76-16 7A PC A14/MF A01 


OWRT/S-76/39 


Seawater Reverse Osmosis Desaiting Plants. Phase 
Vi, of an Engineering and Economic Study. Design 
of 1-10 MGD Seawater Plants, 

PB-253 454/3GI 76-17 7A PC A12/MF AO1 


OWRT/S-76/40 

Continued Evaluation of in situ-Formed —— 

tion Polymers for Reverse Osmosis Membran 

PB-253 193/7GI 76-16 7C PC AOS/MF A01 
OWRT/S-76/41 

Research on Ultrafiltration Systems Under Seawater 

— Conditions. 

PB-253 210/9GI 
OWRT/S-76/42 


Field Evaluation Testing of Reverse Osmosis High 
Pressure Pumps and Energy Recovery Turbines. 


Roswell, New Mexico. 
PB-253 532/6Gi 76-18 13K PC AO7/MF AO1 


OWRT/S-76/44 


Development of Reverse Osmosis Membranes and 
Spiral Design Modules for Economic a 
tion of Brackish Waiers at Low Pressur 

PB-253 566/4GI 76-18 7A PC “A08/MF AO1 


OWRT/S-76/45 


Development of Asymmetric eens Triacetate 
Membranes for Seawater Desalinatio 


76-16 7B PC AO6/MF AO1 


PB-253 440/2Gi 76-18 7C PC A08/MF A01 
OWRT/S-76/46 
yar aa Membrane Desalting Plants, Data and 
PB 8253 @ 490/7GI 76-18 7A PC A17/MF A01 
OWRT/S-76/47 
Desalting Handbook for Planners. 
PB-253 755/3GI 76-18 7A PC A14/MF A01 
OWRT/S-76/49 


Horizontal Spray Film (HTEX) and Vertical Tube 
(VTEX) ae OSW San Diego Test Facili 


PB-255 501/9Gi 76-20 7A PC A11/MF AO1 
OWRT/S-76/50 

Material Evaluation and Development Program, 

OSW San rot Test Facility. 

PB-255 500/1 76-20 7A PC A10/MF A01 
OWRT/S-76/51 


VTE/MSF Module - Fountain Valley Test Facili 
PB-256 572/9Gi 76-23 7A PC A09/MF AO1 


OWRT/S-1976/8 
Continued Studies on the Use of a Mixed Chro- 
mate-Phosphate Inhibitor in Desalination Service. 
Part No. 2, 
PB-248 976/3G! 76-08 7A PC A05/MF AO1 
OWRT/WRSIC-75-201 


A Selected Annotated Bibliography on the Analysis 
of Water Resource Systems. Volum 
PB-247 098/7GI 76-04 138 


OWRT/WRSIC-75/207 
Urbanization and Sedimentation: A Bibliography, 


Volume 2. 
76-09 13B PC A08/MF A011 


e 6, 
PC A21/MF A011 


PB- 249 832/7GI 


OWRT/WRSIC-75-208 


PCB In Water. A Bibliography. Volume 2. 
PB-248 141/4GI 76-06 13B PC A13/MF AO1 


OWRT/WRSIC-75/209 


irrigation Return Flow. A Bibliography. 
PB-249 585/1GI 76-08 2C PC A10/MF A01 


OWRT/WRSIC 76-202 


DDT in Water. A Bibliography. Volume 2. 
PB-255 850/0GI 76-21 2C PC A99/MF A01 


OWRT/WRSIC 76-203 


ricultural Runoff. A Bibliography. Volume 2. 
PB-255 849/2GI 76-21 2C PC A13/MF A0O1 
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Water Reuse, A Bibliography. Volume 5. 
76-20 


PB-255 818/7GI 13B PC A20/MF A01 
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ment, A Bibliography. 
PB-257 173/5GI 76-24 138 PC AOB/MF A01 
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| Requirements for 
Water Resource ——y Processes to Enhance 


Cooperation. 
PB-255 632/2GI 76-21 13B PC AO7/MF AO1 
OWRT-X-125(3752)(1) 
The Social Well-Being and Quality of Life Dimen- 
sion in Water Resources Planning and Develop- 


ment, 

PB-250 966/9GI 
OWRT-X-126(3757)( 1) 

Proceedings of the Conference on Interdisciplinary 


Analysis of Water Resource Systems Held at 
Colorado University, Boulder, Colorado, on June 


19-22, 1973, 
PB-248 596/9G! 76-06 13B PC A18/MF AO1 
OWRT-X-142(4259)( 1) 
Multiple Objectives Planni 
Volume 1. Natura! Resources 
PB-256 739/4GI 76-23 
OWRT-X-142(4259)( 2) 
Multiple Objectives Planning Water Resources. 
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PB-256 740/2GI 76-23 13B PC AO7/MF A0O1 
OWRT-X-143(4260) 
Evaluation Report of the Training Program on 
Transfer of Technology--Training of Government 
Personnel in the Application of the Principles, Stan- 
dards and Procedures for Planning of the Water 


Resources Council, 

PB-250 965/1GI 76-10 51 PC AOQS/MF A01 
OWRT-X-148(4250)( 1) 

Public Priorities for Great Lakes Research. 

PB-247 088/8GI 76-04 13D PC AO4/MF AO1 
P/B-PUB-862A 


Component Development for Transmission and Cor- 
relative Reception of Artificial aa ee ee 
AD-A022 858/5G! 76-11 C AO4/MF AO1 


P-20/285 
Current Population Reports: Population Charac- 
teristics. Mobility of the Population of the United 


States, March 1970 to March 1975. 
PB-253 389/1GI 76-16 5K PC-GPO 


P-20/291 
Current Population Reports. Population Charac- 
teristics. Household and Family Characteristics: 


March 1975. 

PB-255 077/0GI 76-19 5K PC-GPO 
P-20/292 

Current Population Reports. Population Charac- 
teristics. The Population Profile of the United 


States: 1975. 

PB-255 080/4Gi 76-19 5K PC-GPO 
P-23/58 

A Statistical Portrait of Women in the U.S. 

PB-254 778/4Gi 76-19 5K Not available NTIS 
P-25/601 

Current Population Report: Population Estimates 

and Projections. Projections of the Population of 


the United States. 1975 to 
PB-253 391/7GI 76-16 5K PC-GPO 


P-25/607 
Current Population Reports. Population Estimates 


76-11 13B PC A10/MF A01 


Water Resources. 
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13B8 PC A04/MF A011 


and Projections. Projections of the Number of 

Households and Families: 1975 to 1990. 

PB-255 084/6Gi 76-19 5K PC-GPO 
P-25/614 


Current Population Reports. Population Estimates 

and Projections. Estimates of the Population of the 

United States, by Age, Sex, and Race: 1970 to 1975. 

PB-255 083/8G! 76-19 5K PC-GPO 
P-27/46 


Current Population Reports. Farm Population. Farm 
Population of the United States: 1974. 
PB-255 085/3Gi 76-19 SK PC-GPO 


P-60/99 
Current Population Reports. Consumer income. 
Money income and Poverty Status of Families and 
Persons in the United States: 1974 (Advance Re- 
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PB-255 076/2GI 76-19 5C PC-GPO 
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Contamination Control in Hybrid Microelectronic 
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and Contaminants. 
N76-14375/9GI 76-098 9E PC AO3/MF AO1 
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Contamination Control in Hybrid Microelectronic 
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Contamination Control in Hybrid Microelectronic 
Modules. Part 3: Specifications for Coating Material 


and Process Controls. 
N76-14377/5GI 76-09 9E PC AO03/MF AO1 


76-09 96 PC A0S/MF A01 
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Contamination Control in Hybrid Microelectronic 

Modules. 
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P-086 

in-Orbit Performance of the OAO Inertial Reference 

Unit. 

N76-17181/8GI 76-12 22B PC AO03/MF AO1 
P-564 


SIMFIND Models of Anti-Aircraft Gun Systems. 
AD-A024 468/1GI 76-14 19F PC A06/MF A0O1 


P-830F 

Extension of Four-Dimensional Atmospheric 

Models. 

N76-10612/9GI 76-03 4A PC A04/MF AO1 
P-888 

Feasibility of a Test of Probability of Hit by Antiair- 

craft Guns, 

AD-A017 521/6Gi 76-01 19E PC AOS/MF A0O1 
P-921-ADD-3 


Design of a Field Test for Probability of Hit by An- 

tiaircraft Guns. Third Addendum. HITVAL Hi Test 

AD- 1 041/3GI 76-22 15C PC AQ2/MF A01 
P-961 

Operational Test and Evaluation of Tactical Radar 

Bombing Systems. Demonstration Test Design for 


Bomb Scoring _— 
AD-A017 392/2G 6-01 19& PC A06/MF A01 
P-967 
An Analysis and Comparison of Three Aircraft Attri- 
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PAT-APPL-68 575/GI 
rocarbon Polymers. 


PATENT-3 940 455 
76-22 11D Not available NTIS 
PAT-APPL-70 610/GI 


ae Seentine RF Signal Detection and Panoramic 
Apparatus. 

PATENT-3 944 871 
76-21 17D Not available NTIS 


PAT-APPL-74 485/GI 
Cinnamy! Pheonos Useful as Antimicrobial Agents. 
PATENT-3 745 222 76-05 6H Not availiable NTIS 
PAT-APPL-75 398/G! 
Adhesive Guard Hair Removal. 
PATENT-3 939 676 
76-12 11E Not available NTIS 


PAT-APPL-76 898/GI 
Method Bw Production of Spherical Particles of a 


Solid Material. 
PATENT. 3 882 208 76-07 21! Not available NTIS 
PAT-APPL-77 357/GI 


infrared Camera Tube. 
PATENT-3 898 497 76-07 9A Not available NTIS 


PAT-APPL-83 260/G! 
Explosive Initiator Device. 
PATENT-3 896 731 
76-11 119A Not available NTIS 
PAT-APPL-85 786/G! 


Method of Defeathering Poultry. 
PATENT-3 694 856 76-03 6H Not available NTIS 


PAT-APPL-88 490/G! 


Process for the Preparation of Peroxy Acids. 
PATENT-3 819 688 76-10 7C Not available NTIS 


PAT-APPL-90 210/G! 


Composite Propellant Containing 
Polytetrafluoroethylene Powder and Buty! or 
Ethylene-Propylene Rubber. 

PATENT-3 853 645 76-01 211 Not available NTIS 


PAT-APPL-90 792/GI 


Esters of 1,4 - Benzodioxan-2-Carboxylic Acid as 
Attractants for the European Chafer. 
PATENT-3 777017 76-09 7C Not available NTIS 


PAT-APPL-90 793/GI 
Mixtures of Cyclohexanealkanoic Acids, Their 
— and Eugenol as Attractants for the Japanese 
tle. 
PATENT-3 743 719 76-13 6F Not available NTIS 
PAT-APPL-92 101/GI 
Sonar Countermeasure. 
PATENT-3 891 961 
76-05 17D Not available NTIS 
PAT-APPL-92 159/G! 


Dual Base Line Interferometer Antenna. 
PATENT-3 943 514 
76-21 17G Not available NTIS 


PAT-APPL-92-186/GI 

Bistatic Passive Radar. 

AD-D001 350/8Gi 76-02 17! Not available NTIS 
PAT-APPL-94 555/GI 


Cis-1-Hexadecen-1-01 Acetate as an Attractant for 
Adult Male Pink Bollworm Moths 
PATENT-3 702358 76-13 6F ‘Not available NTIS 


PAT-APPL-97 438/GI 


Oxalacetic Acid BIS(2-Substituted-2,2- 
Dinitroethyl)Esters. 


PATENT-3 872 158 76-07 11! Not available NTIS 
PAT-APPL-97 439/G! 


2-Substituted-2,2-Dinitroethoxyfumaric Acid. BIS(2- 
Substituted-2,2-Dinitroethy!)Ester. 
PATENT-3 872 159 76-07 111 Not available NTIS 


PAT-APPL-97 467/G!I 


Propellant Composition. 
PATENT-3 919 012 76-11 211 Not available NTIS 


PAT-APPL-99 320/G! 


FM-CW Fuze System. 
PATENT-3 900 875 
76-11 16C Not available NTIS 


PAT-APPL-101 928/GI 


Related Power Supply. 
PATENT-3 840 797 76-09 9E Not available NTIS 


PAT-APPL-104 169/GI 
Collagen Food Coating Composition and Method of 


narra. 
PATENT-3 694 234 76-09 6H Not available NTIS 
PAT-APPL-104 172/GI 


Process for Lubricating Leather. 
PATENT-3 770 372 
11G_ Not available NTIS 


PAT-APPL-104 173/GI 
Process for Preparing a Food Adjunct from Col- 


PATENT-3 809 772 76-10 6H Not available NTIS 
PAT-APPL-104 762/GI 


Mothproofing Wool. 
PATENT-3 746 767 
76-13 11E Not available NTIS 


PAT-APPL-104 774/GI 
Hexito!, Glucose and Sucrose Esters of alpha-Sulfo 
Aci 


atty ’ 
PATENT-3 808 200 76-10 7C Not available NTIS 
PAT-APPL-104 778/GI 


Preparation of 2-Methoxy-3-lsobutyipyrazine. 
PATENT-3 720672 76-07 7C Not available NTIS 


PAT-APPL-129 736/GI 


PAT-APPL-104 781/Gi 
Arthropod Maturation Inhibition Employing Certain 


nem Rey ore ery 
PATENT-3 824319 76-10 6F Not available NTIS 
PAT-APPL-105 748/GI 

aa -Shape Discriminating On/Off Target in- 


PATENT- 3965 428 76-23 17! Not available NTIS 
PAT-APPL-110 626/GI 


Nitro Substituted Acrylic Acid Amides. 
PATENT-3 846 493 76-09 7C Not available NTIS 


PAT-APPL-110 628/GI 
N-Substituted N.N-Bis(2-Fluoro-2.2-Dinitroethy!) 


Amines. 
PATENT-3 845 104 76-05 7C Not available NTIS 
PAT-APPL-110 629/GI 


Nitrated and/or Fluorinated Ethy! Amino Acetic 
Acids and Esters Thereof. 
PATENT-3 845 105 76-05 7C Not available NTIS 


PAT-APPL-112 492/GI 


Salv Switch. 
PATENT-3 970 007 
76-26 18D Not available NTIS 


PAT-APPL-113 470/GI 


Separator for Negatively Phototactic Housefly Lar- 
vae from Chicken Hen Excreta. 
PATENT-3 716 371 76-13 2C Not available NTIS 


PAT-APPL-113 566/GI 


Suspensing Scheme for Fuel Pin. 
PATENT-3 890 197 76-04 18) Not available NTIS 


PAT-APPL-114 772/GI 
Failure Detection and Control Means for improved 
Drift Performance of a Gimbalied Platform System. 
PATENT-3 739 64 
76-22 17G Not available NTIS 
PAT-APPL-116 289/Gi 


1,4-Bis(Heptafluoroisopropoxy)-2,3-E poxy-Butane. 
PATENT-3 701 792 76-03 7C Not available NTIS 


PAT-APPL-116 290/GI 


Polymers of Fluorinated Epoxides and Use Thereof. 
PATENT-3 720630 76-04 7C Not available NTIS 


PAT-APPL-117 696/GI 


Apparatus for Automatically Determining the Bear- 
ing Center of Radar Beams. 
PATENT-3 911 439 76-16 171 Not available NTIS 


PAT-APPL-117 777/GI 


Fibrous Substrate Treated with Copolymers of 
Fluo | Ethers and Maleic Anhydride. 
PATENT-3 706 594 76-04 7C Not available NTIS 


PAT-APPL-119 032/GI 


Electronic Countermeasurers System. 
PATENT-3 870 995 
76-06 17D Not available NTIS 


PAT-APPL-119 381/Gi 


Culture of Sour D 
PATENT-3 891 773 


PAT-APPL-119 382/Gi 


Sour Dough French Bread. 
PATENT-3 734 743 76-03 6H Not available NTIS 


PAT-APPL-119 978/GI 


Raster Pattern Magnetoresistors. 
PATENT-3 852 103 76-03 9A _ Not available NTIS 


PAT-APPL-124 895/GI 
Process for Reconditioning Spent Olive-Processing 


Brines. 
PATENT-3 732 911 
PAT-APPL-125 861/Gi 


Animal Semen Preparations of Increased Fertility. 
PATENT-3 718 740 76-26 2E Not available NTIS 


PAT-APPL-126 879/GI 


Method of Controlling Weather. 
PATENT-3 915 379 76-11 4B Not available NTIS 


PAT-APPL-128 104/GI 


Subsurface Submersible Mating System. 
PATENT-3 857 351 76-03 13J Not available NTIS 


PAT-APPL-128 580/G! 


Preservation Process Using 2-(4-Hydroxy-Phenyl)- 
Benzofuran. 
PATENT-3 745 218 76-07 6H Not available NTIS 


PAT-APPL-128 599/GI 
—_ isition An. Circuitry. 


PATENT-3 883 
76-05 17G Not available NTIS 
PAT-APPL-129 736/GI 


Deactivation of inner Core Enzymes by Retained 
Bianching Heat. 
PATENT-3 794500 76-05 6H Not available NTIS 


h Bacteria. 
6-05 6M _ Not available NTIS 


76-04 7A _ Not available NTIS 


AR-1023 





PAT-APPL-132 948/GI 


Process for Cleaning Wool. 
PATENT-3 702 264 
76-04 


PAT-APPL-133 364/Gi 
Pressure-Armed Explosive Apparatus. 


PATENT-3 938 438 
76-20 198 Not available NTIS 
PAT-APPL-135 409/GI 


Ambient Pressure Powered Cable Cutter 
PATENT-3 817 200 76-03 131 oa available NTIS 


PAT-APPL-136 926/GI 


Process for Preparing Sh Potato Products 
—ae § Solely Freshly Cooked and Mashed 
otat 
PATENT-3 812 274 76-05 6H Not available NTIS 

PAT-APPL-138 517/GI 


Rotary Punch for 


11E Not available NTIS 


Excising Uniform Diopsy 


Specimens. 
PATENT-3 692020 76-12 61 Not available NTIS 
PAT-APPL-138 789/GI 
frome for the Preparation of Acylated Unsaturated 
-Chain Compounds. 
NT-3 792 066 76-10 7C Not available NTIS 
eoomnaip 140 614/GI 
imparting a Potato Flavor by Adding the Hydrochio- 
ric Acid Salt of 2-Methoxy-3-Ethyipyrazine. 
PATENT-3 772039 76-05 6H Not available NTIS 
PAT-APPL-142 952/GI 
Apparatus for Automatically Adding Preselected 
Patterns of Eluent Solutions to a Chromatographic 
em and Monitoring and Collecting Eluted Frac- 


PATENT- 3 701 609 

76-13 

PAT-APPL-143 168/Gi 

Methylolated Reaction Product of a Hydroxy Carba- 
mate and a Cellulose-Dyeing AZO Dyestuff Contain- 
ing a Chiorotrioziny! Group. 
PATENT-3 873 513 

76-04 11E Not available NTIS 


PAT-APPL-147 153/GI 


Preservation of Apple Slices with a Solution Con- 
sisting of Ascorbic Acid, Calcium Chioride and 
Sodium Bicarbonate 

PATENT-3 754 238 76-05 6H Not available NTIS 


PAT-APPL-147 190/GI 
Primer Coating Composition. 
PATENT-3 860 550 

76-05 


PAT-APPL-149 788/GI 


Chaff Discrimination System. 
PATENT-3 958 241 


148 Not available NTIS 


11C Not available NTIS 


76-23 17D Not available NTIS 
PAT-APPL-150 205/GI 
Method of Fog Dispersion 
PATENT-3 059 76-21 4B Not available NTIS 


PAT-APPL-151 507/GI 


Organo-Phosphorus Compounds Containing Per- 
fluoroalky! Radicals and Aziridine Radicals. 
PATENT-3 910 886 76-11 7C Not available NTIS 


PAT-APPL- pte vo GI 


Selectable ra? Dosimeter. 
PATENT-3 hy 006 7 6R “Not available NTIS 
PAT-APPL-154 237/Gi 


Contiguous Filter Tracking Window for Radar. 
PATENT-3 900 871 76-08 17! Not available NTIS 


PAT-APPL-154 369/GI 


Removal of Mercury from Water Using Nut Wastes. 
PATENT-3 719 473 
76-04 13B Not available NTIS 


PAT-APPL-156 749/Gi 
——- Circuit for True and Complement Digital Data 
Transfer. 


PATENT-3 904 891 76-22 9B Not available NTIS 
PAT-APPL-157 759/GI 


Siloxane Polymers for Soil-Repelient and Soil- 
Release Textile Finishes. 
PATENT-3 809 783 76-05 7C Not available NTIS 


PAT-APPL-157 760/GI 


Prevention of Freeze-Damage in Perishable Foods. 
PATENT-3 736 154 76-03 6H Not available NTIS 


PAT-APPL-157 762/GI 


Micro-En lated insecticide Feed-Additive for 
Control of Fly Larvae in Cow Manure. 
PATENT-3 830914 76-10 6F Not available NTIS 


PAT-APPL-160 149/GI 


Diglycidy! Ether of 4-Methylo!l Resorcinol. 
PATENT-3 773799 76-10 7C Not available NTIS 


AR-1024 





PAT-APPL-161 311/GI 


Flavor Enhancement of Allium Products. 
PATENT-3 725085 76-05 6H Not available NTIS 


PAT-APPL-163 531/GI 


Pulse Amplitude Modulation, Frequency Modulation 
Telemetric Data Transmitter 
PATENT-3 887 873 76-07 9F Not available NTIS 


PAT-APPL-164 037/Gi 
Process for improving the Texture, Rigidity, and 
Color of Fried Potato Products. 
PATENT-3 729 323 76-05 6H Not available NTIS 
PAT-APPL-167 812/Gi 


Preparation of Fluorinated Esters. 
PATENT-3 716 577 
76-07 


PAT-APPL-168 359/GI 


Terrain ry-yh ee and Method. 
PATENT-3 938 44 
76-20 19A 


PAT-APPL-170 905/Gi 


Stabilized Horizon Plane System. 
PATENT-3 878 805 
76-07 
PAT-APPL-170 939/GI 
Process for Peeling Potatoes. 
PATENT-3 759 160 76-05 6H Not available NTIS 
PAT-APPL-176 735/Gi 
Process for E Allene and 
Methylacetyiene a of Pure Allene 
from the Equilibrium Mixture. 
PATENT-3 745 195 76-09 7C Not available NTIS 
PAT-APPL-181 491/GI 
rvelocity Projectile. 
PATENT-3 897 732 
76-06 
PAT-APPL-183 493/Gi 


Preparation of Pre-Fried Food Produc 
PATENT-3 745019 76-05 6H Not an NTIS 


PAT-APPL-183 681/GI 
infrared Gated Radio Fuzing System. 


PATENT-3 902 172 
16C Not available NTIS 


11E Not available NTIS 
Not available NTIS 


17G_ Not available NTIS 


uilibrating 
Recovery 
19A Not available NTIS 


76-11 
PAT-APPL-183 6986/GI 


Equipment for Locating and Plotting the Position of 
Underwater Towed Vehicles. 
PATENT-3 905 007 76-14 13) Not available NTIS 


PAT-APPL-184 648/GI 


Shock Resistant Magnetic Detector Cores 
PATENT-3 873913 76-07 9A Not available NTIS 


PAT-APPL-184 828/GI 
Railroad ‘+S Signalling System. 
7 


PATENT-3 7 
6-11 13 Not available NTIS 
PAT-APPL-185 502/GI 


Electro-Oxidative Method for the Recovery of 
Mo num from Sulfide Ores. 

PATENT-3 849 265 
76-01 11F 


PAT-APPL-188 465/Gi 
To Control System. 
PATENT-3 890 914 
76-06 19H Not available NTIS 
PAT-APPL-188 468/Gi 


Automatic se System for a Torpedo. 
PATENT-3 938 


Not available NTIS 


76-17 
PAT-APPL-189 822/GI 


Turnable Solid State Loca! Oscillator 
PATENTS 848 201 76-01 9E Not available NTIS 


PAT-APPL-190 007/GI 
Reducing Oil Content of Fried Potatoes by Im- 


— > n Oil-Free 
PATENT-3 846572 76-05 6H Not available NTIS 


PAT-APPL-190 318/GI 
Process for the Preparation of 


19H Not available NTIS 





Alpha-Alky! 
Hydracrylic Acids and Alpha-Alkyl Acrylic Acids. 

PATENT-3 912 772 76-13 7C Not available NTIS 
PAT-APPL-190 320/G! 


Process for Containing Oil Spills. 
PATENT-3 869 385 
76-05 13B Not available NTIS 


PAT-APPL-190 448/GI 
Method for pandas o ~~ Motor Liner to a 


Soli ropeliant Grai 
PATENT-3 204 715 76-08 211 Not available NTIS 
PAT-APPL-190 527/GI 


Counter-Countermeasure Guidance System. 


PATENT-3 943 515 
76-22 17D Not available NTIS 


PAT-APPL-191 910/GI 


Fixed Frequency Solid Dielectric Fused Quartz 


PATENT-3 821669 76-01 9A Not available NTIS 
PAT-APPL-192 803/GI 


Scan Convertin + ae Tape Recorder. 
PATENT-3 924 ag 
11 


PAT-APPL-193 728/GI 
Constant Current Power Pack for Bone Healing and 


Method of Use. 
PATENT-3 842 841 76-09 6E Not available NTIS 
PAT-APPL-194 475/Gi 


Preparation of Insolubilized Enzyme 
PATENT-3 736 231 76-07 6A Not available NTIS 


PAT-APPL-195 394/GI 
FFT Processor Utilizing Variable Length Shift Re- 
isters. 
BATENT-3 783 258 76-11 9B Not available NTIS 
PAT-APPL-196 174/GI 
Removal of Mercury from Liquids Using Keratin 


Derivatives. 
PATENT-3 725 261 


17B Not available NTIS 


76-07 
PAT-APPL-196 848/GI 


Transducer. 
PATENT-3 851300 76-09 9A 


PAT-APPL-197 183/GI 


Airfoil Shape for Flight at Subsonic Speeds. 
PATENT-3 952971 76-17 1A Not available NTIS 


PAT-APPL-198 471/GI 


Cc 
PATENT-3 6 ot 76-05 7C 


PAT-APPL-199 803/GI 


Method of Preparing Animal Litter. 
PATENT-3 747 564 76-05 2E Not available NTIS 


PAT-APPL-202 355/GI 
Modified wane Base Propeliants with Diisocyanate 


Crosslinke 
Not available NTIS 


13K Not available NTIS 


Not available NTIS 


Not available NTIS 


PATENT-3 894 894 76-06 211 
PAT-APPL-203 883/GI 
Modification of Wool with Vinyl-Pyridine and Zinc 
Chioride. 
PATENT-3 749 553 
76-07 
PAT-APPL-205 358/GI 


Corrosion Resistant Alloys. 
PATENT-3 859 080 
76-02 


PAT-APPL-206 793/GI 
oe for Making a Hollow Fiber Separatory Ele- 


ment. 
PATENT-3 755034 76-01 7A _ Not available NTIS 
ies 263/GI 


Ay he. ution R Tracking Circuit. 
PATENT-3 ‘813 670 76-09 17! Not available NTIS 


PAT-APPL-210 265/G! 
Single Pulse TOA Measurement System. 


PATENT-3 936 831 
76-16 17C Not available NTIS 
PAT-APPL-210 419/Gi 
Shrinkproofing of Wool 
Piasma Treatment. 
PATENT-3 746 858 
76-07 
PAT-APPL-211 136/GI 


Short Range Passive Electromagnetic Detector. 
PATENT-3 939 770 
76-21 19A Not available NTIS 


PAT-APPL-211 579/Gi 
Microwave Crash Sensor for Automobiles. 


PATENT-3 760 415 
76-12 13F Not available NTIS 
PAT-APPL-212 002/GI 


immersible Diver's Microphone. 
PAT-APPL-212 002/Gi 
76-05 17B PC A0Q2/MF A0O1 


PAT-APPL-212 809/GI 


Directional Detection System. 
PATENT-3 875 553 
76-05 17A_ Not available NTIS 


PAT-APPL-217 963/Gi 
Treatment of Textiles with Glycidol-Modified Polyu- 


rethanes. 
PATENT-3 814 578 


11E Not available NTIS 


11F Not available NTIS 


by Low Temperature 


11E Not available NTIS 


11E Not available NTIS 
PAT-APPL-218 383/Gi 


Conversion of Plug-in Oscilloscope to Radar B- 
Scope. 
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PATENT-3 904 926 76-08 171 
PAT-APPL-220 785/GI 


Open Tube Guideway for 
Cushioned Vehicles. 
PATENT-3 837 285 


Not available NTIS 
High-Speed  Air- 


76-09 
PAT-APPL-222 194/GI 
Synchronized Turn-Off of VLF Antennae. 
PATENT-3 904 966 76-22 SE Not available NTIS 
PAT-APPL-222 503/GI 
Preparation of Highly Pure Titanium Tetrachloride 


from Iimenite Slag. 
PATENT-3 899 569 


13F Not available NTIS 


76-01 
PAT-APPL-222 853/GI 


Low Drag Flameholder. 
PATENT-3 913 319 


11F Not available NTIS 


76-11 
PAT-APPL-225 357/GI 
Phase Derivative Modulation Method and Ap- 


perme. 
ATENT-3 818 378 


218 Not available NTIS 


76-05 
rine 283/Gi 
ration of Insolubilized Enzymes 
PA ENT-3 767531 76-07 6A Not available NTIS 
PAT-APPL-227 959/GI 
Method and Apparatus for Detecting Dissolved 


Gases in Liquids. 
PATENT-3 922 904 


17B. Not available NTIS 


76-16 
PAT-APPL-227 977/GI 


Automated System for identifying Traces of Organic 
Chemical Compounds in Aqueous Solutions. 
PATENT-3 860 393 


14B Not available NTIS 


76-13 
PAT-APPL-228 593/GI 


Solar Cell Array. 
PATENT-3 833 425 


13B Not available NTIS 


76-03 
PAT-APPL-229 000/Gi 


inlet Flow Distributor for a Heat Exchanger. 
PATENT-3 895 674 
76-15 


PAT-APPL-229 084/Gi 
Focusing Protective Enclosure for Ultrasonic Trans- 
ducer. 
PATENT-3 783 967 
76-10 
PAT-APPL-229 289/GI 


Frequency Diversity Pulse Doppler Radar. 
PATENT-3 821 736 76-01 17! Not available NTIS 


PAT-APPL-229 940/Gi 
Analog Fiueric Gas Concentration Sensor. 
8 


PATENT-3 771 34 
76-24 13G Not available NTIS 
PAT-APPL-230-542/GI 


Missile Radar Doppler Processing Unit. 
PATENT-3 886 461 76-05 171 Not available NTIS 


PAT-APPL-230 702/GI 


Non-Contacting Angular Position Detector. 
PATENT-3 786 458 


108 Not available NTIS 


13A Not available NTIS 


17A_ Not available NTIS 


76-12 
PAT-APPL-231 343/GI 


Treatments for Improving the Process and Yield of 
aanen Fibers Obtained from the Pyrolysis of Rayon 


arn. 
PATENT-3 859 043 
76-07 
PAT-APPL-231 411/GI 
Siloxane Polymers for Soil-Repelient and Soil- 
Textile Finishes. 
PATENT-3 716518 76-04 7C Not available NTIS 
PAT-APPL-231 412/GI 
Siloxane Polymers for Soil-Repelient and Soil- 
Textile Finishes. 
PATENT-3 716517 76-04 
PAT-APPL-232 513/GI 
Siloxane Polymers for Soil-Repelient and Soil- 
Release Textile Finishes. 
PATENT-3 828 087 76-05 7C Not available NTIS 


PAT-APPL-234 584/GI 
Torpedo Control. 
PATENT-3 882 808 
76-06 19H Not available NTIS 
PAT-APPL-234 749/GI 
Multi-Channel Optical Correlator System. 
PATENT-3 816 735 
76-05 20F Not available NTIS 


13F Not available NTIS 


11E Not available NTIS 


7C_ Not available NTIS 


PAT-APPL-235 213/GI 


Rubber Cellulosic Tape Sandwich Inhibitor. 
PATENT-3 815 506 76-05 21! Not available NTIS 


PAT-APPL-235 779/GI 


rn = le for Preparing Tomato Juice of Increased 
ons 
PATENT-3 3 692 877 76-05 6H Not available NTIS 


PAT-APPL-235 820/Gi 
Preservation of 
Processing 
PATENT- - 764 348 76-05 6H Not available NTIS 

PAT-APPL-237 333/Gi 


Three-Stage Gasification of Coal. 
PATENT-3 840 354 76-01 7A Not available NTIS 


PAT-APPL-237 454/GI 


Two-Stage Downflow Gasification of Coal. 
PATENT-3 844 733 76-02 7A Not available NTIS 


PAT-APPL-237 814/GI 


Portable Swimmer Propulsion Unit. 
PATENT-3 831 546 76-01 13) Not available NTIS 


PAT-APPL-238 262/GI 
Graphite Fiber Treatment. 
PATENT-3 833 402 

76-03 

PAT-APPL-238 674/Gi 


ene Controllable Microwave Bipolar Attenua- 


PATENT- 3916353 76-11 
PAT-APPL-238 710/Gi 

Television Camera. 

PATENT-3 879 637 

76-07 

PAT-APPL-238 810/Gi 

Correlation System Using Matched Signals. 

PATENT-3 939 461 76-17 9E Not available NTIS 
PAT-APPL-238 923/GI 


Decaffeination of Bever 
PATENT-3 749 584 76 


PAT-APPL-238 927/GI 


Phosphorus Containin 


Aromatic Polymers and 
Process for Producing Flame Resistant Textiles. 
PATENT-3 883 597 


76-04 11C Not available NTIS 
PAT-APPL-241 409/Gi 
Extracts from Active Tree Saps for Treating P3868 
Mouse Leukemia. 
PATENT-3 928 584 76-10 60 Not available NTIS 
PAT-APPL-243 049/Gi 
CiS-3-Hexenyl Butyrate as an Attractant for Yellow 


Jackets. 

PATENT-3 790 666 76-10 6F Not available NTIS 
PAT-APPL-243 085/Gi 

Advanced Helmet Tracker Using Lateral Photode- 

tection and Light-Emitting Diodes. 

PATENT-3 917 412 76-11 5H Not available NTIS 
PAT-APPL-243 720/Gi 

Combustor Win Legs Generators. 


PATENT-3 921 
76-16 21E Not available NTIS 
PAT-APPL-244 084/Gi 
Submarine or Vehicle ere Bg re 
PATENT-3 940 674 76-17 Not available NTIS 
PAT-APPL-246 025/Gi 


Solvent Dyeing with Aqueous Perchiocroethylene - 
Hydrocarbon Mixture and Recovery of the Solvents 


After Dyein 
PATENT-3 806 315 
76-05 
PAT-APPL-246 031/Gi 
Nitrodifluoraminoterpheny! 
Processes. 
PATENT-3 894 086 
76-14 
PAT-APPL-247 434/GI 
Production of I-123. 
PATENT-3 971 697 
76-25 
PAT-APPL-248 149/GI 
Speed Control Mechanism. 
PATENT-3 818 802 
76-01 


PAT-APPL-248 842/GI 


Heat Exchanger Tube Mounts. 
PATENT-3 782 455 ip 


PAT-APPL-248 922/GI 


Heat Exchanger with a Removable Tube Section. 
PATENT-3 986 873 
76-15 


Peaches for Subsequent 


11C Not available NTIS 


SA _ Not available NTIS 


17G_ Not available NTIS 


: 6H Not available NTIS 


11E Not available NTIS 
Com pounds and 


19A Not available NTIS 


18B Not available NTIS 


13G Not available NTIS 


13A Not available NTIS 


13A Not available NTIS 








PAT-APPL-263 892/GI 


PAT-APPL-249 444/Gi 
Double-Base Propellant Containing Organic Azide. 
PATENT-3 883 374 76-07 211 Not available NTIS 
Nee 166/GI 


eee es Containing Deamidized Gluten. 
PATEN -3 770452 76-07 6H Not available NTIS 


PAT-APPL-251 992/G! 

Liquid Level Controller. 

PATENT-3 894 554 76-15 18! 
PAT-APPL-253 269/Gi 

Automatic oo Adjustment in Flash Blindness 

Protective Devic 

PATENT-3 761 "7 76-05 6Q Not available NTIS 
PAT-APPL-254 323/Gi 

Thermocouple Tape. 

PATENT-3 925 104 

76-10 

PAT-APPL-255 726/GI 


Object Locator System with Automatic Sensitivity 
Reduction for Large Signals. 
PATENT-3 894 293 76-05 171 


PAT-APPL-255 740/Gi 

Method for Dissolving Ceramic Beryllia 

PATENT-3 879 520 76-04 18) Not available NTIS 
PAT-APPL-255 848/Gi 


Rotatable Finned Heat Transfer Device. 
PATENT-3 844 341 


Not available NTIS 


148. Not available NTIS 


Not available NTIS 


76-05 
PAT-APPL-256 083/GI 


Dihydrochaicone Galactosides and Their Use as 
Sweetening Agen 
PATENT-3 876 777. 76-05 7C Not available NTIS 


PAT-APPL-256 084/GI 


Dihydrochaicone Xylosides and Their 
Sweetening ts. 
PATENT-3 826 856 76-05 6H Not available NTIS 


PAT-APPL-257 031/Gi 
Dihydrocinnamy! Phenols Useful as Antimicrobial 


nts. 
PATENT-3 775 541 76-05 6H Not available NTIS 
PAT-APPL-257 450/GI 


Control of Ultrafiltration Rates During Hemodialysis 
with ore Permeable Membranes 
PATENT-3 795 318 76-08 6L Not available NTIS 


PAT-APPL-258 165/Gi 
Fire Resistant Polymers Produced by Reacting 
Pheny! Isothiocyanate and TRIS (Hydroxymethy!) 
Ane wy 
PATENT-3 897 398 
76-04 
PAT-APPL-258 279/Gi 
Graft Polymerization of Vinyl 
Chrome-Tanned Hides and Skins. 
PATENT-3 843 320 
76-13 
PAT-APPL-258 929/Gi 


Circuit for Anti-jam Receiver of Wide Dynamic 
Range Utilizing Instantaneous Automatic Gain Con- 
trol Action for Closely Packed Pulses. 


PATENT-3 879 666 
76-07 17D Not available NTIS 
PAT-APPL-260 262/Gi 


Process for Smelting limenite to Produce Pig Iron 
and Titania-Containing Slag. 
PATENT-3 829 309 

76-02 


PAT-APPL-260 570/GI 


Process for Making Potato Starch Without Waste. 
PATENT-3 813 297 76-10 6H Not available NTIS 


PAT-APPL-260 572/Gi 


ene lron-Protein Complexes from Waste Ef- 
luents. 
PATENT-3 823 127 76-13 6H Not available NTIS 


PAT-APPL-260 573/GI 


Protein-Enriched Whey Fractions. 
PATENT-3 784114 76-10 6H Not available NTIS 


PAT-APPL-261 861/Gi 
Omnidirectional Low Noise Piezoelectric Trans- 


ducer. 
PATENT-3 947 802 76-21 9A Not available NTIS 


PAT-APPL-263 720/GI 


High Density INSB PV IR Detectors. 
PATENT-3 914 846 


13A Not available NTIS 


Use as 


11E Not available NTIS 


Monomers onto 


11G Not available NTIS 


11F Not available NTIS 


76-11 
PAT-APPL-263 892/GI 


Rocket Propellant with Acrylate Binder and 
Difluoroamino Plasticizer. 
PATENT-3 933 542 76-14 211 


17E Not available NTIS 


Not available NTIS 


AR-1025 





PAT-APPL-263 893/GI 


Acoustic Baffle for Deep Submergenc 
PATENT-3 923 118 76-14 13J Not ‘available NTIS 


PAT-APPL-265 011/GI 


Recovery of Gold 
PATENT-3 834 896 
76-01 


PAT-APPL-265 042/Gi 


Piezoelectric End Capped Cylinder Assembly for 
Use to the Radial-Mode Resonance Frequency. 
PATENT-3 828 143 76-02 9A Not available NTIS 


PAT-APPL-265 590/GI 


Thin, My, Electromagnetic Wave Absorber. 
PATE 
76-07 


PAT-APPL-265 862/GI 
Fiame Proofing Textile Treating Composition of 
Tris(Hydroxymethyl) Phosphine-Urea Adduct and 
Polyvinylbromide. 
PATENT-3 915 915 
76-11 
PAT-APPL-265 869/GI 
Quaternary Ammonium Salts of N-Substituted Pal- 


PATENT. 3869483 76-04 7C Not available NTIS 
PAT-APPL-266 023/Gi 

Cured Tobacco Leaf Stripper. 

PATENT-3 765 424 76-13 2C Not available NTIS 
PAT-APPL-266 524/GI 


High Powered Ferrite Loaded Helicopter Antenna. 
PATENT-3 936 8634 76-22 9E Not available NTIS 


PAT-APPL-266 900/Gi 
Blade “ween for Axial-Flow Compressors and 


the Lik 
PATENT- 3 890 062 
76-04 21E Not available NTIS 
PAT-APPL-267 829/Gi 


em for Coupling an Antenna to a Load. 
ATENT-3 955 146 76-21 9E Not available NTIS 


eaiidalies 450/GI 
Stark-Effect Modulation of C02 Laser with NH2D. 
PATENT-3 806 834 
76-13 20E Not available NTIS 
PAT-APPL-269 902/GI 
Nonaqueous Battery. 
PATENT-3 844 837 
76-05 
PAT-APPL-270 426/Gi 
Method and Ap eau for Detecting Spo ' 
PATENT-3 771 76-05 6H Not perm NTIS 
PAT-APPL-270 773/GIi 


Monopulse Receiver Circuit for an Anti-Radar Mis- 
sile Tracking System. 
PATENT-3 949 955 

76-21 


PAT-APPL-271 892/Gi 


Process of Producing Kynurenine. 
PATENT-3 766 261 76-07 6H Not available NTIS 


PAT-APPL-271 894/GI 
Copolymers of Fluoroaiky! Ethers and Maleic An- 


hydride. 
PATENT-3 773 728 


11F Not available NTIS 


17D Not available NTIS 


11E Not available NTIS 


10C Not available NTIS 


17G_ Not available NTIS 


76-07 11E Not available NTIS 
PAT-APPL-273 667/GI 
Production of Low-Sulfur Fuel from Sulfur-Bearing 
Coals and Oils. 
PATENT-3 840 456 76-01 7A _ Not available NTIS 
PAT-APPL-273 746/Gi 
Lime Silico-Phosp hate Cement. 


PATENT-3 804 651 
7 13C Not available NTIS 
PAT-APPL-273 915/GI 


Dual-Band Array Antenna. 
PATENT-3 761943 76-08 9E 


PAT-APPL-274 348/GI 


ara interrupt System 
TENT-3 829 839 76-13 9B 


nlioc ene 541/GI 


Pulsed Laser System. 
PAT-APPL-274 541/GI 


Not available NTIS 


Not available NTIS 


76-20 20F PC A0Q2/MF A01 
PAT-APPL-274 545/GI 


Sonar Signal Processing and Display Technique. 
PATENT-3 845 462 
76-05 117A 


PAT-APPL-274 949/GI 


Dehydration Process to impart Wrinkle Resistance 
to Cellulose-Containing Fibrous Materials. 
PATENT-3 918 903 


Not available NTIS 


AR-1026 


76-11 
PAT-APPL-275 009/GI 


Metallic Dibasic Fatty Soap Based Greases. 
PATENT-3 828 086 
76-09 


PAT-APPL-275 010/GI 


— Polycyanoethylated Keto Fatty Soap Based 
reases. 
PATENT-3 832 368 

76-09 


PAT-APPL-275 011/GI 


Difunctional te “poe Based Greases. 
PATENT-3 864 36 
76-09 


PAT-APPL-275 382/GI 
Production of Magnetic Fluids by Peptization 


Techniques. 
PATENT-3 843 540 76-02 7D Not available NTIS 
PAT-APPL-275 988/Gi 


Method and Composition for Preventing Deteriora- 

tion of Hides from Freshly Slaughtered Animals. 

PATENT-3 832 130 

76-10 

PAT-APPL-276 208/Gi 

Separator for we yey | Phototactic House Fly Lar- 

vae from Chicken Hen Excreta. 

PATENT-3 814057 76-09 2C Not available NTIS 
PAT-APPL-277 016/Gi 


Production of Cuprous Oxid 
PATENT-3 833 717 76-01 


PAT-APPL-278 491/Gi 
Method and System for Computing Altitude Over a 
Target and the Horizontal Range Thereof. 


PATENT-3 921 170 
7 19E Not available NTIS 


11E Not available NTIS 


11H Not available NTIS 


11H Not available NTIS 


11H Not available NTIS 


11G_ Not available NTIS 


e. 
7D Not available NTIS 


PAT-APPL-278 492/GI 


ARBS TV Tracker. 
PATENT-3 900 704 


76-06 17H Not available NTIS 
PAT-APPL-278 661/GI 
Process for Reducing the Hygroscopicity of 


Dehydrated Fruits 

PATENT-3 833 747 76-10 6H Not available NTIS 
PAT-APPL-279 919/GI 

Preparation of Crosslinked Polyethylenimine and 

parsegnatien of Cellulosic Material with in situ 

Crosslink-Polymerized Ethylenimine. 

PATENT-3 

76-04 

PAT-APPL-279 920/GI 

Process for Enhancing Fresh Tomato Flavor in To- 


mato Products. 
PATENT-3 826 851 76-05 6H Not available NTIS 
PAT-APPL-280 609/GI 
Pressure Release Test Device. 
PATENT-3 842 662 
76-05 14B Not available NTIS 
PAT-APPL-281 080/Gi 
intrusion Detection Apparatus. 
PATENT-3 811 010 
76-04 17H Not available NTIS 
PAT-APPL-281 667/Gi 


Process for Producing and Maintaining Purified, 
Sterile Water. 
PATENT-3 860 494 
76-01 14B Not available NTIS 
PAT-APPL-282 508/GI 


Process for Aenea > an Oxide for Use in a 
Pyrotechnic Composition 
PATENT-3 821 120 
76-01 
PAT-APPL-283 127/GI 
Tethered Mine Hunting System. 
PATENT-3 880 103 
76-06 
PAT-APPL-283 434/GI 
Titanium-Beryllium Reinforced Matrices. 


PATENT-3 847 55 
76-01 11D Not available NTIS 
PAT-APPL-283 688/Gi 
Fluorinated Esters. 
PATENT-3 823 171 
76-06 
PAT-APPL-285 156/GI 
Food Processing Apparatus. 
PATENT-3 392 660 76-13 6H Not available NTIS 
PAT-APPL-285 387/Gi 
Materials Testing System. 
PATENT-3 817 109 
76-05 


11E Not available NTIS 


19A Not available NTIS 


19A Not available NTIS 


11E Not available NTIS 


14B. Not available NTIS 


PAT-APPL-285 555/GI 


Radar System. 
PATENT-3 905 034 76-08 171 


PAT-APPL-285 556/GI 


Underwater Low Frequency Sonic Communication. 
PATENT-3 811 106 
76-05 


PAT-APPL-285 995/GI 


Method of Generating ice Nuclei Smoke Particles 
for Weather Modification and Apparatus Therefor. 
PATENT-3 835 059 76-03 4B Not available NTIS 


PAT-APPL-287 113/GI 
Rapidly Tunable aman. 


PATENT-3 872 40 
76-06 20F Not available NTIS 
PAT-APPL-288 803/G! 


Preformed Potato Products. 
PATENT-3 946 116 76-13 6H Not available NTIS 


PAT-APPL-289 760/GI 


Bistable Frequency Fuze System for VT Fuze. 
PATENT-3 913 102 
76-14 


PAT-APPL-289 784/Gi 


fa ey be | Chaff. 
PATENT-3 307 
76-17 


PAT-APPL-290 427/Gi 
Collision Avoidance and Station Keeping Antenna 
System. 
PATENT-3 851 334 
76-02 
PAT-APPL-290 932/GI 
Method of imparting Fatty-Fried Flavor to Foods 


Not available NTIS 


17B Not available NTIS 


19A Not available NTIS 


17D Not available NTIS 


17G_ Not available NTIS 


and Composition. 

PATENT-3 829 582 76-05 6H Not available NTIS 
PAT-APPL-290 933/Gi 

Process for Acylating Functional Groups Bearing 

Active Hydrogen with lsopropeny! Esters of Long- 

Chain Fatty Acids. 

PATENT-3 880 830 

76-13 

pote oe 180/GI 


ital ae Pipette. 


PATENT. 915 65 
76-12 148 Not available NTIS 
PAT-APPL-292 034/GI 


Laser Beam Deflection System. 
PATENT-3 817 598 
7 


11E Not available NTIS 


20E Not available NTIS 
PAT-APPL-292 = 


Wire Wrap Too 
PATENT-3 866 646 76-06 13! Not available NTIS 


PAT-APPL-293 258/GI 
Propellant Pressure Burning Rate Slope Modifica- 
tion. 
PATENT-3 920 494 
4 76-12 
PAT-APPL-293 735/GI 


19A Not available NTIS 


Bone Mill. 
PATENT-3 856 219 76-03 6L Not available NTIS 
PAT-APPL-293 744/Gi 


Process of Making Activated, Recurable, Durable- 
Press Fabrics and the Product. 
PATENT-3 868 216 

76-04 11E Not available NTIS 


PAT-APPL-294 033/GI 
Digital Radar Target imaging with High Radar 
Resolution Monopulse Radar. 
PATENT-3 887917 76-07 17! 
PAT-APPL-294 733/GI 


Optical BT] Display Panel. 
PATENT-3 871 7 


Not available NTIS 


76-06 20F Not available NTIS 
PAT-APPL-295 406/GI 


Method and Electrolyte for Producing a Copper 
Plated Microstrip. 
PATENT-3 838 025 76-03 9A _ Not available NTIS 


PAT-APPL-295 769/GI 

Means for Controlling the Depolyment and the 

Development of a Parachute Canopy. 

PATENT-3 837 604 76-03 1C Not available NTIS 
PAT-APPL-295 778/GI 

Process for improving Abrasion Resistance of 

Resilient Fabrics and the Product Produced. 

PATENT-3 877 872 

76-04 11E Not available NTIS 

PAT-APPL-296 361/GI 


Chemical Heater Tube. 
PATENT-3 811422 76-09 ,0 Not available NTIS 
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PAT-APPL-296 413/Gi 
Encoded Echo-Ranging Signal Generator. 
PATENT-3 958 214 
76-23 
PAT-APPL-298 088/GI 
Nitro-Pyrimidines. 
PATENT-3 923 804 


17B_ Not available NTIS 


76-12 
PAT-APPL-298 089/GI 


2,5-Dipicry! Thiophenes. 
PATENT-3 923 830 
76-12 


PAT-APPL-298 096/GI 


Dual Mode Radar System. 
PATENT-3 836 966 76-03 171 


PAT-APPL-298 134/GI 


Porous, — Nuclear Fuels Having in- 
ternal Poro 
PATENT- 3 88 486 76-04 


PAT-APPL-298 192/GI 
2-(3,5-Di(Trifluoromethyl)Phenyl) Hexafluoro-2- 


ney 
PATENT-3 833 670 76-09 7C Not available NTIS 
PAT-APPL-298 707/GI 


Method for Measuring Liquid Particle Distribution 
from Fogs, Clouds, and Sprays. 
PATENT-3 820953 76-01 4A _ Not available NTIS 


PAT-APPL-300 250/GI 
Hydraulic Impact Absorbing Bumper. 


PATENT-3 834 686 
76-08 13G Not available NTIS 
PAT-APPL-301 418/Gi 


Miniature Ingestible Telemeter Devices to Measure 
Deep-Body Temperature 
PATENT-3 971 362 76-25 6B Not available NTIS 


PAT-APPL-302 620/GiI 


System for Pasteurization. 
PATENT-3 830 149 76-05 6H Not available NTIS 


PAT-APPL-302 621/GI 


Cinnamy! Phenols Useful as Antimicrobial Agents. 
PATENT-3 777037 76-07 6H Not available NTIS 


PAT-APPL-302 622/GI 
Cinnamy! Phenols Useful as Antimicrobial Agents. 
PATENT-3 775 540 76-07 6H _ Not available NTIS 
PAT-APPL-303 154/GI 


Shotgun Grenade. 
PATENT-3 820 463 


19A Not available NTIS 


19A Not available NTIS 


Not available NTIS 


18J Not available NTIS 


76-01 
PAT-APPL-304 189/GI 


Air Activated Hydrogen Peroxide a Ester- 
Fiuorescer Chemiluminescent System 
PATENT-3 850 836 76-09 7D Not available NTIS 


PAT-APPL-306 480/GI 


Shoulder Disarticulation Prosthetic System. 
PATENT-3 866 246 76-07 61 Not available NTIS 


PAT-APPL-308 383/Gi 
Phenylated Amide-Quinoxaline Copolymers 
PATENT-3 746 687 76-05 7D Not available NTIS 
PAT-APPL-310 340/GI 
Non-Linera Amplification Technique for improving 
Signal to Noise Contrast. 
PATENT-3 807 226 
76-08 14B Not available NTIS 
PAT-APPL-310 628/GI 
Instant Replay Helium Speech Unscramblier Using 
Slowed Tape for Correction. 
PATENT-3 813 687 
76-09 17B Not available NTIS 
PAT-APPL-311 609/GI 
Bis(Phosphono)Dicarboxylic Acid Derivatives. 
PATENT-3 933 944 76-11 7C Not available NTIS 
PAT-APPL-312 066/GI 


Sextant Having Night Viewing Capability and Digital 
Readout and Portable Computer System. 


PATENT-3 854 037 
76-01 17G Not available NTIS 


PAT-APPL-312 166/GI 
Stabilized Platform. 
PATENT-3 811 329 

76-02 

PAT-APPL-314 645/GI 
Pulse Analyzer for an RF Moving Target Detector. 
PATENT-3 965 470 76-23 171 Not available NTIS 

PAT-APPL-315 070/GI 


Binary Concatenated Coding System. 
PATENT-3 958 238 76-18 9B Not available NTIS 


19A Not available NTIS 


17G_ Not available NTIS 


PAT-APPL-315 684/GI 


Process for Equilibrating Allene and 
a ag ae and for Recovery of Pure Allene 


from the Equilibrium Mixture. 
PATENT-3 415 76-09 7C Not available NTIS 
PAT-APPL-315 731/Gi 


Process for Increasin 
}- ae Agents in 


PATENT- 3 914 108 
76-11 
PAT-APPL-315 732/GI 
Process for the Preparation of Enol Esters of 
Straight Chain Carbozylic Acids. 
PATENT-3 878 230 76-09 7C Not available NTIS 
PAT-APPL-315 738/GI 
Flame Resistant Organic Textile Through Treatment 
with Halogen Containing Soluble Methylo!l Phos- 
hine Adducts. 
ATENT-3 868 269 


Receptivity to Fluorescent 
esin-Treated Cellulosic Tex- 


11E Not available NTIS 


76-04 
PAT-APPL-315 967/GI 


oat ustable Earmufts. 
ATENT-3 864 756 76-08 6Q Not available NTIS 


anamemae 625/GI 
Method of Making Microspheroidal Nuclear Fuels 


Having Closed Porosity. 
PATENT-3 880 769 76-04 18) Not available NTIS 
PAT-APPL-317 456/GI 


Method of improving the Corrosion Resistance of 
Nickel-Copper Alloys. 
PATENT-3 883 379 

76-06 


PAT-APPL-318 247/GI 


Facile Synthesis of Human Insulin by Modificstion 
of Porcine Insulin. 
PATENT-3 903 068 76-01 


PAT-APPL-319 084/GI 


Aircraft Fuel Line. 
PATENT-3 901 281 
76-07 


PAT-APPL-319 124/GI 
Apparatus for Mapping Acoustic Fields. 


PATENT-3 868 624 
76-06 14B Not available NTIS 
PAT-APPL-320 240/GI 


Speertine for Converting Teletypewriter Signals for 
ital Logic Circuits 
PATENT. 818 134 76-05 ‘9B Not available NTIS 


PAT-APPL-321 064/GI 
Activated Phosphors Having Matrices of Yttrium- 
Transition Metal Compound. 


PATENT-3 893 939 
76-16 11F Not available NTIS 
PAT-APPL-321 417/GI 


Removal of Free Formaldehyde from Solutions of 
Methylolated Carbamate Finishing Agents. 
PATENT-3 859 334 

76-04 11E Not available NTIS 


artes te 484/GI 
ight Sensitive Le losive Mixture. 


ENT-3 876 4 
6-07 19A Not available NTIS 
PAT-APPL-322 588/Gi 


Process for Modifying Fibrous Substrates with 
Fluorinated by gee oy 
PATENT-3 844 827 76-05 7C Not available NTIS 


PAT-APPL-323 194/GI 


Process for the Preparation of Beta Keto Aldehydes. 
PATENT-3 803 242 76-10 7C Not available NTIS 


PAT-APPL-323 497/GI 
Satellite Communications Link Monitor. 
PATENT-3 824 548 
76-01 178 Not available NTIS 
PAT-APPL-324 269/Gi 


Anemometer Wind Direction Damping System 
PATENT-3 815 413 76-02 4B Not available NTIS 


PAT-APPL-324 613/GI 
Fluidic Liquid i System. 
PATENT-3 840 867 
76-04 13K Not available NTIS 
PAT-APPL-324-614/GI 


Nonlinear ay | Absorption System. 
PATENT-3 833 952 76-03 1C Not available NTIS 


PAT-APPL-325 392/Gi 
Resonance Tire inspection Method and Apparatus. 


PATENT-3 815 407 
76-09 14B Not available NTIS 
PAT-APPL-325 784/Gi 


Reconstituted Asbestos Matrix. 


11E Not available NTIS 


11F Not available NTIS 


7C_ Not available NTIS 


13K Not available NTIS 








PAT-APPL-334 174/GI 


PATENT-3 910 814 
7 108 Not available NTIS 
PAT-APPL-326 207/Gi 
Laser Window Materials. 
PATENT-3 901 723 
76-06 20F 
PAT-APPL-326 304/Gi 
Skew Correction System. 
PATENT-3 877 069 
76-07 14C 
PAT-APPL-327 883/GI 


Cooling Water Valve. 
PATENT-3 810 484 
76- 


Not available NTIS 
Not available NTIS 


19H Not available NTIS 
PAT-APPL-327 953/GI 


auc and yee System. 
ENT-3 833 7 
76-10 178 


PAT-APPL-327 982/GI 


Process for Preparing Odor and Irritation Free For- 
maidehyde Disinfectant. 
PATENT-3 886 269 76-04 7C Not available NTIS 


PAT-APPL-328 198/GI 
Process for Preparing Water Repellent Cotton Tex- 
tiles and the Product. 
PATENT-3 912 449 
76-11 
PAT-APPL-328 199/GI 
Shrinkage-Contro!l Treatment for Knitted Fabrics. 


PATENT-3 891 389 
76-04 11E Not available NTIS 
PAT-APPL-328 200/Gi 
Feed Additive for Poultry from Soybean Oil Soap- 


stocks 
76-09 6H Not available NTIS 


Not available NTIS 


11E Not available NTIS 


PATENT-3 916 031 


PAT-APPL-328 205/GI 
Process for Treating Organic Textiles with Flame 
Retardent Polymers Made from Hydrox- 
methy pty Compounds and Guanazoles. 
ATENT-3 914 106 
76-11 


PAT-APPL-328 206/Gi 


Radiation Absorber and Intensity Collimator Unit. 
PATENT-3 832 564 
76-01 


PAT-APPL-328 564/GI 
Fuel Filter Testing Apparatus. 


PATENT-3 824 823 
76-02 14B Not available NTIS 
PAT-APPL-329 241/Gi 


Multiple Channel Optical System. 


PATENT-3 836 232 
76-09 20F Not available NTIS 
PAT-APPL-329 282/GI 


fe nm ong Container Comprising Heat Sealable 
Lamina 
PATENT.3 816 230 

76-05 


PAT-APPL-329 784/GI 


Laser Image intensifier. 
PATENT-3 863 166 76-07 9E Not available NTIS 


PAT-APPL-330 647/Gi 


Non-Contact Photographic identification Device for 
Labeling Gamma Camera ima 
PATENT-3 906 522 76-04 6L Not available NTIS 


PAT-APPL-330 924/GI 
ewe | A Digital Converter Having Digital Offset 


PATENT. 3 624588 76-01 9B Not available NTIS 
PAT-APPL-331 726/GI 
Double Layer Catalyst Bed for Removing SO2 from 


Waste Gases. 

PATENT-3 888970 76-01 7D Not available NTIS 
PAT-APPL-333 267/Gi 

Digital Tracking Range Unit. 


PATENT-3 921 174 
76-20 148 Not available NTIS 
PAT-APPL-333 914/GI 


Wind Tunnel Model Support and Measuring System 
with Met | ecieaaaaaaaas 


PATENT-3 866 467 
76-07 14B Not available NTIS 


PAT-APPL-333 921/GI 
Hydraulic Positional Control System. 
PATENT-3 838 627 
76-02 13G Not available NTIS 
PAT-APPL-334 174/GI 
Navigation Aid 
PATENT-3 917 408 
76-11 


11E Not available NTIS 


18D Not available NTIS 


13D Not available NTIS 


17G_ Not available NTIS 


AR-1027 











PAT-APPL-334 318/GI 


N-Substituted Fatty Acid Amide Lubricants. 
PATENT-3 873 457 76-04 7C Not available NTIS 


PAT-APPL-334 342/GI 


Mixture of Cinnamyiphenols and Normally Spoilable 
Substance. 
PATENT-3 951 820 76-15 6H Not available NTIS 


PAT-APPL-334 507/GI 
Fluidically Controlled Pneumatic to Mechanical 
Converters. 
PATENT-3 848 514 
76-01 13G Not available NTIS 
PAT-APPL-335 389/GI 


Multi-Purpose Real-Time Holographic Polariscope. 
PATENT-3 831 436 
76-01 148 Not available NTIS 


PAT-APPL-335 390/GI 


ieee Generating Compositions and Methods. 
PATENT-3 862052 76-05 7D Not available NTIS 


PAT-APPL-335 640/GI 


Very Low Frequency Sonar Projector. 
PATENT-3 833 880 
76-03 17A_ Not available NTIS 


PAT-APPL-335 701/GI 
Hard, es Waxes from Long-Chain N-Al- 


pr ATENT. 3 403 172 76-12 7C Not available NTIS 
PAT-APPL-335 859/Gi 


P ration of Enol Esters. 
PATENT-3 898 252 76-09 7C Not available NTIS 


PAT-APPL-335 860/GI 


Phosphonated N.N-Disubstituted Fatty Amides as 
Bactericidal and Fungicidal Agents 
PATENT-3 911120 76-11 6C Not available NTIS 


PAT-APPL-335 861/GI 


Preparation of Cellulose N,N-Dimethylformimidate 
Chioride vin Textile Form, and Conversion to 
' and Cellulose Formate. 


76-04 11E Not available NTIS 


PAT-APPL-337 037/GI 


Vented Plunger Atomizer. 
PATENT-3 858 





PATENTS 884 631 


76-01 13A Not available NTIS 

PAT-APPL-337 045/Gi 

Microwave Phase = aratu 

PATENT-3 832 713 76-53 E Not available NTIS 
PAT-APPL-337 492/Gi 

High-Pressure Optical Bulkhead Penetrator. 

PATENT-3 825 320 76-02 13J Not available NTIS 
PAT-APPL-337 782/Gi 

Life Support System. 

PATENT-3 831594 76-01 6K Not available NTIS 
PAT-APPL-337 792/Gi 


Polymerized Rosin Product and Process for the 
Production of Same. 
PATENT-3 891612 76-04 7C Not available NTIS 


PAT-APPL-337 981/GI 
Battery Holder aaa and Method. 


PATENT-3 830 
76-09 10C Not available NTIS 
PAT-APPL-338 611/GI 


Totally implantable Artificial Replacement Heart 
PATENT-3 919 722 76-04 61 Not svailable NTIS 


PAT-APPL-339 494/Gi 


Control Surface Deployment Mechanism 
PATENT-3 847 369 76-02 1C Not available NTIS 


PAT-APPL-339 687/GI 


Continuous Process for Mechanically Separating 
Materials tained in Urban Refuse. 
PATENT-3 848 813 

76-03 138 Not available NTIS 


PAT-APPL-340 434/Gi 


Chemiluminescent Device 
PATENT-3 819925 76-01 7D Not available NTIS 


PAT-APPL-340 612/GI 


Gated Clock Multivibrator. 
PATENT-3 843 938 76-05 


PAT-APPL-340 860/Gi 


High Velocity Water Ring Apparatus. 
PATENT-3 830 102 
76-02 14B Not available NTIS 


PAT-APPL-340 863/GI 


Method of Producing !-123. 
PATENT-3 966 547 76-25 60 Not available NTIS 


PAT-APPL-341 459/GI 


Solution Cast Double Base Propeliants and Method. 
PATENT-3 907619 76-08 7C Not available NTIS 


9E Not available NTIS 
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PAT-APPL-341 612/Gi 
Modular Core Component Support for Nuclear 


Reactor. 
PATENT-3 888 731 76-04 18J Not available NTIS 
PAT-APPL-341 808/Gi 


Programmable, Reversible Drag, Multi-Stage 


arachute. 
PATENT-3 629046 76-02 1C Not available NTIS 
PAT-APPL-342 119/GI 
Process for Isolating Proteins Using Liquid 
Fluorocarbons and Low Density Hydrocarbon Sol- 
vents. 
PATENT-3 828017 76-05 7A Not available NTIS 
PAT-APPL-342 133/GI 


Modification of Cotton Textiles and Cot- 
ton/Polyester Textile Blends by Photo-initiated 
Polymerization of Vinylic Monomers. 
PATENT-3 926 555 

76-11 11E Not available NTIS 


PAT-APPL-342 135/GI 


Shrinkproofing of Wool with Cyclic Acid Anhydrides 
and Zinc Acetate. 
PATENT-3 867 095 

76-06 11E Not available NTIS 


PAT-APPL-342 136/GI 


Flameproofing of Cotton Cellulose with Hexamethy! 
Phosphorous Triamide. 
PATENT-3 932 123 

76-11 11E Not available NTIS 


PAT-APPL-342 833/GI 


Acoustic Transponder Navigation System. 
PATENT-3 939 463 
76-21 17G Not available NTIS 


PAT-APPL-343 328/GI 


Method for Disrupting Normal Insect Maturation. 
PATENT-3 873 724 76-09 6F Not available NTIS 


PAT-APPL-343 771/GI 
Method of aes a Spacecraft Shell Surface. 


PATENT-3 871 90 
76-07 10B Not available NTIS 
PAT-APPL-343 775/GI 
Programmable Laser Marksmanship Trainer. 


PATENT-3 811 204 
76-02 19F Not available NTIS 
PAT-APPL-344 402/GI 
Method for Enhancing V3 Ga Thin Film Growth. 
85 


PATENT-3 811 1 
20L Not available NTIS 
PAT-APPL-344 404/GI 
Optical Waveguide Linear Modulator Array. 
PATENT-3 954 323 
76-23 20F Not available NTIS 
PAT-APPL-344 787/GI 


Tetratosylate or Tetraamino Phenylated Quinoxaline 
Monomers and Method of Synthesis. 
PATENT-3 887 555 76-06 7C Not available NTIS 


PAT-APPL-345 412/GI 


Acoustic Test Method and Apparatus. 
PATENT-3 858 437 
76-07 14B Not available NTIS 


PAT-APPL-346 201/GI 
Tunnel Excavation with Electrically Generated 
Shock Waves. 
PATENT-3 840 270 
76-04 138 Not available NTIS 
peretraeh tier 539/GI 


h Speed Random Access Memory Shift Register. 
PA ENT-3 824562 76-01 9B Not available NTIS 


PAT-APPL-346 540/Gi 
Simultaneous Two Wavelength Operation in in- 
frared Lasers. 
PATENT-3 840 823 
76-04 20E Not available NTIS 
PAT-APPL-347 083/GI 


Dihydrocinnamy! Phenol Antimicrobial Agents. 
PATENT-3 915 889 76-09 6H Not available NTIS 


PAT-APPL-347 084/Gi 
Dihydrocinnamyl Phenols Useful as Antimicrobial 


ents. 
PRIENT-3 867548 76-05 6M Not available NTIS 
PAT-APPL-347 085/G! 


Treatment of Textiles with Glycidol-Modified Polyu- 
rethanes 
PATENT-3 828 005 76-05 7C Not available NTIS 


PAT-APPL-347 086/GI 
Process for improving Quality of Protein-Fortified 


PATENT-3 949 093 76-13 6H Not available NTIS 


PAT-APPL-347 731/Gi 
Compact Transpiration Cooling System. 


PATENT-3 808 833 


76-22 21E Not available NTIS 


PAT-APPL-347 951/GI 


Noise Injection Implementation for Constant False 
Alarm Rate Radar 
PATENT-3 832 710 76-01 171 Not available NTIS 


PAT-APPL-348 344/GI 


Accelerometer — acamaaae 
PATENT-3 830 09 
76-02 148 Not available NTIS 


PAT-APPL-348 382/G! 
Theta-Shaped Test Specimen for Composite Materi- 
als. 
PATENT-3 842 664 
76-05 148 Not available NTIS 
PAT-APPL-348 414/GI 


Phenylated Amide-Quinoxaline Copolymer 
PATENT-3 839 442 76-04 7C Not available NTIS 


PAT-APPL-348 422/GI 
Cermet Composition and Method of Fabrication. 
PATENT-3 926 567 
76-10 118 Not available NTIS 
PAT-APPL-348 552/GI 


Arthropod Maturation Inhibitors. 
PATENT-3 842 128 76-10 6F Not available NTIS 


PAT-APPL-348 553/GI 
Arthropod Maturation Inhibitors. 
PATENT-3 846 451 76-10 6F Not available NTIS 
PAT-APPL-348 556/GI 
Process for the Production of Bicyclo Decenone 
Derivatives. 
PATENT-3 962 339 76-20 7C Not available NTIS 
PAT-APPL-348 558/GI 
Cotton-Oxime, Cotton-Semicarbazone, and Cotton- 
Hydantoin-Textile Products of High Nitrogen Con- 
tent. 
PATENT-3 914 109 
76-11 11E Not available NTIS 
PAT-APPL-348 559/GI 
Catalyst Assist Agents Using Leaving Group Effects. 
PATENT-3 909 199 
76-11 11& Not available NTIS 
PAT-APPL-348 568/G! 


Water Leaching Pre-Fried Potato Slices. 
PATENT-3 934 046 76-10 6H Not available NTIS 


PAT-APPL-348 584/GI 


Silver-Foil Psychrometer for Measuring Leaf Water 
Potential. 
PATENT-3 831435 76-05 2C Not available NTIS 


PAT-APPL-348 843/GI 


Arthropod Maturation Inhibitors. 
PATENT-3 914 260 76-13 7C Not available NTIS 


PAT-APPL-348 844/GI 


Arthropod Maturation Inhibitors. 
PATENT-3 846 458 76-10 6F Not available NTIS 


PAT-APPL-349 160/G! 


Mechanical Masking - es for Producing a 
Pattern on a Curved Surface. 
PATENT-3 833 298 76-09 13! Not available NTIS 


PAT-APPL-349 517/GI 
Range and Angle Discriminator for Leading Edge 
PATENTS. 9407766 76-21 171 Not available NTIS 
PAT-APPL-349 874/GI 
Vector Summer Circuit Using Time Sharing. 
PATENT-3 816 737 76-05 9B Not available NTIS 
PAT-APPL-350 563/GI 


Deep Sea Pressure Gauge. 
PATENT-3 820 391 
76-01 14B Not available NTIS 


PAT-APPL-351 726/GI 
top Bn Tracking Device for a Portable Attack Warn- 


PATENT- 3 868 686 76-06 17! Not available NTIS 
PAT-APPL-351 727/GI 

Bearing ee Device for a Portable Attack 

Warning Radar. 

PATENT-3 956 749 76-22 171 Not available NTIS 
PAT-APPL-351 753/GI 

Pressure Regulator. 

PATENT-3 815 867 

76-05 13G Not available NTIS 

PAT-APPL-351 910/GI 


Steady Heat 1 \ Reactor. 
PATENT-3 838 658 
76-01 13A Wot available NTIS 


PAT-APPL-351 932/GI 
Cinnamyl Phenol Antimicrobial Agents. 
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PATENT-3 865 748 76-06 6M _ Not available NTIS 


PAT-APPL-351 933/GI 


Antimicrobial nts and Use Thereo 
PATENT-3 936 393 76-10 6H et available NTIS 


PAT-APPL-351 935/GI 

introduction of a Temporary Stiffness into Knitted 

Cotton for ages | During Patterning. 

PATENT-3 879 16 

11E Not available NTIS 

PAT-APPL-352 389/Gi 

Treatment of — inum Alloys. 

7 


PATENT-3 947 
76-13 13H Not available NTIS 
PAT-APPL-352 400/GI 


Current Switching Frequency Modulato 
PATENT-3 835 419 76-04 9E Not available NTIS 


PAT-APPL-352 827/Gi 
Radioactive Battery. 


PATENT-3 884 718 
76-06 10C Not available NTIS 
PAT-APPL-352 829/GI 
ision Non-Translating Mirror/Lens Mount. 


Prec 
PATENT-3 815 429 
7 20F Not available NTIS 
PAT-APPL-353 143/GI 
Sensitivity Improvement of Spaced-Loop Antenna 
! ont 


by Capacitive Gap Loading. 
PATENT-3 973 263 76-24 S9E Not available NTIS 
"aetna 2862/Gi 
Locomotion Means. 


PATENT -3 916 704 
76-16 13F Not available NTIS 
PAT-APPL-353 879/Gi 
Rotating Tank Demonstrator. 


PATENT-3 854 225 
76-01 14B Not available NTIS 
PAT-APPL-354 035/Gi 
Chemical Reaction Transducers for Use with Fiueric 
Gas Concentration Sensing Systems. 
PATENT-3 915 645 
76-24 14B Not available NTIS 
PAT-APPL-354 060/Gi 


Electronic Optical Transfer Function Analyzer. 
PATENT-3 892 76-15 9A Not available NTIS 


PAT-APPL-354 098/GI 


isolation and Purification of Active Principle of Fruit 
of lum Duicificum. 
PATENT-3 925 547 76-08 6H Not available NTIS 


PAT-APPL-354 266/GI 

Method of Fabricating Right Spherical Segment 

Glass Shell-to-Metail-Joint. 

PATENT-3 839 109 76-04 13J Not available NTIS 
PAT-APPL-354 406/Gi 

Medical Subject Monitoring Systems 

PATENT-3 910 257 76-09 6B Not available NTIS 
PAT-APPL-354 425/GI 


Cash Load Attenuating Troop Seat. 
PATENT-3 868 143 76-07 1C_ Not available NTIS 


pi ain 555/GI 


Semisubme Ship with Hull Extensions 
PATENT.3 8: 178 76-02 13) Not available NTIS 
ete 626/Gi 


~ FM Logic Circuit. 
NT-3 839 682 76-04 9E Not available NTIS 
Pi all 716/Gi 
Monochromatic Detector. 
868 503 


PATENT-3 
76-05 20F Not available NTIS 
PAT-APPL-355 102/GI 
Time and Condition Data Logger. 
PATENT.3 911 746 
76-11 14C Not available NTIS 
PAT-APPL-355 268/GI 
Method of yz | a Composite Alloy. 
PATENT-3 827 921 
76-02 11F Not available NTIS 
PAT-APPL-356 269/GI 
ee Data Processor with Digital Computing 
Filter. 
PATENT-3 912 915 
76-06 148 Not available NTIS 
PAT-APPL-356 554/GI 
Method of Making an insulation Foil. 
PATENT-3 906 769 76-02 9A _ Not available NTIS 
PAT-APPL-356 556/GI 
Direct Vision Laser Range Gate System. 
PATENT-3 834 795 
76-03 20F Not available NTIS 


PAT-APPL-356 863/GI 
Irreversible yam indicator. 


PATENT-3 898 1 
76-15 148 Not available NTIS 
PAT-APPL-356 884/Gi 


Mechanical Retriever. 
PATENT-3 853 082 76-01 


PAT-APPL-357 039/Gi 
bedded fog Element Rocket Motor. 


Em 
PATENT-3 924 40 
76-09 21H Not available NTIS 
PAT-APPL-357 136/Gi 


Actuator and Latch. 
PATENT-3 834 282 
76-03 13G Not available NTIS 


PAT-APPL-357 147/GI 


Ballistic impact Detector. 
PATENT-3 819 962 
76-01 19D Not available NTIS 


PAT-APPL-357 312/Gi 
Fused Silicide Coatings Containing Discrete Parti- 
cles for Hy oye Niobium Al 
PATENT-3 931 44 
76-11 11C Not available NTIS 
PAT-APPL-357 737/Gi 


Mobile Roof spporing Shield. 
PATENT-3 902 324 6-03 8! Not available NTIS 


PAT-APPL-357 748/Gi 
High Reactivity Fuels for Supersonic Combustion 
PATENT: 3 883 376 
76-07 21D Not available NTIS 
PAT-APPL-359 052/Gi 
Aluminum Titanate Crucible for Molten Uranium. 
PATENT-3 890 140 
76-06 11B Not available NTIS 
PAT-APPL-359 066/Gi 
Humidi By Oe 


PATEN 
76-03 14B Not available NTIS 
PAT-APPL-359 291/Gi 
Voice-Operated Transmit System. 
PATENT-3 897 592 
76-11 17B Not available NTIS 
PAT-APPL-359 397/GI 


Method of Forming High Dens 
Hot Pressing at 50-100 


Above the Cubic 
to Monoclinic Phase Tra rmation Temperature. 
PATENT-3 898 309 


76-16 11B Not available NTIS 
PAT-APPL-359 400/G! 
ean of Meta! Filaments by Solid State Reac- 
PATENT-3 852 060 
76-01 11F Not available NTIS 
PAT-APPL-360 249/GI 
rmeable Membrane Gas Saturometer. 


Pe 
PATENT-3 871 22 
76-11 14B Not available NTIS 
PAT-APPL-200 251/Gi 


Preparation of Edible Protein from Leafy Green 
Cc Such as Alfalfa. 
PATENT-3 823 128 76-06 6H Not available NTIS 


PAT-APPL-360 279/Gi 

Methods of Increasing omy Attraction of the Gypsy 

Moth, Porthetria Dispar L 

PATENT-3 87€ 772 76-09 6F Not available NTIS 
PAT-APPL-360 280/Gi 

Boll-Weevil Sex Attractant 

PATENT-3 895 078 76-04 7C_ Not available NTIS 
PAT-APPL-360 281/Gi 


Azeotropic Solvents for Permanent Press Treat- 
ments of Cotton and Cotton Blend Fabrics. 
PATENT-3 910 760 

76-11 11E Not available NTIS 
PAT-APPL-360 282/Gi 
Three ‘D' Weapons Sight. 
PATENT-3 833 300 me 
76-09 19E Not available NTIS 
PAT-APPL-360 487/Gi 


ture Compensated Pyrotechnic Delays. 
PATENT.3 851 S86" 
76-09 19A Not available NTIS 


13J Not available NTIS 


Oxide Pellets by 


PAT-APPL-360 500/GI 
Prism to Separate a Second Harmonic from its Fun- 
damental Frequency. 
PATENT-3 856 380 
76-03 20F Not available NTIS 
PAT-APPL-361 117/Gi 
Shock Hardened Transducer. 








PAT-APPL-367 091/GI 


PATENT-3 846 744 
76-02 17A_ Not available NTIS 
PAT-APPL-361 700/Gi 


pay woe - for information Storage ee Anisotrop- 
olor Centers in Alkali Halide C 
PATENT. 3846 764 76-02 96 et —— NTIS 


PAT-APPL-361 929/Gi 

Automatic Night Search and Rescue System 

PATENT-3 839 639 76-04 6G Not available NTIS 
PAT-APPL-361 930/Gi 

Fluorescent Marker 

PATENT-3 839 638 76-04 6G Not available NTIS 
PAT-APPL-362 308/GI 


Stable Antigen-Erythrocytes for i An- 
tibodies against Toxoplasma Organism 
PATENT-3 914 400 76-12 6M Not available NTIS 


PAT-APPL-362 620/G! 

Production of Terpeneless Essential Oils. 

PATENT-3 867 262 76-06 7D Not available NTIS 
PAT-APPL-363 295/G! 

Certain on of Open Chain Terpenoids as insect 


Control 

PATENT- as2 472 76-10 6F Not availabie NTIS 
PAT-APPL-363 447/Gi 

Variable Geometry Marine Propuisor. 

PATENT-3 830 190 76-02 13J Not available NTIS 
PAT-APPL-363 676/GI 


Method and Apparatus for Aiding in Solution of 
Three-Dim yo Fire Control Problems. 
PATENT-3 883 0 
76-06 19E Not available NTIS 
PAT-APPL-363 691/Gi 
Controlled Separation Combustor. 
PATENT-3 910 035 
76-09 21E Not available NTIS 
PAT-APPL-363 — 
lodine Perchio 
PATENT-3 873 oT 76-07 7B Not available NTIS 
PAT-APPL-364 778/Gi 
Automatic Noise Figure indicator. 
PATENT-3 821 648 
76-01 148 Not available NTIS 
PAT-APPL-364 844/Gi 
Three-Phase Power Disturbance Monitor. 
PATENT-3 813 667 
76-02 148 Not available NTIS 
PAT-APPL-365 299/Gi 
Time Delay Vent Vaive. 
PATENT-3 886 969 
76-03 13K Not available NTIS 
PAT-APPL-365 320/Gi 


Platinum-Free Giass. 
PATENT-3 881 946 
76-07 118 Not available NTIS 


PAT-APPL-365 571/GI 
Apparatus Selectively Responsive to Bilevel Bipolar 
Pulses. 
PATENT-3 896 767 
76-14 17G Not available NTIS 
PAT-APPL-365 822/Gi 


Floating Support Structure. 
PATENT-3 951 086 76-17 13J Not available NTIS 


PAT-APPL-365 899/Gi 
Pyrolyzed Rosin Products as Synthetic Rubber 


Tackifiers 
PATENT-3 929 755 
76-11 11L Not available NTIS 
PAT-APPL-366 805/G! 
Bandwidth Measurement System. 
PATENT-3 813 599 


76-02 14B Not available NTIS 
PAT-APPL-366 909/Gi 
Time Sharing Radiometer System. 


PATENT-3 913 018 
14B. Not available NTIS 
PAT-APPL-366 940/Gi 


Deep Submergence Pressure Compensator. 
PATENT-3 897 742 76-05 13) Not available NTIS 


PAT-APPL-367 086/Gi 


Adaptive Control System Using Command Tailoring. 
PATENT-3 911 345 
76-11 160 Not available NTIS 


PAT-APPL-367 091/G! 
Burning Rate Modifying Binder for Propellant and 
Method. 


PATENT-3 932 240 76-16 21! Not available NTIS 


AR-1029 











PAT-APPL-367 254/GI 
Method of Reducing Solid Arcing Product Build-Up 
Between Electrical Contacts in Pressurized Fluid 
Ambients. 

PATENT-3 835 278 76-09 9A Not available NTIS 

PAT-APPL-368 160/Gi 
Laser Device for Moving Target Marksmanship 
— 

PATENT-3 813 795 
76-02 19F Not available NTIS 
PAT-APPL-368 405/Gi 


Method of Planar Mounting of Silicon Solar Cells. 
PATENT-3 964 155 
76-26 108 Not available NTIS 


PAT-APPL-368 578/GI 


Enzyme Electrode. 
PATENT-3 948 745 
76-15 14B Not available NTIS 


PAT-APPL-369 031/Gi 
Two Stage Gas —— Laser. 


PATENT-3 900 80 
76-07 20E Not available NTIS 
PAT-APPL-369 035/G! 
Periodically and Alternately my and 
sree ye Rate of a Feed Crystal 
PATENT-3 
76-10 20B No? available NTIS 
PAT-APPL-369 681/Gi 


aa Testing — 
PATENT-3 914 993 ~- 

36-05 148 Not available NTIS 
PAT-APPL-370 005/Gi 


Extracts from Active Tree Saps 
PATENT-3 932 628 76-10 60 Not available NTIS 


PAT-APPL-370 514/Gi 


Linear Gradient Generator. 
PATENT-3 832 139 76-01 61 Not available NTIS 


PAT-APPL-370 582/GI 


Spacecraft Docking and Alignment System. 
PATENT-3 910 533 
76-09 22B Not available NTIS 


PAT-APPL-370 736/Gi 
Electronic Bearing Selector for Omni-Directional 
PATENT -3 936 954 
76-26 17A Not available NTIS 
PAT-APPL-370 907/Gi 


Non-Aqueous Silver Film Formation. 
PATENT-3 830650 76-03 7D Not available NTIS 


PAT-APPL-371 019/GI 


Recovery of Lead. 
PATENT-3 891 430 
76-02 11F Not available NTIS 
PAT-APPL-371 030/Gi 


chronous Band-Pass Pulse Width Filter. 
ATENT-3 821563 76-01 9E Not available NTIS 


PAT-APPL-371 322/Gi 
ae omg Silicon Solar Celis and Method of Manu- 
PATENT-3 912 540 
76-09 10B Not available NTIS 
PAT-APPL-371 422/GI 
Active and Passive Sonar Range Computer. 


PATENT-3 883 722 
76-07 17A_ Not available NTIS 
PAT-APPL-371 642/Gi 
Solvent mages Fiberset Process for Durable Press 
Finishing of Cellulosic Fabrics. 
PATENT-3 901 984 
76-11 11E Not available NTIS 
PAT-APPL-371 917/GI 


a Refrigeration. 
PATENT-3 841 107 
76-04 


PAT-APPL-372 134/GIi 
Silicon Removal from incinerator Ash by Reaction 
with NOF.3HF. 
PATENT-3 882 040 
76-06 18G Not available NTIS 
PAT-APPL-372 431/Gi , 
Radio-Frequency Holography. 
PATENT-3 887 923 we 
76-07 17C Not available NTIS 
PAT-APPL-372 441/GI 
High Speed Video Track Loop. 
PATENT-3 868 688 76-06 17! Not available NTIS 
PAT-APPL-372 442/GIi 
High Speed Gated Video integrator with Zero Off- 


set. 
PATENT-3 838 679 76-04 9E Not available NTIS 


13A Not available NTIS 
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PAT-APPL-372 9 


Ramp/Hold Circu 
PATENT-3 870 $06 76-22 9E Not available NTIS 


PAT-APPL-372 554/GI 


incendiary Comprising Naphthalene and MG- 
Tetrafiuoroethylene. 
PATENT-3 881 968 

76-22 11D Not available NTIS 


PAT-APPL-372 560/GI 


Surface Wave Narrow Bandpass Filter 
PATENT-3 846 723 76-02 9€ Not available NTIS 


PAT-APPL-372 749/GI 


Automotive Exhaust System Leak Test. 
PATENT-3 852 996 
76-08 14B Not available NTIS 


PAT-APPL-373 052/Gi 
Corporate Feed System for Cylindrical Antenna 


ay. 

PATENT-3 839 720 76-09 9E Not available NTIS 
PAT-APPL-373 235/GI 

Wide Band Series-Connected Equal Amplitude 


Power Divider. 

PATENT-3 827001 76-09 9A _ Not available NTIS 
PAT-APPL-373 322/Gi 

Fluorinated Epoxy Resin 

PATENT-3 852 222 76-01 7C_ Not available NTIS 
PAT-APPL-373 583/GI 


eng Coupling Device for Multi Optical-Fiber 
ble 


PATENT-3 963 308 
76-23 20F Not available NTIS 
PAT-APPL-373 712/GI 
Ultrasonic Temperature Telemetry System. 
PATENT-3 878 502 76-06 9F Not available NTIS 
PAT-APPL-374 215/Gi 
Soldering Nonmetais to Metals. 
PATENT-3 391 44 
76-12 11C Not available NTIS 
PAT-APPL-374 216/GI 
Radiation Sample Celis. 
PATENT-3 379 093 
76-13 14B Not available NTIS 
PAT-APPL-374 421/GIi 
Non-Fiamable Elastomeric Fiber from a Fluorinated 
Elastomer and Containing an Halogenated Flame 
Retardant. 
PATENT-3 956 233 76-19 6K Not availabie NTIS 
PAT-APPL-374 584/GI 
increasing Flame Retardance of Cellulose Textile 
with 1,3,7-Triaza-5-Phosphabicyclo(3.3.1)Nonane- 
3, 7-Dicarbonitrile. 
PATENT-3 865618 76-04 7C Not available NTIS 
PAT-APPL-374 585/GI 
Processes to Make Olive Drab to Greenish-Goild 
Mineral Shades for Cellulosics. 
PATENT-3 915 631 
76-11 11C Not available NTIS 
PAT-APPL-374 603/Gi 
Hot Pressed, ign Strength Silicon Nitride. 
2 


PATENT-3 830 

76-10 11B Not available NTIS 
PAT-APPL-374 748/GI 
Synchronously Tuned Laser Transmitter and 


PATENT-3 849 742 
76-01 20F Not available NTIS 
PAT-APPL-375 240/Gi 
P rafluoroeth ylene-Lined Bearing improvement. 
PATENT-3 913 990 76-06 13! Not available NTIS 
PAT-APPL-375 696/Gi 


Selectable Up or Down Doppler Simulator. 
PATENT-3 921 121 
76-20 17D Not available NTIS 


PAT-APPL-376 784/Gi 
Silver Sulfide Cathode for Liquid Ammonia Batte- 
ries and Fuel Cells. 
PAT-APPL-376 784/GI 
76-07 10C PC A02/MF AO1 
Silver Sulfide Cathode for Liquid Ammonia Batte- 
ries and Fuel Cells Containing Sulfur and H2S in 
the Electrolyte. 
PATENT-3 001 
76-22 10A Not available NTIS 


PAT-APPL-376 971/Gi 
Fireproofing Cellulose Textiles 
Mycronymetny!) Phosphonium 


PATENT-3 897 205 
76-04 11E Not available NTIS 


with Tetrakis 
Chioride and 


PAT-APPL-376 972/Gi 
Pneumatic Valve for Airborne Materials. 


PATENT-3 873 164 
13K Not available NTIS 
PAT-APPL-376 973/Gi 


Chicken Coop Unstacking Machine 
PATENT- 3 891 097 6H Not available NTIS 
PAT-APPL-377 485/GI 


Digital Automatic th Control and Readout for a 
Movable Transducer Package. 
PATENT-3 837 224 
76-03 14B Not available NTIS 
PAT-APPL-377 500/Gi 


Azimuth Readout System. 
PATENT-3 811 648 
76-05 148 Not available NTIS 


yen 878/GI 


Device for Changing Pitch of an Audio Signal to im- 
pow inteigibity 
PATENT-3 134 
76-02 17B Not available NTIS 
prt 886/GI 


tal Raster Generator. 
PA rENT. 3858085 76-03 9E Not available NTIS 


PAT-APPL-378 119/GI 
Reduction of Copper-Caused Surface Cracking of 
Steel Ouri — 
PATENT-3 875 77 
76-02 11F Not available NTIS 
PAT-APPL-378 126/GI 


Zinc-Halide Battery with Molten Electrolyte. 
PATENT-3 912 999 
76-13 10C Not available NTIS 


PAT-APPL-378 127/GI 


Hydrogen-Bromine Secondary Battery. 
PATENT-3 894 887 
76-13 10C Not available NTIS 


PAT-APPL-378 296/GI 
Serial Access Memory Using Magnetic Domains in 


Thin Film Strips. 
PATENT-3 770 76-09 9B Not available NTIS 
genre 510/GI 


Apparatus. 
PATE -3 864 039 
76-08 13F Not available NTIS 


PAT-APPL-379 144/Gi 


Presettable Si ~~ ow bs integrator. 
PATENT-3 836 Not available NTIS 


PAT-APPL-379 ‘aii 


Semisubmerged Ship with Bow impact Alleviator. 
PATENT-3 842 772 76-05 13J Not available NTIS 


PAT-APPL-379 515/Gi 
Track Generator. 
PATENT-3 921 122 
76-14 17A Not available NTIS 


PAT-APPL-380 643/Gi 


Self-Locking Holdback Cleat 
PATENT-3 818 958 76-01 


PAT-APPL-380 648/GI 


Highly Fluorinated Derivatives of ee of 
Fluoro Ethers and Maleic Anhydride 
PATENT- 876 589 76-05 7C Not available NTIS 


PAT-APPL-380 957/GI 
Fuze ry Processing Circuit. 
PATENT-3 908 552 
76-11 16C Not available NTIS 


PAT-APPL-381 119/GI 
Thermally Sensitive ink. 
PATENT-3 925 088 
76-14 11C Not available NTIS 
PAT-APPL-381 193/GI 


Laser Bay yy and Receiving Lens Optics. 
PATENT-3 899 


1C Not available NTIS 


: 76-11 20F Not available NTIS 
PAT-APPL-381 203/Gi 


Apparatus for Measuring Tool Path Accuracy. 
PATENT-3 886 666 
76-06 13H Not available NTIS 


PAT-APPL-381 590/GI 
Simulator of Radar Return Signals From an Ac- 


ting Target. 

PATENT-3 903 521 76-22 17! Not available NTIS 
PAT-APPL-381 633/GI 

Method of Detecting a Fuel Element Failure. 

PATENT-3 881 989 76-04 18) Not available NTIS 
PAT-APPL-382 248/Gi 

System for Packing Particulate Material into Long 

Cylindrical Containers. 

PATENT-3 838 716 a 
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76-02 13D Not available NTIS 
PAT-APPL-382 261/GI 


Strain Gage Mounting Assembly. 
PATENT-3 914 991 
76-09 14B Not available NTIS 


PAT-APPL-382 412/Gi 
Method and Apparatus for Decoding a Manchester 


Waveform. 

PATENT-3 820031 76-01 9D Not available NTIS 
PAT-APPL-382 793/GI 

Pyrolyzed Tall Oil Products as Synthetic Rubber 


Tackifiers. 
PATENT-3 873 482 76-04 11J Not available NTIS 
PAT-APPL-383 233/G! 


Preparation of High Flux Cellulose Acetate Mem- 
branes and — Fibers from Prefabricated Low 
Flux Specimen 

PATENT-3 873 653 76-01 7D _ Not available NTIS 


PAT-APPL-383 841/Gi 


Delayed Parachute Disconnect. 
PATENT-3 829 146 76-02 1C Not available NTIS 


PAT-APPL-384 652/GI 


Esters of 1,4-Benzodioxan-2-Carboxylic Acid as At- 
tractants for the European Chafer. 
PATENT-3 884937 76-09 7C Not available NTIS 


PAT-APPL-384 773/Gi 
Annular Momentum Control Device Used for Sta- 
bilization of aes Vehicles and the Like. 
PATENT-3 915 416 
76-09 17G Not available NTIS 
PAT-APPL-384 850/GI 


ic Field Geometry for Crossed-Field Devices. 
PATENT-3 843 904 76-05 9A _ Not available NTIS 


PAT-APPL-385 210/GI 
ee Pulse Rebalance Accelerometer. 


NT-3 913 406 
76-19 16D Not available NTIS 
PAT-APPL-385 363/Gi 
— Low-Loss High-Frequency Electrical 


PATENT-3 946 349 76-17 9A Not available NTIS 
pain ees 522/GI 
whey peer my Systems. 


PATENT. 3 90 

76-02 13K Not available NTIS 
PAT-APPL-386 465/Gi 
Atmospheric Mercury Sampling Material and 


PATENT-3 888 124 76-04 7D Not available NTIS 
PAT-APPL-386 657/GI 
Oxynitride Fuel Kernel for Gas-Cooled Reactor Fuel 


PATENT-3 878 041 76-04 18) Not available NTIS 
PAT-APPL-386 792/GI 
Recovery of Rhenium. 


PATENT-3 862 292 
76-02 11F Not available NTIS 
PAT-APPL-386 918/GI 
Sonar Echo Simulator. 
PATENT-3 835 234 
76-01 17A Not available NTIS 
PAT-APPL-386 923/Gi 


Method for Preparing Lead Lanthanum Zirconate- 
Titanate Powders. 
PATENT-3 923 675 

76-09 20L Not available NTIS 


PAT-APPL-386 925/Gi 

Preparation of Lead Lanthanum Zirconate Titanate 

PATENT-3 917 780 

76-08 11B Not available NTIS 

PAT-APPL-387 095/Gi 

System for Enhancing Tool-Exchange Capabilities 

of a Portable Wrench. 

PATENT-3 907 312 76-02 13! Not available NTIS 
PAT-APPL-387 342/Gi 


System for Minimizing internal Combustion Engine 
Pollution Emission. 
PATENT-3 906 913 

76-13 21G Not available NTIS 


PAT-APPL-387 878/GI 


Zoom Lens System Having Four Movable Members. 
PATENT-3 840 290 


76-04 20F Not available NTIS 
PAT-APPL-388 704/Gi 


Breathing Gas Heat Exchanger. 
PATENT-3 895675 76-05 6K Not available NTIS 


PAT-APPL-388 963/GI 
a. et ae Fatty Acids and 


Method fo “yo 
PATENT-3 “408 73 Airy “7C Not available NTIS 
PAT-APPL-389 287/Gi 


Nuclear Fuel Pin Controlled Failure Device 
PATENT-3 886 037 76-03 18) Not available NTIS 


PAT-APPL-389 750/Gi 
Optical Mixing Device Smprayng Noncritical Phase 
Matching in Waveguides 
PATENT-3 856 379 
76-03 20F Not available NTIS 
PAT-APPL-389 859/GI 
Environmental Fluidic Switching Device with Plural 
oe... 
PATENT-3 835 271 
76-01 13G Not available NTIS 
PAT-APPL-390 049/G! 
Hyd n Rich Gas Generator. 
PAT-APPL-390 049/G!i 76-11 7A PC AQ2/MF A01 
PAT-APPL-390 673/GI 
Fluorinated Epoxy Resins Containing 
etrafluoroalkylene Fillers. 
ATENT-3 872045 76-07 7C Not available NTIS 
PAT-APPL-391 086/GI 
Cable Connector. 
PATENT-3 877775 76-05 9A _ Not available NTIS 
PAT-APPL-391 101/GI 
New roach to Shingling of Solar Cells. 
PATENT-3 811 181 
10B Not available NTIS 
PAT-APPL-391 181/Gi 
penesinpupaind Fatty Acid Metal Soap Thickened 


Greases. 
PATENT-3 835 051 
76-13 11H Not available NTIS 
PAT-APPL-391 182/Gi 


Ether-Containing Dibasic Fatty Acid Metal Soap 
Thickened Greases. 
PATENT-3 856 688 
76-09 11H Not available NTIS 
PAT-APPL-391 183/Gi 


Greases Thickened with Keto Fatty Acid Lithium 

Soaps or Keto Cyanoethylated Fatty Acid Lithium 

aeee. 

PATENT-3 836 468 

76-13 11H Not available NTIS 

PAT-APPL-391 1864/Gi 

Thiolation of Polysaccharides. 

PATENT-3 914 214 76-09 7C Not available NTIS 
PAT-APPL-391 186/GI 


Digital Voice Detector. 
PATENT-3 836 714 
76-03 17B Not available NTIS 


PAT-APPL-391 1e0/G! 


1,3,5-Triaza-7 haad t 
as Flame eee for Textiles. 
PATENT-3 899 619 

76-04 11E Not available NTIS 


PAT-APPL-391 385/GI 


Expandable Depthometer. 
PATENT-3 872 725 ‘ 





and Derivatives 


148 Not available NTIS. 
PAT-APPL-391 397/Gi 


Scanning Optical imaging System with Real-Time 
im Thresholding for the Elimination of 
Backscattered Light. 
PATENT-3 856 988 
76-03 17B Not available NTIS 
PAT-APPL-391 404/Gi 


Lateral Photodetector of Improved Sensitivity. 
PATENT-3 971057 76-24 9A _ Not available NTIS 


PAT-APPL-391 407/Gi 
ion of Rare Earth Compounds. 


Pp 
PAT-APPL-391 407/GI 
76-07 11F PC AO2/MF AO1 

PAT-APPL-391 408/Gi 

Use of the Chlorate Candle as a Source of Oxygen 

- the Emergency Destruction of Classified Materi- 

al. 

PATENT-3 871 281 76-06 58 Not available NTIS 
PAT-APPL-391 414/GI 


Replaceable Electrode Surfaces for High Field Elec- 
trostatic Lenses 
PATENT-3 838 305 76-02 9A Not available NTIS 


PAT-APPL-391 701/GI 


Bolt Locking Mechanism for Reciprocating Gun. 
PATENT-3 848 510 
76-01 19F Not available NTIS 





PAT-APPL-397 554/GI 


PAT-APPL-391 923/GI 


Circuit Breaker Assembly with interposed Wedge 
Non-Conductor and Complementary Housing Arc- 
Prevention Structure. 

PATENT-3 842 228 76-04 9A _ Not available NTIS 


PAT-APPL-392 377/G! 


Shock Heated, Wall Confined Fusion Power System. 
PATENT-3 925 990 
76-09 18A Not available NTIS 


PAT-APPL-392 381/GI 
Non-Abradable Turbine Seal. 
PATENT-3 887 299 
76-06 111A Not available NTIS 
PAT-APPL-392 607/Gi 


Boundary Layer Control as a Means of increasing 
Power Output of Supersonic MHD Generators. 
PATENT-3 851 195 

76-02 108 Not available NTIS 


PAT-APPL-393 207/GI 


Portable Ultrasonic Radiometer. 
PATENT-3 915017 76-12 6L Not available NTIS 


PAT-APPL-393 251/Gi 
on Preparing a Collagenous Shrimp and 


Fish . 
PATENT-3 864 498 76-09 6C Not available NTIS 
PAT-APPL-393 253/GI 


Bessel Sequence Echo-Location System. 
PATENT-3 890 618 
76-06 17A Not available NTIS 


PAT-APPL-393 413/GI 
Method of oe Purified Phosphates from im- 


PATENT-3'920 7 
ATENT-3 920 796° 16-05 7A Not available NTIS 
PAT-APPL-393 524/Gi 


Shared Memory for a Fault-Tolerant Computer. 
PATENT-3 950 729 76-16 98 Not available NTIS 


PAT-APPL-393 534/Gi 
ne oe of Making Fusible and Electrical Conduc- 
PATENT-3 834 960 
76-03 11C Not available NTIS 
PAT-APPL-394 891/Gi 


Preparation of Yttrium and Lanthanide Hex- 
afiuoroisopropoxide Diammoniates 
PATENT-3 975 416 76-26 7C Not available NTIS 


PAT-APPL-395 097/GI 
Simultaneous Dyeing and Crosslinking of Cellulosic 
Fabrics. 
PATENT-3 871 817 
76-04 11E Not available NTIS 
PAT-APPL-395 219/Gi 


se Load Matching Device 
TENT-3 885 393 76-03 6L Not available NTIS 


PAT-APPL-395 241/Gi 


Condition Responsive Control Apparatus. 
PATENT-3 886 540 76-09 5H Not available NTIS 


PAT-APPL-396 339/G! 
a. -Level Sensing Device. 
PA 


ENT-3 905 243 
76-15 148 Not available NTIS 
PAT-APPL-396 650/Gi 


Fluorescent Visual Augmentation Composition. 
PATENT-3 856 550 
76-03 11G Not available NTIS 


PAT-APPL-396 769/GI 


Statistical Sound Level Analyzer. 
PATENT-3 892 133 
76-09 148 Not available NTIS 


PAT-APPL-397 199/GI 
Means of Securing Ferrimagnetic Core in a 


Microwave Phaser. 
PATENT-3 811099 76-04 9E Not available NTIS 
PAT-APPL-397 207/Gi 


H © Bay aye lycidy! Ethers 
PATENT-3 879 430 76-07 7C Not available NTIS 
PAT-APPL-397 463/Gi 


Recovery of Boron from a Polymer Matr 
PATENT-3 887 687 76-04 18) Not available NTIS 


PAT-APPL-397 478/GI 


Ophthaimic Liquifaction Pum 
PATENT-3 906 954 76-02 


PAT-APPL-397 532/Gi 
gs Controlled Mobile Seagoing Sensor Piat- 
orm. 
PATENT-3 842 774 76-09 13/J Not available NTIS 
PAT-APPL-397 554/Gi 
Chemical Lighting Device Having Interlocking Am- 


poules. 
PATENT-3 813 534 76-02 7D Not available NTIS 


L Not available NTIS 


AR-1031 














PAT-APPL-398 039/Gi 


Rotary Valve Jet Fiap Control System. 
PATENT-3 854678 76-01 1C Not available NTIS 


PAT-APPL-398 885/Gi 
Fiber Modified Polyurethane Foam for Ballistic Pro- 
tection. 
PATENT-3 916 060 
76-10 11E Not available NTIS 
PAT-APPL-398 888/GI 


Traveling Wave Laser System. 
PATENT-3 886 482 
76-06 20E Not available NTIS 


PAT-APPL-396 908/GI 


Removal of Mercury from Solutions. 
PATENT-3 864327 76-01 7D _ Not available NTIS 


PAT-APPL-399 012/GI 


Configuration for Efficient Cooling and Excitation 
of High Average Power Solid State Lasers. 
PATENT-3 891 945 


76-06 20E Not available NTIS 
PAT-APPL-399 029/GI 


Video Phosphor Motion Perception Display. 
PATENT-3 927 323 76-12 17! Not available NTIS 


PAT-APPL-399 030/Gi 

Radar Adaptive Video Processor. 

PATENT-3 838 422 76-09 17! Not available NTIS 
PAT-APPL-399 234/Gi 


improved Magnetostrictive Transducer. 
PAT-APPL-399 234/Gi 76-07 9A PC A0Q2/MF A0O1 


PAT-APPL-399 771/Gi 
Electroless Deposition of Copper and Copper-Tin 
Alloys. 
PATENT-3 870 526 
76-10 11C Not available NTIS 
PAT-APPL-399 873/Gi 


insectproofing Wool with Zinc Acetate. 
PATENT-3 927 969 
76-09 11E Not available NTIS 


PAT-APPL-399 875/GI 


Fiber Optic Scanners. 
PATENT-3 836 225 
76-04 20F Not available NTIS 


PAT-APPL-399 889/Gi 
Process for increasing Digestibility of Legume 
Seeds 


PATENT-3 876 807 76-05 6H Not available NTIS 
PAT-APPL-399 890/Gi 


Limonoate Dehydrogenase and Preparation 
Thereof 


PATENT-3 869 345 76-05 6H Not available NTIS 
PAT-APPL-399 892/GI 
Preparation of _— Protein Concentrates from 


Grain By-Product 
PATENT-3 859 ro 76-05 6H Not available NTIS 
PAT-APPL-400 087/Gi 


= Analog a for Determining 
a Seafioor P 
PATENT.2 840 B44 76-09 ot) Not available NTIS 


PAT-APPL-400 490/GiI 
Stacking and 1 ~ me Building Structure. 


PATENT-3 881 28 
76-06 13M Not available NTIS 
PAT-APPL-400 769/Gi 
inflation and Evacuation System for an Air Cushion 


PATENT-3 626 449 76-02 1€ Not available NTIS 
PAT-APPL-401 002/Gi 
Smelting of Copper Oxides to Produce Blister 
PATENT-3 857 701 
76-03 11F Not available NTIS 
PAT-APPL-401 003/Gi 
Preparation of Reverse Osmosis branes by 
5h - Evaporation of the Solvent ‘Sateen 
PATENT- 801 76-01 7D Not available NTIS 
PAT-APPL-401 004/GI 
Smelting of Nickel Oxide Ores to Produce Fer- 
ronickel. 
PATENT-3 854 936 
76-02 11F Not available NTIS 
PAT-APPL-401 005/GI 
PATENT-3 906 361 
76-05 148 Not available NTIS 
PAT-APPL-401 014/GI 


Scan Generator. 
PATENT-3 898 448 76-12 9E Not available NTIS 


AR-1032 


PAT-APPL-401 294/GI 
Display System Employing Digitally-Addressable 
PATENT-3 858 196 
PAT-APPL-401 320/GI 


Alternate ee Stave Free-Flooded Cylin- 
drical Transduce 
PATENT-3 845 333 76-05 9A Not available NTIS 


PAT-APPL-401 324/GI 


Process for Preparing Quick-Cooking Garbanzo and 

Red Kidney Beans 

PATENT-3 869 556 76-05 6H Not available NTIS 
PAT-APPL-401 729/G! 


Secondary Electrochemical Power-Producing Cells 
Having Mixed Cathode Composition. 
PATENT-3 884 715 

76-04 10C Not available NTIS 


PAT-APPL-401 746/GI 


Airtoit Camber Change System. 
PATENT-3 836 099 76-04 1C Not available NTIS 


PAT-APPL-401 767/Gi 


Pulse-Repetition Frequency Discriminator (PRFD) 
for Tracking Radar Signals. 
PATENT-3 510 76-22 171 Not available NTIS 


PAT-APPL-401 919/Gi 
Ultraviolet Light Reflective Coating. 
PATENT-3 957 675 
76-19 20F Not available NTIS 
PAT-APPL-401 921/GI 


Prevention of Hydrogen Embrittlement of High 
St th Steel by Hydrazine Compositions. 
PATENT-3 919 014 

76-09 11F Not available NTIS 


PAT-APPL-402 547/Gi 


Stress Wave Drill. 
PATENT-3 840 078 
76-04 138 Not available NTIS 


PAT-APPL-402 659/GI 
Method and Apparatus for Determining Near-Field 


Antenna Patterns. 
PATENT-3 8798 733 76-07 9E Not available NTIS 
PAT-APPL-402 667/Gi 


76-10 9E Not available NTIS 


Collapsible Tripod Support. 
PATENT-3 871 607 76-10 131 Not available NTIS 
PAT-APPL-402 867 /Gi 
Meteoroid papaet Position Locator Aid for Manned 
tatio 
PATENT-3 896 758 
76-02 22B Not available NTIS 
PAT-APPL-403 600/Gi 
Electrolytic Preparation of Lanthanide and Actinide 
Hexaborides Using a Molten, Cryolite-Base Elec- 
tro : 
PATENT-3 902973 76-02 7D Not available NTIS 
PAT-APPL-403 751/Gi 
Parallel Point to Plane Electrostatic Precipitator 
Particle Size Sam g- 
PATENT-3 879 98 
76-03 138 Not available NTIS 
PAT-APPL-404 042/Gi 


Aluminum Chiorhydroxide Catalyst Systems for 
Treatments to Give Wrinkle Resistant Textiles. 

PATENT-3 909 861 
76-11 11E Not available NTIS 


PAT-APPL-404 063/GI 


BN ca Converte 
PATENT-3 866 214 76-07 “oe Not available NTIS 


PAT-APPL-404 090/Gi 


Method for Manufacturing a Composite Wall for a 
Regeneratively Cooled Thrust Chamber of a Liquid 
ine. 


ee Rocket Eng 
PATENT-3 897 316 
76-07 21H Not available NTIS 
PAT-APPL-404 091/Gi 
Chemica! Protection of Asbestos. 
PATENT-3 891 461 
76-06 10C Not available NTIS 
PAT-APPL-404 233/Gi 
Production of Nitrogen-Phosphorus Compounds. 
PATENT-3 922 157 76-08 7A ‘Not available NTIS 
PAT-APPL-404 460/Gi 
Conical Unbalanced Spiral Radar Modulator. 
PATENT-3 900 849 76-07 17! Not available NTIS 
PAT-APPL-404 974/Gi 


Turnbull's Blue Single Bath Mineral Dyeing Process 
Ferri-Zirc) for —_— Textiles. 
ATENT-3 895 90 
76-04 11C Not available NTIS 


PAT-APPL-404 9$75/Gi 
Catalysis with Odor Free Hyd 





id in the ae of Cellulosic ny omtilon 


Ac 
PATENT-3 907 4 
76-11 11E Not available NTIS 
PAT-APPL-404 976/Gi 
Fiber Distribution and Ribbon Forming System. 
PATENT-3 902 224 
76-12 11E Not available NTIS 
PAT-APPL-404 978/G!I 
Cellulose YM Textiles. 
PATENT-3 926 549 
76-11 11E& Not available NTIS 
PAT-APPL-404 979/Gi 
Odor Free Hydroxymethanesulfonic Acid 
PATENT-3 878 123 76-04 7C Not available NTIS 
PAT-APPL-404 980/Gi 
Method of ———— Coloration of Fruits and 
Vv bles w 
PATENT-3 064 | 501 
PAT-APPL-405 152/GI 
Generation of Hydrogen 
PATENT-3 940 474 76-25 7B Not available NTIS 
PAT-APPL-405 341/Gi 
Remote Manipulator System. 
PATENT-3 923 166 76-10 131 Not available NTIS 
PAT-APPL-405 532/GI 
—- of 1-(Tetrahydro-2-Furany!l)-5-Fluorouracil 
Floratur via Direct Fluorination. 
TENT-3 948 897 76-17 60 Not available NTIS 
raT-APPL4 603/Gi 


ing Visual Si * 
PA ENT-3 829 





76-05 7c Not available NTIS 


© 16-02 17B Not available NTIS 
PAT-APPL-405 708/GI 
Process of Forming Self-Destructing Pesticidal For- 


mutations. 
PATENT-3 873346 76-01 
PAT-APPL-405 709/Gi 


Process for on —— Self-Destructing 
Pesticidal Composit 
PATENT-3 871 906 76-02 7C Not available NTIS 


PAT-APPL-405 718/G! 
Synchro by oy RS Calibrating Device. 


PATENT-3 87 
76-05 148 Not available NTIS 
PAT-APPL-405 995/Gi 


Expendable Core Nose and Core Catcher Retainer. 
PATENT-3 833075 76-03 8 Not available NTIS 


PAT-APPL-406 069/Gi 
Transducer for FM Sonar Application. 
PATENT-3 854 060 
76-01 17A_ Not available NTIS 

PAT-APPL-406 ~ nel 

Bounce D —— 

PATENT-3 9€1 014 76-22 13! Not available NTIS 
PAT-APPL-406 123/GI 


Vo Tunable, Seven-Decade, Continuously-Vari- 
able illator. 
PATENT-3 878 483 76-07 SE Not available NTIS 


PAT-APPL-406 408/Gi 


Carbohydrate-Boron Alkoxide Compounds. 
PATENT-3 891621 76-04 7C Not ‘available NTIS 


PAT-APPL-406 459/GI 


70 Not available NTIS 


ry Control Circuit. 
PAT ENT-3 898570 76-11 9E Not available NTIS 
PAT-APPL-406 519/Gi 


Radial Blanket Assembly Orificing Arrangement. 
PATENT-3 892625 76-14 181i Not available NTIS 


PAT-APPL-406 720/GI 


ease Transversal-Filter Phase-Compensation 


PATENT-3 829 798 76-09 9E Not available NTIS 
PAT-APPL-407 213/G! 


- why y hy pee System. 


76-09 17F Not available NTIS 
PAT-APPL-407 357/Gi 
Base Two Exponential Counter. 
PATENT-3 924614 76-09 9B Not available NTIS 
PAT-APPL-407 365/GI 


Mode-Locking Saturable Absorber for Producing 
Picosecond and Sub-Picosecond Optical Pulses. 
PATENT-3 904 984 

76-08 20F Not available NTIS 


PAT-APPL-407 377/GIi 


Combined Vertical and Lateral identical Location of 
Accelerometer and Force System. 
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PATENT-3 902 686 76-05 1A 
PAT-APPL-407 378/Gi 
for sarmortng Chrysotile Asbestos. 


Not available NTIS 


Method 
PATENT-3 914 18 
76-06 108 Not available NTIS 


PAT-APPL-407 380/GI 
Surface by ap of Titanium and Titanium Alloys. 


PATENT-3 891 45 
76-06 13H Not available NTIS 
PAT-APPL-407 677/Gi 
Beam Doubler. 
PATENT-3 844 638 
76-05 20F Not available NTIS 


PAT-APPL-407 744/Gi 
Assem bly ~-4 Ferrimagnetic Core in 


em ay Phase Shi 
PATENT-3 849 746 76-01 9E Not available NTIS 
PAT-APPL-408 028/Gi 

Ammonia Driven Underwater Motor. 


PATENT-3 872 672 

76-14 13G Not available NTIS 
PAT-APPL-408 036/Gi 
Attractants for Yellow Jackets (Vespula SPP.: 


V ). 
PATENT. 912810 76-13 6F Not available NTIS 
PAT-APPL-408 037/GI 


Flame Resistant Wool. 
PAT-APPL-408 037/GI 
76-13 11E PC AOQ2/MF A01 


Flame-Resistant Wool. 
PATENT-3 950 129 


76-15 11E Not available NTIS 
PAT-APPL-408 038/Gi 
Standing Wave Acoustic Parametric Source. 
PATENT-3 872 421 


76-07 17A_ Not available NTIS 
PAT-APPL-408 218/Gi 


Quick Warm-Up Lamp. 
PATENT-3 867 661 
76-14 13A 


PAT-APPL-408 246/GI 
Suppressor of Fast High 
ransients 


T . 
PATENT-3 869648 76-07 9E 
Br es 340/GI 


ane Transducer Mounti 
PATENT-3 872 971 . ~_ 


6-07 17A_ Not available NTIS 


Not available NTIS 


Power Electrical 
Not available NTIS 


PAT-APPL-409 103/GI 


Predator Protection Collar for Livestock. 
PATENT-3 842 806 76-01 2E Not available NTIS 


PAT-APPL-409 104/GI 


Rock Bolt Tension Load Cell. 
PATENT-3 872719 76-03 8! Not available NTIS 
PAT-APPL-409 204/Gi 


nee Cooled Attenuator. 
PATENT-3 889 149 76-07 9A _ Not available NTIS 
PAT-APPL-409 535/GI 


A Variable Coating Pen. 
PAT-APPL-409 535/Gi 
76-03 14B PC AQ2/MF A01 


PAT-APPL-409 837/Gi 


In tor-Trans 
PATENT-3 849 77 


PAT-APPL-410 010/Gi 
Underwater Electrical Power Leakage Current De- 


tector. 
PATENT-3 869 668 


nder Fruit Reducer. 
76-01 18 Not available NTIS 


76-06 
PAT-APPL-410 052/Gi 
Foam Producing Composition Containing Whey 


PATENT-3 891 571 


148 Not available NTIS 


76-04 
PAT-APPL-410 118/Gi 
Combined Shift and Methanation Reaction Process 
for the Gasification of Carbonaceous Materials. 
PATENT-3 904 386 
76-01 21D Not available NTIS 
PAT-APPL-410 123/GI 
Microwave Gyro. 
PATENT-3 861 220 


11G_ Not available NTIS 


76-06 17G Not available NTIS 
PAT-APPL-410 936/GI 


Waterborne Vehicle Trainer Visual System 
PATENT-3 695 183 76-07 5!I Not available NTIS 


PAT-APPL-411 105/GI 


Process for Preparation of Ferrites. 
PATENT-3 887 479 76-07 7D Not available NTIS 


PAT-APPL-411 127/GI 
ay Dee for Liquid-Metal Sampling. 
355 


PATENT-3 
76-05 148 Not available NTIS 
PAT-APPL-411 553/Gi 
Processor for Multistration Photometers. 


Data 
PATENT-3 878 378 
76-05 148 Not available NTIS 
PAT-APPL-411 554/Gi 
| Age Hardenable, Austenitic Stainless 
PATENT-3 895 939 
76-16 
PAT-APPL-411 556/GI 
Plasma Pum 
PATENT-3 483 
76-04 20E Not available NTIS 
PAT-APPL-411 617/Gi 
Center-Pole Magnetic Circuit. 
PATENT-3 855 498 76-03 9A Not available NTIS 
PAT-APPL-411 853/Gi 
Method of Producing Current with Ceramic Fer- 
roelectric Device. 
PATENT-3 855 004 
76-10 
PAT-APPL-411 931/GI 


Floatable, Telescoping, Transportable Shelter. 


PATENT-3 833 954 
76-03 13M Not available NTIS 
PAT-APPL-412 069/Gi 
Harmonic Series Synthesizer 
PATENT-3 845 395 76-05 9E Not available NTIS 
PAT-APPL-412 222/GI 


Preparation of Highly Pure Titanium Tetrachlioride 

from Perovskite or Titanite. 

PATENT-3 900 552 76-01 
PAT-APPL-412 380/Gi 

Dual Hydro Winch Lift Mechanism 

PATENT-3 845 634 76-02 13J Not available NTIS 
PAT-APPL-412 397/Gi 

Mechanical Drive for Blood Pump. 

PATENT-3 896 501 (76-16 6L Not available NTIS 
PAT-APPL-412 845/GI 

Process for the Preparation of Yttrium-Silicon Com- 

pounay ome Alloys by Silicon Carbide Reduc- 

tion of 

PATENT-3 873 307 

76-02 

PAT-APPL-413 399/Gi 

Method for Shaped Charge Bombiet Production. 

PATENT-3 907 947 76-22 13! Not available NTIS 
PAT-APPL-413 lei 

Fiat Element Spr 

PATENT-3 879 R28" 76-10 
PAT-APPL-413 707/GI 

Connector for Use in Capacitive Graded 

PATENT-3 825 670 76-02 9A Not ava ‘le NTIS 
PAT-APPL-413 728/Gi 

Plastic ery Training Projectile. 

683 


PATENT-3 
76-05 19A Not available NTIS 
PAT-APPL-413 729/Gi 
tic +; > em Sensor. 


Acous 
PATENT-3 910 3 
76-06 148 Not available NTIS 
PAT-APPL-415 024/GI 
Method for ag Molding of Explosive and 
Pyrotechnic Materia 
PATENT.3 879 504 
76-05 19A Not available NTIS 


11F Not available NTIS 


10B Not available NTIS 


7A _ Not available NTIS 


11F Not available NTIS 


131 Not available NTIS 


PAT-APPL-415 204/Gi 
cena Manipulating and Work Stand 
NT-3 830 488 131 Not available NTIS 
PAT-APPL-415 693/Gi 


Roll a. 
PATENT-3 847 348 76-02 13J Not available NTIS 
PAT-APPL-415 889/Gi 


Reduction Towing System 
PATENT-3 839 985 76-04 


PAT-APPL-415 894/GI 


Plasma Waveguide Switch Permitting Triggering 
With Both Cathode and W uide Grounded. 
PATENT-3 903 489 76-05 Not available NTIS 


PAT-APPL-415 908/GI 


ration of Microporous Rare-Earth Oxhalides. 
PATENT-3 922 331 76-07 7C Not available NTIS 


PAT-APPL-415 910/GI 
Statistical Noise Processor. 


13) Not available NTIS 








PAT-APPL-419 013/GI 


PATENT-3 833 797 76-09 9E Not available NTIS 
PAT-APPL-416 122/Gi 
Selective Hydrocarbozylation of Unsaturated Fatty 


Compounds. 
PATENT-3 928 231 76-09 7C Not available NTIS 
PAT-APPL-416 300/G! 
Neer or Sar ty Activated Gated, Infrared Charge 
meat ng Device (PAGIRCCD). 
PATENT-3 842 274 
76-02 17E Not available NTIS 
PAT-APPL-416 304/GI 
Single Cone Multiple-Row Plot Seeder. 
PATENT-3 851 802 76-09 2C Not available NTIS 
PAT-APPL-416 311/GI 
Modular Electrochemical Cell. . 
PATENT-3 887 396 
76-04 
PAT-APPL-416 331/Gi 
Apparatus for Testing an Amplifier. 
PATENT-3 833 85 
76-03 
PAT-APPL-416 911/GI 
lsophthalamide Intermediates. 
PATENT-3 839 412 76-04 7D Not available NTIS 
PAT-APPL-417 339/Gi 
Protective Thin Film Coating for Metals. 
PAT-APPL-417 339/GI 
76-03 11C PC A02/MF AO1 


10C Not available NTIS 


148 Not available NTIS 


PAT-APPL-417 434/GI 
industrial Technique. 
PATENT-3 887 339 

76-04 

PAT-APPL-417 696/GI 
Recovering Proteins from Waste Water. 

PATENT-3 898 160 76-05 7A Not available NTIS 

PAT-APPL-417 832/Gi 
MHD Power Generation. 
PATENT-3 873 860 

76-01 

PAT-APPL-418 016/Gi 
Longitudinally-Pumped Two-Wavelength Lasers. 
PATENT-3 857 109 

76-03 20E Not available NTIS 

PAT-APPL-418 318/Gi 


Mini-Regenerator. 
PATENT-3 898 661 


18G Not available NTIS 


108 Not available NTIS 


76-07 
PAT-APPL-418 332/GI 


Vermiculating Polytoroidal Thruster. 
PATENT-3 881 776 
76-07 


PAT-APPL-418 344/Gi 
nee Wave Transverse Electron Beam for Laser 


PATENT? 956 711 


170 Not available NTIS 


13C Not available NTIS 


76-22 20E Not available NTIS 
PAT-APPL-418 346/GI 


Suppression of Fires in Confined Spaces by Pres- 
surization. 
PATENT-3 893 514 
76-06 13L Not available NTIS 
PAT-APPL-418 347/GI 
see eee say of Organic Liquid Films from Solid 
Surfaces by Non Aqueous Systems. 
PAT-APPL-418 347/GI 
76-08 11K PC AO2/MF A01 
Displacement of Organic Liquid Films from Solid 
Surfaces by Non Aqueous Systems. 
PATENT-3 957672 76-23 7C Not available NTIS 
PAT-APPL-418 352/Gi 
Amplitude Modulator Having a Transistor Controlled 
Bias Current. 
PATENT-3 866 148 76-06 9E Not available NTIS 
PAT-APPL-418 623/GI 
Safe and Arm Device. 
PATENT-3 884 118 
76-07 
PAT-APPL-418 694/Gi 
Fruit Reduction by Probe Selection 
PATENT-3 872 476 76-07 1B Not available NTIS 
PAT-APPL-418 790/GI 
Compensated Fluidic Bearing Clearance Monitor. 
PATENT-3 863 493 
76-06 
PAT-APPL-419 013/Gi 
Free Piston Pump. 
PATENT-3 846 048 
76-02 


19G Not available NTIS 


148 Not available NTIS 


13K Not available NTIS 


AR-1033 








PAT-APPL-419 177/GI 


Two Area Rocket Nozzie. 
PATENT-3 943 708 
76-21 21H Not available NTIS 


PAT-APPL-419 179/GI 


Method of Predicting the Post Transfusion Viability 
of Preserved E pe pone Other Similar Celis. 
PATENT-3 851 6P Not available NTIS 


PAT-APPL-419 rowel 
Tracking Phase Detector for Surface Wave Correla- 


tors. 
PATENT-3 875517 76-05 9E Not available NTIS 
PAT-APPL-419 303/G! 
Pyrotechnic Composition. 
PATENT-3 890 174 
° 76-07 19A Not available NTIS 
PAT-APPL-419 319/GI 
Heat Exchanger System and Method. 
PATENT-3 929 305 
76-12 13A Not available NTIS 
PAT-APPL-419 460/GI 


Atmospheric Probe System for Passive Telemetry 
PATENT-3 902 176 76-06 4A _ Not available NTIS 


PAT-APPL-419 747/Gi 
Position Determination Systems. 
PATENT-3 949 400 
76-16 17G Not available NTIS 
PAT-APPL-419 748/GI 


Strain Arrestor Plate for Fused Silica Tile. 
PATENT-3 920 339 
76-08 13M Not available NTIS 


PAT-APPL-419 755/GI 
Synthesis of N,N-BIS(2-Fluoro-2,2-Dinitroethy!) Car- 
bamates 


ates. 
PATENT-3 850978 76-02 7C Not available NTIS 
PAT-APPL-419 826/GI 


Radial Arm Guidance Platform Tracker. 
PATENT-3 941 345 
76-25 168 Not available NTIS 


PAT-APPL-419 851/GI 


Apparatus and Method for Controlling the inflation 
Time and ied Snatch Forces on a Parachute. 
PATENT-3 887 151 76-20 1C Not available NTIS 


PAT-APPL-420 238/GI 


Electromagnetic Interference Locator. 
PATENT-3 922 60 
76-24 14B Not available NTIS 


PAT-APPL-420 331/GI 


Signal “yy hy re wy Apparatus. 
PATENT-3 906 214 Not available NTIS 


PAT-APPL-420 404/Gi 
ol ry ping Device 
345 76-01 13J Not available NTIS 


ssnamanan 509/GI 
nee Deviation Measuring Device and its Method 
of Use. 
PATENT-3 864 043 
76-03 14B Not available NTIS 
PAT-APPL-420 813/GI 


inert Gas Metallic Vapor Laser. 
PATENT-3 906 398 
76-01 20E Not available NTIS 


PAT-APPL-421 307/GI 


Process for Fabricating One-Piece Rocket Motor 
Heat Barrier. 
PATENT-3 956 453 

76-22 13H Not available NTIS 


PAT-APPL-421 366/GI 


Asynchronous N Bit Position Data Shifter. 
PATENT-3 887 799 76-08 9B Not available NTIS 


PAT-APPL-421 702/Gi 
ry ty System. 


76-01 10A_ Not available NTIS 
PAT-APPL-422 012/Gi 


Solar E 
PATENT-3 


Ammonium Po pongeates. 
PATENT-3 912 %2 6-11 7B Not available NTIS 
PAT-APPL-422 052/GI 
Method of Stabilizing Single Channel Analyzers. 
PATENT-3 868 509 
76-02 14B Not available NTIS 
PAT-APPL-422 122/Gi * 
Chemical Overlay Solution with Non-Toxic 
Piasticizers for Sediment Control. 
PATENT-3 845003 76-05 7D Not available NTIS 
PAT-APPL-422 243/Gi 
Moisture Replacement in Pelletized Nitrocellulose. 
PATENT-3 925 125 
76-12 19A Not availabie NTIS 


AR-1034 


PAT-APPL-422 619/Gi 


Synchro-to-Digital Converter. 
PATENT-3 898 648 76-08 9E Not available NTIS 


PAT-APPL-422 810/GI 


Photoparametric Amplifying Upconverter. 
PATENT-3 937979 76-20 9A Not available NTIS 


PAT-APPL-423 026/Gi 
Regenerative, Synchronous, Pulse Phase Demodu- 


or. 
PATENT-3 868 579 76-05 9E Not available NTIS 
PAT-APPL-423 339/Gi 


Polypole Broadband Antenna Array. 
PATENT-3 852 766 76-01 9E Not available NTIS 


ae 367/GI 


n Isotope Separation from Water 
PATE T-3 904500 76-14 7D Not available NTIS 


PAT-APPL-423 624/Gi 
Optical Switch. 
PATENT-3 883 220 
76-05 20F Not available NTIS 
PAT-APPL-423 625/Gi 


All Attitude Compass. 
PATENT-3 881 258 
76-07 17G_ Not available NTIS 


PAT-APPL-423 847/Gi 

Bis(Trifiuorometh yl)Epoxides. 

PATENT-3 849 450 76-01 7C Not available NTIS 
PAT-APPL-423 855/GI 


Retrieval Assembly. 
PATENT-3 891165 76-06 1C Not available NTIS 


PAT-APPL-423 856/GI 
Paddie Wheel Diffuser. 
PATENT-3 898 910 

76-07 19F Not available NTIS 

PAT-APPL-423 857/Gi 


Method for Growing Crystals. 
PATENT-3 933 572 
76-11 208 Not available NTIS 


PAT-APPL-423 858/GI 


Glass Anode Geiger-Muller Tube. 
PATENT-3 903 444 
76-05 18D Not available NTIS 


PAT-APPL-423 864/Gi 
Performance Monitoring/Fault Location Test Set for 
Tropo-Radio Equipment. 
PATENT-3 909 72 
76-05 14B Not available NTIS 
PAT-APPL-423 967/GI 


Lock Indicator for Phase-Locked Loops. 
PATENT-3 893 042 76-09 9E Not available NTIS 


PAT-APPL-424 149/Gi 
Depthometer. 
PATENT-3 857 283 

7 14B Not available NTIS 

PAT-APPL-424 257/Gi 

Valve for Cryogenic Service. 


PATENT-3 902 695 
76-15 13K Not available NTIS 
PAT-APPL-424 853/Gi 


Universal Function Module. 
PATENT-3 880610 76-11 SE Not available NTIS 


PAT-APPL-425 059/G! 


Helicopter Cargo Lifting System. 
PATENT-3 845 937 76-09 13! Not available NTIS 


PAT-APPL-425 357/Gi 
Anchor Assembly for Strength Member of Commu- 


nication Cable. 
PATENT-3 883 681 76-07 9A Not available NTIS 
PAT-APPL-425 382/Gi 


Method and Means for inspection Bore Surfaces in 
Elongate Articles. 
PATENT-3 909 139 

76-16 14B Not available NTIS 


PAT-APPL-425 434/G! 
Weather Resistant Segmented Fairing for a Tow 


Cable. 

PATENT-3 899 991 76-05 13) Not available NTIS 
PAT-APPL-425 580/GI 

Block Coded peeaaeen System. 


PATENT-3 868 63 
> 76-05 178 Not available NTIS 

PAT-APPL-426 160/Gi 

Process for the Preparation of Beta Dicarbony). 

PATENT-3 883 595 76-09 7C Not available NTIS 
PAT-APPL-427 158/GI 

Acoustic Emission System for Solid Propellant Burn 

Rate Measurements. 

PATENT-3 899 919 





76-07 14B Not available NTIS 
PAT-APPL-427 196/Gi 
Tetrahedral Stereotaxic Jig. 
PATENT-3 841 148 
- 76-04 14B Not available NTIS 
PAT-APPL-427 391/Gi 
Fiuidized-Bed Nuclear Reactor. 
PATENT-3 888 733 76-03 181 Not available NTIS 
PAT-APPL-427 393/Gi 
Method of Evaluating the Precision of Cross-Spec- 
trai Density Measurements of Random Noise 
PATENT-3 886 333 76-03 18! Not available NTIS 
PAT-APPL-427 394/Gi 
poternatien . crgmetoe of a Nuclear Reactor 
Through Noise ents. 
PATENT-3 894 o12 7 76-14 181 Not available NTIS 
PAT-APPL-427 762/G! 
Air Dropped —— Acoustic Detector. 


PATENT-3 
76-17 117A Not available NTIS 
PAT-APPL-427 775/GI 


Silica Reusable Surface Insulation. 
PATENT-3 952 083 
76-17 11D Not available NTIS 


PAT-APPL-428 444/Gi 
Hydrogen-Rich oy Generator. 
PATENT-3 920 4 
* 10-13 10B Not available NTIS 
PAT-APPL-428 461/GI 
Acoustic Beam Former. 
PATENT-3 873 958 
76-06 17A Not available NTIS 
PAT-APPL-428 589/Gi 
Shaped Ceramic Dielectric Antenna Lens. 
PATENT-3 866 234 76-11 9E Not available NTIS 
PAT-APPL-428 598/GI 
Wing Thruster. 
PATENT-3 895 515 
76-06 14B Not available NTIS 
PAT-APPL-430 120/GI 
Method and Apparatus for Positioning a Cofferdam. 
PATENT-3 849 996 76-01 13J Not available NTIS 
PAT-APPL-430 307/GI 


Method and Apparatus for Continuously Determin- 
ing Total yo in an Aqueous Stream. 


PATENT-3 
76-24 14B Not available NTIS 
PAT-APPL-430 369/G! 
Apparatus and Method of Insulating Stator Coils. 
PAT-APPL-430 369/G! 76-06 9A PC A02/MF AO1 


Method of Insulating wey Coils. 
PATENT-3 932 928 9C Not available NTIS 


PAT-APPL-430 825/GI 


Process for Producing Stabilized Anatase Titanium 
Dioxide. Surf eS for Durable Adhesive Bonding. 
PATENT-3 
76-24 11F Not available NTIS 
PAT-APPL-430 953/Gi 


Dye Laser for Holographic Applications. 
PATENT-3 903 483 
76-06 20E Not available NTIS 


PAT-APPL-431 198/GI 

Method of Encapsulation. 

PATENT-3 908040 76-05 7D Not available NTIS 
PAT-APPL-431 268/Gi 

Multi-Channel Wideband Oscillograph. 


PATENT-3 900 851 
76-07 148 Not available NTIS 
PAT-APPL-431 817/Gi 
Coaxial Short Pulsed Laser. 
PATENT-3 898 586 
76-16 20E Not available NTIS 
PAT-APPL-431 999/GI 
os and Method of Making Same. 


76-05 148 Not available NTIS 
PAT-APPL-432 021/GiI 


Projectile Body Testing Machine. 
PATENT-3 886 793 
76-05 19A Not available NTIS 


PAT-APPL-432 773/GI 


Enhancement of Ultimate Tensile Strength of Car- 
bon Fibers. 
PATENT-3 931 392 
76-23 11B Not available NTIS 
PAT-APPL-433 021/Gi . 


infrared Vidicon. 
PATENT-3 892 966 76-08 9A Not available NTIS 


Thermocou 
PATENT-3 
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PAT-APPL-433 179/Gi 
Magnetic Surface Wave Rotation Rate Sensor Using 
the Somes Effect. 
PATENT-3 909 710 
76-05 14B Not available NTIS 
PAT-APPL-433 327/GIi 
Fortification of Flour and Flour Products with Fer- 
i te 


eet 3 are 813 76-05 6H Not available NTIS 
PAT-APPL-433 524/GI 

Benzhydry! Esters of Dimer Acid. 

PATENT-3 393 214 76-08 7C Not available NTIS 
PAT-APPL-433 647/GI 


Flame-Retardant Polyurethane Foa 
PATENT-3 926 868 76-09 11! Not available NTIS 


PAT-APPL-434 154/GI 


Vaive System for Confined Vortex Flow System. 
PATENT-3 899 925 
76-07 13K Not available NTIS 


PAT-APPL-434 162/GI 

Optical Detection System. 

PATENT-3 859520 76-03 8! Not available NTIS 
PAT-APPL-434 169/GI 

Pipe Closure Apparatus. 

PATENT-3 889 714 

76-06 13K Not available NTIS 

PAT-APPL-434 180/GI 


Vibrio Vaccine and immunization. 
PATENT-3 862 313 76-01 6M _ Not available NTIS 


PAT-APPL-434 458/Gi 
lon-Beam Mask for Cancer Patient Therapy. 
PATENT-3 886 367 76-04 61 Not available NTIS 
PAT-APPL-434 459/GI 


Cathode for a Secondary Electrochemical Cell. 
PATENT-3 907 589 
76-14 10C Not available NTIS 


PAT-APPL-434 528/Gi 


Laser Plasma Diagnostic whe Vy. Reasonators. 
PATENT-3 885 874 Not available NTIS 


PAT-APPL-434 725/Gi 
Gas Chromatograph Column Material. 
PATENT-3 877 894 
76-04 14B Not available NTIS 
PAT-APPL-435 047/GI 


Fuze Sterilization System. 
PATENT-3 906 861 
76-12 19A Not available NTIS 


PAT-APPL-435 072/Gi 
Process of Curing Polydienes with Polyepoxides 


and A ry . 
PATENT-3 876 723 76-07 11J Not available NTIS 


PAT-APPL-435 080/GI 
Loran Assist Device. 
PATENT-3 858 217 

7 17G_ Not available NTIS 


PAT-APPL-435 376/Gi 


Real-Time index Register. 
PATENT-3 906 456 76-08 968 Not available NTIS 


PAT-APPL-436 227/Gi 
Programmable Psychomotor 


PATENT-3 892053 76-07 5J Not available NTIS 
— 234/GI 


rocess for Peeling Fruits and Vegetables 
PATENT-5 950 556 76-15 6H Not available NTIS 


PAT-APPL-436 239/GI 


Arthropod Maturation Inhibitors. 
PATENT-3 904773 76-09 6F Not available NTIS 


PAT-APPL-436 264/Gi 
Preparation of Stretchable Woo! Textiles. 
PATENT-3 932 125 
76-10 11E Not available NTIS 
PAT-APPL-436 288/GI 
Process for Acylating Functional Groups Bearing 
Active be ep es with Isopropenyl Esters of Long 
Chain Fatty Acids. 
PATENT-3 894 839 
76-13 11E Not available NTIS 
PAT-APPL-436 316/GI 
Rocket Chamber and Method of Making. 


PATENT-3 910 039 
21H Not available NTIS 


Task Simulator 


PAT-APPL-436 317/GI 
Vacuum Pressure Molding Technique. 
PATENT-3 956 050 
76-19 11D Not available NTIS 


PAT-APPL-436 401/Gi 


Apparatus and Method for Large Tunnel Excavation 
in Hard Rock. 
PATENT-3 885 832 
76-06 13C Not available NTIS 
PAT-APPL-436 402/Gi 


Sogertine and Method for Large Tunnel Excavation 
ft and Incompetent Rock or Ground. 
PATENT.3 881 77 
76-06 13C Not available NTIS 
PAT-APPL-436 415/GI 
Sweep and Memory Control Circuit. 
PATENT-3 893 115 76-11 17! Not available NTIS 
PAT-APPL-436 562/Gi 
Digital Test Apparatus. 
PATENT-3 927 310 
76-09 14B Not available NTIS 
PAT-APPL-436 568/Gi 


Multi-Buoyancy Buoy. 
PATENT-3 893 201 6-14 13J Not available NTIS 


PAT-APPL-436 778/GI 


Haloaikoxy Derivatives of the A en, on ragga 
Po By yt ee me ne Adduc 
PATENT-3 927 147 6- 7C Not svailable NTIS 


PAT-APPL-437 094/Gi 
aaa Method for Determining Fat Content 


n Mea 
PATENT- 3877818 76-12 6H Not available NTIS 
PAT-APPL-437 095/GI 


CO-Distillation Method for Recoveri Volatile 
Flavor Compounds from Citrus Essence Oils. 
PATENT-3 917 865 76-11 6H Not available NTIS 


PAT-APPL-437 096/GI 
Flame-Retardant Textiles by Reaction of Cellulose 
with the Adduct of Phosphorus Trichloride and N,N- 
Dimethylformamide. 
PATENT-3 920 391 
76-11 11E& Not available NTIS 
PAT-APPL-437 428/Gi 
Fiber Optic Cable Connector. 


PATENT-3 904 269 
76-11 20F Not available NTIS 
PAT-APPL-437 556/Gi 


Transparent Fire Resistant Polymeric Structures. 
PATENT-3 928 708 76-11 1C Not available NTIS 


PAT-APPL-438 089/GI 


Desalination Process 
PATENT-3 883 412 76-07 7D Not available NTIS 


PAT-APPL-438 131/GI 


Process for Manufacturing Rapidly Rehydratable 
drated Fruits and Mt eg of High etary 
TENT-3 408 209 76-1 Not available N 


PAT-APPL-438 147/GI 


Two Stage Light Gas-Plasma Projectile Accelerator. 
PATENT-3 916 761 76-09 20! Not available NTIS 


PAT-APPL-438 149/Gi 
Tubular Electric Heater with a Thermocouple As- 


sembly. 
PATENT-3 898 431 76-14 18) Not available NTIS 
PAT-APPL-438 307/Gi 


Recovery and Reactivation of Rhodium Hydrofor- 
mylation Catalysts 
P) TENT-3 899 442 76-09 7C Not available NTIS 


PAT-APPL-438 906/Gi 
Method of Desorbing Gold from Activated Carbon. 


PATENT-3 920 403 
76-07 11F Not available NTIS 
PAT-APPL-439 199/Gi 


Ambulatory Patient Monitori 
PATENT-3 898 984 /76- 


PAT-APPL-439 486/GI 


Propellant-Actuated Deep Water Anchor. 
PATENT-3 910 218 76-22 13J Not available NTIS 


PAT-APPL-439 661/GI 


He - ee Electronic Channel Discriminator. 
PATENT-3 900 744 76-07 9E Not available NTIS 


PAT-APPL-439 663/Gi 

Laser Doppler Velocimeter. 

PATENT-3 897 152 

76-07 14B Not available NTIS 

PAT-APPL-439 666/Gi 

Short _— Hardened Waveguide Launcher As- 

sembly Element. 

PATENT.9 9: 942138 76-13 9A Not available NTIS 
PAT-APPL-439 669/Gi 

Ammunition Cook-Off Sensing and Prevention 


System. 
PATENT-3 921 499 
76-08 19F Not available NTIS 


ew ye Not: available NTIS 


PAT-APPL-442 555/GI 


PAT-APPL-439 672/Gi 
Strip Exposure Apparatus for Nucleation Medium. 


PATENT-3 903 35 
76-05 14C Not available NTIS 
PAT-APPL-439 egy 


Explosive Lase 
PATENT-3 Soe 985 
76-25 20E Not available NTIS 


PAT-APPL-439 802/Gi 
Vaiveless Rotary “page Expansion Engine. 


PATENT-3 918 85 
76-09 21G Not available NTIS 
PAT-APPL-440 215/Gi 
ae mg to Digital Conversion by Charge Transfer 


PATENT-3 930 255 76-14 9E Not available NTIS 
PAT-APPL-440 397/Gi 
Lockable Electrical Outlet. 
PATENT-3 891 289 76-06 9A Not available NTIS 
ee 432/GI 
hemical Avy By Copper Porphyry Ores. 
PATENT. 
76-02 11F Not available NTIS 
PAT-APPL-440 627/Gi 
Hydrogen Detector for Sodium Cooled Reactors. 
PATENT-3 886 444 
76-05 14B Not available NTIS 
PAT-APPL-440 894/Gi 
Continuous Fiber Optical Transmit and Receive Ter- 
minal. 
PATENT-3 920 982 
76-16 20F Not available NTIS 
PAT-APPL-440 917/Gi 
Axially and Radially Controllable Magnetic Bearing. 
PATENT-3 937 533 76-13 13! Not available NTIS 
PAT-APPL-441 081/Gi 


High-S Sampler with Nar ae Sample Rat 
PATENT-3 896 390 76-06 Not a eaheble “NTIS 


PAT-APPL-441 607/GI 


A Wet Film Thickness G 
PAT-APPL-441 607/GI 
76-03 148 PC AO02/MF AO1 


PAT-APPL-441 720/Gi 
Lasin es. 
PATENTS 891 569 

7 20E Not available NTIS 

PAT-APPL-441 724/GI 

rt Cabie Drag Reduction with Non-Newtonian 


PATENT-3 895 595 76-14 13J Not available NTIS 
PAT-APPL-441 726/Gi 
Vapor Pressure Regulator. 
PATENT-3 888 089 
76-14 13K Not available NTIS 
PAT-APPL-441 729/Gi 


Deep Sea Micremiotogicel Sampling and Culturing 
Apparatus 
PATENT-3 892 130 76-07 6M Not available NTIS 


PAT-APPL-441 772/Gi 
aepened st of creasing a Flange Face of a Clamped- 
F Ring T Pipe Couplin 
PATENT-3 ra err 730 _ a 
76-03 13E Not available NTIS 
PAT-APPL-442 295/Gi 
Recirculation or Stirred Reactor Flow Laser. 
PAT-APPL-442 295/Gi 
76-12 20E PC A02/MF A01 
PAT-APPL-442 296/Gi 


integral Aircraft Barrier Net. 
PATENT-3 897919 76-07 1B Not available NTIS 


PAT-APPL-442 300/Gi 


Device for san oe A Suasties Conditions in a Parti- 
cle Laden Atmosphe 
PATENT-3 893 335 

76-07 148 Not available NTIS 


PAT-APPL-442 303/Gi 


Device for Solving the Sonar Equation. 
PATENT-3 857 634 
76-03 17A_ Not available NTIS 


PAT-APPL-442 530/GI 


Serial-Access Linear Transform. 
PATENT-3 900 721 76-06 968 Not available NTIS 


PAT-APPL-442 538/GI 
nonge iee Measuring Circuit. 


76-06 148 Not available NTIS 
PAT-APPL-442 555/Gi 


Direct Cleavage of Epoxides to Produce Aldehydes. 
PATENT-3 405 149 76-12 7C Not available NTIS 


Phase C 
PATENT-3 
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PAT-APPL-442 $33/GI 


Electrically Small Resonant Antenna with Capaci- 
te Coupled Load. 
PATENT-3 852 756 76-0! SE Not available NTIS 


PAT-APPL-443 072/Gi 
Process for Reducing Shortening While Maintaining 


Quality Cakes. 

PATENT-3 886 292 76-05 6H Not available NTIS 
PAT-APPL-443 077/Gi 

Low Temperature, Low Pressure Hydrogen Getter- 


PATENT-3 896 042 76-14 7C Not available NTIS 
PAT-APPL-443 078/GI 
Collection oe Se Use in Multiple-Sample Biood 
ractionation | Rotors. 
PATENT-3 890 101 6E Not available NTIS 
PAT-APPL-443 262/GI 


Noble Gas Absorption Process 
PATENT-3 890 121 76-04 7; 7A Not available NTIS 


pe eee 646/GI 


ve-Actuated Horizontal Array Stretcher. 
PATENT:S 872819 76-06 1 Not available NTIS 


PAT-APPL-444 458/GI 
Ali-Magnetic Extraction for Cyclotron Beam Reac- 
celeration. 
PATENT-3 896 392 
76-16 20G Not available NTIS 
PAT-APPL-444 577/Gi 


Thickness Gage. 
PATENT-3 881 256 
76-06 14B Not available NTIS 





PAT-APPL-444 601/Gi 
Two-Phase Liquid-Metal Magnetohydrody 
eee MHD) Generator. 
-3 878 410 
10B Not available NTIS 
PAT-APPL-444 $20/Gi 


Method for Treating P-388 or L-1210 Leukemia 


Strains. 
PATENT-3 914 424 76-13 60 Not availabie NTIS 
PAT-APPL-444 $27/Gi 


Ultrasonic Bond Monitor. 
PATENT-3 890 831 
14B. Not available NTIS 


grist nate 004/GI 


PATENT.3 992 2 488 i 131 Not available NTIS 
PAT-APPL-445 046/Gi 
Method of Fabricating Silicon Carbide Articles. 


PATENT-3 966 855 
76-23 13H Not available NTIS 
PAT-APPL-445 048/Gi 
Apparatus one per Order Mode Com- 


ATENT-3 896 449 76-07. “QE Not available NTIS 
PAT-APPL-445 049/Gi 
Apparatus hae Bane g meme Dw Higher Order Mode Com- 


Anten 
ATENT-3 898 669 76-07 “GE Not available NTIS 
PAT-APPL-445 171/Gi 


Quick aap Ey yy for Application Underwater. 
PAT-APPL 171/GI 
76-06 11A PC AOQ2/MF AO1 
PAT-APPL-445 178/Gi 
Fluid Journal Bearings. 
PATENT-3 926 482 76-10 131 Not available NTIS 


PAT-APPL-445 374/Gi 
Layered Superiattic Switching and Negative Re- 
sistance Devices 


PATENT-3 893 148 76-14 9A Not available NTIS 
PAT-APPL-445 375/GI 

Method of Formin Reliabil 

PATENT-3 878 008 "Koran Lon ped weg NTIS 
PAT-APPL-445 383/Gi 

Self ve Gas Generating Propeliant and 

eT aPPLase ‘Seavat 


76-04 19A PC A02/MF A01 
PAT-APPL-445 406/GI 


PATENT-3 884 585 
7605 20F Not available NTIS 


PAT-APPL-445 665/GI 
Method of Purifying E ee Se Sree Sate 
ree | Bonded to an insoluble upport. 
PATENT-3 912595 76-04 7D Not available NTIS 
PAT-APPL-445 739/Gi 
Bearing Mounting for Telescoping Tubes. 
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PATENT-3 887 247 76-06 131 Not available NTIS 
PAT-APPL-446 066/GI 
tus for ,:- yo Laser Targets. 


Ap 
PATENT-3 907 
76-14 18A Not available NTIS 
PAT-APPL-446 067/Gi 
Device for Sampling Exhaust Stack Effivent. 


PATENT-3 885 437 
76-04 14B Not available NTIS 
PAT-APPL-446 257/Gi 


A Unique Method of Raising Superconducting Tem- 

perature. 

PAT-APPL-446 257/GI 
7 20. PC A02/MF A01 


PAT-APPL-446 442/Gi 
Axial Component Force Transmitting Arrangement. 


PATENT-3 888 475 
76-08 13G Not available NTIS 
PAT-APPL-446 560/GI 
Method for Manufacturing Mirrors in Zero Gravity 
Environment. 
PATENT-3 927 227 
76-10 20F Not available NTIS 
PAT-APPL-446 562/Gi 
Combined Dual Scatter, Local Oscillator Laser Dop- 
vd Velocimeter. 
ATENT-3 915 572 
20D Not available NTIS 
PAT-APPL-446 567/Gi 
Method of Ayes, a Wick for a Heat Pipe. 


PATENT-3 964 90 
76-25 13A Not available NTIS 
PAT-APPL-446 568/GI 


Method of yr an Apertured Casting. 
PATENT-3 957 104 


76-18 11F Not available NTIS 
PAT-APPL-446 855/GI 


Container Handling Spreader Bar. 
PATENT-3 868 139 
76-06 15E Not available NTIS 


PAT-APPL-446 896/Gi 


Method for the Preparation a Oxygenated 

Benzo(C)Phenanthridine Compou 

PATENT-3 912 740 76-04 1c Not available NTIS 
PAT-APPL-446 971/Gi 


Dual Temperature Coal Solvation Process. 
PATENT-3 892 654 76-01 7A Not available NTIS 


PAT-APPL-446 972/GI 
Solvent Refined Coal Process with Zones of in- 


creasing Hyd n Pressure. 

PATENT-3 bas 995 76-01 7D Not available NTIS 
PAT-APPL-446 974/Gi 

Solvent Refined Coal Process with Retention of 


Minerals. 
PATENT-3 884 796 76-01 7A _ Not available NTIS 
PAT-APPL-447 175/Gi 


Method of Antenna Tuni 
PATENT-3 889 268 7 


PAT-APPL-447 423/GI 
Rupee Laminated Felted Monolithic Combustible 


PATENT:3 GOT 901 153 


9E Not available NTIS 


76-07 19A Not available NTIS 
PAT-APPL-447 424/Gi 
2 ~~ B..%, High Purity, Alpha Phase Silicon 
PATENT 959 446 
76-22 11B Not available NTIS 
PAT-APPL-447 456/Gi 
sverse Laminar Flow Dye Laser Cell. 


Tran 
PATENT-3 872 403 
76-07 20E Not available NTIS 
PAT-APPL-447 458/GI 
Calibrator A ee for Sonobuoy. 


PATENT-3 875 54 
76-06 17A_ Not available NTIS 
PAT-APPL-447 716/Gi 


Chemical Mining of Copper Porphyry Ores. 
PATENT-3 912330 76-03 &i Not available NTIS 


PAT-APPL-448 303/GI 
injection Laser with Integral Modulator. 
PATENT-3 968 455 
76-22 20E Not available NTIS 
PAT-APPL-448 320/GI 


Meteoroid Capture Cell Construction. 
PATENT-3 971 256 76-25 3B Not available NTIS 


PAT-APPL-448 323/GI 


Space Vehicle System. 
PATENT-3 929 306 





76-12 226 Not available NTIS 
PAT-APPL-448 426/GI 


Process for = peepee of 1,3-Dialkanoy! Hex- 

ahydropyrim 

PATENT-3 872 120 76-04 7C Not available NTIS 
PAT-APPL-448 427/Gi 


1,3-Diacy! Derivatives of imidazolidine. 
PATENT-3 917638 76-11 7C Not available NTIS 


PAT-APPL-448 428/GI 


1,3-Diacy! Derivatives of imidazolidine and Hex- 
ahydropyrimidine 
PATENT-3 875 159 76-04 7C Not available NTIS 


PAT-APPL-448 429/G! 


1,3-Diacy! Derivatives of imidazolidine. 
PATENT-3 910948 76-11 6C Not available NTIS 


PAT-APPL-448 581/GI 
Method for Forming an Optical Wave Guide Cou- 


ler. 
PATENT-3 888 648 
76-07 20F Not available NTIS 

PAT-APPL-448 727/GI 

Analog to Digital Conversion by ee with 

Multiple Level Redundant Error Correc 

PATENT-3 891 984 76-06 9B Not vallable NTIS 
PAT-APPL-449 140/Gi 

Acoustic Minesweeping Generator. 

PATENT-3 906 884 

76-14 17A Not available NTIS 

PAT-APPL-449 160/Gi 

Parametric Amplifier Alignment System. 

PATENT-3 904 964 76-22 9E Not available NTIS 
PAT-APPL-449 187/Gi 

ey arate of the Susceptibility of — 

or Devices to Thermal Second Breakdo 

PATENT-3 883 805 76-07 9A Not available NTIS 
PAT-APPL-449 322/Gi 

Production of Slow Release Nitrogen Fertilizers by 


improved Method of Coating Urea with Sulfur. 
PATENT-3 903 333 


76-09 11C Not available NTIS 
PAT-APPL-449 327/Gi 


Airborne Laser Remote Sensing System for the De- 
tection and identification of Oil Spills. 
PATENT-3 899 213 
76-11 13B Not available NTIS 
PAT-APPL-449 586/GI 


Programmed-Sweep Unit for Expanding the Capa- 


bilities of a Computer of A Transients. 
PATENT-3 875 385 76-05 Not available NTIS 
PAT-APPL-449 814/GI 


I-to-Electronic interface Circ 

PATENT-3 886 351 76-20 9E Not available NTIS 
PAT-APPL-449 884/Gi 

Gyroscopic Rate Switch. 

PATENT-3 983 096 

76-26 17G Not available NTIS 

PAT-APPL-450 500/Gi 

Method of Fluxless Brazing and Diffusion Bonding 


of Aluminum Containing Components. 
PATENT-3 937 387 


76-13 13H Not available NTIS 
PAT-APPL-450 502/Gi 


Method and Apparatus for Fiuffing, Separating, and 
Cleaning Fibers. 
PATENT-3 937 661 
76-13 13H Not available NTIS 
PAT-APPL-450 519/Gi 
Method and Means of Generating Power from Fos- 
bay Be with a Combined Plasma and Liquid-Metal 
PATE 3. 895 243 
76-14 108 Not available NTIS 
PAT-APPL-450 544/GI 3 
Hexidecimal to Binary Conversion Device. 
PATENT-3 916 161 76-10 9B Not available NTIS 
PAT-APPL-450 636/GI 
Charging an Electric Furnace. 
PATENT-3 929 459 
76-08 13H Not available NTIS 
PAT-APPL-451 300/GI 


samen a. » eeeeeeaees from Human 


Placen 
PATENT.3 910 8 822 76-04 6A Not available NTIS 
PAT-APPL-451 635/GI 


Wide-Angle On-Axis Projection System. 
PATENT-3 880 509 , 
76-06 2QF Not available NTIS 
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PAT-APPL-452 039/Gi 
Schottky Barrier infrared Detector Arrays with 
Charge Coupled Device Readout. 
PATENT-3 902 066 

76-06 17E Not available NTIS 
pets ame 107/GIi 


Glass Cast : aw and Method. 
PATENT-3 8 3292 76-06 131 Not available NTIS 


PAT-APPL-452 156/GI 
Beryllium Reinforced Composite Solid and Hollow 
oe 
PATENT-3 938 964 
76-17 
PAT-APPL-452 165/GI 
ised Aperture Using Rotation of Plane of 
ti 


Polarization. 
PATENT-3 904 273 


11D Not available NTIS 


76-25 20E Not available NTIS 
PAT-APPL-452 166/Gi 
Means for Effecting Fluidization in Pyrolytic Carbon 


Coating Processes. 
PATENT-3 889 631 
76-04 13H Not available NTIS 
PAT-APPL-452 312/Gi 
inflatable ice igloo. 
PATENT-3 909 992 
76-09 13M Not available NTIS 
PAT-APPL-452 768/GI 
Visual Examination a. 
PATENT-RE-28 6-26 61 Not available NTIS 


PAT-APPL-452 769/GI 


Thermoelectric Power System. 
PATENT-3 931 532 
76-11 108 Not available NTIS 


PAT-APPL-452 909/Gi 
Count Sequence Test Set for a Disc Type Digital 
Encoder. 
PATENT-3 913 094 
76-11 
PAT-APPL-453 115/GI 
Multichannel Logarithmic RF Level Detector. 


PATENT-3 916 316 
76-09 17B Not available NTIS 
PAT-APPL-453 140/GI 


Process for the Preparation of a Stable Sait Form of 
a Sulfonated Polyarylether Sulfone 
PATENT. 3875096 76-01 7D Not available NTIS 


PAT-APPL-453 141/Gi 
~~ ras of Protected Sulfur Con- 


148 Not available NTIS 


Catalytic 

taining Pep 

PATENT-3 3 960 828 76-22 7C Not available NTIS 
PAT-APPL-453 237/Gi 

Perforated Wall ony Cathode lon Laser. 


PAT-APPL-453 237/ 
20E PC AO3/MF A011 
Perforated ae lon Laser. 
9 


PATENT-3 931 
76-11 20E Not available NTIS 
PAT-APPL-453 241/Gi 
Dual Field Excitation for a Carbon Dioxide Laser. 


PATENT-3 943 465 
76-21 20E Not available NTIS 
PAT-APPL-453 332/Gi 


peprete Wop Vehicle Detector. 


391138 
76-11 17F Not available NTIS 
PAT-APPL-453 453/GI 
Secure Active Sensor 
PATENT-3 942 890 
76-21 


PAT-APPL-453 480/GI 
Electro-Galvanic Gold Plating Process. 
880 730 


PATENT-3 
76-06 13H Not available NTIS 
PAT-APPL-453 604/Gi 


Calibration Block. 
PATENT-3 908 278 
76-15 


PAT-APPL-453 661/GI 
a of oe Hydroxy-Containing Polymers 


uct. 
PAT-APPL 453 61/0 76-04 7C PC A02/MF A01 


PAT-APPL-453 910/GI 
os — ee Chrome-Zirconyl Acetate 


17H Not available NTIS 


14B Not available NTIS 


Mineral pe Process for Cellulosics. 
PATENT-3 91 
76-11 11C Not available NTIS 
PAT-APPL-453 911/GI 


Photodegradable Plastic Composition Containing a 
N-Halo imide. 


PATENT-3 932 352 76-10 111 
PAT-APPL-453 913/GI 

Laboratory Apparatus for Treating Cotton and Cot- 

ton-Biend Textiles with Organic Solvent Vapors. 


PATENT-3 872 693 
76-04 11E Not available NTIS 
PAT-APPL-454 183/GI 


VLF Phase Tracker with Phase Discret 
PATENT-3 891928 76-05 9E Not ah NTIS 


PAT-APPL-454 196/GI 


Hydrostatic Stress Gauge System 
PATENT-3 933 034 76-11 211 


PAT-APPL-454 199/GIi 
Deployment of Conductors into the Atmosphere. 
PATENT-3 910 189 76-06 4A Not available NTIS 
PAT-APPL-454 200/GI 
induced Agglomeration System for Use in a System 


for Simulating Reentry Flow Conditions 
PATENT-3 896 666 


Not available NTIS 


‘Not available NTIS 


76-07 
PAT-APPL-454 505/GI 
Permanent Magnet Type E.M. Current Meters. 
PATENT-3 897 684 
76-06 
PAT-APPL-454 654/GI 
Cable Cutter Assembly. 
PATENT- 3 882 748 76-07 
PAT-APPL-454 657/GI 
Hydrazine Fueled Diver's Heating System. 
PATENT-3 875 924 76-07 6K Not available NTIS 
PAT-APPL-454 876/Gi 
Signal Device. 
PATENT-3 938 465 
76-21 
PAT-APPL-454 877/GI 


Chemiluminescent Foldable Signal Dev 
PATENT-3 934 539 76-16 Not a NTIS 


PAT-APPL-454 878/Gi 
Feeney per Signal Device. 


PATENT-3 933 11 
76-16 13A Not available NTIS 
PAT-APPL-454 985/GI 


Supply Dependent a Reset 
PATENT-3 904 892 9E Not available NTIS 


PAT-APPL-455 690/GI 


Panel Grid Module Construction Sys 
PATENT-3 909 145 76-05 1E ren available NTIS 


PAT-APPL-456 082/GI 
Pneumatic Strikedown System for Projectiles. 


PATENT-3 893 557 
76-07 19A Not available NTIS 
PAT-APPL-456 405/Gi 
Piurai Electrode em for Determining the Electri- 
Ay Parameters of Large Samples of Materials in 
PATENT-3 975676 76-26 8! Not available NTIS 
PAT-APPL-456 407/GI 
Electrical Connectors. 
PATENT-3 932 020 76-25 
"cabin 509/GI 
Shield Mining Method. 
PAT NT-3 892076 76-03 81 Not available NTIS 
PAT-APPL-456 570/GI 


Jet Tab Steerable Missile. 
PAT-APPL-456 570/GI 
76-20 16D PC A02/MF A01 


148 Not available NTIS 


148 Not available NTIS 


131 Not available NTIS 


13A Not available NTIS 


9A Not available NTIS 


PAT-APPL-456 703/GI 


Cooled Gas Generating Solid Propeliants. 
PAT-APPL-456 703/GI 
7 19A PC AO2/MF AQ1 


PAT-APPL-456 911/Gi 


Method of Reducing Water Content of Emulsions, 

Suspensions, and Dispersions with Highly Absor- 

bent Starch-Containin + ak - Compositions. 

PATENT-3 935 099 7 7C Not available NTIS 
PAT-APPL-456 995/GI 

Rapid Digestion Process for Determination of 

Trichinellae in Meat. 

PATENT-3 892 529 76-14 6H Not available NTIS 
PAT-APPL-457 147/GI 

a Radar Signal Sampler Utilizing Televi- 


sion Scann 
PATENT- 3 257 76-05 171 Not available NTIS 


PAT-APPL-457 159/Gi 
Pressure ye Control Device. 


76-16 


PATENT-3 924 45 
17G_ Not available NTIS 


PAT-APPL-461 181/GI 


PAT-APPL-457 667/Gi 
Ultrahigh Vacuum Mounting Fixture. 


PATENT-3 908 977 
76-03 13E Not available NTIS 
PAT-APPL-457 673/GI 


Electron Beam Device. 
PATENT-3 899 681 
76-14 20G Not available NTIS 
PAT-APPL-458 149/Gi 
Pyrophoris Penetrator. 
PATENT-3 946 673 
76-21 
PAT-APPL-458 253/Gi 
Means for the Elimination of a Cartridge Rim. 


PATENT-3 929 074 
76-16 19A Not available NTIS 
PAT-APPL-458 365/GI 
Seilf-Adjusting Load Balancing Pneumatic Hoist. 
PATENT-3 894 476 76-15 131 Not available NTIS 
PAT-APPL-458 484/Gi 
a ey Selectively Absorbing Solar Thermal Ener- 
nd the Method of Producten Said Panel 
ATENT-3 920 413 
76-09 13A Not available NTIS 
PAT-APPL-458 927/Gi 


Suspension System ny Directional Hydrophones. 
PAT-APPL-458 927/G 
PC A02/MF A01 


19A Not available NTIS 


"76-23 17A 
PAT-APPL-459 141/GI 
Dihydrochaicone Galactosides and Their Use as 


Sweetening Agents. 
PATENT.3¢ 890 296 76-05 7C Not available NTIS 
grt fates nto 


———. Correlator. 
ATENT.3 ¢ 382 3 3 76-07 SE Not available NTIS 


PAT-APPL-459 160/G! 


for the Preparation of 
icyclo(4,4,0)Dec-i-En-3-O 
PATENT-3 929 894 76-09 


nes. 
7C Not available NTIS 
PAT-APPL-459 253/Gi 


Dihydrochaicone Xylosides 
Sweetening Agents. 
PATENT-3 890 298 76-05 7C Not available NTIS 


PAT-APPL-459 741/GI 


Automatic Latch/Uniatch Mechanism. 
PATENT-3 868 922 
76-06 13E Not available NTIS 


PAT-APPL-459 756/GI 


Photochemical Stimulation of Nerves 
PATENT-3 900034 76-14 6L Not available NTIS 


PAT-APPL-459 768/GI 
One Hand a Distress Signal. 


PATENT-3 

76-08 19A Not available NTIS 
PAT-APPL-459 986/Gi 
Device for Conversion and Display of Radar 


Returns. 
PATENT-3 893 110 76-05 17! Not available NTIS 
PAT-APPL-460 229/Gi 


Vibration Resistant Geiger-Mueller Tube. 
PATENT-3 902 092 
76-06 18D Not available NTIS 


PAT-APPL-460 230/Gi 
Zero Crossi a Light Dimmer. 
-3 


PATENT 
76-10 113A Not available NTIS 
PAT-APPL-460 317/Gi 


Traveling-Wave-T ube Protection Circuit 
PATENT-3 890 545 76-07 9A Not suailable NTIS 


PAT-APPL-460 419/GI 
Electro-Optic oe. 


PATENT-3 
76-14 20F Not available NTIS 
PAT-APPL-460 856/GI 
Ayer for Testing the Resolution of an Analog 
Hm Converter. 
PAT -3 918 048 
76-11 
PAT-APPL-460 857/Gi 


Automatic Ranging Frequency Counter. 
PAT-APPL-460 857/GI 
148 PC A02/MF A01 


Automatic ey Frequency Counter. 


PATENT-3 917 
76-22 148 Not available NTIS 
PAT-APPL-461 181/Gi 


Limonoate:Nad (P) Oxidoreductase 
PATENT-3 917 512 76-10 6H Not available NTIS 


lsopropeny!- 


and Their Use as 


148 Not available NTIS 
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PAT-APPL-461 182/GI 
Treatment of Cotton with Glycidy! Methacrylate 
ing lonizing Radiation. 
PATENT-3 289 
76-04 11E Not available NTIS 
PAT-APPL-461 316/GI 
— Design for the Control of Coupled Region 


PATENT-3 878 870 76-06 16/ Not available NTIS 
PAT-APPL-461 320/Gi 
Thermal Noise Power Thermometry. 


PATENT-3 878 723 
14B. Not available NTIS 
PAT-APPL-461 339/Gi 


Apparatus for Generating ice Nuclei Smoke Parti- 
cles for Weather Modification. 
PATENT-3 899 129 76-03 4B Not available NTIS 


PAT-APPL-461 470/GI 


Electrochemical Deposition of Bone. 
PATENT-3 892648 76-07 61 Not available NTIS 
PAT-APPL-461 472/GI 
Extraction Electrode Geometry for a Calutron. 
PATENT-3 908 123 
76-14 188 Not available NTIS 
PAT-APPL-461 554/Gi 
ively Substituted Al- 
oe and Polynitro - or roethanols. 
PAT-APPL-461 /Gi 76-04 7C PC A02/MF AO1 
gee 670/Gi 
iration —e Washer Assembly. 
PATE TENT 


-3 925 98 
76-09 21H Not available NTIS 
PAT-APPL-461 s71/G! 


Offset Reduction Apparatus for Analog Circuits. 
PATENT-3 936 759 76-13 9B Not available NTIS 


PAT-APPL-461 673/GI 
Horizontal Loading Fixture for Sustained Load Test- 


PATENT-3 919 884 
14B. Not available NTIS 
PAT-APPL-461 834/Gi 
on perature Probe. 
P. T_APPL_461. 834/GI 
76-23 148 PC AO02/MF AO1 
es 840/Gi 
7 Y Perception. 
-3 887 


76-06 17A_ Not available NTIS 
PAT-APPL-462 013/GI 


Ride Quality Control for Surface Effects Craft. 
PATENT-3 882 960 76-07 13) Not available NTIS 


Active Sona 
PATENT 


PAT-APPL-462 341/Gi 
improved Solar Cell Grid Patterns. 
PAT-APPL-462 341/GI 
76-18 10B PC AOQ2/MF A01 
PAT-APPL-462 424/Gi 
ed Method of Making Reinforced Composite 
PAT_APPL 462 424/GI 
76-11 11D PC AOQ2/MF AO1 
PAT-APPL-462 483/Gi 
Charge Coupled Radiation Detector imaging 
PATENT-3 873 836 
76-07 17E Not available NTIS 
PAT-APPL-462 557/GI 


Tracking S for Underwater Objects. 
3 $26 840 


PATE 
76-11 17A Not available NTIS 
PAT-APPL-462 618/Gi 


a Gauge for Determining Cement Con- 
tent 
PATENT-3 911 271 

148 Not available NTIS 


PAT-APPL-462 827/Gi 


A Process for eee Eb + A_peaeeaae Structure 
with Fiberglass Reinforced Plastic 
PAT-APPL-462 827/GI 
13C PC A02/MF A01 


~~ va “ 


eee © Dished ton Thruster Grids. 
PATENT-3 “hy 969 13 Not available NTIS 


PAT-APPL-463 077/Gi_ . 
Hand-Held Signaling Device Having Manual Firing 
PATENT-3 910 190 
76-11 119A Not available NTIS 
PAT-APPL-463 331/GI 


Synthetic Terpenoid Compounds for Insect Control. 
PATENT-3 904 763 76-13 7C Not available NTIS 
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PAT-APPL-463 332/Gi 
Composition for Preventing Deterioration of Hides 
from Freshly Slaughtered Animals. 

PATENT-3 38 
76-13 11G Not available NTIS 

PAT-APPL-463 339/Gi 
aay of Simultaneous Voice/Unvoice Excita- 
tion in a Channel Vocoder. 

PATENT.S 903 366 
76-08 17B Not available NTIS 

PAT-APPL-463 925/Gi 
Polarization Compensator for Optical Communica- 
tions. 

PATENT-3 971 930 
76-25 178 Not available NTIS 
PAT-APPL-464 024/GI 


Double-Cavity Microwave Filter. 
PATENT-3 889 213 76-07 9E Not available NTIS 


PAT-APPL-464 427/Gi 
for Measuring Biaxial Strain. 


PATENT-3 909 713 
76-16 148 Not available NTIS 
PAT-APPL-464 604/Gi 
ape for Collecting Deep-Sea Sediment Pore 
ater. 
PAT-APPL-464 604/GI 
76-23 148 PC A02/MF AO1 
PAT-APPL-464 607/Gi 
Hot Atmosphere ~ eee Sampler. 


PATENT-3 881 35 
76-07 14B Not available NTIS 
PAT-APPL-464 720/Gi 
Low Distortion Receiver for Bi-Level Baseband PCM 
Waveforms. 
PATENT-3 924 068 
76-11 17B Not available NTIS 
PAT-APPL-464 722/Gi 


Particulate and Aeroso! Detector. 
PATENT-3 953 792 
76-17 148 Not available NTIS 


PAT-APPL-464 874/GI 


Method of Fabricating a Billet from Metal Preforms 
and Metal Powder. 
PATENT-3 892 030 

76-07 13H Not available NTIS 


PAT-APPL-464 875/Gi 
Method and Apparatus for Focusing an Electron 


PATENT-3 914 637 76-06 9A Not available NTIS 
PAT-APPL-464 876/G! 


Blended Manual- Automatic : System. 
PATENT-3 920 966 76-09 Not available NTIS 
PAT-APPL-464 887/GI 


tsolubilized Enzymes. 
PATENT-3 909 358 76-10 7C Not available NTIS 
PAT-APPL-465 042/Gi 


An improved Electrical Field Change Meter. 
PAT-APPL-465 042/GI 
148 PC AO2/MF AO1 


PAT-APPL-465 221/GI 
Latch. 


Self-Protect 
PATENT-3 293 
76-22 13D Not availabie NTIS 
PAT-APPL-465 464/Gi 


Nernst Lamp for Laser Pumping. 
PATENT-3 946 331 
76-17 20F Not available NTIS 


PAT-APPL-465 711/GI 


Heated Die Assem bly. 
PATENT-3 926 029 76-09 131 Not available NTIS 
PAT-APPL-465 962/Gi 
Optical Coupler. 
PATENT-3 909 113 
76-20 20F Not available NTIS 


PAT-APPL-466 347 /Gi 
Measurement of the Differential Pressure of Liquid 


Metals. 
PATENT-3 902 369 76-14 18) Not available NTIS 
PAT-APPL-466 351/Gi 
Concentric Cylinder Heat Exchanger. 
PATENT-3 907 028 
76-11 13A Not available NTIS 
PAT-APPL-466 364/Gi 


Two-Channe!l Phase-Locked Loop. 
PATENT-3 893 039 76-07 SE Not available NTIS 


PAT-APPL-466 365/GI 


verage Voltage Detector for Nonlinear Waveforms. 
PATENT-3 898 551 76-05 9A Not available NTIS 


PAT-APPL-466 432/GI 


Solid State Control and Display Board. 
PATENT- 3 898 636 
76-22 17B Not available NTIS 
PAT-APPL-466 440/Gi 


Efficient Biasing Scheme for Microwave Diodes. 
PATENT-3 931 76-25 9E Not available NTIS 


PAT-APPL-466 564/Gi 
Rate-Gyro Stabilized Platform. 
PATENT-3 920 199 
76-12 17G Not available NTIS 
PAT-APPL-467 172/Gi 


Analog Gun (Selection of Consumable Cartridge 
Materials). 
PATENT-3 902 353 

76-06 14B Not available NTIS 


PAT-APPL-467 173/GI 
Gating Mechanism. 
PATENT-3 878 766 
76-07 19A Not available NTIS 
PAT-APPL-467 548/Gi 


Antibiotic Equisetin and Method of Production. 
PATENT-3 959 468 76-22 60 Not available NTIS 


PAT-APPL-467 682/Gi 
Low Temperature Metallization of Ferrite. 
PATENT-3 881 038 
76-06 13H Not available NTIS 
PAT-APPL-467 685/Gi 
aeqnete Pumping in Spatially inhomogeneous 
wy telds. 
PATENT-3 886 402 
76-03 18A Not available NTIS 
PAT-APPL-468 314/Gi 
Shocked Pilate Metal Atom Oxidation Laser. 
PATENT-3 876 960 
76-04 20E Not available NTIS 
PAT-APPL-468 324/Gi 


Condensation Nucleus Discriminator. 
PATENT-3 890 046 
76-04 14B Not available NTIS 


PAT-APPL-468 oneal 


Split Pulse Generat 
PATENT-3 900 799 ° 56-07 9E Not available NTIS 


PAT-APPL-468 357/G! 
a Self-Locating Seal for Turbine En- 
BATENT-3 936 230 
76-13 11A Not available NTIS 
PAT-APPL-468 607/GI 


induced Vortex Swirler. 
PATENT-3 901 446 
76-06 21E Not available NTIS 


PAT-APPL-468 724/GI 
ic ——- Transfer Method and System. 


Electron 
PATENT-3 930 317 
76-24 17G Not available NTIS 
PAT-APPL-468 952/GI 


Method of lication of THPOH-NH3 Fire Retar- 
dant Finish to Textiles. 
PATENT-3 919 439 
76-11 11E Not available NTIS 
PAT-APPL-469 181/Gi 


Electrodeposition of Bone Within a Plastic Matrix. 
PATENT-3 892649 76-07 61 Not available NTIS 


PAT-APPL-469 182/Gi 


Spu of Bone on Prostheses. 
PATENT-3 918 100 76-12 61 Not available NTIS 


PAT-APPL-469 196/Gi 


Pulse Shape Detector. 
PATENT-3 898 571 76-07 9E Not available NTIS 
PAT-APPL-469 737/GI 
Metal Atom Oxidation Laser. 
PATENT-3 916 338 
* 76-26 20E Not available NTIS 
PAT-APPL-470 255/GI 


Real-Time —_ Pulmonary Function Test System 
PATENT-3 792 76-14 6L Not available NTIS 


PAT-APPL-470 eal 


High Vo Distrib 
PATENT-3 931 456 “76.11 9A Not available NTIS 


PAT-APPL-470 471/GI 
Strapdown Gyro System 
PAT-APPL-470 471/GI 
76-06 17G PC AQ2/MF A01 
PAT-APPL-470 892/GI 


Method of Assembling a Safety Device for Rockets. 
PATENT-3 887 991 
76-07 21% Not available NTIS 


en ae, 














PAT-APPL-471 513/GI 
meaeee oom amides as Desalination Membranes. 
PATENT-3 172 76-11 7A _ Not available NTIS 
PAT-APPL-471 516/GI 


Process for Flameproofi 
PATENT-3 899618 7 


PAT-APPL-471 627/GI 


Process for isolating Oil-Seed Proteins Using Liquid 
Fiuorocarbons 
PATENT-3 869 438 76-06 7D Not available NTIS 


PAT-APPL-471 628/Gi 


Arthropod Maturation Inhibitors. 
PATENT-3 898 250 76-09 7C Not available NTIS 


PAT-APPL-471 930/GI 


Ramjet with integrated Rocket Boost Motor. 
PATENT-3 901 028 


Cellulosic Textiles. 
7C_ Not available NTIS 


76-07 21H Not available NTIS 
PAT-APPL-471 931/GI 
System for Intensification of Weak Absorption and 
Collection of Weak Light Emission. 
PATENT-3 920 33 
76-08 14B Not available NTIS 
PAT-APPL-471 932/GI 


Headset with Reversible Earcup. 
PATENT-3 908 097 
76-05 17B Not available NTIS 


PAT-APPL-472 010/GI 


Attachment Devices for Underwater Salvage. 
PAT-APPL-472 010/GI 
76-03 13) PC A02/MF AO1 


Attachment Devices for Underwater Salv 
PATENT-3 933 390 76-22 13J Not ava 


PAT-APPL-472 166/GI 
Visual Divided Attention Alcohol Safety interiock 


ystem. 
PATENT-3 918 176 


ble NTIS 


76-10 13L Not available NTIS 
PAT-APPL-472 388/Gi 
— of Producing Creep Resistance of Pb-Sb 
PATENT-3 888 703 
76-03 11F Not available NTIS 
PAT-APPL-472 404/Gi 


Bond Materia! for Planar Electronic Device. 
PAT- L-472 404/GI 
6-07 11A PC A02/MF AO1 


PAT-APPL-472 577/GI 


nesium-Boron Particulate Composites. 
PAT-APPL-472 577/GI 
11F PC AO2/MF AO1 


PAT-APPL-472 760/Gi 
Fuel-Air Explosive Bombliet. 
S40 443 


PATENT-3 
76-21 198 Not availabie NTIS 
phe ates 775/GI 
a Transducer. 


PATE -3 906 
76-02 14B Not available NTIS 
PAT-APPL-472 927/GI 


Self-Erecting Aircraft Structure. 
PATENT-3 940 892 76-22 1E Not available NTIS 


PAT-APPL-472 928/GI 
ratus for Uniform Pumping of Lasing Media. 


PATENT-3 883 819 
76-06 20E Not available NTIS 
PAT-APPL-472 929/GI 
imen Transfer Container for lon Microprobe 
Analyzer. 
PATENT-3 886 358 
76-04 14B Not available NTIS 
PAT-APPL-472 930/Gi 
Programmable — Displacement Pump. 


PATENT-3 884 12 
© 10-04 14B Not available NTIS 
PAT-APPL-472 931/Gi 
Neutronic Flow Meter. 


PATENT-3 885 156 
76-03 14B Not available NTIS 
PAT-APPL-473 049/G! 
Maximum Pulse Density Detector. 


PATENT-3 925 733 
76-20 14B Not available NTIS 
PAT-APPL-473 050/Gi 
Pressure Release Hemispherical Piezoelectric Type 


Transducer. 
PATENT-3 891 871 76-05 9A Not available NTIS 
PAT-APPL-473 251/GI 


Distributed Temperature Sensor. 
PATENT-3 938 385 


76-16 148 Not available NTIS 
PAT-APPL-473 252/Gi 
Multiple Strap Shock Absorber. 
PATENT-3 937 407 76-22 1C Not available NTIS 
PAT-APPL-473 456/Gi 


Propellant and Consumable Cartridge. 
PAT-APPL-473 456/GI 


19A PC A02/MF AO1 
PAT-APPL-473 457/GI 
Sensitized Video Phosphor Motion Perception Dis- 


play. 

PATENT-3 922 554 76-12 17! Not available NTIS 
PAT-APPL-473 476/Gi 

Fabric Waterproofing Process. 

PATENT-3 899 290 

76-09 11E Not available NTIS 

PAT-APPL-473 854/GI 

Molded Bobbin Head Coil Assembly. 

PATENT-3 898 600 76-06 9A Not available NTIS 
PAT-APPL-473 947/GI 

eres of ho mgt Phosphoric Acid with 


Methanol and Am 

PATENT.3 | 975 178 076-23 7A Not available NTIS 
PAT-APPL-473 966/GI 

Optical Switch and Modulator. 

PATENT-3 909 108 

76-16 20F Not available NTIS 

PAT-APPL-473 969/Gi 

— for Measuring Rotation Using Polarized 


PATENT. 3 867 629 . 
76-06 14B Not available NTIS 
PAT-APPL-473 987/GI 
Dual Mode CRT Screen. 
PATENT-3 896 328 76-22 9E Not available NTIS 
PAT-APPL-474 278/Gi 
Logic Circuits with Interfacing System. 
PATENT-3 959 665 76-23 9E Not available NTIS 
PAT-APPL-474 547/GI 
ee Porosity Filter and Uniform Structure 
Composit 
PATENT- 3 ¢ 907 513 
76-14 13K Not available NTIS 
PAT-APPL-474 548/GI 
Radioisotopic Heat Source. 
PATENT-3 909 617 
76-14 18N Not available NTIS 
PAT-APPL-474 549/Gi 
Thermal Battery. 
PATENT-3 885 989 
76-06 10C Not available NTIS 
PAT-APPL-474 555/GIi 
Thermal Battery. 
PATENT-3 898 101 
76-16 10C Not available NTIS 
PAT-APPL-474 557/Gi 
Radial Flow Gas Dynamic Laser. 
PATENT-3 908 175 
76-05 20E Not available NTIS 


PAT-APPL-474 559/Gi 


Rotating Bladerow Aerodynamic Window for High 
Power Pulsed Gaseous Lasers. 
PATENT-3 902 136 


76-05 20E Not available NTIS 
PAT-APPL-474 560/GI 


Aryl Ether Compounds and Their Synthesis. 
PATENT-3 944575 76-13 7C Not available NTIS 


PAT-APPL-474 562/GI 
Thermally Stable Aryloxybenzimidazob ph 
Throline Compositions. 
PATENT-3 311 76-09 7C Not available NTIS 
PAT-APPL-474 564/Gi 
Plug for Drive Shaft with Internal Drive Spline. 
PATENT-3 896 902 76-07 13! Not available NTIS 
PAT-APPL-474 744/GI 
Shock Position Sensor for Supersonic Iniets. 
PATENT-3 911 260 
76-09 14B Not available NTIS 
PAT-APPL-474 745/GI 
Quick Disconnect Filter Coupling. 
PATENT-3 910 307 
76-09 13E Not available NTIS 
PAT-APPL-474 992/GI 
IFF interrogator identification System. 
PATENT-3 922 673 
76-14 17G Not available NTIS 





PAT-APPL-478 010/GI 


PAT-APPL-475 035/Gi 
End Coupler for Heat Resistant Mild Detonating 


Fuse. 
PATENT-3 893 395 
76-08 19A Not available NTIS 


PAT-APPL-475 337/Gi 
Method of Detecting and Counting Bacteria. 
PATENT-3 971 703 76-25 6M t available NTIS 
PAT-APPL-475 338/GI 


Cosmic Dust Analyzer 
PATENT-3 916 187 
76-10 14B Not available NTIS 
PAT-APPL-475 541/GIi 
Analog Feedback Amplifier Employing a Four- 
Quadrant Integrated Circuit Multiplier as the Active 
Control Element. 
PATENT-3 943 455 76-17 9E Not available NTIS 
PAT-APPL-475 673/Gi 
Broadband Noise Radar for Clutter-type Targets. 
PAT-APPL-475 673/GI 
7 171 PC AOQ2/MF AO1 
PAT-APPL-475 719/G! 


insertion and Differential Phase-Trim Method. 
PATENT-3 886 501 76-08 9A Not available NTIS 


PAT-APPL-476 178/Gi 
Method and Apparatus for Measuring Linear Ther- 
mail Expansion of Polymeric Material. 
PATENT-3 938 889 76-13 7C Not available NTIS 
PAT-APPL-476 184/Gi 


Quick Release Latch for Reactor Scram 
PATENT.3 905 634 76-14 18! Not available NTIS 


PAT-APPL-476 191/Gi 

Air Jet Nozzle Assembly. 

PATENT-3 910 504 76-11 2C Not available NTIS 
PAT-APPL-476 235/GI 


Removal of Green Bolis and Heavy Materials from 
Seed Cotton by Air Jets. 
PATENT-3 920 542 76-14 2C Not available NTIS 
PAT-APPL-476 236/GI 
Flame Retardant Textiles 
Type Resin and Antimony Ox 
PATENT-3 900 666 


Use of Nitrogenous 


76-04 11& Not available NTIS 
PAT-APPL-476 244/GI 
Nee oy for Preparing Multicolored Cotton Pile 
PATENT-3 934 971 
76-11 11C Not available NTIS 
PAT-APPL-476 958/Gi 
Rotary Gas Joint. 
PATENT-3 957 294 76-22 13! Not available NTIS 
PAT-APPL-477 112/Gi 


Automatic Gain Contro! Amplifier Circu 
PATENT-3 904971 76-08 SE Not cwallahse NTIS 


PAT-APPL-477 141/GI 
Polymeric Sensor of Vibration and Dynamic Pres- 
sure. 
PATENT-3 970 862 
76-24 148 Not available NTIS 
PAT-APPL-477 142/Gi 


Po Transducer Array. 
PATENT-3 894 243 
76-07 14B Not available NTIS 


PAT-APPL-477 229/Gi 
Recovery of Copper from Chaicopyrite Ore Concen- 
trates. 
PATENT-3 857 767 
76-02 11F Not available NTIS 
PAT-APPL-477 250/Gi 


Laser Controlled Fathometer. 
PATENT-3 890 840 
76-06 148 Not available NTIS 


PAT-APPL-477 400/Gi 
High E Laser Power Meter. 
PATENT-3 457 
76-11 20E Not available NTIS 
PAT-APPL-477 620/GI 
| me ee Counter-Countermeasures System for 
a oneemen & ment ~ > Enemy Jamming. 


76-11 17D Not available NTIS 
pis aly tie 009/Gi 
ket Nozzie Multi Function. 
PATENT -3 952 664 
76-22 21H Not available NTIS 
PAT-APPL-478 010/Gi 
Mechanically Initiated igniter. 
PATENT-3 893 367 
76-05 19G Not available NTIS 


AR-1039 








PAT-APPL-478 018/GI 


Solenoid. . 
PATENT-3 945 295 
76-21 19B Not available NTIS 
PAT-APPL-478 199/GI 
Relativistic Electron Beam Device. 
PATENT-3 892 970 
76-14 20G Not available NTIS 
PAT-APPL-478 416/Gi 
Method for Pasteurizing a Liq 
PATENT-3 949 099 76-13 yy “Not available NTIS 
PAT-APPL-478 417/GI 


Process for Treating Tobacco. 
PATENT-3 863645 76-09 2A Not available NTIS 


PAT-APPL-478 501/GI 
Far infrared Waveguide Laser. 
PATENT-3 928 816 
76-10 20E Not available NTIS 
PAT-APPL-478 551/Gi 


Aircraft/Spacecraft Ground Accelerator. 
PATENT-3 963 196 
76-23 22D Not availabie NTIS 


PAT-APPL-478 800/GI 


Mixing insert for Foam Dispensing Apparatus. 
PATENT-3 941 355 
76-15 13G Not available NTIS 


PAT-APPL-478 803/GI 


Helium Refrigerator. 
PATENT-3 914 950 
76-09 13A Not available NTIS 


pee 810/GI 
——— ment Roe ey Configuration. 


76-08 19D Not available NTIS 
PAT-APPL-478 838/GI 


Hard Hat Air Curtain. 
PATENT-3 881 478 76-02 60 Not available NTIS 


PAT-APPL-479 066/Gi 


Apparatus for Continuously Recording Sea-Floor 
Sediment Corer Operations. 
PATENT-3 875 79 76-11 8J Not available NTIS 


PAT-APPL-479 582/G!I 
Pleated Membrane Contraceptive 


Device. 
PATENT-3 913572 76-04 61 Not available NTIS 
PAT-APPL-478 678/Gi 


Gas Cartridge Actuator. 
PAT-APPL-479 678/GI 
76-08 13D PC AO02/MF A01 


intrauterine 


PAT-APPL-479 738/Gi 
A Pulse Width Contr 
PAT-APPL-479 73/6) 76-05 9E PC A0Q2/MF AO! 
PAT-APPL-479 $36/GI 
Logic Module. 
PATENT-3 938 443 
76-20 16D Not available NTIS 
PAT-APPL-480 190/Gi 
Surface Acoustic Wave Tuned Laser. 
PATENT-3 931 592 
76-16 20F Not availabie NTIS 
PAT-APPL-480 770/Gi 
Short Pulse RF Generator. 
PATENT-3 906 252 76-05 9E Not available NTIS 
PAT-APPL-480 905/GI 


Underwater Teletype Communication System. 
PATENT-3 909 773 
76-09 17B Not available NTIS 
PAT-APPL-480 911/Gi 
Alkoxy Derivatives of H hi hosphonitrit 


i a tad Y 





PATENT-3 920616 76-20 7C Not available NTIS 
PAT-APPL-480 912/GI 
Alkoxy Derivatives of the Adduct from Phosphorous 


Pentachioride and | 
PATENT-3 943 197 76-21 ve Not available NTIS 
PAT-APPL-480 panies 


Fire Retardant Polyester Resins , 
PATENT-3 920608 76-20 7 Not available NTIS 


PAT-APPL-480 914/Gi 
integrated Optical Bdélometer for Detection of In- 
frared Radiation. 
PATENT-3 898 605 
76-06 17E Not available NTIS 
PAT-APPL-480 919/Gi 


ome | Derivatives of the | Adduct from _Phosphorus 
xychioride and 
PATENT-3 943 196 76-21 7C Not available NTIS 
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PAT-APPL-481 088/Gi 
Mechanical Heat Flux Recorder. 


PATENT-3 905 22 
76-08 14B. Not available NTIS 
PAT-APPL-481 262/Gi 
Fast-Neutron mole State Dosimeter. 


PATENT-3 896 306 
76-14 18D Not available NTIS 
PAT-APPL-481 289/Gi 
Activated Aluminum Tracer Tag. 
PATENT-3 924 125 
76-14 11F Not available NTIS 
PAT-APPL-481 421/Gi 


Multi-Layer Monochromator. 
PATENT-3 885 153 
76-06 20G Not available NTIS 


PAT-APPL-481 589/Gi 
Pulsed, Variable Beam Pattern Optical Measuring 


ice. 
PATENT-3 891 859 
PAT-APPL-481 719/GI 
Single Lever Controlled Geometric Writing Instru- 
ment. 
PATENT-3 886 662 
76-03 14E Not available NTIS 
PAT-APPL-482 104/Gi 
ae ager Ceramic Coating for Silica insula- 
PATENT- 3 953 646 
76-17 11C Not available NTIS 
PAT-APPL-482 105/Gi 
=~ ee aemenans Ceramic Coating for Silica insu- 
latio 
PATENT- 3 955 034 
76-18 118 Not available NTIS 
PAT-APPL-482 285/GI 


rated Circuit Test Clamp. 
NT-3 899 239 


76-06 8) Not available NTIS 


76-06 14B Not available NTIS 
PAT-APPL-482 291/GI 
Automatic Blade y Controller System. 
1 


PAT-APPL-482 291/ 
13C PC A02/MF A01 
PAT-APPL-482 393/GI 


Electronic Solid State 
PATENT-3 935 381 


PAT-APPL-482 953/Gi 
paratus for Simulating Optical Transmission 
ks. 
PATENT-3 937 945 
76-13 20F Not available NTIS 


PAT-APPL-482 967/Gi 
Exhaust Flow Deflector. 


Sensor iage Size Control. 
76-20 SE ot available NTIS 


PATENT-3 940 097 
76-13 20D Not available NTIS 
PAT-APPL-483 258/Gi 
2,2,2-Fluorodinitroethy! 2-Nitroalky! Acetals and 
Methods of P ration. 


repa 
PAT-APPL-483 258/GI 76-08 7C PC AQ2/MF AO1 
PAT-APPL-483 595/GI 


Stress Relieving Liner. 
PATENT-3 889 463 
76-05 21H Not available NTIS 


PAT-APPL-483 735/Gi 


1,11-BIS(3-Amino-4-Hydroxyphenyl) Perfluoro-3,9- 
Dioxau 


ndecane. 
PATENT-3 903 166 76-05 7C Not available NTIS 
PAT-APPL-483 850/GI 
—— Supported internally Stabilized Flexible 
ct ; 
PATENT-3 915 482 
76-09 13E Not available NTIS 
PAT-APPL-483 851/GI 


Dichroic Plate. 
PATENT-3 924 239 
76-10 20F Not available NTIS 


PAT-APPL-483 857/GIi 
id Activation _ Checkout Device for Batteries. 


ATENT. 3 912 54 
10C Not available NTIS 
PAT-APPL-483 858/Gi 
Method and Apparatus for Tensile Testing of Metal 
Foil. 
PATENT-3 938 373 
76-13 11F Not available NTIS 
PAT-APPL-483 862/Gi 


Particle Vaporizer. 
PATENT-3 888 415 76-07 4B Not available NTIS 


PAT-APPL-483 871/Gi 
Filtering Apparatus. 





PATENT-3 956 130 


76-16 148 Not available NTIS 
PAT-APPL-483 872/Gi 
Method and Apparatus for Cutting Cylinders of 


Gelatinous Materials into Discs of Precise 


ickness. 
PATENT-3 954 033 
76-17 14B Not available NTIS 

PAT-APPL-484 037/Gi 

——— Sensitive Repairable Epoxy Embedding 

Mater 

PATENT. 3929717 76-24 7C Not available NTIS 
PAT-APPL-484 039/Gi 


Motor Mount for an inflatable Boa 
PATENT-3 881 442 76-09 13 “Not available NTIS 


PAT-APPL-484 195/GI 


Process for Separating DOPA from Tyrosine. 
PAT-APPL-484 195/Gi 
76-13 60 PC A02/MF AO1 


Process for Separating DOPA from Tyrosine. 
PATENT-3 972918 76-24 7C Not available NTIS 


PAT-APPL-484 197/GI 


Opening and ou Mechanism for Automatic 

as Machine that Uses Factory-Roll 
aateate t Tubing. 

PATEN 3 903 677 76-11 131 Not available NTIS 


PAT-APPL-484 199/GI 
spreader Mandre!l for Automatic Produce-Bagging 
— that Uses Factory-Roll Polyethylene Net 
PATENT-3 903 678 76-11 131 Not available NTIS 
PAT-APPL-484 201/Gi 


Process for Generating Hydr 
PATENT-3 931395 76-14 7 


PAT-APPL-484 209/GI 


Modulated eager ion Flame Detector. 
PATENT-3 938 


Gas. 
Not available NTIS 


76-13 14B Not available NTIS 
PAT-APPL-484 383/Gi 


Headrest A eetaene Control for Motorized 
Wheeicha 
PATENT-3 965 402 76-23 6L Not available NTIS 


PAT-APPL-484 484/Gi 


Method for Fabricating High Efficiency Semi-Planar 
Electro-optic Modulators. 
PATENT- 916 510 

76-16 20F Not available NTIS 


PAT-APPL-484 490/Gi 
1a Devices for Time-Multiplexed Communica- 
PATENT-3 889 065 
76-06 178 Not available NTIS 
PAT-APPL-484 733/Gi 
Geometrically Derived Beams Circular Antenna 


Array. 

PAT-APPL-484 733/Gi 76-08 9E PC A0Q2/MF A01 
PAT-APPL-484 740/GI 

Phase Contrast in High Resolution Electron 


sarah 
PATENT-3 908 124 
76-14 148 Not available NTIS 
PAT-APPL-484 746/GI 
—— Purpose Electronic interface Equipment 
ac . 
PATENT-3 925710 76-16 9C Not available NTIS 
PAT-APPL-484 832/GI 
Multi-Channel oenen Correlation System. 
PATENT-3 937 942 
76-22 20F Not available NTIS 
PAT-APPL-485 060/Gi 
Primary Plasticizers for Poly(Vin Mee ee = ee 
PAT-APPL-485 060/G! 7 /MF AO1 
PAT-APPL-485 175/G!i 
Com tor, Optical inspection. 
PATENT-3 892 491 
76-10 20F Not available NTIS 
PAT-APPL-485 195/GI 
Acoustic Current/Flow Measuring System. 
PATENT-3 949 605 
76-21 148 Not available NTIS 
PAT-APPL-485 662/GI 
Acoustic Wavefront Processor. 
PATENT-3 914 731 
76-14 17A Not available NTIS 
PAT-APPL-485 667/GI 
Periodic Signal Detector. 
PAT-APPL-485 667/GI 


178” PC AOQ3/MF AO1 


Periodic Signal Detector. 
PATENT-3 920 907 ,. 








—_—_ ee 


FO ee ee ee ee 
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76-16 17B Not available NTIS 
PAT-APPL-486 035/GI 
lectric Field Measuring Device. 
PAT-APPL-486 035/GI 

76-05 14B PC A02/MF A01 


PAT-APPL-486 036/GI 
Low Noise DC Power Supply System for Electronics 
on a Rotating Assembly. 
PAT-APPL 036/GI 
76-03 10B PC A0Q2/MF A01 
PAT-APPL-486 041/GI 
Bonding Composition. 
PATENT-3 909 279 
76-01 11A_ Not available NTIS 


PAT-APPL-486 248/GI 
Rocket Motor Apparatus. 
PATENT-3 919 841 
76-12 21H Not available NTIS 
PAT-APPL-486 250/GI 
improved Target Locating Circuit Using a Lateral 


Photoelectric Diode. 
PAT-APPL-486 250/Gi 76-05 9E PC A02/MF A011 
PAT-APPL-486 570/GI 


Process for Purifying Stearic Acid. 
PATENT-3 429 902 76-13 7C Not available NTIS 


PAT-APPL-486 703/GI 


Preparation of Soluble Edible Protein from Leafy 
Green Crops. 
PAT-APPL-486 703/Gi 76-13 6F PC A02/MF A01 


Preparation of Soluble Edible Protein from Leafy 
Green Crops. 
PATENT-3 959 246 76-18 6H Not available NTIS 


PAT-APPL-486 801/Gi 
Cabinet Closure System. 
PATENT-3 913 997 
76-06 13D Not available NTIS 
PAT-APPL-486 802/GI 


Combination Mechanical Vibrator and Stethoscope. 
PATENT-3 906 803 
76-05 148 Not available NTIS 


PAT-APPL-486 803/GI 


Thermal Differential Compensator. 
PATENT-3 928 822 . 
76-10 20E Not available NTIS 


PAT-APPL-486 804/Gi 
na for Wire De t. 


PATENT-3 926 38 
76-09 19G Not available NTIS 
PAT-APPL-486 922/GI 


Flare Cartridge. 
PATENT-3 938 444 
76-21 19A Not available NTIS 


PAT-APPL-487 115/Gi 
Ultra High Frequency impedance Adjustment 


Means. 
PATENT-3 904995 76-08 9A Not available NTIS 
PAT-APPL-487 156/GI 
oy peng h Gas Generator. 
-487 156/GI 
76-13 13F PC A03/MF AO1 


PAT-APPL-487 326/GI 


Failure Limiting Pipe Expansion Joint. 
PATENT-3 876 235 
76-04 13E Not available NTIS 


PAT-APPL-487 341/Gi 


Automatic Frequen 
PAT-APPL-487 341/ 


PAT-APPL-487 344/Gi 


Method for Stress Wave Drilling. 
PATENT-3 881 559 
76-07 13C Not available NTIS 


PAT-APPL-487 527/Gi 
Hover Control Valve for Submarine Hovering 


System. 

PATENT-3 946 685 76-17 13J Not available NTIS 
PAT-APPL-487 832/G! ’ 

eee all of Cable Strumming Vibration by a 


putts set 
PATENT-3 884 173 76-06 13J Not available NTIS 
PAT-APPL-487 835/GI 

Automatic Cleaning Apparatus for Fiuid Filters. 


PATENT-3 936 902 
76-25 13F Not available NTIS 
PAT-APPL-487 837/Gi 


External Load Stabilization Aepereiee. 
PATENT-3 904 156 76-19 1 Not available NTIS 


Coe System. 
PC AQ2/MF A01 


PAT-APPL-487 852/GI 


Polyimides of Ether-Linked Ary! Tetracarboxylic Di- 
anhydrides. 


PATENT-3 925312 76-10 7C Not available NTIS 
PAT-APPL-487 940/Gi 
Broadband areas RF Field intensity in- 
PATENY-3 947 947 770 
76-21 148 Not available NTIS 
PAT-APPL-488 082/Gi 
Process and Composition for Cleaning Hot Fuel 


PATENT-3 919 390 76-04 7A Not available NTIS 
PAT-APPL-488 084/Gi 
for Electronic Adjustment of Effective Con- 
trast Ratio in +o pre Reproduction. 
PAT-APPL-488 084/ 
76-07 14E PC AQ@2/MF A@1 


System for Electronic Adjustment of Effective Con- 

trast Ratio in Photographic Reproduction 

PATENT-3 926 520 

76-09 14E Not available NTIS 

PAT-APPL-488 129/Gi 

System for Adjus egg er ete 3 

PATENT-3 914 597 76-06 9E Not available 
PAT-APPL-488 616/Gi 

Plug Nozzle. 


Cascade 
PATENT-3 742 
76-13 21E Not available NTIS 
ag a tee 872/Gi 


aration of a Ferrocen 
PA ATENT-3 957 840 76- 


PAT-APPL-489 002/GI 


Method for ye ee ger Resonance Cells. 
PATENT-3 904 260 9A Not available NTIS 


PAT-APPL-489 009/Gi 
Electrical Conductivity Cell and Method for 
Fabricating the Same. 
PATENT-3 938 035 . 
76-15 148 Not available NTIS 
PAT-APPL-489 305/Gi 
Whole Blood Analysis Rotor for a Multistation 
Dynamic Photometer. 
PATENT-3 899 296 
76-14 148 Not available NTIS 


PAT-APPL-489 312/Gi 
Non-Discolori oe Resistant Wool. 


PATENT-3 927 
76-09 11E Not available NTIS 
PAT-APPL-489 663/Gi 


Compound. 
7C Not available NTIS 


Ultra Linear seomeney Sweep Generator. 
PATENT-3 885 138 76-07 9E Not available NTIS 
PAT-APPL-490 433/Gi 


Wideband, Matched Three Port Power Divider. 
PATENT-3 886 498 76-07 9A Not available NTIS 


"Gace 446/GI 
laced opty Process for Welding. 


PA ENT-3 902 03 
° 76-15 13H Not available NTIS 
PAT-APPL-490 461/GI 
ory Electro-optic Waveguide Modulation. 
PATE -3 


923 374 
76-16 20F Not available NTIS 
Bren yer 600/G! 


Resistant Splice. 
PA NT-3 925956 76-09 1C Not available NTIS 


PAT-APPL-490 610/Gi 


Powder Contrail Generation. 
PATENT-3 889 144 76-06 1C Not available NTIS 


PAT-APPL-491 012/G! 


Direct Contact Multi-Stage Flash Desalination. 
PATENT-3 948 734 76-16 7A Not available NTIS 


PAT-APPL-491 020/Gi 
Pulse Centroid Detector. 


PATENT-3 906 377 
76-08 148 Not available NTIS 
PAT-APPL-491 073/Gi 
Low Voltage Bus-Operated Overvoitage Protection 


System. 
PATENT-3 916 262 76-22 9E Not available NTIS 
PAT-APPL-491 096/Gi 


Apparatus for Blending Small Particles. 
PATENT-3 901 409 76-14 18J Not available NTIS 


PAT-APPL-491 417/Gi 
nt Method for insulation. 


Attachme 
PATENT-3 936 927 
76-15 22B Not available NTIS 


PAT-APPL-491 419/Gi 
tenna Having V-Shaped Corrugated Slots 


Horn An ‘ 
PATENT-3 924 237 76-10 9E Not available NTIS 








PAT-APPL-494 934/Gi 


PAT-APPL-491 496/Gi 
Fluorocarbon Solid Propellant with Burning Rate 


Modifier. 

PATENT-3 876 477 76-06 211i Not available NTIS 
PAT-APPL-491 616/G! 

Production of Angular Alkylated Polycyclides by 


E 
PATENT-3 950 236 76-15 7C Not available NTIS 
T-APPL-401 696/Gi 


Adaptive Low Pass Filter. 

PATENT-3 889 108 76-07 9€ Not available NTIS 
PAT-APPL-491 9863/G1 

Train Resonant Serriady Rocking Detector System. 


PATENT-3 921 945 
76-14 13F Not available NTIS 


PAT-APPL-401 966/Gi 
Electron Multiplier-ion Detector System. 
PATENT-3 898 456 
76-16 148 Not available NTIS 
PAT-APPL-492 675/Gi 
Method of Fabricating lon implanted ZnSe P-N 
Junction Devices. 
PATENT-3 940 847 
76-17 20L Not available NTIS 
PAT-APPL-492 077/Gi 
System Channel Distortion Weighting for Predetec- 
tion Combiners. 
PATENT-3 965 422 
76-23 178 Not available NTIS 
PAT-APPL-492 078/Gi 
Thrust Augmentation System with Oscillating Jet 
Nozzies. 
PATENT-3 926 373 
76-09 22B Not available NTIS 
PAT-APPL-492 084/Gi 
Tuned Current Probe 


PATENT-3 913 015 
76-06 148 Not available NTIS 
PAT-APPL-492 110/Gi 
Electrochemical Preparation of Metallic Tellurides. 
PATENT-3 887 446 76-07 78 Not available NTIS 
PAT-APPL-493 006/Gi 


Whole Blood A 
Removable Cellular 
PATENT-3 901 658 


Rotor Assembly Having 
imentation Bowl. 
76-14 148 Not available NTIS 
PAT-APPL-493 607/Gi 


Miniature , 
PATENT:3 B08 058 
76-15 119A Not available NTIS 


PAT-APPL-483 359/Gi 


System for ape Dl 
eo op Vv e 
PATENT-3 470 
76-16 21H Not available NTIS 
ee 444/GI 


Performance Ramiet Fuels. 
PA ENT-3 962 505 
76-22 210 Not available NTIS 


PAT-APPL-404 000/G! 
eg meen A ae ee System Having Sensor 
Constant Compensation. 
PATENT. 892 281 
76-07 148 Not available NTIS 
sit ta 006 /Gi 
Raitroad Freight Car Monitoring System. 


pense 
PATENT-3 906 012 
76-11 13F Wet available NTIS 
PAT-APPL-494 101/Gi 


Flexible Tube Section for Gimbatied IR Detectors. 
PAT-APPL-494 101/G! 
7 19K =6PC AG2/MF AO) 


Stability on a 


PAT-APPL-494 102/Gi 
Dye Laser Transmitter-Resonant Fluorescent Detec- 
tor S tor Optical Communications. 
PATENT-3 891 559 
76-05 178 Not available NTIS 


PAT-APPL-494 132/G! 


Electro c Waveguide Beam Deflector. 
PATENT-3 923 376 
76-16 20F Not available NTIS 

PAT-APPL-404 806/G! 

Nec ry by and Measuring [oe. 

PATENT-3 408 76-17 & t available NTIS 
PAT-APPL-404 934/Gi 

Non-Penetrating RiB-to-Surface Structural Clip 

Connector Assem bly. 

PATENT-3 920 206 


76-08 13E& Not available NTIS 
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PAT-APPL-494 937/Gi 
and opey for Evaluating Penetrants. 


Method 
PATENT-3 958 11 
76-22 148 Not available NTIS 
PAT-APPL-495 018/GI 


pen ey | yg ke | lons from Water 
PATENT- 92 76-09 78 ore available NTIS 


PAT-APPL-495 347/Gi 
Vibrating Wire Meter 
PATENT-3 889 525 
76-03 148 Not available NTIS 


PAT-APPL-495 452/Gi 


an oy of Polybenzimidaz 
P NT-3 901855 76-06 7c Not available NTIS 
PAT-APPL-495 472/Gi 


Split-Ring Marx Generator —_ 
PATENT-3 909 624 76-05 9E t available NTIS 


PAT-APPL-495 473/GI 


integration Gate. 
PATENT-3 903 432 76-06 9E Not available NTIS 


PAT-APPL-495 475/GI 


Phased Array Antenna with ate Elements Cou 


to Form a Multiplicity of we a Sub-Arrays. 
PATENT-3 938 160 76-13 Not availabie NTIS 


PAT-APPL-495 478/GI 
Overheated Journal Bearing Derailment Prevention 
System. 
PATENT-3 930 629 
76-14 13F Not available NTIS 
PAT-APPL-495 479/Gi 


Rocket-Deplo Balloon for Position Marker. 
PATENT-3 448 76-14 6G Not available NTIS 


PAT-APPL-495 480/Gi 
Local Deraiiment Sensor and Brake Actuator 
System. 
PATENT-3 929 308 
76-14 13F Not available NTIS 
PAT-APPL-495 486/Gi 
Process for Manufacturing Waliboard and the Like. 


PATENT-3 929 947 
76-13 13C Not available NTIS 
PAT-APPL-495 758/Gi 
A Method for Casting and Handling Ultra-Thin 


Membranes. 
PAT-APPL-495 758/Gi 76-15 7A PC A02/MF A0O1 
Method for Casting and Handling Ultra-Thin 


Reverse osis Membranes. 

PATENT-3 969 452 76-24 7C Not available NTIS 
PAT-APPL-496 591/Gi 

Load Measuring Gage. 


PATENT-3 914 992 
76-05 148 Not available NTIS 
PAT-APPL-496 598/GI 


Post Detection ee for Eliminating Backscatter. 
PATENT-3 934 08 
76-14 17B Not available NTIS 


PAT-APPL-496 599/Gi 
ee of Spatial Non- Uniformities in Sonar, 
Radar, —— raphic Acoustic imaging Systems. 

PATENT ° 942 150 
76-22 17A_ Not available NTIS 

PAT-APPL-496 779/GI 


Se Supersonic Aircra 
PATENT-3 971535 76-25 1C * ot available NTIS 
PAT-APPL-497 017/Gi 

Method of and ey for Preventing Compres- 

sor Stall in a Gas Turbine Engine. 

PATENT-3 938 31 

76-16 21E Not available NTIS 
PAT-APPL-497 176/GI 

Means for Obtain @ Metal lon Beam from a 

a lotron rce. 

PATENT-3 496 

76-14 20G Not available NTIS 
PAT-APPL-487 408/Gi 
Variable Fluidic impedance Feedback Loop for 
PATENT-3 901 277 
76-07 13G Not available NTIS 
PAT-APPL-497 412/Gi 

Laminar Fluidic Multiplier. 

PATENT-3 926 221 . 
76-24 13G Not available NTIS 
PAT-APPL-497 415/Gi 

Heat Sink for Mic Circ 

PATENT-3 908 186 7 
PAT-APPL-487 446/Gi 


Preparation of TiO2 and Artificial Rutile from Sodi- 
um Titanate. 


uit. 
SE Not available NTIS 


AR-1042 


PATENT-3 976 761 76-25 7D Not available NTIS 
PAT-APPL-497 549/Gi 
Heat Transfer Device. 
PAT-APPL-497 549/GI 
7 13A PC A02/MF A01 
PAT-APPL-497 607/Gi 


Speed indicator. 
PATENT-3 898 878 76-07 13/J Not available NTIS 


PAT-APPL-497 772/GI 


Vehicle Drive and Suspension. 
PATENT-3 930 550 


76-24 19C Not available NTIS 
PAT-APPL-498 150/GI 
Carbo (CM) Cottons Prepared in Non- 
Aqueous ia. 
PATENT-3 918 899 
76-11 11E Not available NTIS 
PAT-APPL-496 163/GI 
Detoxification of Jojoba Mea 
PATENT-3 919 432 76-09 2A Not available NTIS 
PAT-APPL-496 164/Gi 


Removal of Mercury from Aqueous Solutions Em- 
ploy Naval Stores Products. 
ATENT-3 929 634 
76-11 138 Not available NTIS 
PAT-APPL-498 280/Gi 


Adjustable Microvascular U-Clamp. 
PATENT-3 911926 76-05 61 Not available NTIS 


yp ery tr 333/GI 


Scavenger in Recovery of Metal Values. 
PATENT -3 932 170 
76-13 11F Not available NTIS 
PAT-APPL-499 103/GI 
Transmitter-Receiver System. 
PATENT-3 951 549 
76-16 17H Not available NTIS 
PAT-APPL-499 228/GI 


Earth Reference Thin-Film Magnetometer Compass 
Exhibiting Total Tilt immunity. 
PATENT-3 942 258 

76-13 14B Not available NTIS 


PAT-APPL-499 240/Gi 
Hydraulic Fan — System Speed Control. 


PATENT-3 942 48 
76-26 21G Not available NTIS 
PAT-APPL-499 249/Gi 


Method of ane pepectine for Ground eee Dop- 
= er aee A Doppler Radar lator. 
ATENT-3 955 199" "76-21 171 Not available NTIS 


gto 255/Gi 
te-Selected Cesium Beam intensifier. 


PAT Ten. 8 80: 902 134 
76-08 148 Not available NTIS 
PAT-APPL-499 260/Gi 


Sidelobe Canceller System. 
PATENT-3 938 153 76-20 9E Not available NTIS 
PAT-APPL-499 374/Gi 


Modified Sidelobe Canceliler S 

PATENT-3 938 154 76-20 9 
PAT-APPL-499 688 /GI 

Electrically Conductive Glasslike Films on Glass or 

Sweeny rfaces from Aluminum and Plumbite- 


ted Cellulosics 
PATENT -3 936 580 


Not available NTIS 


76-11 118 Not available NTIS 
PAT-APPL-499 689/Gi 
G Materials from Plumbites and Cellulosics. 


PATENT-3 926 709 
76-11 11C Not available NTIS 
PAT-APPL-499 690/Gi 


Synthetic Hormones for insect Control 
PATENT-3 908016 76-13 7C Not available NTIS 


PAT-APPL-499 693/GI 


Color Reversible, Mirror Surface Glassy Materials 
from Plumbite-Treated Cellulosics. 
PATENT-3 929 535 
76-11 11C Not available NTIS 
PAT-APPL-499 805/Gi 
Photodegradable Plastics Containing ailpha- 


Halopheny! es. 

PATENT-3 932 338 76-10 11! Not available NTIS 
PAT-APPL-499 809/GI 

Certain Epoxy Compounds for Insect Control. 

PATENT-3 914 429 76-13 7C Not available NTIS 
PAT-APPL-499 811/Gi 

Highly puamaned Derivatives of Copetyners of 

s and Maleic Anhydride 
PATENT 901 98 998 76-05 7C Not available NTIS 





PAT-APPL-500 056/Gi 

Composite Heart Vaive Poppet. 

PATENT-3 911502 76-05 61 Not available NTIS 
PAT-APPL-500 206/Gi 


Directional Low oquenay Ring Hydrophone. 
PAT-APPL-500 206/ 


76-07 17A PC AO02/MF A01 
PAT-APPL-500 208/GI 


Vertical Tube Combustion Reactor. 
PATENT-3 926 562 
76-20 218 Not available NTIS 
PAT-APPL-500 209/GI 


N.N'-BIS(3,4-Dicyanophen yy!) manamiomise, 
Polyphthiocyanines, and Preparation Thereo 
PAT-APPL-500 209/G! 76-08 7C PC A02/ MF A011 


PAT-APPL-500 416/Gi 
Stress Crack Resistant Sealant. 
PAT-APPL-500 416/GI 
76-06 11C PC AO2/MF A01 
PAT-APPL-500 418/GI 
Engine Compression Testing. 
PATENT-3 938 378 
76-26 21G Not available NTIS 
PAT-APPL-500 797/Gi 
Charging an Electric Furnace. 
PATENT-3 900 696 
76-03 11F Not available NTIS 
PAT-APPL-500 866/Gi 
Rotor for Centrifugal Testing of Electrophoresis 


PATENT-3 927 826 
76-08 148 Not available NTIS 
PAT-APPL-500 979/Gi 
Variable Beamwidth Antenna. 
PATENT-3 938 162 76-13 9E Not available NTIS 
PAT-APPL-500 980/GI 
Deuterium Pass Through Target. 
PATENT-3 924 137 
76-10 20H Not available NTIS 
PAT-APPL-500 982/GI 
Self-Energized Piasma Compressor. 
PATENT-3 929 119 76-12 20! Not available NTIS 
PAT-APPL-500 986/Gi 
Process for Forming a Pourable Plastisol Nitrocellu- 
lose Slurry. 
PATENT-3 962 382 
76-21 119A Not available NTIS 
PAT-APPL-501 002/GI 
Method for the Decomposition of Hydrogen Sulfide. 
PATENT-3 933 608 76-11 7A Not available NTIS 
PAT-APPL-501 011/GI 
Analog to Digital Converter. 
PATENT-3 938 188 76-13 9B Not available NTIS 
PAT-APPL-50} 012/GI 


Nonlinear Nonsingular Feedback Shift Registers. 
PATENT-3 911330 76-09 9B Not available NTIS 


PAT-APPL-501 305/GI 
Memory Wire and Synchronous Plating Techniques 
Therefore. 
PAT-APPL-501 305/GI 
6-07 14C PC AO2/MF AO1 
PAT-APPL-501 306/Gi 
Fog Water Collector. 
PATENT-3 889 532 76-07 48 Not available NTIS 
PAT-APPL-501 416/Gi 
High-Molecular Weight Acidic Polymers. 
PATENT-3 932 560 76-11 7C Not available NTIS 
PAT-APPL-501 530/Gi 
Man Overboard Package 
PATENT-3 886612 7 
PAT-APPL-501 532/Gi 
Winch Mounted Optical Data Transmission Cable 
with Fluid Coupling. 
PATENT-3 922 063 
76-22 20F Not available NTIS 
PAT-APPL-501 550/GI 
Scale Inhibition. 
PATENT-3 947 341 
76-16 11F Not available NTIS 
PAT-APPL-501 724/GI 
Temperature Controlled Hybrid Oven. 
PATENT-3 887 785 76-06 9E Not available NTIS 
PAT-APPL-501 725/GI 
Series Tuned Spin Coil Supply. 
PATENT-3 925 711 
76-09 168 Not available NTIS 


17 6G Not available NTIS 


PS a 








PAT-APPL-501 726/GI 
Method for Utilizing Decay Heat from Radioactive 
Nuclear Wastes. 
PATENT-3 911 684 
76-26 18G Not available NTIS 


PAT-APPL-501 728/GI 
Multiple-Selected - _— Unstable Resonator. 
PATENT- 3 928 817 
76-10 20F Not available NTIS 


PAT-APPL-501 729/GI 


Phase Stable Variable Phase Slope Limite 
PATENT-3 947 700 76-13 9E Not available NTIS 


PAT-APPL-501 899/GI 


Ultrasonic-Acoustic Grinding Wheel Setting Station 
for Automatic Numerically-Controlied Machines. 
PATENT-3 897 659 76-16 131 Not available NTIS 


PAT-APPL-501 918/Gi 
Wide Band Proportional Transducer Array. 


PAT-APPL-501 918/GI 
7 20A PC A02/MF A01 


PAT-APPL-502 124/Gi 
Moving Particle Composition Analyzer. 
PATENT-3 931 516 
76-11 148 Not available NTIS 


PAT-APPL-502 135/GI 


Micrometeoroid Velocity and Trajectory Analyzer. 
PATENT-3 927 324 
76-10 148 Not available NTIS 


PAT-APPL-502 137/GI 


Apparatus for Positioning Modular Components on 
a Vertical or Overhead Surface. 
PATENT-3 945 879 76-16 13! Not available NTIS 


PAT-APPL-502 596/Gi 
Passive prempney Cotecive Optical Coupler. 


PATENT-3 957 34 
76-22 20F Not available NTIS 
PAT-APPL-502 832/GI 


Apparatus for Testing the Traction Properties of 
Pneumatic Tires. 
PATENT-3 948 080 

76-18 14B Not available NTIS 


PAT-APPL-503 017/Gi 
Variable bye Ay Explosive Driver. 


PATENT-3 94 
76-21 119A Not available NTIS 
PAT-APPL-503 238/GI 
Solid Sorbent for Trapping lodine. 


PATENT-3 880 619 
76-04 18G Not available NTIS 
PAT-APPL-503 536/GI 
Preparation of Alloys. 


PATENT-3 925 068 
76-08 11F Not available NTIS 
PAT-APPL-503 744/GI 
Automated _— for the Determination of Bacteri- 
al Antibiotic Susceptibilities. 
PATENT-3 925 166 76-08 6M _ Not available NTIS 
PAT-APPL-504 225/Gi 


Clock Setter 
PATENT-3 929 364 
76-11 148 Not available NTIS 


PAT-APPL-504 464/Gi 
Extraction of Metal Values from Lateritic Ores. 
9 


PATENT-3 892 63 
76-01 11F Not available NTIS 


PAT-APPL-504 468/GI 


Acoustic Method and es eng e for Determining Ef- 
fectiveness of Mine P Seal. 
PATENT-3 934 219 76- 81 Not available NTIS 


PAT-APPL-504 625/GI 


Electromagnetic Intrustion Sensor. 
PAT-APPL-504 625/GI 
76-08 15C PC A02/MF A01 


PAT-APPL-504 636/GI 
a Object Having Drag Reduction and 
PAT-APPL-504 636/GI 
76-08 13J PC A02/MF AO1 
Submersible Object Having Drag Reduction and 
Method 


PATENT-3 973 510 
76-26 11C Not available NTIS 


PAT-APPL-504 643/GI 
Process for Setting Textiles. 
PATENT-3 932 124 
76-10 11E Not available NTIS 
PAT-APPL-505 306/GI 
Video Retimer System. 
PATENT-3 950 704 76-21 9E Not available NTIS 


PAT-APPL-505 395/Gi 


Push Plug. 
PAT-APPL-505 395/G! 
76-07 131 PC AOQ2/MF AO1 
PAT-APPL-505 448/Gi 
Rear-Screen Wide-Angle On-Axis Projection 
PATENT-3 895 861 
76-06 20F Not available NTIS 
PAT-APPL-505 719/GI 
System to Process Antenna Beams to Obtain the 
ange Location of Target with High Resolution 


Accur 

PATENT-3 936 832 76-16 17! Not available NTIS 
PAT-APPL-505 810/GI 

An image interpenetration Device for Generating 

Numerical Control! Software. 

PAT-APPL-505 810/GI 

76-07 13H PC A02/MF AO1 

PAT-APPL-505 815/Gi 


Portable Salvage Lift Apparatus. 


PAT-APPL-505 815/GI 
7 13J. PC AQ2/MF A01 


Portable Salv. Lift. 
PATENT-3 940 814 76-17 13) Not available NTIS 


PAT-APPL-505 819/Gi 
Frequency Measurement by Coincidence Detection 
with Standard Frequency. 
PATENT-3 924 183 
76-11 14B Not available NTIS 
PAT-APPL-505 825/Gi 
LIC! Inhibitor for ee Battery. 


PATENT-3 928 07 
76-24 10C Not available NTIS 


PAT-APPL-505 881/Gi 
Vehicle — Binocular Multiplanar Visual Dis- 


S 
Patent. 7-39 956 833 76-19 1B Not available NTIS 


PAT-APPL-506 372/GI 


Subbottom Rock M pian Some 
PAT-APPL-506 372/GI 8J PC A02/MF A01 


Subbottom Rock Mapping Probe. 
940 982 


PATENT-3 
76-17 148 Not available NTIS 
PAT-APPL-506 677/Gi 
cae with Dual Safe Positions and Armed-Safe In- 
or. 
PATENT-3 973 501 
76-26 19A Not available NTIS 
PAT-APPL-506 804/Gi 
Holographic Motion Picture Camera with Doppler 
Shift Compensation. 
PATENT-3 937 555 
76-13 14E Not available NTIS 
PAT-APPL-506 818/Gi 
Electrically Insulating Feed-Through for Cryogenic 


Applications. 
PATENT-3 904 815 76-16 9A Not available NTIS 


PAT-APPL-506 927/GI 
Level and Cross-Level Stabilization Technique for 
Search Radar Antennas. 
PATENT-3 939 480 
76-21 17G Not available NTIS 
PAT-APPL-506 932/Gi 
ratus and System for Mixing Pesticide with 
ater Concurrently with Spraying 
PATENT-3 926 371 76-14 Not available NTIS 
PAT-APPL-507 099/Gi 


Bed Level Monitor. 
PATENT-3 922 914 
76-08 148 Not available NTIS 


PAT-APPL-507 493/GI 


Beliows-Forming Apparatus. 
PATENT-3 886 977 76-06 


PAT-APPL-507 515/GI 


Dry Sorbent Process for b> ~oeneanpene Removal 
of Sulfur and Nitrogen 
PAT-APPL-507 515/GI 76-02 “7A PC A02/MF AO1 


PAT-APPL-507 645/GI 
Electrochemical Energy Source for Diver Suit Heat- 


ing. 
PATENT-3 884 216 
7 


131 Not available NTIS 


10C Not available NTIS 
PAT-APPL-507 652/Gi 


Par a — Source for Production of Heat and 
dr 
PAT-APPL-507 eeaee 

10C PC AQ3/MF AO1 


Sandwiched oe. for Production of Heat and 
Hydrogen Gas. 
PATENT-3 942 511 76-22 7D Not available NTIS 








PAT-APPL-509 202/GI 


PAT-APPL-507 653/GI 


Electrode Gap Control for Electro Chemical Batte- 
ries and Heat Generation Systems. 
PAT-APPL-507 653/GI 

76-04 10C PC A02/MF AO} 


Gap Controi for Electro Chemical Batte- 
and Heat Generation Systems. 
PATENT-3 920 476 
76-20 10C Not available NTIS 


PAT-APPL-507 836/Gi 


eaters idy! Ether of 4-Methylo! Resorcinol. 
PATENT-3 925 315 76-24 7C Not available NTIS 


PAT-APPL-507 918/G! 


Heat Source for Curing Underwater Adhesives. 
PAT-APPL-507 918/GI 
76-03 13A PC AQ2/MF A01 


Heat Source for Curing Underwater Adhesives. 
PATENT-3 906 926 
76-11 13A Not available NTIS 


PAT-APPL-507 991/G! 


Liquid C Gas Analyzer. 
PATENT-3 927 977 
76-08 148 Not available NTIS 


PAT-APPL-508 008/G! 


pagnete Tape Translator. 
PAT-APPL-508 008/G! 76-03 9E PC A02/MF A01 


PAT-APPL-508 010/GI 


A Tension Link Control Device. 
PAT-APPL-508 010/GI 
76-04 148 PC AO02/MF AO1 


PAT-APPL-508 013/Gi 


——— Ore Separator. 
PATENT-3 966 590 76-20 13! Not available NTIS 


PAT-APPL-508 472/GI 


Signal Processing imager Array Using Charge 
Transter Concepts. 
PATENT-3 940 

76-21 178 Not available NTIS 


PAT-APPL-508 491/GI 
Connector Backshell Adapter and Method of Using 


Same. 
PAT-APPL-508 491/G! 76-07 9A PC AO02/MF AO1 
PAT-APPL-508 584/GI 


Hardened Antenna Element Cover. 
PATENT-3 896 450 76-10 9E Not available NTIS 


PAT-APPL-508 777/GI 


rees Azimuth Scanning Antenna Without 
Rotating RF Joints. 
PATENT-3 916 416 76-20 9E Not available NTIS 


PAT-APPL-508 782/G! 


ee for Dynamic Membrane 
PATENT-3 926 799 76-07 7A Not available NTIS 


PAT-APPL-508 784/GI 
Process for Fabricating SiC Semiconductor 


Devices. 

PATENT-3 956 032 76-19 9A Not available NTIS 
PAT-APPL-508 925/Gi 

Towable VLF —- Projector. 


PATENT-3 932 
76-14 17A Not available NTIS 
PAT-APPL-509 152/Gi 
Fe-Cu Duplex Metal Filaments. 


PATENT-3 902 865 
76-03 11F Not available NTIS 
PAT-APPL-509 153/GI 
Two-S ~~ Particle Sampling Head. 


tage 
PATENT-3 949 59 
76-16 148 Not available NTIS 
PAT-APPL-509 199/G! 


Window Wash System. 
PATENT-3 901 444 76-06 1C Not available NTIS 


PAT-APPL-509 200/Gi 


impedance Standard ‘eee 
PAT-APPL-509 200/G 
70-12 148 PC A02/MF AO1 


impedance ney Apparatus. 
PATENT-3 970 9 
76-26 14B Not available NTIS 
PAT-APPL-509 201/Gi 
Dye Sensitized Dichromated Gelatin Holographic 
Material. 
PATENT-3 963 490 
76-23 14E Not available NTIS 
PAT-APPL-509 202/Gi 
Variable Free Stream Buffer. 


PATENT-3 912 934 
76-06 17E Not available NTIS 
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PAT-APPL-508 506/Gi 
ie Temperature and Pressure Measuring 


ystem. 
PATENT-3 926 056 76-12 8J Not available NTIS 
PAT-APPL-509 596/Gi 


Spiral Manometer. 
PATENT-3 926 057 
76-12 


PAT-APPL-508 755/Gi 


Complex Filters, Convolvers, and Multipliers. 
PAT-APPL-509 755/Gi 76-06 9E PC AQ2/MF A01 


Complex Filters, Convoivers, and Multipliers. 
PATENT-3 926 367 76-14 9B Not available NTIS 


PAT-APPL-508 872/Gi 
Detection of CO2 in a Hyperbaric Gaseous Environ- 


ment. 
PAT-APPL-508 872/Gi 76-06 7E PC AQ2/MF A01 


148 Not available NTIS 


PAT-APPL-508 966/Gi 
wee tee aye + a wey Sone of 
Ana: inosinic- “Hees — > 
NT-3 952 097 Not. available NTIS 


PAT-APPL-516 188/GI 
High-Efficiency, Switching, Power Amplifier. 


PATENT-3 931 581 
76-11 17A Not available NTIS 
PAT-APPL-510 347/Gi 
Divers Navigation Display. 
PATENT-3 927 388 
76-14 
PAT-APPL-510 519/Gi 
Far Field Construction for Optical Fourier Trans- 
forms. 
PATENT-3 932 745 
76-26 


PAT-APPL-511 137/GI 


17G_ Not available NTIS 


17H Not available NTIS 


Retractable Pendant Support. 

PATENT-3 887 149 76-07 1C 
PAT-APPL-511 326/Gi 

The Solubilization of Chromate Salts in Organic 


Media. 
PAT-APPL-511 328/Gi 76-06 78 PC A02/MF A01 
PAT-APPL-511 887/GI 


Atomic Standard with Variable Storage Volume. 
PATENT-3 924 200 
76-10 148 Not available NTIS 


PAT-APPL-511 963/GI 


eognete Saye o Signal injection Device. 


22 14C Not available NTIS 


Not available NTIS 


PAT-APPL-511 906/Gi 
Se a Ny nD ene 


PATENT-3 917773 76-11 9€ Not aveilable NTIS 
PAT-APPL-511 906/Gi 


Coanda Effect Oil-Water Seperator. 
PAT-APPL-511 906/G! 
76-04 14B PC AG2/MF AOG1 


Coanda Effect Oil-Water Separator. 


PATENT-3 945 920 
76-22 148 Not available NTIS 
PAT-APPL-612 273/@t 


Diversity Combiner/Setector. 


AM/AGC 
PAT-APPL-512 273/Gi 
178 PC AG3/MF A01 


76-09 
AM/AGC Weighted Diversity Combiner/Selector. 
PATENT-3 $34 204 
76-23 178 Not available NTIS 


PAT-APPL-612 366/Gi 


Solid Boron Fuel Burner for Ramjet. 
PATENT-3 942 320 
76-13 21E Not available NTIS 


PAT-APPL-612 622/Gi 

Scanning Ultrasonic Spectrograph for Fluid Analy- 

sis. 

PATENT-3 952 578 

76-17 

PAT-APPL-512 863/GiI 

Production ef Lactation by Nonsedative 

Phenothiazine Derivatives. 

PATENT-3 492 403 76-13 60 Not available NTIS 
PAT-APPL-512 623/GL 

Automatic Power Adapter for Manual Quick-Release 


Connectors. 
PATENT-3 922 762 76-16 1C Not available NTIS 
PAT-APPL-512 625/Gi 
he Frequency, Two Feed Dish Antenna Having 
Switchabte Beam width. 


PATENT-3 927 406 76-10 SE Not available NTIS 


148 Not available NTIS 
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PAT-APPL-§12 835/Gi 
Time Based Error 


. Correction for Recording 
ystems. 
PAT-APPL-512 835/GI 
14C PC A@2/MF AO1 
PAT-APPL-513 025/Gi 


Device to Reduce Fiow Induced Pressure Oscilla- 


tions in Cavities. 
PATENT-3 934 846 76-11 1C Not available NTIS 
PAT-APPL-513 360/Gi 


Method for Coloring Fruits and Vegetables. 
PATENT- 3 930 038 76-10 6H Not available NTIS 


PAT-APPL-513 362/GI 


Limonoate ys pepenens and Debittering of Citrus 
Products and roducts Therewith. 
PATENT-3 te 03 76-10 7C Not available NTIS 


PAT-APPL-513 431/G! 


Method for Coloring Fruits and Vegetables 
PATENT-3 911 151 76-11 7C Not available NTIS 


PAT-APPL-513 576/Gi 


Sun Angle Calculator. 
PATENT-3 971 915 
76-25 17G Not available NTIS 


PAT-APPL-513 611/GI 
Bearing Material. 
PATENT-3 953 343 

76-17 

PAT-APPL-513 664/GI 


Method for Coloring Fruits and Vegetab 
PATENT-3 911148 76-10 7C Not ~~ we NTIS 


PAT-APPL-513 665/GI 
Process for Preparing Mixtures of Carotenoid Pig- 


ments. 
PATENT-3 930037 76-10 6H Not available NTIS 
PAT-APPL-513 666/GI 


Method for Coloring Fruits and Vegetables. 
PATENT-3 911152 76-11 7C Not available NTIS 


PAT-APPL-513 690/GI 


Zero Torque Gear Head Wrenc 
PATENT-3 942 398 76-15 ” Not aveilabie NTIS 


PAT-APPL-513 783/GI 
Ultrafast or! Ponnstng Laser System. 


PATENT-3 904 98 
76-08 20F Not available NTIS 
PAT-APPL-513 871/GI 


11D Not available NTIS 


Heat Engine. 
PATENT-3 956 695 76-21 
PAT-APPL-513 672/G! 


Heat Engine. 
PATENT-3 949 554 76-17 61 Not available NTIS 


PAT-APPL-514 047/Gi 
eS Measuring Range with Large Bistatic 
nae ar. 
PATENT-3 939 475 76-21 17! Not available NTIS 


PAT-APPL-514 335/GI 


Accelerometer Tilt Error Compensator. 
PATENT-3 916 697 


6L Not available NTIS 


76-14 17G Not evailable NTIS 
PAT-APPL-514 546/Gi 
ee eae Apparatus for Bane cen gre teoner 
Losses in a Path Length Modulated Absorpt “ 
comes Trace Gas Detector. 
PATENT-3 943 368 
76-15 14B Not available NTIS 
PAT-APPL-515 112/GI 


Optical Pulse Compression and Shaping System. 


PATENT-3 943 457 
76-21 20F Not available NTIS 
PAT-APPL-515 262/GI 


Removal of Heavy Metal fons from Aqueous Solu- 
tions with insoluble Cross-Linked-Starch-Xanthates. 
PATENT-3 979 286 76-26 7C Not available NTIS 


PAT-APPL-515 390/GI 


Process for Separating Liquids from Suspensions. 
PATENT-3 956 116 76-20 868i Not available NTIS 


PAT-APPL-515 725/Gi 


Reverse Osm Membrane. 
PATENT-3 926 798 76-07 7A Not available NTIS 
PAT-APPL-516 221/Gi 


Continuously Variable, Reversible Optical Filter. 
PATENT-3 904 868 
76-08 20F Not available NTIS 


PAT-APPL-516 241/Gi 
Method of ane Light Leakage in Lasers. 


PATENT-3 928 8 
76-12 20F Not available NTIS 





PAT-APPL-516 244/GI 


Polarization Rotation we for Use with Two 
Dimensional Tem Mode Len 
PATENT-3 922 681 6-14. “OE Not available NTIS 


PAT-APPL-516 320/Gi 


A Throttle Control for Remote Air Driven Devices. 
PAT-APPL-516 320/GI 
7 13G PC AO2/MF AO1 


PAT-APPL-516 330/GI 
Decoupled Hydrophone with Reduced Response to 
Vibration and Stress Concentration. 
PATENT-3 961 304 
76-23 17A Not available NTIS 
PAT-APPL-516 448/Gi 


ignal Conditioner Front-End. 
PATENT-3 947 695 76-20 9E Not available NTIS 


pre 540/GI 


requency Multiplier Circuit. 
PAT APPL- 516 540/G!i 76-10 9E PC A02/MF A01 


pre 840/GI 


tible Scanning System. 
oar NT-3 927 258 76-09 9E Not available NTIS 


PAT-APPL-516 858/Gi 
Cavitating Parametric Underwater Acoustic Source. 


PATENT- 
76-22 20A Not available NTIS 
PAT-APPL-516 933/Gi 
Multiple Fluid Yoey Proportioning System. 


PATENT-3 908 93 
76-05 16C Not available NTIS 
PAT-APPL-516 935/GI 
Controllable Ultrafast Light Shutter. 


PATENT-3 970 967 
76-26 20F Not available NTIS 
PAT-APPL-516 936/GI 
inductive Load Driver with Fast Switching Capabili- 


ATENT-3 947776 76-14 9E Not available NTIS 
PAT-APPL-516 939/G! 
Fiame Prevention System for Fuel Tank Fires. 


PATENT-3 930 541 
76-24 130 Not available NTIS 


PAT-APPL-517 339/GI 
Process for Prepari 
tion of Structural 
PATENT-3 922 333 


Mullite Powder and Fabrica- 
ies Therefrom. 


76-08 
PAT-APPL-517 341/GI 
Collimated X-Ray Source for X-Ray Lithographic 


PATENT-3 947 687 


118 Not available NTIS 


76-13 
PAT-APPL-517 663/GI 


Method for Electrodeposition of Nickel-Chromium 
ond Coste of Uranium. 
PA NT-3 888 7 
76-06 


PAT-APPL-517 699/GI 


Phase Sensitive Detector. 
PATENT-3 940 693 
76-17 


PAT-APPL-518 112/GI 


Use of Obtusaquinone as a Fungicide to Control 
Wood-inhabiting Marine _ 
PATENT-3 925 558 76-22 7C Not available NTIS 


PAT-APPL-518 115/Gi 
rtional + End Effects Eliminator. 


PATENT-3 934 1 
76-20 18D Not available NTIS 
PAT-APPL-518 313/Gi 
tic Diffraction Grating Tuned Laser. 


Electro- 
PATENT-3 902 137 

76-06 20E Not available NTIS 
PAT-APPL-518 539/Gi 


Anodic Stripping Voltammetry 
Therefor. 
PATENT-3 904 487 


14E Not available NTIS 


11C Not available NTIS 


148 Not available NTIS 


and Apparatus 


76-09 
PAT-APPL-518 544/GI 


Solar Energy Trap. 
PATENT- Be 553 


14B Not available NTIS 


76-19 
PAT-APPL-518 545/GI 


Translatory Shock Absorber for Attitude Sensors. 
PATENT-3 952 980 


10A_ Not available NTIS 


76-17 22C Not available NTIS 
PAT-APPL-518 546/Gi 


Device for Measuring the Ferrite Content in an 
Austenitic Stainless-Steel Weld. 
PATENT-3 938 037 i 














76-13 
PAT-APPL-518 684/GI 


Solar Energy Absorber. 
PATENT-3 951 129 
76-17 


PAT-APPL-518 685/GI 


Static Pressure Probe. 
PATENT-3 914 997 
76-09 


PAT-APPL-519 312/GI 
Controlled Generation of Cool Hydrogen from Solid 


Mixtures. 
PAT-APPL-519 312/Gi 
76-11 


11F Not available NTIS 


10A_ Not available NTIS 


148. Not available NTIS 


19A PC A02/MF A01 
PAT-APPL-519 328/Gi 
Fluid Bed Combustor for Operation at Ash Fusing 
es on 
PATENT-3 897 739 
76-02 
PAT-APPL-519 371/GI 


Method of Controlling the Spin Rate of Tube 
Launched Rockets. 
PATENT-3 964 696 


138 Not available NTIS 


76-22 
PAT-APPL-519 960/Gi 


Method and Means for Flash Suppression. 
PATENT-3 919 939 
76-12 119A Not available NTIS 


PAT-APPL-520 327/Gi 
Dual Filter for Lubricating Oil. 


PATENT-3 900 401 ° 
76-08 13K Not available NTIS 


PAT-APPL-520 703/GI 


ophone Drogue. 
PRTAPPLY 520 7 3/GI 
7 


19G_ Not available NTIS 


13J PC A02/MF A01 
PAT-APPL-520 769/GI 


Deep Sea Gas Generator Container. 
PATENT-3 930 804 76-14 13J Not available NTIS 


PAT-APPL-520 818/Gi 
Environmental Profiler. 
PATENT-3 927 562 
76-16 14B Not available NTIS 


PAT-APPL-520 991/GI 


Two Dimensional! Display of Detector Response. 
PATENT-3 939 347 


76-17 14B Not available NTIS 
PAT-APPL-521 601/GI 
Multi-Computer Multiple Data Path Hardware 
a System. 
PATENT-3 916 380 


76-09 
PAT-APPL-521 602/GI 
Method of Hoey and Portable Peening Gun. 
PATENT-3 937 0 
76-13 13H Not available NTIS 
PAT-APPL-521 817/GI 
indicator Providing Continuous Indication of the 
Presence of a — Poliutant in Air. 
PATENT-3 945 80 
76-16 14B Not available NTIS 
PAT-APPL-521 237/GI 


17B Not available NTIS 


Hidden rye Detector. 

PATENT-3 905 132 76-06 SJ Not available NTIS 
PAT-APPL-522 075/GI 

Lightweight Cartridge Case of improved Aluminum 

ney Material Which Eliminates Catastrophic 


ailures 
PATENTS 924 534 
76-19 19A Not available NTIS 
PAT-APPL-522 077/GI 


Single Chemical Electric Detonator. 
PAT-APPL-522 077/GI 
7 19A PC AO2/MF AO1 


a toy 169/GI 
ncy Breather Apparatus 
76 


PATE -3 942 524 11 6K Not available NTIS 
PAT-APPL-522 365/GI 

Sytem for Measuring Unsteady Aerodynamic 

Patent. 3 926 046 


76-09 
PAT-APPL-522 366/GI 
Flight Control Device. 
PATENT-3 901 464 76-06 
PAT-APPL-522 367/GI 


Method and Means for Coupling a Multiplicity of 
Surface Acoustic Wave Transducers to a Single 
Electromagnetic Wave Transmission Line 


14B Not available NTIS 


1C Not available NTIS 


PATENT-3 942 140 76-13 9A Not available NTIS 


PAT-APPL-522 368/GI 
Optical Convolution Velocimeter. 
PATENT-3 953 126 
76-17 20D Not available NTIS 
PAT-APPL-522 369/GI 


High Power Resistor. 
PATENT-3 955 169 76-22 9A Not available NTIS 


PAT-APPL-522 372/Gi 
Sulfur Dioxide Removal from Stack Gases. 


PATENT-3 927 178 
76-10 138 Not available NTIS 
PAT-APPL-522 387/GI 


Stimulated Brillouin Scattered (SBS) Tuned Laser. 


PATENT-3 940 713 
76-21 20F Not available NTIS 
PAT-APPL-522 388/GI 
Optical Component Functional Tester. 
PATENT-3 947 127 
76-22 20F Not available NTIS 
PAT-APPL-522 551/GI 
Method and Apparatus for Measurement of Trap 
Density and aaa Distribution in Dielectric Films. 
PATENT-3 $43 
76-15 20L Not available NTIS 
PAT-APPL-522 552/GI 
Magnetometer Using 


PATENT-3 924 176 
76-11 
PAT-APPL-522 556/GI 
Ultrasonic Calibration Device. 


PATENT-3 924 444 
76-10 14B Not available NTIS 

PAT-APPL-522 808/GI 

Read-Only Optical Memory System 

PATENT-3 952 290 76-22 9B Not available NTIS 
PAT-APPL-522 971/Gi 

Self-Contained Breathing Apparatu 

PATENT-3 957 044 76-19 6K Not available NTIS 
PAT-APPL-523 182/GI 

Termination for Superconducting Power Transmis- 

sion Systems. 

PATENT-3 902 000 76-16 9A Not available NTIS 
PAT-APPL-523 533/GI 


Method and Apparatus for Continuous Mixing of 
Biood Plasma and Additives. 
PATENT-3 941 356 76-12 61 Not available NTIS 


PAT-APPL-523 768/GI 
intrusion Alarm System. 
PAT-APPL-523 768/GI 
76-04 15C PC A02/MF A01 
PAT-APPL-524 025/Gi 
Null Input yoy A Tracking Filter System. 


PATENT-3 936 
‘ 76-20 17G Not available NTIS 
PAT-APPL-525 129/GI 


Fluid impact Gin 
PATENT-3 925 849 76-14 


PAT-APPL-525 337/GI 
Boron Coated with Ammonium Perchlorate. 


PAT-APPL-525 337/GI 
76-12 211 PC AQ2/MF A01 


Method of Coating Boron Particles with Ammonium 

Perchlorate. 

PATENT-3 976 521 

76-26 

PAT-APPL-525 533/Gi 

Torque Spanner Wrench. 

PATENT-3 897 701 76-05 131 
PAT-APPL-525 592/Gi 


Laser Power Supply. 
PATENT-3 928 819 
76-10 20E Not available NTIS 


PAT-APPL-525 594/Gi 
Self Referencing Retransmitting Alignment Sensor 
for a Collimated Light Beam. 
PATENT-3 942 894 
76-13 20F Not available NTIS 
PAT-APPL-525 707/GI 


Underwater Strain Sensor. 
PATENT-3 927 552 


Superconducting Rotating 


148 Not available NTIS 


2C Not available NTIS 


19A Not available NTIS 


Not available NTIS 


76-22 14B Not available NTIS 
PAT-APPL-525 711/Gi 
Rebreathing System 
PATENT-3 951 137 76-17 6K Not available NTIS 
PAT-APPL-526 191 sasell 
2,3,7,8-Tet i thioph 5,5-Dioxide 





and Process Therefo . 
PATENT-3 929 832 76-10 7C Not available NTIS 





PAT-APPL-527 728/GI 


PAT-APPL-526 192/Gi 
2,2’- ne By 7 men 5'-Diaminobenzidine. 
PATENT-3 944614 76-13 7C Not available NTIS 
PAT-APPL-526 195/GI 


Track Tension Control. 
PATENT-3 930 553 
76-24 


PAT-APPL-526 438/Gi 
ye A — for Detection of Trace Gases by Ndir 
PATENT. 3 953 734 
76-17 
PAT-APPL-526 442/GI 


Tongue Cleaning Device. 
PATENT-3 943 592 76-19 61 Not available NTIS 


PAT-APPL-526 448/Gi 

Thermostatically Controlled Non-Tracking Type 

Solar arora Concentrator. 

PATENT-3 915 148 

76-09 

PAT-APPL-526 449/Gi 

Automatic Biowaste Samplin 

PATENT-3 915012 76-09 
PAT-APPL-526 760/Gi 

Lasing Dye and Method of Preparation. 

PATENT-3 927033 76-20 7C Not available NTIS 
PAT-APPL-526 998/Gi 

Radar Ra eter. 

PATENT-3 491 
PAT-APPL-526 999/Gi 


Electronic Latching Relay Control. 
PATENT-3 931 550 /76- 9E Not available NTIS 


PAT-APPL-527 000/GI 
High Critical Current Superconductors and Prepara- 
tion Thereof. 
PATENT-3 926 684 
76-20 
PAT-APPL-527 111/GI 
PSK-FSK Spread 
tion/Demodulation. 
PATENT-3 916 313 
76-16 
PAT-APPL-527 280/GI 


Direct-Response Ultraviolet mematee 
Thermoluminescent Magnesium Oxid 
PATENT-3 924135 76-08 6R Not : available NTIS 


PAT-APPL-527 319/GI 


eetnes 94 ane Gonnsunds for Disrupting Normal In- 
sect 
PAT-APPL- 527 '319/GI 76-14 6F PC A02/MF A01 


PAT-APPL-527 320/GI 


Method for ry Norma! insect Maturation. 
PATENT-3 934033 76-14 6F Not available NTIS 


PAT-APPL-527 321/GI 


Certain Te id Compounds for Insect Control. 
PATENT-3 928619 76-13 7C Not available NTIS 


PAT-APPL-527 323/GI 


Preparation of High-Consistency Tomato Products 
PATENT-3 976 805 76-26 6H Not available NTIS 


PAT-APPL-527 325/GI 
Mild Detonating Fuse End Termination. 


PATENT-3 929 072 
76-11 19A Not available NTIS 
PAT-APPL-527 335/GI 


ean —~- ger for Disrupting Normal in- 
sect 
PAT-APPL. S27 335/G! 76-13 6F PC A02/MF A01 


PAT-APPL-527 399/GI 


Cotton-Tung Oil Durable-Press Textiles with High 
Flex Abrasion Resistance 
PATENT-3 926 550 

76-11 


PAT-APPL-527 401/GI 


Preparation of Alpha-Amylase Inhibitor. 
PATENT-3 944537 76-13 6F Not available NTIS 


PAT-APPL-527 402/Gi 
rocess for Aa taaae Residual Solvents. 


Pr 
PATENT-3 966 
76-20 148 Not available NTIS 
PAT-APPi.-527 403/GI 


Photodegradable Plastics Containing Haloolefins. 
PATENT-3 968 094 76-22 111 Not available NTIS 


PAT-APPL-527 727/GI 


Dopten/Ratees Syste 
PATENT-3 930 62 


PAT-APPL-527 728/GI 


Process for Making Anhydrous Meta! Halides. 
PATENT-3 939 048 76-13 7B Not available NTIS 


19C Not available NTIS 


148 Not available NTIS 


13A Not available NTIS 


3 Not available NTIS 


76-26 171 Not available NTIS 


11F Not available NTIS 
Spectrum Modula- 
17B Not available NTIS 


Utilizing 


11E Not available NTIS 


76-11 1A Not available NTIS 
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PAT-APPL-527 790/GI 


Turnstile and Flared Cone UHF Antenna 
PATENT-3 919710 76-09 9E Not available NTIS 


PAT-APPL-528 114/GI 


| Removal Com 
PAT-APPL-528 114/ 


PAT-APPL-528 176/Gi 
ratus and Method for Mapping Acoustic Fields. 


PATENT-3 961 291 
76-23 14B Not available NTIS 
PAT-APPL-528 516/GI 
High Angle Optical Ray Separator. 


PATENT-3 923 377 
76-20 20F Not available NTIS 
PAT-APPL-528 517/GI 


Mirrored O a Connector. 
PATENT-3 901 582 


76-06 7D PC A02/MF A01 


76-08 20F Not available NTIS 
PAT-APPL-528 519/Gi 
ical Access Coupler for Fiber Bundles. 


PATENT-3 902 786 
76-08 20F Not available NTIS 
PAT-APPL-528 536/GI 
Multiple ore sonmeatpe. 


PATENT-3 936 
76-20 20F Not available NTIS 
PAT-APPL-528 537/GI 
xy-y with Single Scrambling Volume. 


Optical 
PATENT-3 933 4 
76-20 20F Not available NTIS 
PAT-APPL-528 538/Gi 
Star Coupler for Single Mode Fiber Communication 
Systems. 
PATENT-3 937 557 
76-20 20F Not available NTIS 
PAT-APPL-528 539/GI 


Single Fiber Access Coupler. 
PATENT-3 937 560 
76-20 20F Not availabie NTIS 


PAT-APPL-528 588/GI 


uid C | Goes Switch Coupler. 
PATENT.2 918 79 tes 


20F Not available NTIS 


PAT-APPL-528 syed 
Aural pe boy 
PAT-APPL SOeGl 76-07 1D PC AQ2/MF AO1 
Aural Warning ratus. 
PATENT-3 924 76-22 1D Not available NTIS 


PAT-APPL-528 746/Gi 
Liquid Crystal Optical image Attenuator. 
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PATENT-3 957 107 
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13A Not available NTIS 
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PATENT-3 961 1 
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PATENT-3 967 990 
76-20 
PAT-APPL-554 875/Gi 
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PAT-APPL-554 875/GI 76-19 9E PC A03/MF A01 
PAT-APPL-554 — 
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PAT-APPL-554 894/GI 76-05 9B PC A02/MF AO} 


PAT-APPL-554 956/GI 
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‘#4 76-26 20F Not available NTIS 
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PATENT-3 926 137 76-14 13J Not available NTIS 


PAT-APPL-555 021/Gi 
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PATENT-3 963 202 
76-20 
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30/GI 


PAT-APPL-555 3 
76-26 181 PC A02/MF A01 
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13L Not available NTIS 
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PATENT-3 959 582 
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Gyro Stabilized Radome. 
PAT-APPL-563 914/Gi 
171 PC AO2/MF AO1 


PAT-APPL-564 022/Gi 


Ramp Function Generator. 
PAT-APPL-564 022/G!i 76-08 9E PC A02/MF A01 


PAT-APPL-564 182/GI 
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Synt thesis Gas 
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76-26 21D PC A02/MF AO1 


PAT-APPL-564 570/GI 
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PAT-APPL-571 039/GI 
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PATENT-3 932 823 76-14 9A Not availabie NTIS 


PAT-APPL-571 152/GI 
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PAT-APPL-571 152/GI 76-11 


PAT-APPL-571 153/GI 
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PAT-APPL-571 153/Gi 76-11 9E PC A03/MF AO1 


Notch Fed Electric Microstrip Dipole Antenna. 
PATENT-3 947 850 76-23 9E Not available NTIS 
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Fed Electric Microstrip Dipole Antenna. 
PAT-APPL-571 157/G! 76-11 9E PC A0Q3/MF A01 


PAT-APPL-571 158/GI 
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PAT eo 71 658/G!I 76-19 9A rc heave A01 


Coated netically Biased Reed Sw 
PATENT: 3967 224 76-23 9A Not von BA NTIS 
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PAT-APPL-572 472/Gi 76-06 9B PC A02/MF A011 


PAT-APPL-572 473/GI 


Dual Threshold Magnetic Proximity Switch. 
PAT-APPL-572 473/Gi 76-19 9A PC AQ2/MF A01 


PAT-APPL-572 496/GI 


Remote Sealing of Mine P. 
PATENT-3 927 719 76-08 


PAT-APPL-572 557/Gi 
Tracking Status Detector for a Digital Delay Lock 
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PATENT-3 961282 76-23 9E Not available NTIS 
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Volta and Temperature Compensated 
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Not available NTIS 
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— and Temperature Compensated Linear 
Rectifi 
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PATENT-3 929015 76-20 8C Not available NTIS 


PAT-APPL-573 428/GI 
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PATENT-3 423319 76-08 7C Not available NTIS 
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PAT-APPL-574 218/GI 


Myocardium Wal! Thickness Transducer and Mea- 

suring Method. 
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PAT-APPL-574 677/Gi 
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PATENT-3 957 296 76-22 


PAT-APPL-574 992/Gi 
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PATENT- 3961524 76-20 8G Not available NTIS 
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PAT-APPL-575 305/GI 
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PAT-APPL-576 058/GI 
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PAT-APPL-576 058/GI 
76-17 20E PC AQ2/MF A01 
Thermionic Cathode Transverse-Discharge Gas 
Laser Tube. 
PATENT-3 970 961 
76-26 20F Not available NTIS 
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Se tine Charge-Coupled-Device Memory Circuit. 
PATENT-3 965 462 76-23 9B Not available NTIS 


PAT-APPL-576 080/Gi 


improved EKG Contact. 
PAT-APPL-576 080/G! 76-08 6B PC A0Q2/MF A01 


EKG Contact. 

PATENT-3 958 564 76-22 6B Not available NTIS 
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PAT-APPL-576 488/GI 
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Cost Substrates. 
PATENT-3 961 997 
76-25 
PAT-APPL-576 503/GI 
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PAT-APPL-576 503/G! 76-07 9E PC AO2/MF A01 
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Eyeletting Attachment for Drill Presses. 
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Apparatus for Measuring Chamber Pressure. 
PAT-APPL-599 292/GI 
76-04 21H PC AO02/MF AO1 


Apparatus for Measuring Chamber Pressure. 
PATENT-3 946 607 
76-21 
PAT-APPL-599 295/GI 


Automatic Patient Weighing System. 
PAT-APPL-599 295/G! 76-07 6L PC A0Q2/MF AO1 


PAT-APPL-599 298/GI 


In-Line Coax-to-W aveguide Transition Using Dipole. 
PAT-APPL-599 298/Gi 76-04 9A PC A02/MF A01 


PAT-APPL-599 497/Gi 
isolation of Carboxy-Substituted Aliphatic Hydrocar- 


bons. 

PAT-APPL-599 497/G! 76-07 7D PC A02/MF A01 
PAT-APPL-599 602/Gi 

Hydantoin yoy enn and Method of Use Thereof. 


PAT-APPL-599 60 
76-08 60 PC A03/MF A01 


PC A02/MF A01 


PC A02/MF A01 


21H Not available NTIS 


PAT-APPL-599 727/Gi 
insect Chemosterilants Derived from Boron. 
PATENT-3 463 851 76-13 7C Not available NTIS 
PAT-APPL-599 731/GI 


insect Maturation Inhibitors. 
PAT-APPL-599 731/G! 76-13 6F PC A02/MF A01 


PAT-APPL-599 741/GI 
Precision Aerosol! Divider. 
PATENT-3 954 428 

76-15 

PAT-APPL-599 901/Gi 
New, a Density Amine Fuels. 

PAT-APPL-599 901/G!i 76-04 7C PC A02/MF A01 

PAT-APPL-600 255/GI 
Platelike Dynamic Vibration Absorber. 
PAT-APPL-600 255/GI 

76-07 20K °C A03/MF A01 

PAT-APPL-600 662/GI 

Missile Stage Coupler. 
PAT-APPL-600 662/GI 
76-07 16D PC A02/MF A01 
PAT-APPL-601 760/Gi 
Pulsed Laser Excitation Source. 
PAT-APPL-601 760/GI 
76-06 20F PC A02/MF A01 
PAT-APPL-602 039/Gi 


integral Heater Thermal Energy Storage Device. 
PAT-APPL-602 039/GI 
13A PC AO02/MF A01 


14B Not available NTIS 


PAT-APPL-602 040/GI 

Motion Sensor for Spinning Vehicles. 

PAT-APPL-602 040/GI 

76-04 160 PC AO2/MF A01 

PAT-APPL-602 385/GI 

Flocking of Blood-Contacting Surfaces of Artificial 

implant Devices 

PAT-APPL-602 385/GI 76-03 6L PC A02/MF AO1 
PAT-APPL-602 608/GI 

RF tsolated Indicator ‘+ 

PAT-APPL-602 608/G!I 76-07 9C PC A0Q2/MF A01 
PAT-APPL-603 080/G! 

Photodegradable  Polyolefins 

Ha nated Nitrile. 

PATENT-3 968 096 76-22 111 
PAT-APPL-603 219/Gi 

se Sensor for Measurement of Ocean Current 

Directio 

PAT-APPL-603 219/Gi 76-09 8C PC A02/MF A01 


Containing and 
Not available NTIS 


PAT-APPL-605 775/GI 


PAT-APPL-604 280/GI 


Junction Arrays for Superconducting and Nonsu- 
tye Applications. 
AT-APPL-604 280/GI 
20. PC A02/MF A01 
PAT-APPL-604 362/GI! 


Water-Soluble Polymers Via an Outwardly Dry 
Polymerization Process. 
PAT-APPL-604 362/G! 76-07 7C PC A02/MF A01 


pene ty aay os Graft Potymers Produced ~ an Out- 
bree By | Radiation Polymerization Proc 
PATE 976552 76-25 7E Not poor oA NTIS 


PAT-APPL-604 363/GI 
A Method of Making Nongelling Aqueous Cationic 
Diaideh Starch Compositions. 
PAT-APPL-604 363/GI 
76-07 11L PC A02/MF AO1 
PAT-APPL-604 374/Gi 


Rechargeable Battery Which Combats Shape 
Change of the Zinc Anode. 
PAT-APPL-604 374/GI 

76-01 10C PC A0Q2/MF AO1 


Rechargeable Battery Which Combats Shape 
Cha of the Zinc Anode. 
PATENT-3 972 727 

76-25 10C Not available NTIS 


PAT-APPL-604 527/GI 


interfacing System for a Digital Computer. 
PAT-APPL-604 527/G!i 76-04 9B PC A02/MF A01 


PAT-APPL-604 530/GI 


Heat Pipe Coolin -- Sob Airborne Phased Array Radar. 
PAT-APPL-604 5 
171 PC AQ2/MF A01 


PAT-APPL-604 699/GI 


Method and Apparatus for Reducing Smoke at 
Launch of High Performance Rockets. 
PAT-APPL-604 699/GI 
76-12 211 PC AO2/MF A01 
PAT-APPL-604 851/Gi 
Chicken Coop Lifting Device. 
PAT-APPL-604 851/Gi 76-12 6H PC AO02/MF A01 


PAT-APPL-604 853/Gi 
improved Durable Press Treatment by Addition of 
— Dihydrogen Phosphate to Aluminum Sulfate 
atalyst. 
PAT-APPL-604 853/GI 
76-12 
PAT-APPL-604 854/Gi 


Repellents for the Confused Fiour Beetle 
PAT-APPL-604 854/Gi 76-13 6F PC A02/MF A011 


PAT-APPL-604 857/GI 


Composite Silver Forming Assembly. 
PAT-APPL-604 857/GI 
76-12 


PAT-APPL-604 859/G! 


A pe me of Icings. 
PAT-APPL-604 859/G! 76-13 6H PC A02/MF A01 


P ration of Icings. 
PATENT-3 955 008 76-18 6H Not available NTIS 


PAT-APPL-605 353/GI 


insect Maturation Inhibitors. 
PAT-APPL-605 353/G! 76-13 6F PC A0Q2/MF A01 


PAT-APPL-605 354/G! 


insect Maturation Inhibitors 
PAT-APPL-605 354/GI 76-13 6F PC A02/MF AO1 


PAT-APPL-605 364/GI 


impinging Jet Flow Controller. 
PAT-APPL-605 364/GI 76-09 


PAT-APPL-605 490/Gi 
impr yop Transducer. 
PPL doe 400 


PAT 
76-15 17A PC AO2/MF AO1 
PAT-APPL-605 498/Gi 
lerizing a ~ of Varying Frequency. 
46 


PATENT-3 
76-21 17A_ Not available NTIS 
PAT-APPL-605 572/Gi 
Submersible ee Os Control System. 


PAT-APPL-605 
76-15 13) PC AO3/MF AO1 


11E PC AOQ2/MF AO1 


11E PC AO2/MF A01 


18 PC A02/MF A01 


PAT-APPL-605 578/GI 
A System to Simulate Motion and Plasma induced 
Signal Variations from Reentry Vehicles. 
PAT-APPL-605 578/GI 
76-20 17B PC AOQ2/MF AO1 
PAT-APPL-605 775/Gi 


~ awe ng Bind of Tetranitromethane from TNT Plant 
Waste 
PAT-APPL-605 775/Gi 76-08 7A PC A0Q2/MF A01 


AR-1053 








PAT-APPL-605 778/Gi 
Removal of Tetranitromethane from TNT Plant 


Waste Gases. 
PAT-APPL-605 778/Gi 76-04 7A PC A02/MF AO1 
PAT-APPL-605 951/GI 


Unitary Laser/IR Seeker. 
PATENT-3 971 939 
76-24 


PAT-APPL-606 039/GI 


Balanced Exciter for Wideband Antenna Element. 
PAT-APPL-606 039/G! 76-04 9E PC A02/MF A01 


PAT-APPL-606 040/Gi 
High op teh Millimeter Duplexer. 


PAT-APPL 
171 PC AOQ2/MF A01 


17G_ Not available NTIS 


PAT-APPL-606 041/Gi 
A Low Noise Frequency Sour 
PAT-APPL-606 041/GI 76-04 “OE PC A02/MF A01 
PAT-APPL-606 045/GI 
Acoustic Foghorn for Directional Signaling. 
PAT-APPL 045/GI 
76-05 17G PC A0Q2/MF A0O1 
PAT-APPL-606 144/Gi 
pane Symmetric Corrections for Optical 
Systems with Nonrotationally Symmetric Filed-of- 
View Requirements. 
PAT-APPL-606 144/GI 
7 20F PC A02/MF A01 
PAT-APPL-606 160/GI 
A Superconducting Microwave Engine 
PAT-APPL-606 160/GI 76-07 9C PC A03/MF A01 
PAT-APPL-606 273/GI 
Spacecraft Closed Loop Three-Axis Momentum Un- 
~~ | System. 
PAT-APPL-606 273/GI . 
76-04 22A PC A02/MF A01 
PAT-APPL-606 378/Gi 
Supersonic Flow Diffuser with Energy Redistribu- 


tion. 
PAT-APPL-606 378/GI 
76-04 14B PC A02/MF AO1 
PAT-APPL-606 379/GI 
Method and Means for Providing Optimum Signal- 
to-Clutter Ratio Antenna Operation in an AMTI 


Radar. 
PAT-APPL-606 379/Gi 
7 171 PC AOQ3/MF AO1 
PAT-APPL-606 624/GI 
my Clutter Cancellation and Interference Re- 
tem for AMT! Radar 
PAT-APPL-606 624/GI 
171 PC AQ2/MF AO1 
PAT-APPL-606 696/GI 


A Connector Hinge for Oil Containment Booms. 
PAT-APPL-606 696/GI 
131 PC AQ2/MF AO1 


PAT-APPL-606 891/GI 
Electrically Rechargeable Redox Flow Cell. 
PAT-APPL-606 891/GI 
76-01 10C PC A02/MF A01 
PAT-APPL-606 917/Gi 


Decal Remova! Compound. 
PAT-APPL-606 917/GI 
76-05 11K PC AOQ2/MF A011 
ty ity 996/GI 
TV Trac 
+ Ay 9 996/GI 
76-04 17H PC AOQ2/MF AO1 
PAT-APPL-607 081/Gi 
im pony am. 
PAT-APPL-607 081/G!i 76-04 SE PC A0Q2/MF AO1 


Processin 
PA NT-3 971 en 76.28 SE Not available NTIS 


PAT-APPL-607 172/GI 
emer Waveguide 


PAT-APPL-607 172/GI 


interferometer Modulator- 
76-07 20F PC A0Q2/MF AO1 
PAT-APPL-607 a 


Connector Assem 
PAT-APPL-607 17876 76-07 9A PC AO2/MF A01 


PAT-APPL-607 316/Gi 


Side-Mounted Aujomatic Power Release At- 
tachment for Manual Connectors. 
PAT-APPL-607 316/G! 76-07 1C PC A0Q2/MF AO1 


PAT-APPL-607 528/GI 


A Plate for and Method of Determining the 

Presence of Stray Electrical Currents in a Solution. 

PAT-APPL-607 528/GI 
76-07 11F PC AQ2/MF AO1 


AR-1054 


PAT-APPL-607 969/GI 
Apparatus for Reducing Aerodynamic Noise in a 
Wind Tunnel. 
PATENT-3 952 590 
‘76-18 
PAT-APPL-608 130/GI 


Towing Vehicle Having a Cart-Hitching Mechanism. 
PAT-APPL-608 130/GI 
13H PC A02/MF A01 


14B Not available NTIS 


PAT-APPL-608 436/GI 


Underwater Braking Apparatus. 
PAT-APPL-608 436/GI 
76-09 13J PC AO2/MF A01 


PAT-APPL-608 483/Gi 
Rotating Launch Device for a Remotely Piloted Air- 


craft. 
PAT-APPL-608 483/Gi 76-08 1B PC A02/MF A01 
PAT-APPL-608 955/GI 


ot Power Reciprocal Co-Planar Waveguide Phase 
hift 
PAT- APPL-608 955/G! 76-05 9E PC A02/MF A01 


PAT-APPL-609 wend 


Air Dropped So 
PAT-APPL-609 2367/6" 


PAT-APPL-609 985/GI! 


A Blink-Operated Extracorporeal Tear Duct. 
PAT-APPL-609 985/Gi 76-09 61 PC A02/MF A0O1 


Blink-Operated Extracorporeal Tear Duct. 
PATENT-3 976 072 76-26 6E Not available NTIS 


PAT-APPL-610 207/GI 
Method and Apparatus for Direct Radon Measure- 


ment. 
PAT-APPL-610 207/GI 
7 


76-12 8) PC A02/MF AO1 


18D PC AO2/MF A01 
PAT-APPL-610 215/GI 
interferometer Stabilizer. 
PAT-APPL-610 215/Gi 
76-08 
PAT-APPL-610 457/GI 
Nuclease-Resistant Hydrophilic Complex of 
Polyriboinosinic-Polyribocytidylic Acid. 
PAT-APPL-610 457/Gi 76-04 6A PC A02/MF AO1 
PAT-APPL-610 465/Gi 


Speed Controlled pasens Event Launcher. 
PAT-APPL-610 465/G 
19A PC AQ2/MF AO1 


1468 PC AQ3/MF AO1 


PAT-APPL-610 466/GI 


Sampling Vaive for Gas Chromatography. 
PAT-APPL-610 466/GI iad 


PAT-APPL-610 468/Gi 


Fiuidic Link Master/Slave Fuze System. 
PAT-APPL-610 468/GI 
76-10 19B PC AO02/MF AO1 


PAT-APPL-610 470/Gi 
Fluorocarbon Ether Bis(o-Aminophenol) 


pownss. 
AT-APPL-610 470/G! 76-05 


PAT-APPL-610 471/GI 
Omega-Carbometh 


148 PC AO2/MF AO1 


Com- 
7B PC AQ2/MF A01 





yp rfluo yi y! Oxide 
lodides. 
PAT-APPL-610 471/Gi 76-05 7B PC A0Q2/MF A011 


PAT-APPL-610 472/GI 
Vaccine Production Process. 
PAT-APPL-610 472/GI 
76-12 6M PC AO2/MF AO1 
PAT-APPL-610 474/Gi 
Long Chain- ee Ether bw 
Polymer Com and Method of Synthesis. 
PAT-APPL-610 arch 76-05 7B PC AQ2/MF A0O1 
PAT-APPL-610 488/GI 
Active Liquid Core Fibers. 
PAT-APPL-610 488/GI 
76-07 20F PC A02/MF A01 


PAT-APPL-610 520/GI 
Fiuoroalkyleneether Difunctional Compounds. 
PAT-APPL-610 520/G!i 76-05 7B PC A02/MF A01 
PAT-APPL-610 582/Gi 
Wide Dynamic Range Analog Signal Optical Com- 
munication System. 
PAT-APPL-610 582/GI 


76-06 17B PC A02/MF A01 


PAT-APPL-610 712/GI 
Superconducting Transducer. 
PAT-APPL-610 712/Gi 76-07 9A PC A02/MF A01 
PAT-APPL-610 728/GI 
Multielectrode Apparatus and Techniques to 
Prepare Aligned Asbestos Fibers on a Thin Sub- 
Strate. 





PAT-APPL-610 728/Gi 76-07 7D PC A02/MF Aoi 

PAT-APPL-610 729/GI 

Grid for Aligning Polarized Particles Such as 
Asbestos. 


PAT-APPL-610 729/GI 


76-07 148 PC A0Q2/MF AO1 
PAT-APPL-610 730/Gi 


Parallel-Beam X-Ray Measuring 


Asbestos. 
PAT-APPL-610 730/G! 76-07 7D PC A0Q2/MF A0i 
PAT-APPL-610 801/GI 


Method of Crystallization. 
PAT-APPL-610 801/GI 
76-01 


Optics for 


208 PC AO2/MF A01 
PAT-APPL-610 802/Gi 
Metallic Hot Wire ee and Method for 


Fabricating the Sam 

PAT-APPL-610 g02/GI 76-01 48 PC A0Q2/MF AO1 
PAT-APPL-610 810/GI 

Method and Apparatus for Manipulating Line 


Weight in an image. 
PAT-APPL-610 810/G! 76-08 8B PC AQ2/MF A01 


PAT-APPL-610 820/Gi 
ee et Negative Resistance Multiple-Stabie- 


State Device 
PAT-APPL 610 820/G! 76-07 9E PC A02/MF A01 
PAT-APPL-611 321/GI 


Chin Activated Switch. 
PAT-APPL-611 321/G!i 76-04 6L PC AOQ2/MF AO1 


PAT-APPL-611 373/GI 
Polyester Grafts and Crosslinks to Cotton by Reac- 
tion with Heterocyclic Carbonate, Glycol, and 


Dibasic Acid. 
PAT-APPL-611 373/GI 


76-12 11E PC AO2/MF A01 
PAT-APPL-611 374/Gi 


~~ omeric Polyesters from me Sea Dicarboxyl- 
cids as Plasticizers for Vinyl Polymers 
PAT-APPL-611 374/GI 76-07 "C PC AQ2/MF AO1 


PAT-APPL-611 460/GI 


Tris(Ureidomethy!)Phosphine Oxides and Their Use 
in Flame Retarding Cellulosic Materials 
PAT-APPL-611 460/GI 76-12 7C PC AQ2/MF AO1 


PAT-APPL-611 931/GI 


— —- Solids Transferring Fiuidized Bed Gas 
istrib 
PAT-APPL.611 931/GI 


76-02 131 PC A0Q2/MF A01 
PAT-APPL-611 952/GI 


owned Oo acres Bearing Assembly for Mining 


PAT-APPL-611 952/GI 
76 


-02 131 PC A0Q2/MF A01 
PAT-APPL-612 070/GI 


puede and Apparatus for Determining Changes in 
Spacing Between Two Positions of Interest. 

PAT. Ai PL-612 070/61 
é 6-17 20F PC A02/MF A01 


PAT-APPL-612 078/Gi 
- -Ethyny!l Heterocyclic Compositions and Method 
of Synthesis. 
PAT-APPL-612 078/GI 
7 111 PC AO2/MF A01 
PAT-APPL-612 111/GI 
Modified Circuit Card Extender 
PAT-APPL-612 111/GI 76-12 


Modified Circuit Card Extender. 
PATENT-3 958 858 76-23 9A Not available NTIS 


PAT-APPL-612 148/Gi 


An Obstacle Detection and Evaluation System. 
PAT-APPL-612 148/GI 
76-19 17G PC AO2/MF AO1 


PAT-APPL-612 384/GI 


Radar Detection of Turbulence in Precipitation. 
PAT-APPL-612 384/Gi 76-05 4B PC A02/MF A01 


PAT-APPL-612 385/GI 
Real Time Analog Doppler Processor for Weather 


Radar. 
PAT-APPL-612 385/G! 76-05 4B PC A02/MF AO1 
PAT-APPL-612 409/GI 
Waveform Comparing Phasemeter. 
PAT-APPL-612 409/GI 
76-07 
PAT-APPL-612 429/GI 


Metal interplayer Adhesive Technique. 
PAT-APPL-612 429/Gi 
76-05 21H PC A02/MF AO1 


PAT-APPL-612 517/GI F 
iridium Matrix Cathode. 


9A PC A02/MF A01 


148 PC A02/MF A01 














PAT-APPL-612 517/GI 76-08 9A PC AO2/MF A01 


PAT-APPL-612 530/GI 


red Dielectric Filter for Sidelobe Suppression. 
LE APPL_612 530/G!i 76-05 9E PC A02/MF AO1 
PAT-APPL-612 817/Gi 
Liquid Propellant Gun. 
PAT-APPL-612 817/GI 


76-05 19F PC AO02/MF A01 


PAT-APPL-612 873/GI 
Ablative Protective — for Reentry Bodies. 
1 


PAT-APPL-612 873/ 
76-05 11A PC AO2/MF A01 


PAT-APPL-612 964/GI 
ion Beam Thruster Shield. 
PAT-APPL-612 964/GI 


76-01 21C PC A02/MF A01 


PAT-APPL-612 965/GI 
Actuator Device for Artificial Leg. 
PAT-APPL-612 965/G! 76-01 tL PC A03/MF A01 
PAT-APPL-612 966/GI 
Low Gravity Phase eppaee. 
PAT-APPL-612 966/ 
76-01 1468 PC A02/MF AO1 
PAT-APPL-612 967/GI 
Method and System for Producing Chroma Signals. 
PAT-APPL-612 967/GI 
76-02 17B PC A03/MF A01 
PAT-APPL-613 003/GI 
Automatic Calibration of Altimeter Time Lag in 
Compensated Baro-inertial Loops. 
PAT-APPL-613 003/GI 


76-05 16D PC A02/MF A01 


PAT-APPL-613 004/Gi 


Distributed Feedback Acoustic Surface Wave Oscil- 
lator. 
PAT-APPL-613 004/Gi 76-01 


PAT-APPL-613 690/GI 


Liquid Propellant Gun. 
PAT-APPL-613 690/GI 
76-05 


SE PC A02/MF A01 


19F PC AOQ2/MF A01 
PAT-APPL-613 703/GI 


Water Weighted Corer. 
PAT-APPL-613 703/GI 
76-05 13J PC AO2/MF A01 


Water Weighted Corer. 
PATENT-3 970 156 76-23 
PAT-APPL-613 734/Gi 


Percutaneous Connector Devic 
PAT-APPL-613 734/G!i 76-15 6B PC A0O2/MF AO1 


PAT-APPL-613 843/GI 


in situ Oceanographic Sample Separator. 
PAT-APPL-613 843/G! | 
76-05 14B PC A02/MF A011 


in situ Oceanographic Sample Separator. 
PATENT-3 969925 76-23 8J Not available NTIS 
PAT-APPL-613 845/GI 


An improved Load Handling Device. 
PAT-APPL-613 845/G!I 76-02 6K PC AO2/MF A01 


PAT-APPL-614 273/GI 

An interface System for a Computer Terminal and 

Random Access Slide Projector. 

PAT-APPL-614 273/G!i 76-14 9B PC AOQ2/MF A0O1 
PAT-APPL-614 528/GI 

Signal Analyzer. 

PATENT-3 904 182 76-16 171 Not available NTIS 
PAT-APPL-614 668/GI 

Ultrasonic Diagnostic Technique Utilizing Switched 

Gain Signal Processing. 

PAT-APPL-614 668/G!I 76-04 6B PC A02/MF A01 
PAT-APPL-614 990/GI 


A Process for Forming a Crystalline Film. 
PAT-APPL-614 990/GI 


13J Not available NTIS 


76-02 13H PC AO2/MF AO1 
PAT-APPL-614 994/GI 
Durable Press Finishing with Catalysis by 
riazaphosphaad t Derivatives. 





PAT-APPL-614 994/GI 


76-12 11E PC A02/MF AO1 
PAT-APPL-615 015/GI 


2,4,6-Tris(Carbam oyimethylamino)-1,3,5-s-Triazine. 
PAT-APPL-615 015/GI 76-12 7C PC A02/MF AO1 


PAT-APPL-615 016/GI 
Lightweight Truss-Framed House. 
PAT-APPL-615 016/GI 
76-04 13M PC AO2/MF A0O1 
PAT-APPL-615 030/GI 


Apparatus for Measuring a Sorbate Dispersed in a 
Fluid Stream. 


PAT-APPL-615 030/GI 
76-01 14B PC AOQ3/MF A01 
PAT-APPL-615 034/GI 


Process for fren Gelled and Textured Cotton- 

seed Protein Produc 

PAT-APPL-615 034/G1 76-12 6H PC AO02/MF AO1 
PAT-APPL-615 035/GI 


Air Dropped Bait Dispensers tor Attracting and 
Killing the Cotton Boll Weevil. 
PAT-APPL-615 035/G!i 76-12 6F PC A02/MF AO1 
PAT-APPL-615 039/GI 
Centrifugal Filtration Tube for Removal of the 
Mother Liquor from the Crystals in the Purification 
of a Chemical Compound by Recrystallization. 
PAT-APPL-615 039/G 
76-12 14B PC A0Q2/MF A01 
PAT-APPL-615 252/Gi 
Semipermeable Membranes and the Method for the 
Preparation Thereo 
PAT-APPL-615 252/61 76-02 7D PC A02/MF AO1 
PAT-APPL-615 264/Gi 
Swimmer Protective Helmet. 
/GI 


PAT-APPL-615 264 
76-12 6Q PC A02/MF A0O1 

PAT-APPL-615 311/Gi 

Optical Logic Elements. 

PAT-APPL-615 311/G!i 76-04 9A PC A02/MF A0O1 
PAT-APPL-615 757/GI 

In-Flight Modulating Thrust Reverse 

PAT-APPL-615 757/Gi 76-05 1C PC A02/MF A0O1 
PAT-APPL-615 759/GI 

Low Power Solid State Three Phase Overcur- 

rent/Undercurrent Protection Circuit. 

PAT-APPL-615 759/G!i 76-05 9E PC A0Q2/MF A01 
PAT-APPL-615 867/Gi 

Vertical Sensing and Control System. 

PAT-APPL-615 867/Gi 76-04 1C PC A0Q2/MF A01 
PAT-APPL-616 129/Gi 


Device for Mixing and Separating immiscible 
Liquids a Two Chambers Telescopable into 
One Anothe 
PAT-APPL-616 129/GI 

76-04 14B PC A02/MF A01 


PAT-APPL-616 212/GI 
insect Antenna Vibrating ne ggg Modulator and 
Resonating Maserlike IR Emitte 
PAT-APPL-616 212/GI 76-12 GF PC A02/MF A01 
PAT-APPL-616 236/GI 
Fireline Detonator. 
PAT-APPL-616 236/GI 
76-04 19A PC A02/MF AO1 
PAT-APPL-616 237/Gi 
Precision Laser Beam Deflection Detector. 
PAT-APPL-616 237/GI 
76-15 20F PC A02/MF A01 
PAT-APPL-616 332/G! 
Hybrid Composite Laminate Structures. 
PAT-APPL-616 332/GI 
76-01 
PAT-APPL-616 333/GI 
An improved Furlable Antenna 
PAT-APPL-616 333/G!i 76-01 
PAT-APPL-616 338/GI 


Acousto-Optic Guided-Light Beam Device. 
PAT-APPL-616 338/GI 
20F PC A02/MF AO1 


11D PC AQ3/MF A0O1 


‘9E PC A02/MF A01 


PAT-APPL-616 339/GI 
Circuit for Reversing Doppler Signal Modifying a 
Carrier. 
PAT-APPL-616 339/GI 
6-06 17B PC A02/MF A01 
PAT-APPL-616 472/GI 


Sun Direction Detection System. 
PAT-APPL-616 472/GI 
76-02 17G 


PAT-APPL-616 521/GI 


inflatable Survival Gear. 
PAT-APPL-616 521/GI 
76-15 6G 


PC A02/MF A01 


PC A02/MF A01 
PAT-APPL-616 528/GI 


Bearing Material. 
PAT-APPL-616 528/Gi 
76-22 11H 


PAT-APPL-616 786/GI 


Decomet 
PATAPPL.616 786/GI 
76-12 148 


PC A03/MF AO1 


PC.A03/MF A01 


PAT-APPL-616 795/Gi 
Square Wave Light Generator. 





PAT-APPL-618 727/GI 


PAT-APPL-616 795/GI 
76-10 13A PC A02/MF A01 


PAT-APPL-617 202/GI 


Lightweight Reflector Assembly and Method. 
PAT-APPL-617 202/GI 
76-01 10B PC A03/MF A01 


PAT-APPL-617 229/GI 


improved —— for Receiving VLF/LF Transmis- 
sion in Seawa 
PAT-APPL-617 229/GI 76-08 9E PC A02/MF A01 


Antenna for Receiving VLF/LF Transmission in Sea- 


water. 
PATENT-3 965 474 76-26 9E Not available NTIS 


PAT-APPL-617 254/GI 


Linear Bilateral Optical 3db Coupler. 
PAT-APPL-617 254/GI 
7 20F PC AO2/MF AO1 


PAT-APPL-617 612/GI 


Thermistor Holder for Skin Temperature Measure- 


ments. 
PAT-APPL-617 612/G! 76-02 668 PC AO2/MF A011 


PAT-APPL-617 658/GI 


impulsive Rocket Motor Safety-Arming Device. 
PAT-APPL-617 658/GI 
76-04 21H PC AOQ2/MF A01 


PAT-APPL-617 699/GI 


— of Phosphoric Acid with Urea and Nitric 


cid. 
PATENT. 3967948 76-20 7A Not available NTIS 


PAT-APPL-617 885/GI 


Hybrid Tracking Loop Detector System. 
PAT-APPL-617 885/G! 76-07 9F PC A02/MF A01 


PAT-APPL-617 886/GI 


Distribution-Free Filter. 
PAT-APPL-617 886/G! 76-07 9D PC AO2/MF A0O1 


PAT-APPL-617 895/GI 


Phase Modulator. 
PAT-APPL-617 895/GI 


76-03 17B PC A02/MF AO1 
PAT-APPL-617 912/GI 


Submersible Load Cell for Measuring Gas Buoyan- 


cy. 
PAT-APPL-617 912/GI 

76-15 148 PC AO02/MF A01 
PAT-APPL-617 924/GI 


Variable Input Power Supply. 
PAT-APPL-617 924/GI 

76-05 108 PC A0Q2/MF AO1 
PAT-APPL-618 094/Gi 


Projectile Guide Track. 
PAT-APPL-618 094/GI 

76-06 148 PC A02/MF AO1 
PAT-APPL-618 187/Gi 


Process for Preserving Wood Chips During Storage. 
PB-247 441/9GI 76-04 11L PC AOQ2/MF AO1 


PAT-APPL-618 188/GI 


Flame Retardant Blend Materials. 
PAT-APPL-618 188/GI 
76-12 11E PC AO2/MF AO1 


PAT-APPL-618 305/Gi 
Apparatus for Increasing Augmentor. 
PAT-APPL-618 305/GI 
76-05 21E PC A02/MF A01 
PAT-APPL-618 306/GI 


Discriminating Sensor for Contact Fuzing. 
PAT-APPL-618 306/GI 
76-06 16C PC A02/MF A01 

PAT-APPL-618 307/Gi 

Combinatorial Digital Filter. 

PAT-APPL-618 307/Gi 76-06 9E PC A0Q2/MF AO1 
PAT-APPL-618 594/Gi 

Smoke Generator. 

PAT-APPL-618 594/Gi 76-02 
PAT-APPL-618 629/GI 

Automatic Explosive Puffing Apparatus. 

PATENT-3 456576 76-13 6H Not available NTIS 
PAT-APPL-618 725/GI 


Pipe End Machining Apparatus. 
PAT-APPL-618 725/GI 
76-19 131 


1C PC AQ2/MF AO1 


PC A02/MF A01 
PAT-APPL-618 727/Gi 
Load Crack Testing Device. 
PAT-APPL-618 727/GI 
76-07 
Load Crack Testing Device. 
PATENT-3 965 729 
76-26 


14B PC A02/MF A01 


148 Not available NTIS 
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PAT-APPL-618 na 


Friction 
PAT-APPL618 921/61 76-13 2C PC AOQ2/MF AO1 


PAT-APPL-618 971/Gi 
Furrow var th and Apparatus for No-Tillage Trans- 


nters. 
PAT APPL-618 97 971/G!i 76-12 2C PC AOQ3/MF A01 
PAT-APPL-619 111/GI 
Higher-Order Mode Fiber Optics T-Coupler. 


PAT-APPL-619 111/GI 
7 20F PC A02/MF A01 
PAT-APPL-619 112/GI 
Programmable Light Display System. 
PAT-APPL-619 112/Gi 76-08 9E PC AQ2/MF A01 
PAT-APPL-619 135/GI 
mented Flow Laser Cavity. 


PAT-APPL-619 135/GI 
76-07 20E PC AO02/MF A01 
PAT-APPL-619 147/GI 


Surface impedance Tester. 
PAT-APPL-619 147/GI 
76-08 148 PC AO2/MF AO1 

PAT-APPL-619 152/GI 

Near Field Antenna Boresight Alignment Method 

and Apparatus. 
PAT-APPL-619 152/Gi 76-08 9E PC A0Q2/MF A0O1 
PAT-APPL-619 283/Gi 


Multi-Size Socket Wrench. 
PAT-APPL-619 283/GI 
76-07 131 PC AQ2/MF A01 
Multi-Size Socket Wrench. 
PATENT-3 972 253 76-26 131 Not available NTIS 
PAT-APPL-619 412/Gi 
New Composite Compositions from Graft 
Po rized Rigid Fillers. 
PAT-APPL-619 412/GI 
76-07 11D PC AOQ3/MF AO1 
PAT-APPL-619 471/Gi 
Method of Producing 1-123. 
PAT-APPL-619 471/ ' 76-22 7E PC A02/MF A01 
PAT-APPL-619 555/GI 
A Tacan Flying a Control System. 
PAT-APPL-619 555/G 
76-19 17G PC A02/MF A01 
PAT-APPL-619 556/GI 
VLF Antenna Tower Base insulator. 
PAT-APPL-619 556/G! 76-06 9A PC A02/MF A0i 
VLF Antenna Tower Base insulator. 
PATENT-3 971 878 76-26 SE Not available NTIS 
PAT-APPL-619 739/GI 
Unitary Roof Bolt Assembly. 
PAT-APPL-619 739/GI 
7 13E PC A02/MF AO1 
PAT-APPL-619 986/GI 
Pneumatic Load Compensating or Controlling 
ystem. 
PAT-APPL-619 986/GI 
76-01 13G PC A0Q2/MF A011 
PAT-APPL-620 375/GI 
Method and Apparatus for Monitoring Optical 
Radiation. 
PAT-APPL-620 375/Gi 76-04 6R PC AO2/MF A01 
PAT-APPL-620 675/GI 
Automatic Fluid Dispen 
PAT-APPL-620 675/61 76-01 
PAT-APPL-621 174/GI 
A Method of seeming the Physical Charac- 
teristics of a Sea 
PAT-APPL-621 174/G) (76-07 8) PC AO3/MF A01 
PAT-APPL-621 326/Gi 
A Method and System of Controlling a Jet Engine 
for Avoiding Engine Surge. 
PAT-APPL 26/GI 
7 


6K PC A02/MF A01 


21E PC A02/MF A01 
PAT-APPL-621 330/GI 


Fixed Skewed Wing Airborne V 
PAT-APPL-621 330/G! 76-08 wc. ‘oc A02/MF A01 


PAT-APPL-621 336/GI 


Laser Cradle Optical Character Recognition System. 
PAT-APPL-621 336/Gi 76-08 9B C A0Q2/MF AO1 


PAT-APPL-621 337/GI 
Mechanical Step Scanner. 
PAT-APPL-621 337/GI 
76-08 17H PC AQ2/MF AO1 
PAT-APPL-621 338/GI 
Ultraviolet Wavelength Smoke Detector. 
PAT-APPL-621 338/Gi 
7 17E PC AOQ2/MF AO1 
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PAT-APPL-621 543/GI 


A Magnetic Fluid Actuated Contro! Valve, Relief 
Valve and Pump. 
PAT-APPL-621 543/Gi 76-05 61. PC A0Q2/MF A01 


PAT-APPL-621 703/GI 


TWT Grid Circuit Utilizi 
PAT-APPL-621 703/Gi 7 2 on “ec A02/MF AO1 


ee 263/GI 


me tee = Antenna Feed for Tracking Radar. 
AT-APPL-622 283/G!i 76-05 9E PC A0Q2/MF A01 


PAT-APPL-622 285/Gi 


Broadband Millimeter Wave Amplifier. 
PAT-APPL-622 285/Gi 76-23 9E PC A02/MF A01 


PAT-APPL-622 343/Gi 


Passive Explosion Barrier. 
PAT-APPL-622 343/Gi 76-03 8! PC AO2/MF A01 


Passive Explosion Barrier. 
PATENT-3 960 217 76-20 81 Not available NTIS 


PAT-APPL-622 344/GI 
Composite ay ory b Method and System. 


PAT-APPL-622 344/ 
76-04 148 PC A02/MF A01 
PAT-APPL-622 345/GI 


Alternating Current Potential Measuring Device. 
PAT-APPL-622 345/GI 
76-03 14B PC A02/MF A01 


PAT-APPL-622 355/Gi 
Overheated Journal Bearing Derailment Prevention 
System. 
PAT-APPL-622 355/Gi 
7 13F PC AO2/MF A01 
PAT-APPL-622 924/GIi 
An RF Signal Generator. 
PAT-APPL-622 924/GI 
7 148 PC AO2/MF AO1 
PAT-APPL-622 925/Gi 
ce af Signal Generator Using Step Recovery 
PAT-APPL-622 925/GI 
7 148 PC A02/MF A01 
PAT-APPL-622 995/GI 
improved Method and Apparatus for Double-Beam- 
ing in Fourier Spectroscopy. 
PAT-APPL-622 995/Gi 
76-25 148 PC A02/MF AO1 
PAT-APPL-623 139/GI 
Piug-T Counterweight and Lock. 


PAT-APPL-623 139/G 
131 PC A02/MF A01 
PAT-APPL-623 143/GI 


internally Referenced, Laser intracavity Technique 

for Measuring Small Gains or Losses. 

PAT-APPL-623 143/GI 
76-07 20E PC A02/MF A01 


PAT-APPL-623 144/GI 
Optically Activated ~+ oe Shutter/ Attenuator. 


PAT-APPL-623 1 
6-07 60 PC AO2/MF A01 
PAT-APPL-623 154/GI 
see omg for Yellow Jackets (Vespula spp.: 


ae). 
PA ENTS 485 868 . 76-13 7C Not available NTIS 
ert mene 156/GI 
netic Headin 
PA -APPL-623 1 —, 
17G PC AOQ2/MF AO1 
PAT-APPL-623 187 oll 


Tubular Sublimat t 
PAT-APPL-€623 ie7/Gl 


Heat Sink. 
13A PC AOQ2/MF A011 





PAT-APPL-623 188/Gi 
¥ oy cy Descent Device. 
PAT-APPL-623 188/GI 
7 6G PC A0Q2/MF A01 
PAT-APPL-623 189/Gi 
Cesium Thermionic Converters Having Lanthanum 
Hexaboride Electrodes. 
PAT-APPL-623 189/GI 
7 108 PC AO2/MF AO1 
PAT-APPL-623 278/Gi 
Explosively Driven Laser Amplifier System. 
PAT-APPL-623 278/GI 
7 20E PC A02/MF A01 
PAT-APPL-623 526/Gi 
Method for ae Beam Le 
PAT-APPL-623 526/GI 76-07 “oA PC AQ2/MF AO1 
PAT-APPL-623 528/Gi 


Reusable Shipping Container Assem bly. 
PAT-APPL-623 528/GI 


76-08 13D PC A02/MF Ao1 
PAT-APPL-623 529/GI 


Turbine Blade with Secondary Air Nozzies Cast in- 
tegral with the Turbine Biades. 
PAT-APPL-623 529/GI 

76-09 21E PC AO2/MF Aoi 


PAT-APPL-623 530/GI 


Launch Lock Device. 
PAT-APPL-623 530/GI 
76-08 22B PC A02/MF A01 


PAT-APPL-623 531/GI 


Burning Rate Modifiers for Solid Propeliants. 
PAT-APPL-623 531/GI 
76-08 211 PC AO2/MF A01 


PAT-APPL-623 536/GI 


Full Color Hybrid Display for Aircraft Simulators. 
PAT-APPL-623 536/GI 
76-03 148 PC AO3/MF AO1 


PAT-APPL-623 697/GI 


No-Voltage Met 
PAT-APPL-623 '697/GI 
76-10 19A PC AO2/MF AO1 


PAT-APPL-623 858/Gi 
Ship's Bottom Inspection Apparatus. 
! 


PAT-APPL-623 858/G 
76-15 148 PC AO02/MF A01 
PAT-APPL-624 090/Gi 


Continuous Non-invasive Blood Pressure Monitor. 
PAT-APPL-624 090/G! 76-07 6L PC A0O2/MF A01 


PAT-APPL-624 134/GI 


Method of nanan of Chromium-Silicon Oxide 
Thin Film Resist 
PAT-APPL-624 134/G) 76-12 9A PC AO2/MF A0O1 


PAT-APPL-624 148/GI 


Solar Collector Control System. 
PAT-APPL-624 148/GI 
7 108 PC A02/MF A0O1 


PAT-APPL-624 201/Gi 
Method for Forming Uniform Stress-Free Thin 
Films. 
PAT-APPL-624 201/GI 
76-07 20F PC A0Q2/MF AO1 
PAT-APPL-624 358/GI 


Shaft Position Digitizer. 
PAT-APPL-624 358/GI 
76-05 14B PC A02/MF AO1 


PAT-APPL-624 370/GiI 
Dual Field Excitation for a Carbon Dioxide Laser. 
PATENT-3 974 458 
76-26 20E Not available NTIS 
PAT-APPL-624 516/GI 


Method and Correction of Positicn and Frequency 
Offset for Computer Clocks in Flight. 
PAT-APPL-624 516/GI 

7 17G_ PC AO2/MF A01 


PAT-APPL-625 220/GI 


Stand-Aid Invalid Wheelchair. 
PAT-APPL-625 220/G! 76-07 6L PC A02/MF A01 


PAT-APPL-625 336/GI 


improved amic incline Plane Endless Belt 
Laminar Oil Collector. 
PAT-APPL-625 336/GI 

76-07 138 PC A02/MF AO1 


PAT-APPL-625 360/GI 


A Multiple Channel Decommutator Accumulator. 
PAT-APPL-625 360/GI 
76-21 17B PC AOQ2/MF A0O1 


peste ort ec ay 


yringe Apparat 
PAT APPE ees 393/GI 76-09 6L PC AO2/MF AO 


PAT-APPL-625 394/Gi 
Passive Solar Tracking System for Steerable Fresnel 
lements. 
PAT-APPL-625 394/GI 
76-09 10B PC A0Q2/MF AO1 
PAT-APPL-625 403/GI 
Method for Coating Low-Alloy Steels with iron Sul- 
fide. 
PAT-APPL-625 403/GI 
76-05 11C PC A0Q2/MF A01 
PAT-APPL-625 449/GI 


Fuze. 
PAT-APPL-625 449/GI 
19A PC AOQ2/MF AO1 
PAT-APPL-625 721/GI 
System for Treating Particulate Material with Gase- 
ous ia. 
PAT-APPL-625 721/G!I 76-14 6H PC AOQ2/MF A011 


° 
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PAT-APPL-625 722/GI 
Cellulose Reagents Incorporating t-Amino Groups. 
PAT-APPL-625 722/GI 
76-12 11&E PC AO2/MF A01 
PAT-APPL-625 729/GI 
Precision Alinement Apparatus for Cutting a Work- 


jece. 
PAT-APPL-625 729/GI 
76-08 131 PC A02/MF A01 
PAT-APPL-625 732/GI 
Spring Operated Accelerator and Constant Force 
Spring Mechanism Therefor. 
PAT-APPL-625 732/G! 76-07 
PAT-APPL-625 733/GI 
improved Bimetallic Junctions. 
PAT-APPL-625 733/G 
76-08 13E PC A02/MF A01 


1C PC A03/MF A01 


PAT-APPL-625 734/GI 
Gas Compression Analysis. 
PAT-APPL-625 734/GI 
76-08 13G PC A02/MF AO1 
PAT-APPL-625 781/GI 


Capacitive Shaft Encoder. 
PAT-APPL-625 781/GI 


76-07 148 PC A02/MF AO1 
PAT-APPL-625 798/GI 


Laser Defense and Countermeasure System for Air- 


craft. 
PAT-APPL-625 798/GI 
76-08 15C PC A02/MF AO1 
PAT-APPL-625 799/GI 
. Soe ere Velocity Retina for Schottky infrared 


PAT-APPL-625 799/G!i 76-08 9A PC A02/MF A01 
PAT-APPL-625 985/GI 


Rate independent Pulse Generator. 
PAT-APPL-625 985/G!i 76-05 9E PC A02/MF A01 


PAT-APPL-626 147/GI 


Dual Stage Supersonic Diffuser. 
PAT-APPL-626 147/GI 
76-08 148 PC A02/MF AO1 


PAT-APPL-626 148/GI 


Method and Apparatus for Mapping Surfaces with 
Respect to Ellipsometric Parameters. 
PAT-APPL-626 148/GI 
76-08 14B PC A02/MF A01 
PAT-APPL-626 386/GI 


A Multiple Seafloor A -aaaes and Supply System. 


PAT-APPL-626 386/ 
16-07 13D PC A02/MF A01 
PAT-APPL-626 403/GI 


Stereoscopic Viewer Attachment. 
PAT-APPL-626 493/G 
76-15 17B PC A0O2/MF A011 
PAT-APPL-626 432/Gi 


Solvent-Based Activator for Ensuring Paint Adhe- 
sion to Titanium and Stainless Steel. 
PAT-APPL-626 432/GI 
76-07 11K PC A02/MF AO1 
PAT-APPL-626 942/Gi 


Automated Single-Slide Staining Device. 
PAT-APPL-626 942/GI 
76-08 6M PC A02/MF AO1 
PAT-APPL-627 325/GI 
Milk-Like Products from Peanuts. 
PAT-APPL-627 325/Gi 76-12 6H PC A02/MF A0O1 
PAT-APPL-627 328/GI 


Mosquito Larvicide. 
PATENT-3 972 897 76-24 7C Not available NTIS 


PAT-APPL-627 495/GI 


oe of Fabricating Low-Loss Channel Optical 
- 


veguides. 
PAT-APPL-627 495/GI 

76-07 20F PC AO2/MF AO1 
PAT-APPL-627 637/GI 


Drift-Compensated Free-Rotor Gyro. 
PAT-APPL-627 637/GI 

76-12 17G PC A0Q2/MF A0O1 
PAT-APPL-627 650/GI 


Prestressed Roof Support Sys 
PAT-APPL 627 ¢ 650/GI 76-05. a 


PAT-APPL-627 808/GI 
High Mr opal Coatings Based on Poly(Zinc 


Phosphinates). 
PAT-APPL-62) 808/GI 
76-08 11C PC A02/MF A01 


PC A02/MF A01 


PAT-APPL-627 810/GI 


Thin Cell Electromembrane Separator. 
PAT-APPL-627 810/G! 76-08 7A PC A0Q2/MF AO1 


PAT-APPL-627 811/GI 


Parachute-Type Mine Stopping. 
PAT-APPL-627 811/Gi 76-07 8! 


PAT-APPL-628 261/Gi 
Emittance Calorimetric Method. 
PAT-APPL-628 261/G 
76-07 20F PC A02/MF A01 
PAT-APPL-628 301/GI 
Expansion Bolt for Use in Soft and Porous Materi- 
als. 
PAT-APPL-628 301/GI 
76-07 
PAT-APPL-628 433/Gi 


Modular Discrete Cosine Transform System. 
PAT-APPL-628 433/Gi 76-15 9E PC A03/MF AQ1 


PAT-APPL-628 631/Gi 
Digital Mean Clutter Doppler Compensation System. 
Gi 


PAT-APPL-628 631/ 
76-09 17! PC AQ2/MF A01 


PC A02/MF A01 


13E PC AO2/MF AO1 


PAT-APPL-628 706/GI 
Aes ae tn Domain Discrimination and Counting 
Technique 
PAT-APPL-628 706/GI 
76-09 148 PC AO02/MF AO1 
PAT-APPL-629 133/GI 


Esters of Aromatic Sulfonic Acids. 
PAT-APPL-629 133/G! 76-08 7C PC A02/MF A01 
PAT-APPL-629 270/GI 
Coordinated anew Chart System and Method for 
Producing Sam 
PAT-APPL-629. 270/GI 
76-07 20F PC A02/MF A01 


PAT-APPL-629 456/Gi 
Reel Safety Brake. 
PAT-APPL-629 456/GI 
76-08 14C PC AO02/MF AO1 
PAT-APPL-629 457/GI 
Thermocouples of Tantalum and Rhenium Alloys for 
More Stable Vacuum-High Temperature Per- 
formance. 
PAT-APPL-629 457/GI 
76-08 14B PC AO2/MF AO1 
PAT-APPL-629 458/Gi 
Projection System for Display of Parallax and Per- 


spective. 
PAT-APPL-629 458/GI 
76-08 20F PC A02/MF A01 
PAT-APPL-629 467/GI 
Antinarcissus Reflector Assembly for infrared De- 
tector. 
PAT-APPL-629 467/GI 
76-08 17E PC AQ2/MF A01 
PAT-APPL-629 469/GI 
any penn ened Substituted Ary! Phosphines and 
Their Synthesi 
PAT-APPL-629. 469/GI 
76-08 11H PC A02/MF A01 


PAT-APPL-629 478/GI 


Flame Retarded Textiles via Deposition of Polymers 
from ——e Vinyiphosphonate and Polyamino 
Compound 
PAT-APPL-629 478/GI 
76-12 11& PC AO02/MF AO1 
PAT-APPL-629 479/Gi 
New Holding Device for Tensile Testing Fabrics. 
PAT-APPL-629 479/GI 
76-12 11E PC A0Q2/MF AO1 
PAT-APPL-630 161/Gi 
Distance Measuring Method and Apparatus. 
PAT-APPL-630 161/GI 
76-05 17G PC AOQ2/MF A01 
PAT-APPL-630 373/Gi 
Foamed and Solid Rubber-Starch Graft emg 
Compositions and Methods of Preparatio 
PAT-APPL-630 373/G!i 76-07 7C PC ‘A03/MF AO1 
PAT-APPL-630 374/Gi 
Process for Machine for Segregating Bark from 
Wood Chips. 
PAT-APPL-630 374/GI 


6-10 131 PC A02/MF A0O1 


PAT-APPL-630 558/GI 
Method and Apparatus for Large Volume Freezing 
and Thawing of Packed Erythrocytes. 
PAT-APPL-630 558/G! 76-09 61. PC A03/MF A01 
PAT-APPL-630 579/GI 


Method for we a Hot Wire Anemometer and 
Product Thereo 
PAT-APPL-630 $79/GI 

76-08 14B PC A02/MF A01 


PAT-APPL-633 139/GI 


PAT-APPL-630 582/GI 


Smokestack Mounted Airfoil. 
PAT-APPL-630 582/G! 
76-08 i138 PC A02/MF A011 


PAT-APPL-630 583/GI 
Open Loop Digital Freque Multiplier. 
PAT 76-08 9E 


-APPL-630 583/GI PC A02/MF A01 
PAT-APPL-630 584/Gi 
A Method and Apparatus for Continuously 


Processi a Single Crystalline Ribbon in a 
Reduced —_ Environment. 


PAT-APPL-630 584/G 
76-08 20B PC A02/MF AO1 
PAT-APPL-630 591/GI 
Lasing Dyes. 
PAT-APPL-630 591/G! 76-08 7C PC A0Q2/MF A01 
PAT-APPL-630 826/Gi 


Grease Composition. 
PAT-APPL-630 826/GI 


76-09 11H PC AO2/MF AO1 
PAT-APPL-631 259/GI 


Control of Nematodes and Other Helminths. 
PAT-APPL-631 259/Gi 76-13 7C PC A02/MF A011 


PAT-APPL-631 278/GI 


Surface Wave Augmented Loop Memory System. 
PAT-APPL-631 278/G! 76-08 98 PC A02/MF A01 


PAT-APPL-631 280/GI 
Fuel Grain for Spherical Boost-Sustain Rocket 


otor. 
PAT-APPL-631 280/GI 


76-08 211 PC A02/MF A01 
PAT-APPL-631 261/GI 


Testing Apparatus for Incremental Shaft Encoder. 
PAT-APPL-631 281/GI 
76-20 148 PC AO2/MF AO1 
PAT-APPL-631 341/GI 
Binary to Binary Coded Decimal Converter 
PAT-APPL-631 341/Gi 76-08 9B PC A02/MF A01 
PAT-APPL-631 355/GI 


Method and Apparatus for Electric Enhancement of 
Heat Transfer. 
PAT-APPL-631 355/GI 

76- 13A PC A0Q2/MF AO1 
PAT-APPL-632 111/GI 


An improved Rotatabie Mass for a Flywheel. 
PAT-APPL-632 111/GI 
7 131 PC AO2/MF A01 


"ae 112/GI 


as eed + rcnnareate 
PAT-APPL-632 1 
6-08 


148 PC A02/MF AO1 
PAT-APPL-632 214/GI 


Power Interrupt Test Equipment 
PAT-APPL-632 214/G!I 76-05 9A PC A02/MF AO1 


PAT-APPL-633 041/Gi 
Laser Mirror Cooling Means. 
PAT-APPL-633 041/GI 
20F PC AO02/MF A011 
PAT-APPL-633 066/G! 


oar penian Coen-Sae Yarn Spinning Apparatus. 


PAT-APPL 
76-12 131 PC A02/MF AO1 
PAT-APPL-633 067/GI 


Durable-Press Properties in Cotton Containing 
Fabrics Via Ay rere N-Methylol Reagents. 
PAT-APPL-633 067/GI 
76-12 11E PC A02/MF A01 


PAT-APPL-633 069/GI 


Textiles Flame Retarded with Hydrox- 
a tage or he Compounds in Combination 
with Poly(Ethyleneureas) and Poly(N- 
oar lolethyleneureas). 

-APPL 069/GI 


76-12 11E PC A02/MF AO1 
PAT-APPL-633 070/Gi 
Low Diffraction Loss-Low Spurious Response Sub- 
strate for Surface Acoustic Wave Devices 
PAT-APPL-633 070/G!I 76-09 9A PC A02/MF A01 
PAT-APPL-633 131/Gi 


Surface Potential Stabilizing Circuit for Charge- 

Coupled Devices Radiation Hardenin 

PAT-APPL-633 131/G! 76-09 9A 
PAT-APPL-633 132/GI 


In-Place ty, J ag Device. 
PAT-APPL-633 132/GI 


C A02/MF A01 


131 PC A02/MF A01 
PAT-APPL-633 139/GI 


intermediate Drive for Belt Conveyor with Center 
Vertebrae 
PAT-APPL-633 139/GI 


AR-1057 











76-08 131 PC AQ2/MF AO1 
PAT-APPL-633 140/Gi 
Semipermeable Membrane. 
PAT-APPL-633 140/Gi 76-07 7A PC AQ2/MF A0O1 
PAT-APPL-633 141/Gi 
Method and Apparatus for meine | Transport- 
ing Granular Solid Material Through a Pipeline and 
Mining Apparatus Incorporating the Same. 
PAT-APPL-633 141/GI 
76-08 131 PC AO02/MF AO1 
PAT-APPL-633 150/Gi 
a Paper and Water Soluble Paper 
Treatment 
PAT_APPL.633 150/GI 
76-09 
PAT-APPL-633 518/Gi 


A Method and Device for Synchronous Generation 
and Amplification of Tunable VUV Laser Radiation. 
! 


PAT-APPL-633 518/G 
20F PC A02/MF A01 


11L PC AQ2/MF A01 


PAT-APPL-633 523/GI 


Stereoscopic Viewer Power Sup 
PAT-APPL-633 523/G! 76-19 Se PC AOQ2/MF A01 


PAT-APPL-633 538/Gi 
Method for Measuri Velocity and Direction of 
Currents in a Body of Water. 
PATENT-3 972 231 76-26 8C Not available NTIS 
PAT-APPL-633 876/GI 


High Temperature Resistant Cermet and Ceramic 
Compositions. 
PAT-APPL-633 876/GI 
76-08 11B PC A03/MF AO1 
PAT-APPL-633 877/GI 


High Temperature Oxidation Resistant Cermet Com- 
positions. 
PAT-APPL-633 877/GI 

76-08 11B PC A02/MF A0O1 


PAT-APPL-634 205/GI 


Mass Spectrometer with Magnetic Pole Pieces 
oe the Magnetic Fields for Both the Mag- 
netic Sector and an lon-Type Vacuum Pump. 
PAT-APPL-634 205/GI 
76-08 


PAT-APPL-634 214/Gi 
Control for Nuclear Thermionic Power Source. 
PAT-APPL-634 214/GI 
76-10 
PAT-APPL-634 304/Gi 
Abrasion Resistant ne for Plastic Surfaces. 


PAT-APPL-634 304/ 
76-08 11C PC A02/MF A01 
PAT-APPL-634 799/Gi 


Composite Rocket Nozzie Structure. 
PAT-APPL-634 799/GI 
76-09 21H PC AO2/MF AO1 


PAT-APPL-635 001/Gi 
Mass Flowmeter ne System. 


PAT-APPL-635 001/ 
76-09 14B PC A02/MF A01 


PAT-APPL-635 005/Gi 


Surface Acoustic Wave Filter. 
PAT-APPL-635 005/G! 76-09 9E PC A02/MF A011 


PAT-APPL-635 009/Gi 
Electrochemical Source for Rapid Generation of 


PAT_APPL-b35 GoB/Gl 


PAT-APPL-635 020/Gi 


Method for Strengthening PZT Transducers. 
PAT-APPL-635 020/Gi 76-08 9A PC A02/MF A01 


PAT-APPL-635 192/Gi 
Automatic Line Release System 
PAT-APPL-635 192/G! 76-19 

PAT-APPL-635 201/GI 


Square Wave to Sine Wave Converte 
PAT-APPL-635 201/G!i 76-10 9E “PC A02/MF A0O1 


PAT-APPL-635 297/GI 
Fuzing System. 
PATENT-3 942 447 
76-22 19A Not available NTIS 
PAT-APPL-635 464/Gi 


Rib and Channel Vertical Multijunction Solar Cell. 
PAT-APPL-635 464/GI 


148 PC A02/MF A01 


108 PC A02/MF A01 


76-09 13A PC AO03/MF A01 


1C PC A02/MF A01 


76-09 10B PC AO2/MF AO1 
PAT-APPL-635 519/GI 
Method for Fabricating a Mass Spectrometer iniet 
PAT-APPL-635 519/GI 
76-08 14B PC AO02/MF AO1 
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PAT-APPL-635 531/Gi 
Linear Phase Demodulator. 
PAT-APPL-635 531/Gi 
76-08 
PAT-APPL-635 552/Gi 
Oceanographic Sensor with 
System. 
PAT-APPL-635 552/GI 
76-26 13J PC A02/MF AO1 
PAT-APPL-636 193/GI 


Method and Means for Testing a Glancing-in- 
cidence Mirror System. 
PAT-APPL-636 193/GI 

76-22 20F PC A0Q2/MF AO1 


PAT-APPL-636 233/GI 
Light Emitting Diode 
PAT-APPL-636 233/GI 76-10 9A PC A02/MF A01 
PAT-APPL-636 879/GI 
Synthesis of Rutile from Titaniferous Siags. 
PAT-APPL-636 879/GI 
76-08 
PAT-APPL-637 247/GI 
Focused Laser Doppler Velocimeter. 
PAT-APPL-637 247/GI 
76-08 14B PC A02/MF A01 
PAT-APPL-637 249/GI 


Method and Apparatus for Nondestructive Testing 
of Pressure Vessels. 
PATENT-3 545 262 
76-25 
PAT-APPL-637 250/GI 


Process for Recovering Usable A eeetmeepeunes 
Liquor from Olive-Processing Was 
PAT-APPL-637 250/G! 76-1 eH “Pc A02/MF A01 


Process for Recovering Usable Olive-Processing 
Les from Olive-Processing Waste Solution. 
ATENT-3 975 270 
76-24 13B Not available NTIS 
PAT-APPL-637 268/GI 


Wind Measurement System. 
PAT-APPL-637 268/G!i 76-08 4B PC AQ2/MF AO1 


PAT-APPL-637 269/GI 

Snap-in Compressible Biomedical Electrode. 

PAT-APPL-637 269/Gi 76-08 6. PC AO02/MF A0O1 
PAT-APPL-637 450/GI 

Conical Face-Seal for an Electrical Feedthrouyh. 

PATENT-3 975 579 

76-26 11A_ Not available NTIS 

PAT-APPL-637 507/GI 


Process for Bonding Polymers 
PAT-APPL-637 507/GI 76-09 7C PC A02/MF AO1 


PAT-APPL-637 562/GI 
High Atomic Weight Isotope Separator. 
PAT-APPL-637 562/GI 
76-12 
PAT-APPL-637 628/Gi 
Optical Waveguide Power Dividers. 
PAT-APPL-637 628/GI 


176 PC AOQ2/MF A01 


In-Situ Cleaning 


11F PC A02/MF A01 


14B. Not available NTIS 


18B PC AO02/MF A01 


20F PC A02/MF A01 
PAT-APPL-637 793/GI 
Logarithmic Statistical Distribution Analyser. 
PAT-APPL-637 793/Gi 76-25 9B PC A02/MF A0O1 
PAT-APPL-638 138/GI 
Homing Projectile. 
PAT-APPL-638 138/GI 
76-10 
PAT-APPL-638 210/GI 
Debris Catcher for Thrust Temination Ports. 
PAT-APPL-638 210/GI 
76-12 21H PC A02/MF A0O1 
PAT-APPL-638 211/Gi 
Preparation of Films and Coatings of Para Ordered 
Aromatic Meterocyclic Polymers. 
PAT-APPL-638 211/Gi 76-12 7C PC A0Q2/MF A01 
PAT-APPL-638 599/Gi 
Analog Visibility Computer. 
PAT-APPL-638 599/GI 
76-04 
PAT-APPL-638 712/GI 
Method for Producing Miniature Electrochemical 
Celis for Rapidly Producing Heat and Hydrogen 


Gas. 
PAT-APPL-638 712/GiI 
76-09 13A PC AO3/MF A011 
PAT-APPL-639 024/GI 


Removal of iron from Aluminum Nitrate. 
PAT-APPL-639 024/G! 
76-07 


19A PC A02/MF A01 


1468 PC A02/MF A01 


11F PC AO2/MF A01 


PAT-APPL-639 031/GI 
Digital Signal Synthesis System 
PAT-APPL-639 031/G!I 76-11 
PAT-APPL-639 681/Gi 


Frequency Tunable Acoustooptic Mode Filter. 
PAT-APPL-639 681/GI 
76-09 20F PC AQ2/MF Aoi 


9E PC A02/MF A01 


PAT-APPL-640 504/GI 


Means for Near Real Time C-W Laser Source 
Characterization. 
PAT-APPL-640 504/GI 


76-10 17H PC AO2/MF AO1 


PAT-APPL-640 517/G! 
Thermal Stress-Relieving Coupling Member and 
apn. 
PAT-APPL-640 517/GI 
76-09 14B PC A02/MF A01 
PAT-APPL-640 523/GI 
— for Real-Time Laser Source Characteriza- 


PAT-APPL-640 523/GI 
76-10 17H PC AOQ2/MF AO} 
PAT-APPL-640 806/GI 
Ceramic Fiber “ain Material and Methods of 
Producing Sam 
PAT-APPL-640. 806/GI 
76-10 
PAT-APPL-641 784/GI 
Load Regulating Latch. 
PAT-APPL-641 784/GI 
76-10 
PAT-APPL-641 801/GI 
Forward-Scatter Polarimeter for Determining the 
Gaseous Depolarization Factor in the Presence of 
Polluting Polydispersed Particles. 
PAT-APPL-641 801/GI 
76-09 14B PC A02/MF A01 
PAT-APPL-641 802/Gi 
An improved Accumulator. 
PAT-APPL-641 802/GI 
76-09 13G PC A02/MF A011 
PAT-APPL-641 803/Gi 


interferometer Mirror Tilt Correcting System. 
PAT-APPL-641 803/GI 
7 


11E PC AOQ3/MF AO1 


13E PC AOQ2/MF A01 


6-09 14B PC A02/MF A01 
PAT-APPL-641 849/GI 


Aircraft Steering and Braking System. 
PAT-APPL-641 849/G!I 76-12 1C PC A0Q2/MF A01 


PAT-APPL-641 862/GI 


High Visibility Air Sea Rescue Panel. 
PAT-APPL-641 862/GI 
76-10 6G PC AO02/MF A01 


PAT-APPL-642 048/Gi 
Toroidal Tail Structure for Tethered Aeroform Bal- 
loo 


n. 

PAT-APPL-642 048/G! 76-12 
PAT-APPL 083/GI 

Solar Cell Surface Treatment. 

PAT-APPL-642 083/GI 

76-09 

PAT-APPL-642 521/Gi 

Programmable Variable Length High Speed Digital 


Delay Line. 
PAT-APPL-642 521/G!i 76-12 9A PC AOQ2/MF A0O1 
PAT-APPL-642 524/Gi 


Electrode Assembly 7 Bipolar Battery. 
PAT-APPL-642 524/G 


1C PC A02/MF A01 


10B PC A02/MF A01 


‘76-12 
PAT-APPL-642 — 
Aircraft Seat Cushio 
PAT-APPL-642 625/GI 76-12 
PAT-APPL-642 651/Gi 


Plastic Bonded Explosive Composition 
PATENT-3 897 283 
76-06 


PAT-APPL-642 836/GI 

Encapsulation by Entrapment. 

PAT-APPL-642 836/G!I 76-07 7C PC A0Q3/MF A01 
PAT-APPL-642 837/GI 


Physiochemically Designed Fat Compositions from 
Tallow and Process for Making. 
PAT-APPL-642 837/GI 
76-13 
PAT-APPL-642 880/GI 
Direct Fire Weapon Trainer insesperating Hit and 
Data Delay Responses. 
PAT-APPL-642 880/GI 
76-1 2 


10C PC A02/MF A01 


1C PC AQ2/MF A01 


19A Not available NTIS 


148 PC AO3/MF A01 


19F PC AO02/MF AO1 
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PAT-APPL-642 926/G! 
Electrical Field Sensing and Transmitting Ap- 


atus. 
PAT-APPL-642 926/Gi 76-23 4A PC A02/MF AO1 


PAT-APPL-642 938/Gi 

Ex ble Element Check Valve. 

PAT-APPL-642 938/GI 76-15 1C PC AQ2/MF A01 
PAT-APPL-643 041/GI 

Selective Coating yo po Panels. 


PAT-APPL-643 041/ 
76-10 11C PC AO2/MF A01 
PAT-APPL-643 047/Gi 
Multi-Path Signal Enhancing Apparatus. 
PAT-APPL-643 047/GI 
76-23 17A PC AO02/MF AO1 


PAT-APPL-643 263/GI 
Optical Coupler for A Fiber Optic Filament. 


PAT-APPL-643 263/ 
76-10 20F PC A02/MF AO1 
PAT-APPL-643 271 A 
Compound and M 
PAT-APPL-643 Tel 76-10 7C PC A0Q2/MF A01 
PAT-APPL-643 454/GI 


An Acoustic Hologram Reconstructor Using Surface 
Acoustic Wave Devices. 
PAT-APPL-643 454/GI 
76-15 20A PC A03/MF AO1 
as rea 713/GI 


Smoke 
SAT APPL ess 713/GI 
76-12 19A PC AO2/MF AO1 
PAT-APPL-643 895/GI 
insulation for Piping. 
PAT-APPL-643 895/GI 
76-11 11G PC AQ2/MF AO1 
PAT-APPL-643 897/GI 
Method and Apparatus for Splitting a Beam of 


nergy. 
PAT-APPL-643 897/GI 
76-10 20E PC AO03/MF AO1 
PAT-APPL-643 899/GI 
Multifilament Superconductors. 
PAT-APPL-643 899/GI 
76-12 11F PC AO2/MF A01 
PAT-APPL-643 981/Gi 
Method for Machining Ceramics. 
PAT-APPL-643 981/G 
76-10 13H PC A02/MF A0O1 
PAT-APPL-643 982/GI 
Method for Removing Oxidized iron From Ferrous 
Metai Surfaces. 
PAT-APPL-643 982/GI 
76-10 11K PC AO2/MF A01 
PAT-APPL-644 265/GIi 
Sampling Method and Apparatus. 
PAT-APPL-644 265/GI 
76-07 14B PC A02/MF AO1 
PAT-APPL-644 289/GI 
Television Tracking Symbol Generator. 
PAT-APPL-644 289/Gi 
76-10 17G PC A02/MF A01 
PAT-APPL-644 410/GI 


Critical Parameter Receiver Tester. 
10/G 


PAT-APPL-644 4 
76-10 14B PC A02/MF A01 
PAT-APPL-644 471/GI 
Filtered Transition Distortion Channel Quality Moni- 
tor. 
PAT-APPL-644 471/GI 
76-12 17B PC A02/MF AO1 
PAT-APPL-644 485/GI 
Overlay Line Couple 
PAT-APPL-644 485/61 76-10 9A PC AOQ2/MF A01 
PAT-APPL-645 154/GI 


Low Flow, Vacuum Bag Curable Prepreg Material 
for High Performance Composite Systems. 
PAT-APPL-645 154/GI 

76-12 11D PC A02/MF AO1 


PAT-APPL-645 161/Gi 


Method of Ping and Cryopreserving Human 
White Celis from Whole Biood. 
PAT-APPL-645 161/G! 76-12 6E PC A03/MF A01 


PAT-APPL-645 500/GI 


Method and Apparatus for Controlling the Contrast 
of a Photographic Transparency. 
PAT-APPL 645 500/GI 

76-11 14E PC AO2/MF A01 


PAT-APPL-645 502/GI 


Bonding of Sapphire to Sapphire by Eutectic Mix- 
ture of Aluminum Oxide and Zirconium Oxide. 


PAT-APPL-645 502/Gi 
76-15 11D PC A0Q2/MF AO1 


PAT-APPL-645 503/GI 
Pyrolysis System and Process. 
PAT-APPL-645 503/GI 76-11 
PAT-APPL-645 507/Gi 


Nickel Base Alloy. 
PAT-APPL-645 $07/GI 


7A PC A02/MF AO1 


76-09 11F PC AQ2/MF A0O1 
PAT-APPL-645 508/GI 


Silicon Nitride Coated, Plastic Covered Solar Cell. 
PAT-APPL-645 508/GI 
76-09 108 PC A02/MF A011 


PAT-APPL-645 510/GI 


Pseudo — Code and Data Transmission Method 


and Appar 
PAT-APPL 645 510/GI 


76-11 17B PC AO3/MF A01 
PAT-APPL-645 571/GI 
Miniature Biaxial Strain Transducer. 
PAT-APPL-645 571/GI 
76-11 14B PC AO2/MF A0O1 
PAT-APPL-645 965/Gi 


Tension Release. 
PAT-APPL-645 965/GI 
76-15 13J PC AQ2/MF AO1 
PAT-APPL-646 227/Gi 


Type Recovery Tool. 
PAT-APPL-646 227/GI 
76-15 13J PC AQ2/MF AO1 


PAT-APPL-646 704/Gi 
A Length Controlled Stabilized Mode-Lock Nd:YAG 


Laser. 
PAT-APPL-646 704/GI 
76-12 20E PC A0Q2/MF AO1 
PAT-APPL-646 810/Gi 


Towed Hydrophone Preamplifier and Receiver. 
PAT-APPL-646 810/GI 
76-15 20A PC A02/MF AO1 


PAT-APPL-647 038/Gi 
Aan mene bog the Preparation of Bis-Benzoins and 
Bis-Benz 
PAT-APPL-647 038/GI. 76-12 7C PC A02/MF A0O1 
PAT-APPL-647 238/Gi 


Inflatably Sealed + ae Door. 


PAT-APPL-647 238/ 
Oe 25 13D PC A02/MF A01 
PAT-APPL-647 244/Gi 
Fiber Blending, Subdividing, 
System. 
PAT-APPL-647 244/GI 
6-12 13H PC A02/MF A01 
PAT-APPL-647 309/GI 
Steelmaking by the Electrosiag Process Using 
Prereduced Iron Ore Pellets. 
PAT-APPL-647 309/GI 
76-12 11F PC AO2/MF AO1 
PAT-APPL-647 317/Gi 
Programmable Anthropomorphic Articulation. 
PAT-APPL-647 317/Gi 76-06 61 PC A02/MF AO1 
PAT-APPL-647 522/GI 
Unitary Drill Bit and Roof Bol 
PAT-APPL-647 522/GI 76-12 8! PC A02/MF A01 
PAT-APPL-647 524/Gi 
Baffied Combustion Chamber. 
PAT-APPL-647 524/GI 
76-12 21H PC AO2/MF AO1 
PAT-APPL-647 526/Gi 
Rapcon-Contro!l Tower Coordination System. 
PAT-APPL-647 526/GI 
76-12 17G PC AO03/MF AO1 
PAT-APPL-647 527/Gi 
Lighting System for Selective Back Lighting. 
PAT-APPL-647 527/GI 
76-12 13A PC A0Q2/MF A0O1 
PAT-APPL-647 528/Gi 


Holographic High Resolution Contact Printer. 
PAT-APPL-647 528/GI 


and Distributing 


76-12 14E PC AO2/MF AO1 
PAT-APPL-647 529/GI 
Universal Self-Aligning Locator. 
PAT-APPL-647 529/GI 


6-12 131 PC A02/MF A0O1 


PAT-APPL-647 530/GI 
Flat Layup Venting. 
PAT-APPL-647 530/GI 

*~ 76-12 13A PC A02/MF A01 








PAT-APPL-649 762/GI 


PAT-APPL-647 686/GI 
Propeller-Driven Hydrophone Array Tensioning 
Device. 
PAT-APPL-647 686/GI 
76-19 13) PC AQ2/MF AO1 
PAT-APPL-647 828/GI 
Multibeam Adaptive Array. 
PAT-APPL-647 828/Gi 76-10 9E PC A02/MF A01 
PAT-APPL-648 220/Gi 
Remote Unmanned Work System (RUWS) Mating 
Latch. 
PAT-APPL-648 220/GI 
76-19 13J PC AOQ2/MF AO1 
PAT-APPL-648 eI 
Ducted Rocke 
PAT-APPL 648 239/G! 
7642 21H PC AO2/MF AO1 
PAT-APPL-648 304/GI 
High Sensitivity Flowmeter. 
PAT-APPL-648 304/GI 
76-15 13) PC AO2/MF AO1 
PAT-APPL-648 334/GI 
Separable Link Connector. 
PAT-APPL-648 334/Gi 76-12 1C PC AOQ2/MF A01 
PAT-APPL-648 346/Gi 
Laser-induced Photochemical Enrichment of Boron 
Isotopes. 
PAT-APPL-648 346/GI 
76-10 188 PC A02/MF A0O1 
PAT-APPL-648 353/GI 
Ring Type Recovery Tool. 
PAT-APPL-648 353/G! 
76-19 13) PC AO2/MF AO1 
PAT-APPL-648 557/GI 
Steerable Extraction Rocket. 
PAT-APPL-648 557/GI 
76-09 21H PC A02/MF A0O1 
PAT-APPL-648 615/Gi 
Submersible Power Package. 
PAT-APPL-648 615/Gi 
76-19 108 PC A02/MF A01 
PAT-APPL-648 700/Gi 


A 2 is Degree Laboratory Scattering 
Photom 
PAT-APPL 648 700/GI 
76-12 148 PC AOQ2/MF AO1 
PAT-APPL-648 835/Gi 


Chemical Attractant for the Smaller European Bark 
Beetle 


PAT-APPL-648 835/G! 76-19 6F PC A0Q2/MF AO1 
PAT-APPL-649 104/GI 


— reeposamere Thermally Stable Greases. 
APPL-649 104/GI 
76-12 11H PC AO2/MF AO1 
PAT-APPL-649 105/GiI 
Silicone Fluids as a Corrosion Inhibitor for Per- 
fluorinated Polyether Fluids. 
PAT-APPL-649 105/GI 
76-12 11H PC A0Q2/MF AO1 
PAT-APPL-649 106/GI! 


Real Time Data Rate Quantizer and Analog-to- 
Digital Converter System 
PAT-APPL-649 106/GI 76-12 9E PC A03/MF AO1 


PAT-APPL-649 107/GI 

Fast Acting Waveguide Coupler. 

PAT-APPL-649 107/GI 76-12 9A PC A02/MF A01 
PAT-APPL-649 108/Gi 

Variable Orifice Gas Metering Assembly for Aircraft 

Bomb Rack Gas System. 

PAT-APPL-649 108/GI 

76-12 198 PC A02/MF AO1 

PAT-APPL-649 441/Gi 


Removal of Explosive Materials From Water by 
Chemical — on Strongly Basic ton 
Exchange Res 
PAT-AP L-649 '441/GI 
76-12 138 PC A02/MF AO1 
PAT-APPL-649 760/Gi 


Method for Providing Glass Substrates with a Sol- 
derable Coating. 
PAT-APPL-649 760/GI 

76-12 11C PC A02/MF AO1 


PAT-APPL-649 761/GI 
Flexible Recording Head Mounting Assembly. 
PAT-APPL-649 761/Gi 
76-12 14C PC AQ2/MF A01 
PAT-APPL-649 762/GI 
Method of Coating Titanium. 


PAT-APPL-649 762/Gi 
76-12 11C PC A02/MF A01 
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PAT-APPL-649 763/GI 


Method for Fabricating a Gridded Schottky Barrier 
Field Effect Transistor. 
PAT-APPL-649 763/G!i 76-12 9A PC AO02/MF A01 


PAT-APPL-649 764/Gi 
Fluid Dual Filter. 
PAT-APPL-649 764/GI 
76-12 13K PC AQ2/MF AO1 
PAT-APPL-649 765/GI 
Nozzle Ejection System. 
PAT-APPL-649 765/GI 
76-12 21H PC AOQ3/MF A01 
PAT-APPL-649 791/GI 


soneee Radar System. 
PAT -3 885 240 76-07 17! Not available NTIS 


PAT-APPL-649 792/GI 


Radar Data Converter and Display S 
PATENT-3 898 656 76-06 17! Noten available NTIS 


PAT-APPL-649 794/GiI 
Radar Data Converter and Display System. 
PATENT-3 900 B72 76-22 171 Not available NTIS 
PAT-APPL-650 104/GI 
Multiple-Channel —_ Switch. 


PAT-APPL-650 104/ 
76-19 17B PC A0Q2/MF AO1 
PAT-APPL-650 157/GI 


Radar Signal Analyzing System. 
PATENTS 900 869 08 171 Not available NTIS 


PAT-APPL-650 384/Gi 
Binary Adder with Fast Ripple Carry. 
PAT-APPL-650 384/Gi 76-12 9B PC A02/MF A01 
PAT-APPL-650 395/Gi 
Removal of Trace Copper ions from Water. 
PAT-APPL-650 395/G! 76-11 7A PC A0Q2/MF A01 
PAT-APPL-650 590/Gi 
Optical Window Protective Shutter Mechanism. 
PAT-APPL-650 590/GI 
76-12 20F PC A03/MF A01 
PAT-APPL-650 591/Gi 
Supersonic Diffuser. 
PAT-APPL-650 591/Gi 
76-12 20E PC AOQ2/MF A01 
PAT-APPL-650 640/Gi 
Detection of Potential on High-Voltage Transmis- 
sion Lines. 
PAT-APPL-650 640/GI 
76-12 14B PC A02/MF AO1 
PAT-APPL-650 658/GI 


9g Compositions Having Fluorescence Proper- 
PAT-APPL-650 658/GI 
76-26 20F PC AQ2/MF AO1 
PAT-APPL-650 840/Gi 
Apparatus for Producing Efficient Second Harmonic 
Generation and ew Mixing. 
PAT-APPL-650 840/Gi 
76-12 20F PC AOQ2/MF A0O1 
PAT-APPL-651 002/Gi 
Transonic and Supersonic Aircraft Wherein the 
Problems of Roll Control at High Angles of Attack 


Are Minimized. 
PAT-APPL-651 002/G! 76-15 1C PC A0Q2/MF AO1 
PAT-APPL-651 007/GI 


Optical Conversion Method. 
PAT-APPL-651 007/GI 
76-13 20F PC A02/MF AO1 


PAT-APPL-651 009/GI 


Tantalum Modified Ferritic iron Base Alloys. 
PAT-APPL-651 009/Gi 
76-12 11F PC AQ2/MF AO1 


PAT-APPL-651 339/Gi 
Method for Preparing Heat Resistant Mild Detonat- 
ng Fuse. 
PATENT-3 903 800 
76-08 19A Not available NTIS 
PAT-APPL-651 660/GI 


Solid State Memory. 
PAT-APPL-651 660/G! 76-15 9B PC A02/MF A01 


PAT-APPL-651 810/GI 


Oral Rabies immunization of Carnivores 
PAT-APPL-651 810/G! 76-09 6C PC A02/MF A01 


PAT-APPL-651 876/Gi 


High Accuracy Sweep Oscillator System. 
PAT-APPL-651 876/G! 76-21 9E PC A02/MF A01 


PAT-APPL-651 877/Gi 


Aural Angle of Attack Warning System. 
PAT-APPL-651 877/Gi 76-19 1C PC A0Q2/MF A01 
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PAT-APPL-652 029/GI 


Gaseous Infrared Waveguide Mixer. 
PAT-APPL-652 029/Gi 
76-13 20E PC AOQ2/MF AO1 


PAT-APPL-652 034/Gi 


A System for Vapor Cooling Electronic Equipment. 
PAT-APPL-652 034/GI 76-21 9C PC A02/MF A01 


PAT-APPL-652 035/Gi 
A Parachute Attachment Swivel. 
PAT-APPL-652 035/G! 76-21 1C PC A0Q2/MF A01 
PAT-APPL-652 036/GI 
Saturating Transformer inverter Circuit. 
PAT-APPL-652 036/G! 76-21 9E PC A0Q2/MF A01 
PAT-APPL-652 037/Gi 
Wide Aperture Optical Communications Detector. 
PAT-APPL-652 037/GI 
76-12 178 PC AOQ2/MF A01 
PAT-APPL-652 251/GI 
Radiation Focus Meter. 
PAT-APPL-652 251/GI 
76-12 20F PC A02/MF A01 
PAT-APPL-652 252/GI 
Planar to Channel Waveguide Coupler 
PAT-APPL-652 252/GI 
76-15 20F PC AO2/MF A01 
PAT-APPL-652 253/GI 


Single Mode Laser Multiterminal Optical Data Com- 
munication System. 
PAT-APPL-650 253/GI 
76-12 20F PC A02/MF A01 
PAT-APPL-652 347/GI 


Receiver System for Locating Transmitters. 
PAT-APPL-652 347/GI 
76-12 17C PC AQ2/MF A01 
PAT-APPL-652 433/GI 
Variable Ballast System for a Submersible Platform. 
PAT-APPL-652 433/GI 
76-15 13) PC AOQ2/MF A0O1 
PAT-APPL-652 453/GI 
Holographic Lens ow System. 
453/ 


PAT-APPL-652 
76-15 20F PC A02/MF AO1 
PAT-APPL-652 911/GI 


Laser-induced Photochemical Method for Chiorine 

isotopic Enrichment. 

PAT-APPL-652 911/GI 
76-10 18B PC A02/MF A01 


PAT-APPL-652 919/GI 
Selective Zoom Camera and Display. 
PAT-APPL-652 919/GI 
76-21 17B PC A02/MF A01 
PAT-APPL-652 948/Gi 
Liquid-Cooled Brassie 
PAT-APPL-652 948/GI_ 56-13 6L PC AO2/MF A01 
PAT-APPL-652 954/GI 
Electrochemical Cell Having Balanced Distribution 
of Oxygen and Electrolyte. 
PAT-APPL-652 954/GI 
76-13 
PAT-APPL-652 955/GI 
Air Mixing Ejector and Jet Pump System. 
PAT-APPL-652 955/GI 
76-13 21E PC AO2/MF A01 
PAT-APPL-652 956/GI 
Coaxial Optical System. 
PAT-APPL-652 956/GI 
76-13 20F 
PAT-APPL-652 957/GI 
Vector Voltmeter. 
PAT-APPL-652 957/GI 
76-13 


10C PC AO2/MF A01 


PC A02/MF A01 


148 PC A02/MF AO1 
PAT-APPL-652 958/GI 


Fluted Nose Cap Ap prenye 
PAT-APPL-652 958/ 
76-13 16D 


PAT-APPL-653 055/GI 
Three Stage Thrusting Device. 
PAT-APPL-653 055/G 

76-13 13G 

PAT-APPL-653 056/Gi 
Pressurized Chaff Canister. 
PAT-APPL-653 056/GI 

76-13 

PAT-APPL-653 314/GI 
pee and System for a Continuous Radon Gas 
Mon 
PAT-APPL-653 314/G! 

76-11 18D PC AOQ2/MF A01 


PC A02/MF A01 


PC A02/MF A01 


17D PC AOQ2/MF A01 


PAT-APPL-653 315/GI 
Flexible Shaft Drilling System 


PAT-APPL-653 315/Gi 
PAT-APPL-653 316/Gi 

Photon Excited Catalysis. 

PAT-APPL-653 316/G! 76-12 7D PC A0Q2/MF Aoi 
PAT-APPL-653 422/Gi 

A Mount for Continuously Orienting a Collector 

Dish in a System Adapted to Perform Both Diurnal 

and Seasonal Solar Tracking. 

PAT-APPL-653 422/GI 

76-13. 22B PC AO2/MF Ao1 

PAT-APPL-653 681/Gi 

A Machine for Use in Monitoring Fatigue Life for a 

Piurality of Elastomeric Specimens. 


PAT-APPL-653 681/GI 
76-12 113 PC AQ2/MF A01 


76-12 81 PC A02/MF A01 


PAT-APPL-653 794/GI 
A Process for Removing Off-Flavor from Maple 


Sirup. 

PAT-APPL-653 794/Gi 76-10 6H PC A02/MF A0O1 
PAT-APPL-653 815/GI 

Continuous Process for Purification of Gases from 

Thermal Decomposition of Carbonaceous Matter. 

PAT-APPL-653 815/G! 76-11 7A PC AO2/MF A01 
PAT-APPL-653 880/GI 

Pulsed Plasma Probe. 

PAT-APPL-653 880/GI 


76-12 201 PC AO3/MF AO1 


PAT-APPL-654 124/GI 
Electrically Controllable Wide Angle of View Optical 
Notch Filter. 
PAT-APPL-654 124/GI 
76-15 20F PC AO3/MF A01 
PAT-APPL-654 150/GI 
Digitiz 
PAT-APPL-654 150/Gi 76-12 9B PC A0O2/MF A01 
PAT-APPL-654 315/GI 
inflatable Stabilizer/Retarder. 
PAT-APPL-654 315/GI 
76-12 
PAT-APPL-654 824/GI 
A Simulated Raman Scattering Resonator. 
PAT-APPL-654 824/GI 


198 PC AO2/MF AO1 


76-12 20F PC A02/MF A01 
PAT-APPL-655 029/Gi 


ene Window Assembly for Ablative Heat 
Shie 
PAT-APPL-655 029/G! 76-13 9E PC AQ2/MF A01 


PAT-APPL-655 031/GI 


Precision Amplitude Control System for a High QU 

Torsion Pendulum. 

PAT-APPL-655 031/GI — 
-1 


PAT-APPL-655 182/GI 


Drilling Nachine. 
PAT-APPL-655 182/GI 
7 


148 PC A02/MF AO1 


6-15 131 PC AQ2/MF A01 
PAT-APPL-655 262/GI 


System for Corapiring Om: Analog and image Signals 

into a Standard Video at. 

PAT-APPL-655 262/GI 76. 7 6B PC A02/MF A01 
PAT-APPL-655 928/GI 

Ejectable Fuze. 
PAT-APPL-655 928/GI 

76-12 19A 

PAT-APPL-656 031/Gi 


Retracting Tooth Processing Cylinder Apparatus. 
PAT-APPL-656 031/GI 
76-13 13) 


PC A02/MF A01 


PC AO2/MF A01 
PAT-APPL-656 033/GI 
Aluminum Chiorhydroxide-Phosphoric Acid Catalyst 
System for Flash Cure Treatments to Give improved 
Durable-Press a, in Cetlulose-Containing 


Textiles. 
PAT-APPL-656 033/GI 
76-12 


PAT-APPL-656 038/GI 


A Single-Treatment Process for imparting Durable 
Soil-Release Properties to Cotton and Cotton- 
Polyester Blend Fabrics of Several Constructions 
and Compositions. 

PAT-APPL-656 038/GI 


11E PC A02/MF AO1 


76-12 11E PC A03/MF AO1 
PAT-APPL-656 775/GI 


Laser System Having Frequency Doubling. 
PAT-APPL-656 775/GI 
76-21 20E PC AO2/MF AO1 


PAT-APPL-656 915/Gi 
Electrical Connector Holdirtg Tool. 
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PAT-APPL-656 915/GI 
76-15 131 PC AO2/MF A01 
PAT-APPL-656 917/Gi 
Preparation of Thermally Stable Ammonium 
Perchlorate. 
PAT-APPL-656 917/GI 
76-15 211 PC AQ2/MF A01 
PAT-APPL-656 918/GI 


Photo Electronic Direction of Motion Indicator. 
PAT-APPL-656 918/GI 
76-19 14B PC AO2/MF AO1 
PAT-APPL-657 011/GI 


Process for Rapid ing of Textiles. 
PAT-APPL-657 011/GI 

76-13 11E PC AO2/MF AO1 
PAT-APPL-657 894/GI 


Electrodeposition of Copper. 
PAT-APPL-657 894/GI 
76-12 11F PC AO2/MF AO1 
PAT-APPL-657 903/GI 
Noise Suppressor for Turbo Fan Jet Engines. 
PAT-APPL-657 903/GI 
76-13 21E PC AO2/MF AO1 
PAT-APPL-657 907/GI 
Flame Retardant Elastomeric Compositions. 
PAT-APPL-657 907/Gi 76-19 6K PC AQ3/MF A01 
PAT-APPL-657 918/Gi 


Satellite Controlled Digital Clock System. 
PAT-APPL-657 918/GI 
76-11 14B PC AOQ2/MF AO1 
PAT-APPL-657 995/Gi 


A Device for Tensioning Test Specimens within an 
Hermetically Sealed Chamber. 
PAT-APPL-657 995/GI 
76-13 148 PC AO02/MF AO1 
PAT-APPL-657 996/GI 


Two-Dimensional Radiant Energy Array Computers 
and Computing Devices 
PAT-APPL-657 996/G! 76-13 98 PC AOS/MF AO1 


PAT-APPL-657 997/GI 
Two-Dimensional a Energy Array Computers 
and Computing Dev 
PAT-APPL-657 997/61 76-13 9B PC A04/MF A01 
PAT-APPL-657 998/GI 


Flame Retardant Elastomeric Compositions. 
PAT-APPL-657 998/Gi 76-19 6K PC A03/MF A01 


PAT-APPL-658 132/Gi 
Solar Ae oe of Water. 


PAT-APPL-658 132/GI 
76-13 21D PC AO2/MF AO1 
PAT-APPL-658 133/Gi 
Acoustic Energy Te 


PAT-APPL-658 1 
76-13 20A PC AO2/MF A01 
PAT-APPL-658 146/Gi 
Electrostatic Field Sensor. 
PAT-APPL-658 146/GI 
76-12 14B PC AO02/MF A0O1 
PAT-APPL-658 449/Gi 


Multiple Rate Digital Command Detection System 
with Clean- — 


PAT-APPL-658 449/ 
76-13 178 PC A03/MF AO1 
PAT-APPL-658 450/Gi 
Mechanical Sequencer. 
PAT-APPL-658 450/GI 
76-15 131 PC AO3/MF A01 
PAT-APPL-658 640/GI 
High Peak Power Pulsed Light Source. 
PAT-APPL-658 640/GI 
76-15 20E PC A02/MF A01 
PAT-APPL-659 058/GI 
Method for Holographic Storage. 
PAT-APPL-659 058/G! 76-12 9B PC A02/MF A01 
PAT-APPL-659 295/GI 
Stemiess Bantam Valve. 
PAT-APPL-659 295/GI 
76-15 13K PC A02/MF A0O1 
PAT-APPL-659 458/GI 
Remote Elevated Platform 
PAT-APPL-659 458/GI 76-15 1C PC AO02/MF A01 
PAT-APPL-659 882/GI 
Method of Forming Metal Hydride Films. 
PAT-APPL-659 882/GI 
76-13 11F PC A02/MF AG1 
PAT-APPL-660 192/GI 
Undervoltage Release with Electrical Reset for Cir- 
cuit Breaker. 
PAT-APPL-660 192/G! 76-12 9A PC AQ2/MF AO1 


PAT-APPL-660 308/GI 


Autopilot Hardover Failure Protection System. 
PAT-APPL-660 308/G!i 76-21 1D PC AO3/MF A01 


PAT-APPL-660 349/Gi 


Birefringent Crystal Thermomete 
PAT-APPL-660 349/Gi 76-12 6L PC A02/MF A01 


PAT-APPL-660 521/Gi 
Fabrication of lon implanted P-N Junction Devices. 
| 


PAT-APPL-660 521/G 
76-15 20. PC AO2/MF AO1 
PAT-APPL-660 573/GI 
Pulse Peak Sample and Hold Circuit. 
PAT-APPL-660 573/G 
76-15 148 PC A02/MF AO1 
PAT-APPL-660 574/GI 
Soins Liquid Nozzle. 
PAT-APPL 574/GI 
76-15 13 PC AO2/MF A01 


PAT-APPL-660 585/GI 


Peak Detecting Demodulator. 
PAT-APPL 585/G!i 76-12 9E PC A02/MF AO1 
PAT-APPL-660 586/Gi 


An wep 8 Digital Laser. 


PAT-APPL-660 
76-12 20E PC A02/MF A01 
PAT-APPL-660 604/GI 


Timed Missile Flight Termination System. 
PAT-APPL-660 604/GI 
76-21 160 PC A02/MF AO1 


PAT-APPL-660 882/Gi 
—~ acing Paramagnetic Susceptibility to Cotton 
ibers. 
PAT-APPL-660 882/Gi 
76-12 11E PC AO02/MF A01 
PAT-APPL-660 942/Gi 
Desorption of Gold from Activated Carbon. 
PAT-APPL-660 942/GI 
76-12 11F PC AOQ2/MF A01 
PAT-APPL-661 114/GI 
Flow-Through Centrifuge 
PAT-APPL-661 114/GI 
76-18 148 PC A02/MF A01 
PAT-APPL-661 208/Gi 


Automodulated Relativistic Electron Beam 
Microwave Sourc 


PAT-APPL-661 208/G! 76-15 9A PC A02/MF A01 
PAT-APPL-661 462/Gi 
Prismatic Anamorphic System for Optical Correla- 


tors. 
PAT-APPL-661 462/GI 
76-15 14E PC A02/MF A01 
PAT-APPL-661 463/GI 
Real Time Peak Detector. 
PAT-APPL-661 463/GI 
76-15 148 PC AOQ2/MF AO1 
PAT-APPL-661 464/Gi 
infrared Plume Enhancement. 
PAT-APPL-661 464/GI 
76-15 16D PC AOQ2/MF A01 
PAT-APPL-661 465/GI 


Electric-Optic Measurement of Voltage on High- 
Voltage Power Lines 
PAT-APPL-661 465/GI 76-12 9C PC A03/MF A01 


PAT-APPL-661 472/GI 


Fungus Resistant Protective Coatings. 
PAT-APPL-661 472/GI 
76-15 11C PC AO02/MF A01 


PAT-APPL-661 479/Gi 
isolation Amplifier for Resistive and inductive 


Loads. 

PAT-APPL-661 479/G!I 76-21 9E PC A02/MF A01 
PAT-APPL-661 580/GI 

A High- tty egh Injection eee ll Transport 

System w ristaltic Pump Con rr 

PAT APPL-661 80/GI 76-12 8 A02/MF A01 
PAT-APPL-661 581/GI 

Ox Generation Method and System. 

PAT-APPL-661 581/GI 

76-15 148 PC A02/MF AO1 

PAT-APPL-661 689/Gi 

High-Frequency CCD Adder and Multiplier. 

PAT-APPL-661 689/Gi 76-15 9B PC A02/MF A01 
PAT-APPL-661 916/Gi 

A Multiple Dumping Integrator. 

PAT-APPL-661 916/G!i 76-12 9E PC A0Q2/MF A01 
PAT-APPL-662 175/Gi 


Apparatus for Determining Thermophysical Proper- 
ties of Test Specimens. 
PAT-APPL-662 175/GI 








PAT-APPL-665 734/GI 


76-13 148 PC A02/MF A01 
PAT-APPL-662 176/GI 
Method of eg eee in Distress. 


PAT-APPL-662 17 
76-13 171 PC AOQ2/MF AO1 
PAT-APPL-662 181/Gi 
Air Removal Device. 
PAT-APPL-662 181/GI 
76-18 20D PC A02/MF AO1 
weit 182/GI 
netic Suspension and Pointing System. 
mn -APPL-662 182/GI 
76-13 17G PC AO2/MF AO1 
PAT-APPL-662 646/Gi 


Marker Buoy Recovery Aid. 
PAT-APPL-662 646/GI 
76-15 13) PC AO2/MF AO1 


PAT-APPL-662 659/G! 


Phase-Locking Mid-Pulse Detecto 
PAT-APPL 659/Gi 76-21 OF PC A02/MF AO1 


PAT-APPL-662 665/GI 


Cold Crucible. 
PAT-APPL-662 665/GI 
76-12 13A PC AO02/MF AO1 


PAT-APPL-662 794/GI 


Digital Correlator. 
PAT-APPL-662 794/G!i 76-12 9E PC A02/MF AO1 


PAT-APPL-663 003/GI 


Test System for Evaluation of Armors Using 
Duplicate Fr 
PAT-APPL 

76-16 148 PC AOQ2/MF AO1 


PAT-APPL-663 127/GI 


Laminated Carbon-Containing Silicone Rubber 
Membrane for Use in Membrane Artificial Lung. 
PAT-APPL-663 127/G!i 76-12 6L PC A03/MF A01 


PAT-APPL-663 401/Gi 
High Speed, Wide Dynamic Range Analog-to-Digital 


Conversion. 
PAT-APPL-663 401/G!i 76-11 9B PC A02/MF A011 
PAT-APPL-663 639/Gi 


Pop-Up Cover for Slipstream Generator. 
PAT-APPL-663 639/Gi 
76-19 19A PC A02/MF AO1 


PAT-APPL-663 887/GI 


2-Keto-4Trifluoromethy!-1,6,6,7,.8-Pentamethyl-6, 7- 
Dihydro-1H,2H,8H-Pyrido(3,2-f)-indole, A Stable, Ef- 
ficient Laser Dye. 

PAT-APPL-663 887/Gi 76-16 7C PC A02/MF A01 


PAT-APPL-664 714/GI 


PAT APPL Gee 71 714/GI 76-21 1C PC A02/MF AO1 
PAT-APPL-664 786/Gi 
A Gimballed Active +P a System. 


PAT-APPL-664 7 

76-16 17H PC AOQ2/MF AO1 
PAT-APPL-665 032/Gi 
Optical instrument Employing Reticle Having 
Preselected Visual Response Pattern Formed 
Thereon. 
PAT-APPL-665 032/GI 

76-15 20F PC AOQ2/MF AO1 
PAT-APPL-665 033/Gi 


Anode for lon Thruster. 
PAT-APPL-665 033/GI 
76-15 21C PC A02/MF A01 


PAT-APPL-665 034/GI 
arr anel Formulated Plastic Separators for Alkaline 
PAT-APPL-665 034/GI 
76-15 10C PC A02/MF AO1 
PAT-APPL-665 216/Gi 
Bolted Paired Vanes for Turbine. 


PAT-APPL-665 216/GI 
76-19 21E PC A02/MF A01 
PAT-APPL-665 364/Gi 
A Method for Fabricating Graphite/Epoxy Laminate 
from Ultrathin Laminae. 
PAT-APPL-665 364/GI 
76-15 110 PC AO2/MF AO1 
PAT-APPL-665 586/Gi 


Apparatus and Method for Treating Waste Products. 
PAT-APPL-665 586/G! 76-12 2E PC A02/MF A0O1 


PAT-APPL-665 588/GI 


aoe ean aeeeeen and System. 
PAT-APPL-665 588/Gi 76-12 6H PC A02/MF A01 


PAT-APPL-665 734/GI 


Semiconductor Projectile impact Detector. 
PAT-APPL-665 734/GI 


AR-1061 











76-15 





1468 PC A02/MF A01 


PAT-APPL-665 878/GI 


Method and Apparatus for Low Temperature Ashing 
Using Radio Frequency Excited Gas Plasma. 
PAT-APPL-665 878/GI 

76-13 14B PC A02/MF AO1 


PAT-APPL-666 647/Gi 
The Purification of Enkephalin, an Endogenous 
— a in the Human Body and Synthesis of 
me. 
PAT-APPL-666 647/GI 
76-13 60 PC A02/MF AO1 
PAT-APPL-666 992/Gi 


<2 wee none 7 meg Urea-Absorbing 
° 


harides 
PAT-APPL-666 992/Gi 76-22 7C PC A02/MF A01 
PAT-APPL-667 010/Gi 


System for Measuring Three Fluctuating Velocity 
Components in a Turbulently Flowing Fluid. 
PAT-APPL-667 010/GI 
76-15 148 PC AOQ3/MF AO1 
PAT-APPL-667 041/GI 


Augmented Tracki a System. 


PAT-APPL-667 041/ 
76-19 19E PC A02/MF AO1 
PAT-APPL-667 056/Gi 
Control of Marine Borer Attack on Wood. 
PAT-APPL-667 056/GI 
76-13 11L PC AOQ2/MF AO1 
PAT-APPL-667 060/Gi 
Sulfur Recovery from H2S and S0O2-Containing 


PAT-APPL-667 060/G! 
76-19 14B PC A0Q2/MF A01 
PAT-APPL-667 315/Gi 
Deep Towing Cable and Handling System. 
' 


PAT-APPL-667 315/G 
76-16 13) PC AOQ3/MF A01 

PAT-APPL-667 749/GI 

Bulkhead Adapter Assembly. 

PAT-APPL-667 749/G! 76-19 1C PC A02/MF A01 
PAT-APPL-667 750/Gi 

Trapatt Planar-Mesa Diode 

PAT-APPL-667 750/GI 76-19 9A PC A02/MF AO1 
PAT-APPL-667 816/GI 


we Berne Explosive Device Containing a Single 
_——— Charge. 
-APPL-667 816/GI 
76-19 19A PC AO02/MF A01 


PAT-APPL-667 820/Gi 
Probe Contact and Junction Detector. 
PAT-APPL-667 820/GI 
76-19 14B PC A03/MF A01 
PAT-APPL-667 927/Gi 
Nutating Antenna Drive Mechanism 
PAT-APPL-667 927/GI 76-19 oF “PC A02/MF AO1 
ooo 928/GI 
Tachomet 
PAT-APPL-667 928/GI 
76-15 14B PC A02/MF AO1 
PAT-APPL-667 929/Gi 
Thermocouples of Molybdenum and Iridium Alloys 
for — table Vacuum-High Temperature Per- 
forman 
PAT-APPL-667 929/GI 
76-15 14B PC A02/MF A01 
PAT-APPL-667 930/GI 
Wideband Heterodyne Receiver for a Laser Commu- 
nication System 
PAT-APPL-667 930/G! 
76-15 17B PC A02/MF AO1 
PAT-APPL-668 102/Gi 
Hormonal Contro! of Insects. 
PAT-APPL-668 102/G!i 76-13 7C PC A02/MF A01 
PAT-APPL-669 051/Gi 
A Common Aperture Laser Transmitter/Receiver. 
PAT-APP.-669 051/GI 
76-19 20F PC AOQ2/MF AO1 
PAT-APPL-669 360/Gi 
Reduction of Laterite Ores. 
PAT-APPL-669 360/GI 
” 76-16 11F ®©C AO2/MF AO1 
PAT-APPL-669 418/Gi 
Cure Catalyst Systems for Polyurethanes 
PAT-APPL-669 418/Gi 76-19 7C PC A02/MF A01 
PAT-APPL-669 542/GI 
Mosaic Infrared Sensor. 
PAT-APPL-669 542/GI 
76-20 17E PC A02/MF A01 


AR-1062 





PAT-APPL-669 543/Gi 


Method and Means for Equalizing the Sensitivity of 
a Multi-Element Sensor Array. 
PAT-APPL-669 543/GI 

76-19 20F PC AO02/MF A01 


PAT-APPL-669 584/GI 
Phase Compensated Zone Pilate Photodetector. 
| 


PAT-APPL-669 584/G 
6-19 20F PC A0Q2/MF A011 
PAT-APPL-669 928/Gi 
Solar Hydrogen Generator 
PAT-APPL-669 928/GI 76- 15 7B PC A02/MF AO1 
PAT-APPL-669 948/Gi 
Stowable Airfoil Structure. 
PAT-APPL-669 948/G! 76-19 1C PC A02/MF A01 
PAT-APPL-670 013/GI 
Split-Path Receiver for Fiber Optics Application. 
PAT-APPL-670 013/GI 
76-19 17B PC AO02/MF AO1 
PAT-APPL-670 197/GI 
Anticompromise Device. 
PAT-APPL-670 197/GI 
76-19 16C PC A02/MF AO1 
PAT-APPL-670 213/GI 
Radon Daughter Dosimeter. 
PAT-APPL-670 213/GI 
76-16 18D PC AO2/MF AO1 
PAT-APPL-670 281/GI 


integrated Cooling and yay | System 
PAT-APPL-670 281/GI 76-21 PC A02/MF AO1 


PAT-APPL-670 worl 

Process for Lactu 

PATENT-3 505 o *o6- 18 7C Not available NTIS 
PAT-APPL-670 499/GI 

Fan Lift-Cruise V/STOL Aircraft. 

PAT-APPL-670 499/Gi 76-19 1C PC A0Q2/MF A0O1 
PAT-APPL-670 648/Gi 

Waveform Sampler. 

PAT-APPL-670 648/GI 

76-19 148 PC AO03/MF AO1 

PAT-APPL-670 812/GI 

Method of Attaching Leads to a Cylindrical 

Piezoelectric Transducer. 

PATENT -3 4798 729 76-10 9A Not available NTIS 
PAT-APPL-671 180/Gi 


Aromatic Esters of Dimer Acid. 
PATENT-3 555 057 
11H Not available NTIS 


PAT-APPL-671 234/GI 
IR Imagining with Surface Wave Readout. 


PAT-APPL-671 234/GI 
76-19 17E PC A02/MF A01 
PAT-APPL-671 235/Gi 
Weapon Retention Device. 
PAT-APPL-671 235/GI 
76-19 16D PC AO2/MF AO1 
PAT-APPL-671 236/GI 


Pyranoquinoline Laser Dyes 
PAT-APPL-671 236/GI 76-19 7C PC A02/MF AO1 


PAT-APPL-671 525/GI 
Time Domain Filter for Recursive Type Signals. 
PAT-APPL-671 525/Gi 76-19 9E PC /MF AO1 
PAT-APPL-671 537/GI 
Hot Working of Titanium and Titanium Alloys. 
PAT-APPL-671 537/GI 
76-19 11F PC AQ2/MF AO1 
PAT-APPL-671 713/GI 
Apparatus for Producing High-Purity Water. 
PAT-APPL-671 713/GI 
76-17 14B PC AO3/MF AO1 
PAT-APPL-671 751/GI 
Method of Concentrating Liquids. 
PAT-APPL-671 751/G!I 76-18 6H PC AO2/MF A01 
PAT-APPL-671 752/GI 
Micro —. Apparatus and Method. 
PAT-APPL-671 752/Gi 76-14 7A PC AQ2/MF A01 
PAT-APPL-671 902/GI 


Large, Nonplanar Poly(Methy! Methacrylate) Pre- 
holographic Element. 
PAT-APPL-671 902/GI 

76-19 20F PC AO02/MF AO1 


PAT-APPL-672 107/GI 
Carrier-Compatible Chirp-Z Transform Device 
PAT-APPL-672 107/G! 76-21 9€ PC A03/MF A01 
PAT-APPL-672 195/GI 
An Acousto-Optic Q-Switch. 
PAT-APPL-672 195/GI 
6-20 20F PC AQ2/MF A01 


PAT-APPL-672 209/GI 
A Cervix-to-Rectum Measuring Device in a Radia- 
tion Applicator for Use in the Treatment of Cervical 
Cancer. 
PAT-APPL-672 209/Gi 76-17 6L PC A0O2/MF Aol 
PAT-APPL-672 210/Gi 


Fuel Combustor. 
PAT-APPL-672 210/GI 
76-15 21E PC A0Q2/MF A01 


PAT-APPL-672 219/GI 


Circumferential Shaft Seal. 
PAT-APPL-672 219/GI 
76-15 11A PC AO2/MF AO1 


PAT-APPL-672 220/Gi 
Closed Loop Spray Cooling Apparatus. 


PAT-APPL-672 220/GI 
76-15 20G PC AO2/MF A01 
PAT-APPL-672 221/GI 
Two Dimensional Wedge/Transiating Shroud Noz- 
PAT-APPL-672 221/GI 
PAT-APPL-672 222/GI 
Counter Pumping - in Excluder and Separator. 


PAT-APPL-672 222/G 
76-15 21E PC AO2/MF AO1 


76-17 21E PC A02 


PAT-APPL-672 223/GI 
Tread Drum for Animals. 
PAT-APPL-672 223/GI 
76-15 14B PC AOQ2/MF A0O1 
PAT-APPL-672 579/GI 
In-Situ Lapping Apparatus for Gate Valves. 
PAT-APPL-672 579/GI 
76-21 13K PC AO2/MF A01 
PAT-APPL-672 695/GI 
Thermal Shock and Erosion Resistant Tantalum 
Carbide Ceramic Material. 
PAT-APPL-672 695/GI 
76-18 11D PC AOQ2/MF AO1 
PAT-APPL-672 815/GI 


Manufacture of Glass-to-Metal Seals Wherein the 
Cleanliness of the Process Is Enhanced and the 
Leak Resistance of the Resulting Seal Is Maximized 
PAT-APPL-672 815/G 
76-16 11A PC AO2/MF AO1 
PAT-APPL-672 901/Gi 
Mine Ventilating Control Device. 
PAT-APPL-672 901/Gi 76-16 8! PC A0O2/MF A01 
PAT-APPL-673 180/GI 
Acousto-Optical Transducer. 
PAT-APPL-673 180/GI 
76-20 14B PC A02/MF A01 
PAT-APPL-673 223/Gi 
Method and Apparatus for Semiconductor Profiling 
Using an Optical Pro 
PAT-APPL-673 223/GI 76-16 9A PC A02/MF AO1 
PAT-APPL-673 230/GI 


Parallel to Serial Digital Converter. 
PAT-APPL-673 230/G!I 76-20 9B PC A02/MF A01 


PAT-APPL-673 339/Gi 
Method for Making Beam Leads for Ceramic Sub- 


strates. 
PAT-APPL-673 339/G! 76-20 9A PC A0Q2/MF A01 
PAT-APPL-673 494/GI 
Event Stacker and Display Device. 
PAT-APPL-673 494/GI 
76-26 14C PC A02/MF AO1 
PAT-APPL-673 558/Gi 
Electro-Optical Speed Transducer. 
PAT-APPL-673 558/G 
‘76-16 14B PC A03/MF A01 
PAT-APPL-673 830/GI 
Data Acquisition and Transfer System. 
PAT-APPL-673 830/GI 
76-20 17B PC AO02/MF AO1 
PAT-APPL-674 020/G! 


Method for Improving Metal Combustion in Solid 
Rocket Propellants. 
PAT-APPL-674 020/GI 
76-19 211 PC AO2/MF A01 
PAT-APPL-674 021/GI 


Film Slewing Device io Drum Type Contact Printer. 


PAT-APPL-674 021/ 
oe. 19 14E PC AO2/MF AO1 
PAT-APPL-674 022/Gi 
Variable Area Combustor. 
PAT-APPL-674 022/Gi 
76-19 21e PC A02/MF AO1 
PAT-APPL-674 025/GI 


Programmable Data Terming} Set. 
PAT-APPL-674 025/GI : 
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76-20 17B PC A06/MF A01 


PAT-APPL-674 194/GI 


Graphite Reinforced Bone Cem 
PAT-APPL-674 194/GI 76-22 6 PC A02/MF A01 


PAT-APPL-674 195/GI 
Optical Scanner. 
PAT-APPL-674 195/GI 
76-18 20F PC A02/MF AO1 


PAT-APPL-674 340/GI 
Splash Groove Fuel Injector. 
PAT-APPL-674 340/GI 
76-17 21E PC A02/MF A01 
PAT-APPL-674 356/Gi 
Memory Wire and Synchronous Plating Techniques 


Therefore. 

PAT-APPL-674 356/G!I 76-23 9B PC A02/MF A01 
PAT-APPL-674 700/Gi 

Oil and Fat Absorbing Polymers 

PAT-APPL-674 700/GI 7622 1 7C PC A02/MF A01 
PAT-APPL-674 716/GI 


Adaptive Direction of Arrival Antennae System. 
PAT-APPL-674 716/GI 
76-21 17C PC AO3/MF AO1 


PAT-APPL-674 999/Gi 


Determination of Thermal impedances of Bonding 
Layers in Infrared Photoconductors. 
PAT-APPL-674 999/GI 

76-20 17E PC A02/MF A01 


PAT-APPL-675 104/Gi 


Protectant for Wood. 
PAT-APPL-675 104/GI 
76-18 11L PC AO2/MF A01 


PAT-APPL-675 105/GI 


Ready-to-Eat Potato Products. 
PAT-APPL-675 105/G!i 76-18 6H PC A02/MF A01 


PAT-APPL-675 434/GI 
Meter Box Assem bly. 
PAT-APPL-675 434/GI 
76-19 148 PC A02/MF A01 


PAT-APPL-675 435/GI 


Digital Correlator Using Compilation. 
PAT-APPL-675 435/G! 76-19 9B PC A0Q2/MF A01 


PAT-APPL-675 675/Gi 
Programming Valve for Modulated Pressure Control 
Systems. 
PAT-APPL-675 675/GI 
6-19 13G PC A02/MF AO1 
PAT-APPL-675 676/Gi 


Method of Obtaining a D(Log E) Curve. 
PAT-APPL-675 676/GI 
76-19 14E PC AO2/MF A01 


PAT-APPL-675 677/Gi 
Lo pe ae ed Aromatic Ortho Diamines and 


PAT-APPL-675 67 
PAT APPL-6 5 677/GI 76-19 7C PC A02/MF A01 
PAT-APPL-675 678/GI 


Self-Contained Power Subsystem. 
PAT-APPL-675 678/GI 
76-19 16C PC A02/MF A01 


PAT-APPL-676 018/GI 


Projectile Power Generator. 
PAT-APPL-676 018/GI 
76-20 10B PC A02/MF AO1 


PAT-APPL-676 351/GI 
tw aay a Spectrometer with Means for Sta- 
wo *. Sample Surtace Potential. 
PAT L-676 351/G 
‘16-22 148 PC AO02/MF A0O1 
PAT-APPL-676 432/GI 


Atomic Hydrogen Storage Method and Apparatus. 
PAT-APPL-676 432/GI 
76-17 21D PC A02/MF AO1 


PAT-APPL-676 433/GI 


Corneal Seal Device. 
PAT-APPL-676 433/Gi 76-17 61 PC A02/MF A01 
PAT-APPL-676 948/Gi 
Process 4 Sumultaneously Fliameproofing and 
Shrin Wool. 
PAT- ot 948/GI 

76-18 11E PC A02/MF A01 
PAT-APPL-676 949/GI 


unproved Cavenegenis Substrate for Determination 


of Amylase Act 
PAT-APPL-676 ‘948/61 76-15 6A PC A02/MF AO1 
PAT-APPL-676 957/GI 


Notch Filter. 
PAT-APPL-676 957/GI 76-17 9E PC A02/MF AO1 


PAT-APPL-676 958/GI 


Locking Mechanism for Orthopedic Braces 
PAT-APPL-676 958/GI 76-17 6L PC AO2 


PAT-APPL-677 182/G! 
A Method for Closing Elastomeric Tubes in the 
Walls of Fluid-Filled Vessels. 
PAT-APPL-677 182/GI 
76-20 11A PC AO02/MF A01 
PAT-APPL-677 191/GI 


An Electronically Variable Surface Acoustic Wave 
Phase Shifter 
PAT-APPL-677 191/Gi 76-20 9E PC AO2/MF A01 


PAT-APPL-677 198/GI 


Gas Laser Starting. 
PAT-APPL-677 198/Gi 
76-20 20E PC A02/MF A01 


PAT-APPL-677 351/GI 
Direct Reading Inductance Meter. 
PAT-APPL-677 351/GI 
76-22 14B PC AO2/MF AO1 
PAT-APPL-677 352/Gi 


Remote Sensing of Vegetation and Soil Using 
Microwave Ellipsometry. 
PAT-APPL-677 352/GI 

76-18 148 PC A02/MF AO1 


PAT-APPL-677 353/GI 


Improved Tissue Macerating Instrument. 
PAT-APPL-677 353/G!i 76-18 6 PC A02/MF A01 


PAT-APPL-677 589/GI 
Method of Hermetically Sealing Semiconductor 


Devices. 
PAT-APPL-677 589/G! 76-19 9A PC A02/MF AO1 
PAT-APPL-677 944/GI 


A Digital Flow Control System. 
PAT-APPL-677 944/GI 
76-23 21E PC A02/MF AO1 


PAT-APPL-678 264/GI 
improved Metal Vapor Laser Tube. 


PAT-APPL-678 264/GI 
76-20 20E PC AO02/MF A01 
PAT-APPL-678 321/GI 
ery of Determining lonospheric Reflection 


Height 

PAT-APPL-678 321/GI 76-20 4A PC A02/MF A01 
PAT-APPL-678 322/GI 

ee Mounting Tension Tie System. 


AT-APPL-678 322/G 
6-20 21E PC A02/MF A01 
PAT-APPL-678 323/GI 


Vapor —— Control System for Vapor 
Diazo Processo 
PAT-APPL-678. 323/GI 

76-20 14E PC A02/MF AO1 


PAT-APPL-678 324/GI 


Thermally Stable, Hi ee Fused imide Ay itions. 
PAT-APPL-678 324/GI 7C¢ /MF AO1 


eee 325/GI 


ere Substituted Aromatic Diamines. 
PAT. PPL-678 325/Gi 76-20 7C PC A02/MF A01 


PAT-APPL-678 516/GI 


Metallic y ova Spatial Filter for Directional Beam 
Forming Antenn 
PAT-APPL-678 516/GI 76-20 9E PC A02/MF A01 


PAT-APPL-678 517/GI 


Tapered Crystal for Laser Modulator. 
PAT-APPL-678 517/GI 
20F PC A02/MF A01 


PAT-APPL-678 520/Gi 
Molded Composite Pyrogen igniter for Rocket Mo- 
tors. 
PAT-APPL-678 520/GI 
76-25 21H PC AO3/MF A01 
PAT-APPL-678 572/Gi 
Soluble Binders for Plastic Bonded Explosives and 
ee 
PAT-APPL-678 572/GI 
76-20 119A PC AO02/MF AO1 
PAT-APPL-678 813/GIi 


Cubic Interieaver. 
PAT-APPL-678 81 3/GI 
76-18 20F PC AO3/MF AO1 


PAT-APPL-679 127/GI 
Silent Self-Controlled Orificial Restrictor. 
1 


PAT-APPL-679 127/G 
6-20 13J PC A02/MF AO1 
PAT-APPL-679 253/GI 


Random Action Event Switching Method and Ap- 
paratus for a Multiple input Data Processing 


System 
PAT-APPL-679 253/G! 76-20 9B PC A02/MF AO1 








PAT-APPL-681 317/GI 


PAT-APPL-679 267/GI 


Supersonic Spark Gap Switch. 
PAT-APPL-679 267/Gi 76-20 9A PC A02/MF A01 


PAT-APPL-679 268/Gi 


Acoustic Surface Wave Bubble Switch. 
PAT-APPL-679 268/G! 76-20 9A PC A02/MF AO1 


PAT-APPL-679-310/GI 
Fiber Optics a and Polishing Disc. 
1 


PAT-APPL-679-310/ 
76-20 11K PC A02/MF A01 
PAT-APPL-679 410/GI 
Aircraft Conveyor Load Redistribution System. 
PAT-APPL-679 410/G! 76-20 18 PC AQ2/MF AO1 
PAT-APPL-679 629/GI 
Amplifier for Fiber Optics Application. 
PAT-APPL-679 629/Gi 76-21 9E PC A02/MF A01 
PAT-APPL-680 013/GI 
Fluid Fill or Bleed Apparatus. 
PAT-APPL-680 013/GI 
76-22 13) PC AO2/MF A0O1 
PAT-APPL-680 052/GI 
The Reaction Product of lsopropeny! Stearate with 
Diethyimalonate or Methy! Stearate and the Cata- 
zed Production Thereof. 
ATENT-3 567 748 76-09 7C Not available NTIS 
PAT-APPL-680 053/GI 
Process for Preparation of Hexadecylketene. 
PATENT-3 535 383 76-09 7C Not available NTIS 
PAT-APPL-680 643/GI 
Method of Removing Corn from the Cob. 
PAT-APPL-680 643/G!i 76-18 6H PC A02/MF A01 
PAT-APPL-680 705/G! 
Uterine Caliper and Depth Gauge. 
PAT-APPL-680 705/Gi 76-19 61 PC AOQ2/MF A01 
PAT-APPL-680 840/GI 
Satellite Up Link Diversity Switch. 
PAT-APPL-680 840/GI 
76-22 17B PC A02/MF A01 
PAT-APPL-680 938/G! 
Gregorian All-Refiective Optical System. 
PAT-APPL-680 938/GI 
76-18 20F PC A02/MF AO1 
PAT-APPL-680 939/Gi 
Portable, Linear-Focused Solar Thermal Energy 
Collecting System. 
PAT-APPL-680 939/GI 
76-22 10A PC AO2/MF AO1 
PAT-APPL-680 944/GI 
Constant Current Base-Drive Circuit. 
PAT-APPL-680 944/G!i 76-22 9E& PC A02/MF A01 
PAT-APPL-680 957/GI 
Opto-Mechanical Subsystem with Temperature 
Compensation bh isothermal Design. 
PAT-APPL-680 957/G 
76-18 20E PC AO02/MF A01 
PAT-APPL-680 958/Gi 
Magnifying Image intensifier. 
PAT-APPL-680 958/G! 76-18 9A PC A02/MF A01 
PAT-APPL-681 000/GI 
Flexible Pile Thermal Barrier Seal. 
PAT-APPL-681 000/GI 
76-18 11A PC AQ2/MF A01 
PAT-APPL-681 001/Gi 
Optical Alignment Device 
PAT-APPL-681 001/GI 
PAT-APPL-681 017/GI 
Three-Dimensional Tracking Solar Energy Concen- 
trator and Method for Making Same. 
PAT-APPL-681 017/GI 
10A PC AO2/MF A01 


76-17 20F PC A02 


PAT-APPL-681 018/G! 


Two-Dimensional Drawing Board Manikin. 
PAT-APPL-681 018/Gi 76-22 SE PC A02/MF A01 


PAT-APPL-681 084/Gi 


Digitally Tuned Parametric Amplifier. 
PAT-APPL-681 084/G! 76-22 9E PC A02/MF A01 


PAT-APPL-681 087/Gi 


Electrical Conducting Phthalonitrile Polymers. 
PAT-APPL-681 087/Gi 76-22 7C PC AOQ2/MF A01 


PAT-APPL-681 096/Gi 
A Solar Energy Collection System. 
96/GI 


PAT-APPL-681 0 
76-22 10A PC A02/MF A01 
PAT-APPL-681 317/Gi 


Mid-Pulse Detector. 
PAT-APPL-681 317/G! 76-22 9E PC A02/MF A0O1 
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PAT-APPL-681 665/GI 


Solid State Step Transmitter. 
PAT-APPL-681 665/Gi 76-20 9E PC A02/MF A01 


PAT-APPL-681 871/Gi 


Lubricant Composition 
PAT-APPL-681 eTuGl. 
76-22 11H PC AO2/MF A01 


PAT-APPL-681 962/Gi 
Process for the Production and Germination of En- 


tomophthora Resting Spores. 
PAT-APPL-681 962/G!I 76-26 6F PC A02/MF A01 
PAT-APPL-681 964/Gi 


Capacitance Transducer for the Measurement of 
Bending strane at Elevated Temperatures. 
PAT-APPL-681 964/Gi 

76-20 14B PC A02/MF AO1 
PAT-APPL-682 010/Gi 


Serial to Parallel Converter. 
PAT-APPL-682 010/GI 
76-26 178 PC A02/MF AO1 
PAT-APPL-682 069/Gi 


Method of Removing Wax Moth Larvae from in- 
fested Enclosures. 
PAT-APPL-682 069/G! 76-18 6F PC A02/MF A01 


PAT-APPL-682 416/GI 


Vortex Generator Controlling the Dispersion of Ef- 

fluents in a Flowing Liquid. 

PAT-APPL-682 416/GI 
76-18 20D PC A02/MF AO1 


PAT-APPL-682 435/GI 


Method of Treating the Surface of a Glass Member. 
PAT-APPL-682 435/GI 
76-18 118 PC A02/MF AO1 


PAT-APPL-682 693/GI 


Bending and Cutting Tool. 
PAT-APPL-682 693/GI 
76-22 131 PC AOQ2/MF AO1 


PAT-APPL-682 815/GI 
Self Developing Camera for Use in Macrophotog- 
raphy and Endoscopic bore 
PAT-APPL-682 815/Gi 76-26 61. PC A02/MF A01 
PAT-APPL-683 996/GI 
Mechanical-Chemical Linkage Between Polymer 
Layers. 
PAT-APPL-683 996/GI 
76-23 211 PC AOQ2/MF A01 
PAT-APPL-683 997/Gi 
A Non-Tumbling Limit Stop Providing a Mechanical 
PAT-APPL-683 997/GI 
76-23 17G PC A02/MF A01 
PAT-APPL-684 045/Gi 
Reduction of Nitric Oxide Emissions from a Com- 
bustor. 
PAT-APPL-684 045/GI 
76-18 21E PC AOQ2/MF A0O1 
PAT-APPL-684 429/Gi 
Fluidic Oscillating Jet for High Frequency Gust Tun- 
nel. 
PAT-APPL-684 429/GI 
76-22 148 PC A02/MF A0O1 
PAT-APPL-684 506/GI 


Redundant Oscillator for Clocking Signal Source. 

PAT-APPL-684 506/Gi 76-22 9 C A02/MF A0O1 
PAT-APPL-684 807/Gi 

Plasma Cleaning Device. 


PAT-APPL-684 807/Gi 
76-18 20! PC A02/MF A01 


PAT-APPL-684 809/Gi 
Method and Apparatus for Automatic Load Sharing 


P . 
PAT_APPL-684 809/G!i 76-22 9C PC A02/MF A01 
personnes 810/GI 
and Apparatus of Produc- 


ectrets. 
ng Ua 004 10/0! 76-18 9A PC AO02/MF A01 
PAT-APPL-685 027/GI 
A Process of Forming Catalytic Surfaces for Oxida- 


tion Reactions. 
PAT-APPL-685 027/G! 76-18 7A PC A02/MF A01 
PAT-APPL-685 210/GI_ 
Jet “oy Tail Pipe Flow Deflector. 
PAT- -~685 210/Gi 
76-22 21E PC A02/MF AO1 
PAT-APPL-685 247/GIi 
Vortex Fiow Particle Accelerator. 
PAT-APPL-685 247/Gi 
76-22 20G PC E03/MF A011 
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PAT-APPL-685 841/Gi 


Method for — Fabrication of Gallium Arsenide 
Semiconductor Devices. 
PAT-APPL-685 841/Gi 76-22 9A PC AO02/MF AO1 


PAT-APPL-685 877/Gi 


Material for Magnetic Bubble —— 
PAT-APPL-685 877/GI 76-22 


PAT-APPL-685 964/Gi 
Protective Paint for  gpeeners Underwater. 


PAT-APPL-685 964/ 
© 16-22 11C PC AOQ2/MF A01 


PC A0Q2/MF A01 


PAT-APPL-686 331/Gi 
Hybrid Holographic Non-Destructuve Test System. 
331/GI 


PAT-APPL 
76-19 14B PC A02/MF A01 
PAT-APPL-686 423/Gi 
Continuous Mechanized Harvesting of Horticultural 


rops. 
PAT-APPL-686 423/G! 76-22 2C PC A0Q2/MF A01 
PAT-APPL-686 424/Gi 


enone | and Spray Apparatus for Horticultural Ap- 
AT-APPL-686 424/GI 76-22 2C PC A02/MF AO1 


PAT-APPL-686 449/Gi 
Thermal Barrier come System. 


PAT-APPL-686 44 
76-18 11C PC A02/MF A01 
ip ne 855/GI 


Multif Array Using Common Phaso 

PAT-A 855/G! 76-23 9E PC A02/MF A01 
raT-APPL-s7 283/GI 

Ejector R 


PAT APPL es7 283/GI 
76-22 19E PC A03/MF A01 
PAT-APPL-687 264/Gi 
a and Apparatus for Tracing Electrical Ca- 
PAT-APPL-687 284/GI 
76-25 14B PC AO02/MF A01 
PAT-APPL-687 285/Gi 
Digital Lock- orn Frequency Offset Correction and 


Display Appa 
PAT-APPL-687 2858/6! 76-22 9E PC A02/MF A01 


PAT-APPL-687 510/GI 


Adhesive Guard Hair Removal. 
PATENT-3 950 969 
76-15 11G Not available NTIS 


PAT-APPL-687 581/GI 
Self Synchronizing Convolver System. 
PAT-APPL-687 581/Gi 76-22 PC A02/MF A01 
PAT-APPL-687 822/GI 
Multi-Cell Battery Protection System. 
PAT-APPL-687 822/GI 
76-18 10C PC A02/MF A01 
PAT-APPL-688 515/GI 
Dosimeter for Oxides of Nitrogen. 
PAT-APPL-688 515/GI 
76-20 14B PC A02/MF A01 
PAT-APPL-688 657/GI 


eee Method for Measuring lon Concentration 
PAT_APPL688 657/GI 
76-20 148 PC AO2/MF AO1 


PAT-APPL-688 659/GI 
Method for Rapid Sedimentation of Fine Particles 
from Suspensions. 
PAT-APPL-688 659/GI 
76-20 138 PC A02/MF A01 
PAT-APPL-688 852/Gi 


Rf Beam Center Location Method and Apparatus for 
Power Transmission System. 
PAT-APPL-688 852/G! 76-22 9C PC AOQ2/MF A0O1 


PAT-APPL-688 853/GI 


Method of inhibiting Maillard Reaction Browning in 
Food Products 
PAT-APPL-688 853/G! 76-22 6H PC A02/MF A01 


PAT-APPL-688 854/Gi 
C08 and Me Device for Scrubbing Breathable Air of 
d Moisture Without Special Heat Exchanger 
Equipment. 
PAT-APPL-688 854/G!I 76-22 6K PC A0Q2/MF A01 
PAT-APPL-688 855/Gi 
a Device for Scrubbing Breathable Air of 
CO2 and Moisture Without Special Heat Exchanger 
Equipment. 
PAT-APPL-688 855/G! 76-22 6K PC A02/MF A01 
PAT-APPL-688 656 /Gi 


A Condition Sensor System and Method 
PAT-APPL-688 856/Gi 76-22 68 PC A02/MF AO1 


PAT-APPL-688 879/GI 
Extreme Temperature Thermal Control Coating. 
PAT-APPL-688 879/GI 

76-22 11C PC AO2/MF A01 
ge omy 015/GI 
Micro 
PAT-APPL-689 015/GI 
76-23 20F PC A02/MF A01 

PAT-APPL-689 417/GI 
Low Loss Tuneable Filter 
PAT-APPL-689 417/GI 76-22 9E PC A02/MF A0O1 

PAT-APPL-689 692/GI 


Toxic Gas Control for RF Absorber Fires. 
PAT-APPL-689 692/GI 
13L PC AO2/MF A0O1 


PAT-APPL-689 757/Gi 
A Submicron 4-4 Detector. 


PAT-APPL-689 757/ 
76-20 13L PC AO2/MF A01 
PAT-APPL-689 891/Gi 
Scuttling Valve. 
PAT-APPL-689 891/GI 
76-23 13K PC A02/MF A01 
PAT-APPL-689 895/Gi 
internal Calibration System. 
PAT-APPL-689 895/GI 
76-22 171 PC AO3/MF A0O1 
PAT-APPL-690 361/Gi 
intermediates for Total Steroid Synthesis from the 
Condensation Product of Di 
and Glyoxal Useful as Precursors for the Total 
Synthesis of Steroids. 
PAT-APPL-690 361/GI 76-20 7C PC A02/MF AO1 
PAT-APPL-690 699/Gi 
Acoustic Surface Wave Device 
PAT-APPL-690 699/GI 76-23 9E PC A02/MF A01 
PAT-APPL-690 702/GI 
Method and Means of Generating Gravity Waves. 
PATENT-3 903 798 
76-14 15G Not available NTIS 
PAT-APPL-690 815/GI 
A Sampling Video Compression System. 
PAT-APPL-690 815/GI 
76-19 17B PC AO2/MF A01 





PAT-APPL-690 816/GI 


Fluid Vaive Assembly. 
PAT-APPL-690 816/GI 
7 13K PC A02/MF AO1 


PAT-APPL-691 046/GI 
Pseudo-Backscatter Laser Doppler Velocimeter Em- 
a. Antiparaliel Reflector in the Forward 
PAT-APPL-691 046/GI 
76-19 14B PC A02/MF A01 
PAT-APPL-691 122/GI 
Reducing Electrostatic Hazard of CO2 Fire Extin- 
a. 
AT-APPL-691 122/GI 
76-23 13 PC AQ2/MF A01 
PAT-APPL-691 162/GI 
Light Scattering Test Apparatus. 
PAT-APPL-691 162/GI 
76-25 14B PC A02/MF A0O1 
PAT-APPL-691 256/GI 
Real Time Refiectometer. 
PAT-APPL-691 256/GI 
76-22 20F PC A0Q2/MF A01 


ayy yeas nr 647/GI 


ic-Controlied Occlusive = Ss 
PAL PPL-691 647/G!I 76-25 


PAT-APPL-691 753/Gi 
A Connector for Coupling Multi-Filament Fiber 
Optic Cables. 
PAT-APPL-691 753/GI 
76-23 20F PC A02/MF A01 


Pe At A02/MF AO1 


PAT-APPL-692 413/Gi 
Extraction and Separation of a Preferentially Photo- 
Dissociated Molecular isotope into Positive and 
oa lons by Means of an Electric Field. 
AT-APPL-692 413/GI 
76-25 1868 PC A02/MF AO1 
PAT-APPL-692 414/Gi 
Unbalanced Quadriphase Demodulator. 
PAT-APPL-692 414/Gi 
76-22 17B PC A02/MF A01 
PAT-APPL-692 720/Gi 
eames for the Complete Dissbdiution of Mineral 
mples. 
PAT-APPL-692 720/GI 
76-25" 8G PC A02/MF A01 





eGR SET: 


ee ee ae 


LOTS 


a IR SAS 





SB gli 





git? bea ed 


oT eel ae 


ew 3 


_ 


‘ 
i 
t 


PAT-APPL-692 840/GI 
Non-Destructive Inspection of Composite and Adhe- 
sively Bonded Structures. 
PAT-APPL-692 840/GIi 
76-25 14B PC AO2/MF A0O1 
PAT-APPL-692 913/Gi 


Chromogenic Diagnostic Test for Niemann-Pick 
and rer cases 

Chromogenic Artificial Substrate for Use Therei 

PAT-APPL-692 913/Gi 76-21 6E PC ‘A02/MF Ao1 


PAT-APPL-692 915/Gi 


of 2 Aiea 4 : A bite ~ 


Phosphoryicho line-Hydroxide 
PAT-APPL-692 915/GI 76-22 7C PC A02/MF AO1 


PAT-APPL-693 074/Gi 
improved Low Cost Substrates for Polycrystalline 
Solar Cells. 
PAT-APPL-693 074/GI 
76-22 10B PC A03/MF A0O1 
PAT-APPL-693 592/GI 
Electric Discharge : Laser. 


PAT-APPL-693 592/G 
76-22 20E PC A02/MF A01 





PAT-APPL-693 808/GI 
Ferroelectric Crystals Having Tailored Domain Pat- 


terns. 
PAT-APPL-693 808/GI 
76-23 20L PC A03/MF A0O1 
PAT-APPL-694 396/GI 


Dialysis Solution Handling Device. 
PAT-APPL-694 396/GI 
76-20 14B PC AOQ2/MF AO1 


PAT-APPL-694 402/GI 


Schlieren System Employing Antiparaliel Reflector 
in the Forward Direction. 
PAT-APPL-694 402/GI 

76-22 14E PC A02/MF A01 


PAT-APPL-694 406/GI 
Method of Post-Process intensification of images 
on Photographic Films and Plates. 
PAT-APPL-6 406/GI 
76-22 14E PC A03/MF A01 
PAT-APPL-694 623/Gi 


Dual Resonance Bender Transducer. 
PAT-APPL-694 623/GI 
76-26 17A PC A02/MF A01 


PAT-APPL-695 171/Gi 
An Apparatus for Capping and Uncapping Con- 
tainers. 
PAT-APPL-695 171/GI 
76-19 131 PC A02/MF A01 
PAT-APPL-695 296/GI 


Ceramic Compositions. 
PAT-APPL-695 296/GI 
76-23 11B PC A02/MF A01 


PAT-APPL-695 298/GI 


Compact Three-Beam interferometer. 
PAT-APPL-695 298/GI 
76-23 20F PC A02/MF AO1 


PAT-APPL-695 614/Gi 
Self Laggning Monier for VLF Wave Propagation. 
614/GI 


PAT-APPL 
76-23 17G PC A02/MF A01 
PAT-APPL-696 238/GI 


Vinyl! Polymerization Initiator and Reduc 
PAT-APPL-696 238/Gi 76-23 7C PC KORE AOt 


PAT-APPL-696 341/GI 
Dual Pressure Sensing Safing and Arming 
hanism. 
PAT-APPL-696 341/GI 
76-26 19A PC A02/MF A01 
PAT-APPL-696 342/GI 
Probe System for Wind Tunnel Test Section. 
PAT-APPL-696 342/GI 
76-25 14B PC A02/MF AO1 
PAT-APPL-696 343/Gi 
N-Channel Deep Depletion Mode Semiconductor 


PAT-APPL-696 343/GI 76-25 9A PC A02/MF AO1 
PAT-APPL-696 344/GI 


intershaft Balance Weight. 
PAT-APPL-696 344/GI 
76-26 21E PC A02/MF A01 


PAT-APPL-696 345/GI 
Turbine Band Cooling System. 
PAT-APPL-696 345/Gi 
76-26 21E PC A02/MF A01 
PAT-APPL-696 963/GI 


Duct Pressure Actuated Nozzle. 
PAT-APPL-696 963/GI 


76-26 21E PC A02/MF A01 
PAT-APPL-696 989/GI 


Method of Preparing Zinc Orthotitanate Pigment. 
PAT-APPL-696 989/GI 
76-22 11C PC A02/MF A01 


PAT-APPL-697 174/Gi 


Methanol! Treated ow Sludge as an Agricul- 
tural Chemical Car 
PAT-APPL-697 174/61 76-22 2A PC A03/MF AO1 


PAT-APPL-697 514/Gi 


Parallel/Time-Shared Variable Time Delay Genera- 
tor with mmon Timing Control and Fast 


area A 
PAT-APPL-697 514/G! 76-23 9E PC A0Q2/MF A01 
PAT-APPL-698 632/GI 

Veterinary Ocular Ring Device for Sustained Drug 


Release. 
PAT-APPL-698 632/G! 76-22 2E PC A0Q2/MF A01 
PAT-APPL-698 646/GI 


Honeycomb-Laminate Composite Structure. 
PAT-APPL-698 646/GI 
6-22 11D PC AO3/MF AO1 


PAT-APPL-698 686/G! 

Powered Wheel Cha 

PAT-APPL-698 688/GI 76-23 6L PC AO2/MF A01 
PAT-APPL-698 689/Gi 

Synthesis of Dau qe Hydrochloride from a D- 

Mannose Starting Materia 

PAT-APPL-698 689/GI 76-24 7C PC A02/MF AO1 
PAT-APPL-698 984/Gi 

Low Power Frequen Modulated Hybrid Fiber 

Optic Data Acquisition System. 

PAT-APPL-698 984/GI 

76-26 20F PC AO2/MF A01 

PAT-APPL-698 988/Gi 


eee a Processing of Multiple Intensity-Modu- 

PAT-APPL-698 988/G!i 76-25 9E PC A02/MF A01 
PAT-APPL-698 989/Gi 

Tubular Plasma Display Seal Design. 

PAT-APPL-698 989/G! 76-25 9E PC A02/MF A01 
PAT-APPL-699 007/Gi 

Constant Altitude Auto Pilot Circuit. 

PAT-APPL-699 007/G!i 76-26 1D PC A02/MF A01 
PAT-APPL-699 012/Gi 

Field Effect Transistor and Method of Construction 


hereof. 
PAT-APPL-699 012/G! 76-22 9A PC A02/MF AO1 
PAT-APPL-699 202/GI 


Additive Composition for —— Dental Materials. 
PAT-APPL-699 202/G! 76-26 61 PC A02/MF A01 


PAT-APPL-699 757/GI 


System for Measuring Range to an Electromagnetic 
Radiation Source. 
PATENT-3 813 671 
76-02 14B Not available NTIS 
PAT-APPL-699 920/GI 


Acetoxymethyi Derivatives of Polyunsaturated Fatty 
Triglycerides as Primary Plasticizers for Polyvi- 
nylchloride. 
PAT-APPL-699 920/GI 
76-22 111 PC A03/MF A0O1 
PAT-APPL-699 929/Gi 


Vortex Sa ow td in Axial Flow Compressor. 
! 


PAT-APPL-699 929/G 
76-26 21E PC A02/MF A01 
PAT-APPL-699 996/Gi 
Ultrasonic Transd eons Calibration. 


PAT-APPL-699 996/G 
76-22 20A PC AO2/MF AO1 

PAT-APPL-700 279/Gi 

Composite for Improved Stripline Board Material. 

PAT-APPL-700 279/G!i 76-23 9A PC A0Q2/MF AO1 
PAT-APPL-700 354/Gi 

Preparation of Stearoy! Chioride 

PATENT-3 497 536 6-09 7c Not available NTIS 
PAT-APPL-700 673/GI 


A Method for Measuring Biaxial Stress in a Body 
Subjected to Stress Inducing Loads. 
PAT-APPL-700 673/GI 

76-22 13M PC A02/MF AO1 


PAT-APPL-700 683/GI 

An Electro Optic Binary Adder. 

PAT-APPL-700 683/Gi 76-23 9B PC A02/MF A01 
PAT-APPL-700 701/Gi 


Method of vs Apparatus for Manipulating Line 
Weight in an image. 
PAT-APPL-700 701/G! 76-25 8B PC A03/MF A01 





PAT-APPL-707 595/GI 


PAT-APPL-701 057/GI 
Lubricant Compositions. 


PAT-APPL-701 057/GIi 
76-22 11H PC AO2/MF AO1 
PAT-APPL-701 190/GI 
e Unilamellar Vesicles (LUV). 


PAP APPL: 701 190/GI 
76-22 60 PC A02/MF A01 
PAT-APPL-701 448/GI 
An Artificial L ee. a Mechanical Energy 
Storage Device for Hip D 2 
PAT-APPL-701 448/G!i 76-22 PC A02/MF A01 
PAT-APPL-701 467/GI 
Fiber Optic Cable Connector. 
PAT-APPL-701 467/GI 
20F PC A02/MF A01 
PAT-APPL-701 486/Gi 
Apparatus and Process for Preheating Main Boiler 
Superheater Headers. 
PAT-APPL-701 486/GI 
76-26 13A PC AO2/MF A0O1 
PAT-APPL-702 262/Gi 
Production of ae Monohydrate from Alu- 
minum Nitrate Solutio 
PAT-APPL-702 262/GI 76-24 7B PC AO2/MF AO1 
PAT-APPL-702 377/Gi 


Double-Layer Oxide Gate Insulators for Field-Effect 
Transistors. 
PAT-APPL-702 377/Gi 76-23 9A PC A0Q2/MF A01 


PAT-APPL-702 794/GI 
Camera. 
PAT-APPL-702 794/GI 
76-26 14E PC AOQ2/MF A011 
PAT-APPL-702 994/Gi 


Moving Target Indicator. 
PATENT-3 432 855 76-10 17! Not available NTIS 


PAT-APPL-703 038/GI 


Hig eh -y-d - —, 


Rate gh 155/GI 
Expanding Tool for Nondestructive inspection of 
Flexible Wire Rope. 
PAT-APPL-704 155/GI 
76-26 11F PC A02/MF AO1 


178 PC A02/MF A01 


PAT-APPL-704 687/GI 
Dialysis Regenerating System Using Automatic 
oe Control System and Controlled Uitrafiltra- 
PAT-APPL-704 687/G! 76-26 61 PC A02/MF A01 
PAT-APPL-705 230/Gi 


Wood impin ent Dryer. 
PAT-APPL- 230/GI 
76-24 11L PC A02/MF AO1 


PAT-APPL-705 489/GI 


Transient en Push-Pull 
Switching Amplif 
PAT-APPL-705 489/Gl 76-26 9E PC A02/MF A01 


PAT-APPL-706 103/GI 
Extraction of po from Sulfide Ores. 
/GI 


PAT-APPL-706 1 
76-25 11F PC A02/MF A01 


Circuit for 


PAT-APPL-706 424/Gi 
Heat Resistant Polymers of Oxidized Styryiphos- 
PAT APPL. 706 424/Gi 
76-25 111 PC AO3/MF AO1 
PAT-APPL-706 425/G! 
Power Factor Control System for AC Induction Mo- 


tors. 
PAT-APPL-706 425/G! 76-25 9C PC A02/MF A01 
PAT-APPL-706 750/GI 


Exposure Indicator. 
PATENT-3 924 130 
76-11 15C Not available NTIS 


PAT-APPL-706 980/Gi 


Method for Insolubilizing Enzymes on Chitosan. 
PAT-APPL-706 980/G!i 76-25 7C PC A02/MF A01 


PAT-APPL-707 124/GI 
Gels as Battery Separators for Soluble Electrode 
s. 
PAT-APPL-707 124/GI 
76-25 10C PC A02/MF A01 
PAT-APPL-707 125/Gi 


Tv Fatigue Crack Monitoring System. 
PAT-APPL-707 125/GI 
6-25 148 PC A02/MF AO1 


PAT-APPL-707 595/GI 
Sonar Broadband Constant Beamwidth Shading 
Netwo 


PATENT-3 852 707 








76-01 
PAT-APPL-707 759/Gi 
Display Enhancement Technique for Video Moving 
Trace Display. 
PAT-APPL-707 759/GI 
76-22 17B PC A02/MF A0O1 


17A_ Not available NTIS 


en tn 923/GI 
-. Angie Gating for Computer. 


76-12 17G Not available NTIS 
PAT-APPL-707 973/Gi 


Method for Producing Raney Type Catalyst. 
PAT-APPL-707 973/GI 
76-24 11F PC AOQ2/MF AO1 


Method of 
PATENT-3 ort 


PAT-APPL-708 658/Gi 

Process for Preparing Liquid Metal Electrical Con- 

tact Device. 

PAT-APPL-708 658/G! 76-25 9A PC A02/MF A0O1 
PAT-APPL-708 659/GI 

Liquid Metal Slip Ring. 

PAT-APPL-708 659/G! 76-25 9A PC A02/MF A01 
PAT-APPL-708 660/GI 

Direct Heating Surface Combustor. 

PAT-APPL-708 660/GI 

76-25 21E PC A02/MF A01 

PAT-APPL-708 771/GI 

Method of Producing Complex Aluminum Alloy 

Parts of High Temper, and Products Thereof. 

PAT-APPL-708 771/G 

76-25 11F PC AQ2/MF AO1 

PAT-APPL-708 792/Gi___ 

Highly Absorbent Polymeric Compositions Derived 

rom Flour 

PAT-APPL-708 792/G!i 76-24 7C PC A02/MF AO1 


PAT-APPL-708 795/GI 


Pressure Modulating Valve. 
PAT-APPL-708 795/GI 
76-25 13K PC AO2/MF AO1 
PAT-APPL-708 800/Gi 
Wrist Joint Assem bly. 
PAT-APPL-708 800/GI 
76-25 131 PC AOQ2/MF AO1 


PAT-APPL-708 804/Gi 
Process for the Preparation of Alkyi, Perfluoroalky! 
PATENT-3 531535 76-09 7C Not available NTIS 
PAT-APPL-708 951/GI 
P ic a Se Cross-Linkable Poly-N- 
PAT-APPL- 708 ‘Siar 76-25 7C PC AQ2/MF A01 
PAT-APPL-709 860/GI 


Non-Coherent Multi-Channel Optical Spectrum 
PATENT.3 883 803 
76-07 14B Not available NTIS 


PAT-APPL-709 990/Gi 
Production of Supported Raney-Type Catalysts by 
Reactive Diffusion. 
PAT-APPL-709 990/Gi 
76-24 11F PC AQ2/MF A01 
PAT-APPL-709 oem 


Massive Cata inserts. 

PAT-APPL-7 999/G! 76-24 7A PC AQ2/MF A0O1 
PAT-APPL-710 035/Gi 

Mechanica! Capacitor. 

PAT-APPL-710 035/GI 

76-26 10C PC A03/MF A01 

PAT-APPL-712 296/Gi 

insolubilization of Enzymes on Modified Phenolic 


Polymers. 
PAT-APPL-712 298/G! 76-24 7C PC A0Q2/MF AO1 
PAT-APPL-712 419/Gi 


Flow ration Detector 
PAT APPC Tis 419/GI 
76-25 
PAT-APPL-713 452/Gi 


Spectrally Selective Solar Absorbers. 
PAT-APPL-713 452/Gi 
76-25 10A -PC AQ2/MF AO1 


20D PC A02/MF A01 


PAT-APPL-713 906/GI 


Critical Coordination Tester. 
PAT-APPL-713 906/Gi 76-22 5/J PC AQ2/MF A01 
PAT-APPL-714 158/Gi 


Germanium Coated Microbridge and Method. 
PAT-APPL-714 158/G! 76-25 9E PC AQ2/MF A01 


PAT-APPL-714 229/GI 
Method of Peeling Fruits and Vegetables with Car- 
boxylic Acids. 

PAT-APPL-714 229/Gi 76-24 2A PC A02/MF A01 


AR-1 066 


PAT-APPL-714 269/GI 


Self-Cleaning Venting Orifice. 
PATENT-3 643 76-14 6H Not available NTIS 


PAT-APPL-714 631/GI 
Liquid Zone Electrophoresis Apparatus. 


PATENT-3 533 935 
76-13 14B Not available NTIS 
PAT-APPL-715 424/Gi 


Road-Runner Alcohol —y interlock System. 
PAT-APPL-715 424/GI 1 SJ PC AOQ2/MF AO1 


PAT-APPL-717 399/GI 
1,4,5,6-Tetrahydro-2-Acet its 


idine, Salts and 
Sates Addition es and Synthesis 


PATENT-3 725 425 76-07 7C Not available NTIS 
PAT-APPL-719 813/Gi 
pase ay ee Dially! Ether) Dilinoleate 
and its a and Lubricant Compositions. 
PATENT. 3 
76-09 11H Not available NTIS 
PAT-APPL-720 438/Gi 
Explosive Coupling Assembly. 
PATENT-3 855 789 
76-03 21E Not available NTIS 
PAT-APPL-721 644/GI 
Vaccine for Foot and Mouth Disease. 
PAT-APPL-721 644/GI 





76-26 6M PC A02/MF A01 


PAT-APPL-723 051/GI 
Apparatus for Combining a Gas Chromatograph 
with a Spe and Other Devices 
by Means of a Flowing L Liquid tetorince. 
PATENT-3 506 824 





14B Not available NTIS 
PAT-APPL-723 304/Gi 


Preparation of Stearoy! Fluoride. 
PATENT-3 549 675 76-09 7C 


PAT-APPL-727 539/GI 


Target Raising Mechanism. 
PATENT-3 515 388 
7 


Not available NTIS 


19F Not available NTIS 
PAT-APPL-729 142/Gi 


Lithium-Chiorine Battery Design. 
PATENT-3 909 297 
76-11 108 


PAT-APPL-729 602/GI 
Angie Measuring Photoelectric Transducer with 
Two Photocells and Electroluminescent Source of 
PATENT- 3 502 894 
76-10 
PAT-APPL-739 305/Gi 
ame Nonmagnetic Austenitic Manganese 


Stee 
PATENT- 3 574 605 
7 


Not available NTIS 


14B Not available NTIS 


6-11 11F Not available NTIS 
PAT-APPL-740 815/GI 


Sonar Reverberation Simulation. 
PATENT-3 936 958 
76-26 117A 


PAT-APPL-742 975/GI 


Attachment Device. 
PATENT-3 891 466 
76-08 


Not available NTIS 


13E Not available NTIS 
PAT-APPL-748 589/Gi 
Polyfluoroepoxides and Epoxy Resins Containing 
Fluorine on the Aromatic Carbon Structure and 
Process. 
PATENT-3 549 591 76-26 7C Not available NTIS 
PAT-APPL-753 038/Gi 


Linear Shaped Charge Warhead. 
PATENT-3 934 511 
76-16 119A Not available NTIS 
PAT-APPL-753 221/GI 
Radar Target Simulator Using No Electrical Con- 
nection to ar. 
PATENT-3 898 662 


76-26 
PAT-APPL-755 891/GI 


Apparatus for Scanning Thin-Layer and Other Chro- 
matograms. 
PATENT 


17D Not available NTIS 


76-13 14B Not available NTIS 
PAT-APPL-761 2 /GI 
Propellant Gra 
PATENT-3 951 ‘072 76-22 211 
PAT-APPL-766 700/Gi 
Rocket Noise Generator. 


PATENT-3 903 988 
76-14 


Not available NTIS 


17A Not available NTIS 


PAT-APPL-766 952/Gi 
Method for imparting Hickory Smoke Color and 
Fiavor to Dried Yeast and Other Food Powders 
PATENT-3 615 728 76-09 6H Not available NTIS 
PAT-APPL-768 935/GI 
Filtered-Noise Jammer. 
PATENT-3 942 179 
76-21 
PAT-APPL-772 063/GI 


Method and Formulations for Producing Diffuse in- 
frared Reflection aeeng. 
PATENT-3 816 271 


17D Not available NTIS 


11C Not available NTIS 
PAT-APPL-772 070/GI 


Rocket Launcher. 
PATENT-3 916 759 
76-11 


PAT-APPL-777 169/GI 


Sulfur Containing Fatty Acid Derivatives and 
Process for the Preparation of Same. 
PATENT-3 567 747 76-09 7C Not available NTIS 


ie starch 166/GI 


ack Buoyancy System. 
ATENT-3 556 034 76-26 13J Not available NTIS 


mate 780 596/GI 


Attractant for Pink Bollworm Moths. 
PATENT-3 586 712 76-10 7C Not available NTIS 


PAT-APPL-780 614/Gi 


1-Azido-1,1-Dinitroalkanes, Useful as Propelian 
PATENT-3 883 377 76-07 7C Not available INTIS 


PAT-APPL-785 002/GI 
| ace yaar end dl epeneaes Polyurethane 


Ame t Composi 
PATENT-3 896 111 96-07 211 Not available NTIS 
PAT-APPL-788 651/GI 


insect Control Process with Synthetic Hormones 
PATENT-3 563 982 76-13 7C Not available NTIS 


PAT-APPL-789 459/Gi 

Device for Range Cut-Off by Frequency Selection in 

Multiple Modulation Fuzes. 

PATENT-3 913 103 

76-14 119A 
sno eta §03/GI 
uvency Radar. 

PA ENT. 898 657 76-06 17! 

PAT-APPL-791 537/GI 


Precise Pulse Repetition Frequency Measuring 
Device and vane Sorter. 
PATENT-3 940 768 
76-21 
PAT-APPL-797 816/GI 
rye System. 


Chaff 
PATENT-3 918 05 
17D Not available NTIS 


19G_ Not available NTIS 


Not available NTIS 


Not available NTIS 


17D Not available NTIS 


76-14 
a 328/Gi 
ital Merfory Area Correlation Tracker. 


PA ENT-3 943. 277 
76-21 17H Not available NTIS 
PAT-APPL-802 577/GI 
Autocorrelation Type Spectral Comparison Fuze 
System. 
PATENT-3 906 493 
76-11 
PAT-APPL-803 521/Gi 


Mass Focus Explosive Layered Bombiet. 
PATENT-3 970 005 
76-26 


PAT-APPL-810 037/GI 


16C Not available NTIS 


19B Not available NTIS 


Radar System. 
PATENT-3 947 847 76-21 17! 
PAT-APPL-812 731/GI 


Gaseous Flow Separator. 
PATENT-3 564 820 
» 76-06 


PAT-APPL-812 933/GI 


Tape Recording System for Radar 
PATENT-3 898 650 76-06 17! 


PAT-APPL-812 934/GI 


rv - hye ory Retention Time Extender. 
PATENT-3 898 633 76-06 171 Not available NTIS 


PAT-APPL-812 938/GI 


Memory Noise Canceler. 
PATENT-3 898 651 76-06 17! 


PAT-APPL-812 939/GI 


Not available NTIS 


13K Not available NTIS 


Not available NTIS 


Not available NTIS 


Acceleration and Velocity Matching LO Generator. 
PATENT-3 898658 7 171 -Not available NTIS 
PAT-APPL-822 693/GI 


Process for the Preparation 6f lsopropeny! Stearate. 







































76-13 7C Not available NTIS 


PATENT-3 666 781 


PAT-APPL-823 241/GI 
P nt Composition Containing Sentem and 
an Energetic Difluoramino Containing Binde 
PATENT-3 830 674 76-09 21! Not available NTIS 
PAT-APPL-824 669/GI 
Tin Plating Bath 1 ae Organic Compound. 


PATENT-3 585 1 
76-10 11C Not available NTIS 


PAT-APPL-827 164/GI 

Fluorinated Vinyl! Ethers and Use Thereof. 

PATENT-3 799 992 76-05 7C Not available NTIS 
PAT-APPL-827 699/GI 


Selective Detector for Fission Neutrons. 
PATENT-3 612 872 
18D Not available NTIS 


PAT-APPL-828 394/GI 
Radiation Hardened Sense Amplifier for Thin Film 


Memory Applications. 
PATENT-3 909739 76-05 9E Not available NTIS 
PAT-APPL-831 325/GI 


Fluid Flow Stripping and Plating System 
PATENT-3 933615 76-11 131 Not available NTIS 


PAT-APPL-833 243/GI 
Data ry ty Conversion System. 
PATENT- 659 76-06 17! Not available NTIS 
PAT-APPL-851 149/GI 
Meltable Plug Radiation Switch. 
PATENT-3 897 302 
76-07 
PAT-APPL-851 151/GI 
Radiation Detection System. 
PATENT-3 965 471 76-23 17! 
PAT-APPL-851 158/GI 
Rotatable Radar Antenna Feed and Receiver Horn. 
PATENT-3 938 157 76-20 17! Not available NTIS 
PAT-APPL-851 765/GI 


Organic Azides and Method of Preparation Thereof. 
PATENT-3 873579 76-07 7C Not available NTIS 


PAT-APPL-852 265/GI 


Fluid Angular Rate Sensor. 
PATENT-RE-28 621 
76-26 


PAT-APPL-853 505/Gi 
Process for the Preparation of Dianions and of 
Alpha-Substituted Carboxylic Acids and Their 
Deca ed Derivatives 
PATENT-3 652612 76-13 7C Not available NTIS 
ap 808/GI 


Dual Oscilla 
PATENT-3 a 550 76-16 171! 


aide son 
n Sign 
PATENT-3 aot 98 


PAT-APPL-862 641/Gi 


eels Pus Fuel er System. 


76-06 21H Not available NTIS 
PAT-APPL-863 391/Gi 


Fluid ular Rate Sensor. 
PATENT-RE-28 622 
76-26 


PAT-APPL-869 952/GI 


Method for Treating and improving the Properties 
of Proteinaceous Matter Comprising Reacting Hide 
Material with HCHO and a Malonic Acid. 
PATENT-3 557 078 
76-09 11G Not available NTIS 
PAT-APPL-870 514/GI 


Automatic Transfer Flask. 
PATENT-3 631 725 
76-10 


PAT-APPL-882 409/GI 
Fluidic a ging Position Device. 


PATENT-3 
76-16 19A Not available NTIS 
PAT-APPL-883 496/Gi 
Method of pupmnetiing Steiess Fuels. 
PATENT-3 766 7 18) Not available NTIS 
PAT-APPL-883 544/Gi 


Fractionation of Leafy Green Crops. 
PATENT-3 684520 76-04 2A Not available NTIS 


18D Not available NTIS 


Not available NTIS 


16D Not available NTIS 


Not available NTIS 


rocessor. 
"600 171 Not available NTIS 


16D Not available NTIS 


14B Not available NTIS 


PAT-APPL-884 727/G! 
Rhizobitoxine Post- - t Herbicide. 
PATENT-3 672 8 862 76-12 Not available NTIS 
PAT-APPL-886 606/GI 


Optical Receiver Assembly. 


PATENT-3 922 522 
76-16 
PAT-APPL-887 199/GI 


Deep Submergence Electrical Assembly. 
PATENT-3 621 447 76-26 9A _ Not available NTIS 


PAT-APPL-889 274/Gi 


Mechanical Soil Sample 
PATENT-3 625 296 r6-12 


PAT-APPR-437 568 
Pressure Check Apparatus for Electrical Connector 
Contacts. 

PATENT-3 879 997 
76-10 


17E Not available NTIS 


131 Not available NTIS 


148 Not available NTIS 
PAT-032.1-7604-M 
Reclassification Transfer Records. 
| 


PB-254 877/4G 
76-19 5B 16mm microfilm $18.00 or $26.00 
PAT-032.1-7608-M 


Reclassification Transfer Records. 


PB-255 770/0GI 
76-20 5B 16mm microfilm $14.00 or $20.00 
PAT-036.3-7606 
bya, A Assessment and Forecast. Sixth Report. 
/6G 76-19 5B PC AOS/MF A01 
PATENT-RE-28 
Visual Examination Apparatus. 
PATENT-RE-28 76-26 6L Not available NTIS 


PATENT-RE-28 621 
Fluid Angular Rate Sensor. 
PATENT-RE-28 621 
76-26 160 Not available NTIS 
PATENT-RE-28 622 
Fluid Angular Rate Sensor. 
PATENT-RE-28 622 
76-26 16D Not available NTIS 
PATENT-2 996 946 
Optical Device Including Gating Circuits, Adjustable 


in Time and Duration. 

PATENT-2 996 946 76-11 9E Not available NTIS 
PATENT-3 375 281 

Process for the Preparation of Stearone. 

PATENT-3 375 281 76-13 7C Not available NTIS 
PATENT-3 379 093 


Radiation Sample Celis. 
PATENT-3 379 093 

76-13 14B Not available NTIS 
PATENT-3 391 447 
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PATENT-3 391 447 
76-12 11C Not available NTIS 
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PATENT-3 392 660 76-13. 6H Not available NTIS 
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PATENT-3 393 214 76-08 7C Not available NTIS 
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ATENT-3 403 172 76-12 7C Not available NTIS 
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PATENT-3 149 76-12 7C Not available NTIS 
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PATENT-3 408 209 76-12 6H Not available NTIS 
PATENT-3 408 373 
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Process for Purifying Stearic Acid. 
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PATENT-3 463 851 76-13 7C Not available NTIS 
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PATENT-3 479 729 76-10 9A Not available NTIS 
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76-13 7C Not available NTIS 
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PATENT-3 485 868 76-13 7C Not available NTIS 
PATENT-3 492 403 
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PATENT-3 492 403 76-13 60 Not available NTIS 
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PATENT-3 497 536 76-09 7C Not available NTIS 
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PATENT-3 502 894 

76-10 148 Not available NTIS 
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Process for Lactulose. 
PATENT-3 505 309 76-18 7C Not available NTIS 
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76-05 19F Not available NTIS 
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PATENT-3 535 383 76-09 7C Not available NTIS 
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76-09 11H Not available NTIS 
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76-10 11C Not available NTIS 
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PATENT-3 586 712 76-10 7C Not available NTIS 
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76-08 11G Not available NTIS 
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PATENT-3 621 447 76-26 9A _ Not available NTIS 
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PATENT-3 631 725 


131 Not available NTIS 


76-10 148 Not available NTIS 
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PATENT-3 642 580 76-10 7C Not available NTIS 
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PATENT-3 694 234 76-09 6H Not available NTIS 
PATENT-3 694 856 
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PATENT-3 694 856 7 6H Not available NTIS 
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76-13 148 Not available NTIS 
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PATENT-3 701 792 He Not available NTIS 
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Process for Cleaning Wool. 
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76-04 11E Not available NTIS 
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PATENT-3 702358 76-13 6F Not available NTIS 
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PATENT-3 706 594 76-04 7C Not available NTIS 
PATENT-3 716 371 
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PATENT-3 716 371 76-13 roc Not available NTIS 
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Siloxane Polymers for Soil-Repelient and Soil- 
Release Textile Finishes. 
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Silo amnoee for Soil-Repelient and Soil- 


army Textile Finishes. 
PATENT-3 716518 76-04 7C Not available NTIS 
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AW ey n of Fluorinated Esters. 
PATENT-3 716 577 
76-07 11E Not available NTIS 


PATENT-3 718 740 


Animal Semen Preparations of increased Fertility. 
PATENT-3 718 740 76-26 2E Not available NTIS 
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PATENT-3 725 085 


Flavor Enhancement of Allium Products. 
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76-07 13K Not available NTIS 
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PATENT-3 725 425 76-07 7C Not available NTIS 
PATENT-3 725 442 


Co rs of Vinyl Monomers and Polyesters 
PATENT-3 725 442 76-07 7C Not available NTIS 
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PATENT-3 729323 76-05 6H Not available NTIS 
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11E Not available NTIS 
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Process for Peeling Potatoes. 

PATENT-3 759 160 76-05 6H Not available NTIS 
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PATENT-3 760 415 
76-12 13F Not available NTIS 


PATENT-3 761 717 
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PATENT-3 761717 76-05 6Q Not available NTIS 
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PATENT-3 761943 76-08 9E Not available NTIS 
PATENT-3 764 348 

Preservation of Peaches for Subsequent 


Processing. 

PATENT-3 764348 76-05 6H 
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Fluorinated Glycidy! Ethers and Use Thereof. 
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76-07 11E Not available NTIS 


Not available NTIS 
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Process of Producing Kynurenine. 
PATENT-3 766 261 76-07 6H 
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ation of insolubilized Enzy 
PATENT-3 767531 76-07 6A. 
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Process for Lubricating Leather. 
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76-09 11G Not available NTIS 


Not available NTIS 
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PATENT-3 770 452 
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Deamidized Gluten. 
6-07 6H Not available NTIS 
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PATENT-3 771351 76-05 6H Not available NTIS 
PATENT-3 772 039 
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ric Acid of 2- oe 
PATENT-3 772039 76-05 available NTIS 


PATENT-3 773 728 
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hydride. 
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76-07 11E Not available NTIS 
PATENT-3 773 799 
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-3773 799 76-10 7C Not available NTIS 
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Cinnamy! Phenols Useful as Antimicrobial Agents. 
PATENT-3 775 540 76-07 6H Not available NTIS 
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PATENT-3 775 541 76-05 6H Not available NTIS 
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PATENT-3 777017 76-09 7C Not available NTIS 
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PATENT-3 777037 76-07 6H Not available NTIS 
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PATENT-3 782 45 
76-15 13A Not available NTIS 
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PATENT-3 783 258 76-11 9B Not available NTIS 
PATENT-3 783 967 
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PATENT-3 783 967 


76-10 17A Not available NTIS 
PATENT-3 784 114 


Protein-Enriched Whey Fractions. 
PATENT-3 784114 76-10 6H 


PATENT-3 786 458 
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PATENT-3 786 458 
76-12 13F Not available NTIS 
PATENT-3 790 666 


CiS-3-Hexeny! Butyrate as an Attractant for Yellow 


Jackets. 

PATENT-3 790 666 76-10 6F Not available NTIS 
PATENT-3 792 066 

ae for the — of Acylated Unsaturated 


-Chain Com pounds 
PAT NT-3 792066 76-10 7C Not available NTIS 
PATENT-3 794 500 


Deactivation of Inner Core Enzymes by Retained 


Blanching Heat. 
PATENT-3 794500 76-05 6H Not available NTIS 
PATENT-3 795 318 
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PATENT-3 795318 76-08 61 Not available NTIS 
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Fluorinated Viny! Ethers and Use Thereof. 
PATENT-3 799992 76-05 7C Not available NTIS 
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Not available NTIS 
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76-13 20E Not available NTIS 
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76-08 14B Not available NTIS 
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76-22 21E Not available NTIS 
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\ . 
PATENT-3 809 772 76-10 6H Not available NTIS 
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76-04 17H Not available NTIS 
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PATENT-3 811099 76-04 9E Not available NTIS 
PATENT-3 811 106 

Underwater Low Frequency Sonic Communication. 


PATENT-3 811 106 
7 17B Not available NTIS 
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Method for Enhancing V3 Ga Thin Film Growth. 
PATENT-3 811 185 
7 20 Not available NTIS 


PATENT-3 811 204 
Programmable Laser Marksmanship Trainer. 


NT-3 811 204 
76-02 19F Not available NTIS 
PATENT-3 811 329 


Stabilized Platform. 
PATENT-3 811 329 

76-02 17G Not available NTIS 
PATENT-3 611 422 


Chemica! Heater Tube. 
PATENT-3 811422 76-09 7D Not available NTIS 


PATENT-3 811 648 


. Azimuth Readout System. 
PATENT-3 811 648 
76-05 148 Not available NTIS 


PATENT-3 811 967 
Highly Loaded Cast Polyurethane Propellants Con- 


taining Aluminum 
PATENT-3 811 967 76-05 21! Not available NTIS 
PATENT-3 812 274 


Process for oe Shaped Potato Products 
Containing Solely Freshly Cooked and Mashed 
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PATENT-3 812 274 76-05 6H Not available NTIS 


PATENT-3 812 456 


A Hydro-Acoustic Filter. 
PATENT-3 812 456 
76-02 20A Not available NHS 


PATENT-3 813 297 


Process for Making Potato Starch Without Waste. 
PATENT-3 813 297 76-10 6H Not available NTIS 


PATENT-3 813 534 
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PATENT-3 813 534 76-02 7D Not available NTIS 
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PATENT-3 813 599 
76-02 148 Not available NTIS 


PATENT-3 813 667 
Three-Phase Power Disturbance Monitor. 


PATENT-3 813 667 
76-02 148 Not available NTIS 
PATENT-3 813 670 
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PATENT-3 813670 76-09 17! Not available NTIS 


PATENT-3 813 671 
System for Measuring Range to an Electromagnetic 
Radiation Source. 
PATENT-3 813 671 
76-02 148 Not available NTIS 
PATENT-3 813 687 
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PATENT-3 813 687 
76-09 178 Not available NTIS 
PATENT-3 813 795 
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Lene | 
PATENT-3 813 795 
76-02 19F Not available NTIS 
PATENT-3 814 057 


Separator for ey ee Phototactic House Fly Lar- 


vae from Chic 
PATENT-3 814 057 76-09 oC Not available NTIS 
PATENT-3 814 578 
Treatment of Textiles with Glycidol-Modified Polyu- 


ret . 
PATENT-3 814 578 


76-06 11E Not available NTIS 
PATENT-3 815 407 


Resonance Tire inspection Method and Apparatus. 
PATENT-3 815 407 
76-09 14B Not available NTIS 


PATENT-3 815 413 


Anemometer Wind Direction Damping System. 
PATENT-3 815 413 76-02 48 Not available NTIS 
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Precisio 
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20F Not available NTIS 
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PATENT-3 815 eat” 
13G_ Not available NTIS 


PATENT-3 816 230 
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PATENT-3 816 230 
76-05 13D Not available NTIS 
PATENT-3 816 271 
Method and ony ee a for Producing Diffuse in- 


frared Refiectio 
PATENT-3 816 271 
76-05 11C Not available NTIS 
PATENT-3 816 735 
Multi-Channel Optical Correlator System. 


PATENT-3 816 735 
7 20F Not available NTIS 
PATENT-3 816 737 


Vector Summer Circuit Using Time Sharing. 
PATENT-3 816 737 76-05 9B Not available NTIS 


PATENT-3 817 109 
Materials ocx | 
PATENT-3 817 109 
76-05 14B Not available NTIS 
PATENT-3 817 200 


Ambient Pressure Powered Cable Cutter. 
PATENT-3 817 200 76-03 13! Not available NTIS 


PATENT-3 817 598 


Laser Beam Deflection System. 
PATENT-3 817 598 
20E Not available NTIS 


PATENT-3 817 701 
Treatment of Textiles. 
PATENT-3 817 701 
76-06 11E Not available NTIS 
PATENT-3 818 134 
~4 rey Teletypewriter Signals for 


Ay ic Circuits. 
PATENT a8. 134 76-05 9B Not available NTIS 
PATENT-3 818 378 


Phase Derivative Modulation Method and Ap- 


paratus. 
PATENT-3 818 378 
7 17B Not available NTIS 
PATENT-3 818 802 
Control Mechanism. 
PATENT-3 818 802 
76-01 13G Not available NTIS 


PATENT-3 818 958 

Self-Locking Holdback Cleat. 

PATENT-3 818 958 76-01 1C Not available NTIS 
PATENT-3 819 688 

Process for the Preparation of Peroxy Acids. 

PATENT-3 819 688 76-10 7C Not available NTIS 
PATENT-3 819 925 


Chemiluminescent Device 
PATENT-3 819 925 76-01 7D Not available NTIS 


PATENT-3 819 962 


Ballistic impact Detector. 
PATENT-3. 19 962 
76-01 19D Not available NTIS 
PATENT-3 820 031 
~ aoe and Apparatus for Decoding a Manchester 


PATENT-3 820031 76-01 9D Not available NTIS 
PATENT-3 820 391 


Sea Pressure Gauge. 
PATENT-3 820 391 
76-01 148 Not available NTIS 


PATENT-3 820 463 


un Grenade. 
PATENT-3 820 463 
76-01 19A Not available NTIS 


PATENT-3 620 953 


~~ for Measuring Liquid Particle Distribution 
from Fogs, Clouds, and 
PATENT-3 820 953 76-01 4A Not available NTIS 


PATENT-3 821 043 

Hydrazine Gel Composition. 

PATENT-3 821043 76-01 21! Not available NTIS 
PATENT-3 821 120 

ee eee a OMey ee 2 

Pyrotechnic Comp 

PATENT-3 821 120 

76-01 19A Not available NTIS 

PATENT-3 821 563 


Asynchronous Band-Pass Pulse Width Filter. 
PATENT-3 821 563 76-01 9E€ Not available NTIS 
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PATENT-3 821 648 
Automatic Noise ae indicator. 


PATENT-3 821 64 
76-01 148 Not available NTIS 
PATENT-3 821 669 
Fixed Frequency Solid Dielectric Fused Quartz 


PATENT-3 821 669 76-01 9A Not available NTIS 
PATENT-3 821 736 


Freq Diversity Pulse Doppler R 
PATENT-3 821736 76-01 17! oan available NTIS 


PATENT-3 823 127 
Nutritional tron-Protein Complexes from Waste Ef- 


fluents. 

PATENT-3 823 127 76-13 6H Not available NTIS 
PATENT-3 823 128 

Preparation of Edible Protein from Leafy Green 


Such as Alfalfa. 
PATENT-3 823 128 76-06 6H Not available NTIS 
PATENT-3 823 171 


Fluorinated Esters. 
PATENT-3 823 171 
76-06 11E Not available NTIS 


PATENT-3 824 319 
Arthropod Maturation inhibition Employing Certain 


Epoxy Compounds. 
PATENT.3 fo4 319 76-10 6F Not available NTIS 
PATENT-3 824 548 


Satellite Communications Link Monitor. 
PATENT-3 824 548 
76-01 17B Not available NTIS 


PATENT-3 824 562 


High Speed Random Access Memory Shift Register. 
PATENT-3 824 562 76-01 9B Not available NTIS 


PATENT-3 824 588 
Analog gamien Digital Converter Having Digital Offset 
PATENT-3 824 588 76-01 9B Not available NTIS 


PATENT-3 824 823 
Fuel Filter a ceca 


PATENT-3 824 82 
76-02 148 Not available NTIS 
PATENT-3 825 320 
High-Pressure Optical Bulkhead Penetrator. 
PATENT-3 825 320 76-02 13J Not available NTIS 


PATENT-3 625 ll 


Connector for Use in Capacitive Graded 
PATENT-3 825 670 76-02 9A Not ava NTIS 


PATENT-3 826 449 
inflation and Evacuation System for an Air Cushion 


PATENT-3 826 449 76-02 1E Not available NTIS 
PATENT-3 626 851 
Process for Enhancing Fresh Tomato Flavor in To- 
mato Products. 


PATENT.S 826 851 76-05 6H Not available NTIS 
PATENT-3 826 856 
Dihydrochaicone Xylosides and Their Use as 


Sweeten ts. 
PATENT-3 856 76-05 6H Not available NTIS 
PATENT-3 827 001 


Wide Band Series-Connected Equal Amplitude 
Power Divider 


PATENT-3 827 001 76-09 9A Not available NTIS 
PATENT-3 827 921 


Method of a a Composite Alloy. 
PATENT-3 827 921 
76-02 11F Not available NTIS 


PATENT-3 826 005 
Treatment of Textiles with Glycidol-Modified Polyu- 


rethanes. 

PATENT-3 828005 76-05 7C Not available NTIS 
PATENT-3 828 017 

Process for tsolating Proteins 

ee and Low Density Hy 

PATENT-3 828017 76-05 7A Not available NTIS 
PATENT-3 626 086 


Metallic Dibasic Fatty Soap Based Greases. 
PATENT-3 828 086 
76-09 11H Not available NTIS 


ra 


PATENT-3 828 067 
Siloxane Polymers for Soil-Repelient and Soil- 
Release Textile Finishes. 

PATENT-3 828 087 76-05 7C Not available NTIS 

PATENT-3 828 134 
Device for oe Pitch of an Audio Signal to im- 


prove intelligibility 
PATENT-3 828 134 


76-02 1768 Not available NTIS 
PATENT-3 828 143 


Piezoelectric End Capped Cylinder Assembly for 
Use to the Radial-Mode Resonance Frequency. 
PATENT-3 828 143 76-02 9A Not available NTIS 


PATENT-3 829 046 
Programmable, Reversible Orag, Multi-Stage 


Parachute. 
PATENT-3 829 046 76-02 1C Not available NTIS 
PATENT-3 = 146 


a A hute Disconnec 
PATENT-3 829 146 76-02 1c Not available NTIS 


PATENT-3 829 309 
Process for Smelting limenite to Produce Pig iron 
and py Slag. 
PATENT-3 829 309 
76-02 11F Not available NTIS 
PATENT-3 829 403 


Lightweight Ceramic Lens for Microwave Antenna. 
PATENT-3 829 403 76-02 9E Not available NTIS 


PATENT-3 829 582 
Method of imparting Fatty-Fried Flavor to Foods 
and Com ion. 


PATENT.S 829582 76-05 6H Not available NTIS 
PATENT-3 829 798 
Cascade Transversal-Filter Phase-Compensation 


Network. 
PATENT-3 829 798 76-09 9E Not available NTIS 
PATENT-3 829 839 


P interrupt System. 
PATENT-3 829 839 76-13 9B Not available NTIS 


PATENT-3 829 856 
ing Visual Signal. 
ATENT-3 829 
76-02 17B Not available NTIS 
PATENT-3 830 091 
Accelerometer Comparator. 
PATENT-3 830 091 
76-02 148 Not available NTIS 
ee 830 102 
h Veloc oy Ring Apparatus. 
PA ENT-3 
90-00 148 Not available NTIS 
PATENT-3 630 149 
System for Pasteurization. 
PATENT-3 630 149 76-05 6H Not available NTIS 
oe 830 178 
Ship with Hull Extensions. 
PATENTS 178 76-02 13/J Not available NTIS 
PATENT-3 830 190 
Variable Geometry Marine Propulsor. 
PATENT-3 830 1 76-02 13J Not available NTIS 
PATENT-3 630 488 


lating and Work Stand 
PA ENT.3 490 488 "Poco. 131 Not available NTIS 
PATENT-3 830 650 


ere Re yy Silver Film Formation. 
PATENT-3 830650 76-03 7D Not available NTIS 
PATENT-3 830 652 


Hot Pressed, + A Strength Silicon Nitride. 
PATENT-3 830 
76-10 11B Not available NTIS 
PATENT-3 830 663 
Battery Holder for Satellite and Method. 
PATENT-3 830 663 
76-09 10C Not available NTIS 
PATENT-3 830 674 
Pr lant oom osition Containing Beryllium and 
~~ uoramino Containing Binder. 
PATENT-3 830 674 76-09 21! Not available NTIS 
PATENT-3 830 914 
eh — insecticide seers for 


Control Larvae in Cow Manur 
PATENTS 914 76-10 6F Not available NTIS 


PATENT-3 831 435 
Silver-Foil Psychrometer for Measuring Leaf Water 


Potential. 

PATENT-3 8631 435 76-05 2C Not available NTIS 
PATENT-3 831 436 

Multi-Purpose Real-Time Holographic Polariscope. 


PATENT-3 831 436 
76-01 14B Not available NTIS 
PATENT-3 631 546 


immer 


Portable Sw Propulsion Unit. 
PATENT-3 831 546 76-01 13J “Not available NTIS 
PATENT-3 831 594 


Life Support System. ?. 
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PATENT-3 831 594 76-01 6K Not available NTIS 
PATENT-3 831 858 


Vented Plunger Atomizer. 
PATENT-3 831 858 
76-01 13A Not available NTIS 


PATENT-3 831 879 
Wire Dispenser. 
PATENT-3 831 879 
76-01 19H Not available NTIS 
PATENT-3 832 130 
Method and Composition for Preventing Deteriora- 
tion of Hides from Freshly Slaughtered Animals. 
PATENT-3 832 130 
76-10 11G Not available NTIS 
PATENT-3 832 139 
Linear Gradient Generator. 
PATENT-3 832 139 76-01 61 Not available NTIS 
PATENT-3 832 368 


Lithium Polycyanoethylated Keto Fatty Soap Based 


reases. 
PATENT-3 832 368 
76-09 11H Not available NTIS 
PATENT-3 832 415 
Process for Equilibrating Allene and 
Methylacetylene and for Recovery of Pure Allene 
from the Equilibrium Mixture. 
PATENT-3 832 415 76-09 7C Not available NTIS 
PATENT-3 832 564 
Radiation Absorber and Intensity Collimator Unit. 
PATENT-3 832 564 
76-01 18D Not available NTIS 
PATENT-3 832 710 
Noise Injection Implementation for Constant False 
Alarm Rate Radar 
PATENT-3 832 710 76-01 17! Not available NTIS 
PATENT-3 832 713 


Microwave Phase Shifting aratu 
PATENT-3 832713 76-03 9E Not available NTIS 


PATENT-3 832 882 
Humidity ——. renee. 
PATENT-3 832 
76-03 14B Not available NTIS 
PATENT-3 833 075 


Expendable Core Nose and Core Catcher Retainer. 

PATENT-3 833 075 76-03 Not available NTIS 
PATENT-3 833 298 

Mechanical Masking - ee for Producing a 

Pattern on a Curved Surface. 

PATENT-3 833 298 76-09 131 Not available NTIS 
PATENT-3 833 300 

Three ‘D' Weapons Sight. 

PATENT-3 833 300 

19E Not available NTIS 

PATENT-3 833 402 


Graphite Fiber Treatment. 
PATENT-3 833 402 
76-03 11C Not available NTIS 


PATENT-3 833 425 


Solar Cell Array. 
PATENT-3 833 425 
76-03 10B Not available NTIS 


PATENT-3 833 432 


Sodium Azide Gas Generating Solid Propellant with 
Fluorocarbon Binder. 
PATENT-3 833 432 
76-03 19A Not available NTIS 
PATENT-3 833 670 


2-(3, a rifluoromethy!)Pheny!) Hexafluoro-2- 


PATENT.3 833 670 76-09 7C Not available NTIS 
PATENT-3 833 717 


Production of Cuprous Oxide. 
PATENT-3 833 717 76-01 7D _ Not available NTIS 


PATENT-3 833 747 


Process ~ Reducing the Hygroscopicity of 
Dehydrated Fruits. 
PATENT-3 833. 747 76-10 6H _ Not available NTIS 


PATENT-3 833 765 


Keyboard and te System. 
PATENT-2 1 833 7 
76-10 17B Not available NTIS 
PATENT-3 833 797 


Statistical Noise Processor. 
PATENT-3 833 797 76-09 9E Not available NTIS 
PATENT-3 833 856 


Apparatus for \ an Amplifier. 
PATENT-3 833 8 


76-03 14B Not available NTIS 


PATENT-3 833 880 


Very Low Frequency Sonar Projector. 
PATENT-3 833 880 


76-03 17A Not available NTIS 
PATENT-3 833 952 
Nonlinear Ener = System 
PATENT-3 833 952 
PATENT-3 833 954 


Floatable, Telescoping, Transportable Shelter. 
PATENT-3 833 954 


Not available NTIS 


76-03 13M Not available NTIS 
PATENT-3 834 282 


Actuator and Latch. 
PATENT-3 834 282 
76-03 13G Not available NTIS 


PATENT-3 834 626 


Belimouth Vehicle Exhaust Port. 
PATENT-3 834 626 76-03 13) Not available NTIS 


PATENT-3 834 686 
Hydraulic impact Absorbing Bumper. 
834 686 


PATENT-3 
76-08 13G Not available NTIS 
PATENT-3 834 795 


Direct Vision Laser Range Gate System. 
PATENT-3 834 795 


76-03 20F Not available NTIS 
PATENT-3 834 896 
Recovery of Gold. 
PATENT-3 834 896 
76-01 11F Not available NTIS 
PATENT-3 834 957 
Solvent Process for Production of Composite 
Propellants Using Hexane and HMX. 
PATENT-3 834 
76-03 19A Not available NTIS 
PATENT-3 834 960 
Method of Making Fusible and Electrical Conduc- 
tive Coating. 
PATENT-3 960 
76-03 11C Not available NTIS 
PATENT-3 835 051 
Gyansothenyisted Fatty Acid Metal Soap Thickened 
Greases. 


PATENT-3 835 051 
76-13 11H Not available NTIS 


PATENT-3 835 059 


Method of Generating ice Nuclei Smoke Particles 
for Weather Modification and Apparatus Therefor. 
PATENT-3 835 059 76-03 4B Not available NTIS 


PATENT-3 835 234 


Sonar Echo Simulator. 
PATENT-3 835 234 
76-01 17A_ Not available NTIS 


PATENT-3 835 271 

Environmental Fluidic Switching Device with Plural 

PAT ENT 8 835 271 

76-01 13G Not available NTIS 

PATENT-3 835 278 

Method of Reducing Solid Arcing Product Build-Up 

Between Electrical Contacts in Pressurized Fluid 

Ambients. 

PATENT-3 835 278 76-09 9A Not available NTIS 
PATENT-3 835 419 


Current Switching F 


uency Modulator. 
PATENT-3 835 419 7 


9E Not available NTIS 


PATENT-3 835 446 
Chirp Signal “orn. 
PATENT-3 835 44 
76-04 117A Not available NTIS 
PATENT-3 836 099 


Airfoil Camber cmon A 
PATENT-3 836 099 1C Not available NTIS 


PATENT-3 836 225 
Fiber Optic Scanners. 
PATENT-3 836 225 
76-04 20F Not available NTIS 
PATENT-3 836 232 
Multiple Channel Optical System. 
PATENT-3 836 232 
76-09 20F Not available NTIS 
PATENT-3 836 468 
Greases Thickened with Keto Fatty Acid Lithium 
— or Keto Cyanoethylated Fatty Acid Lithium 
aps. 
PATENT-3 836 468 
76-13 11H Not available NTIS 
PATENT-3 836 714 


Digital Voice Detector. 
PATENT-3 836 714 


PATENT-3 840 078 


76-03 17B Not available NTIS 
iene 836 791 


resettable eres SS Voteap ine integrator. 
PATONT.3 836 Not available NTIS 


PATENT-3 836 951 

Heterodyne Autocorrelation Guidance System. 

PATENT-3 836 951 

76-09 17G Not available NTIS 

PATENT-3 836 966 

Dual Mode Radar System. 

PATENT-3 836 966 76-03 17! Not available NTIS 
PATENT-3 837 224 


Digital Automatic th Control and Readout for a 
Movable Transducer Package. 
PATENT-3 837 224 
76-03 14B Not available NTIS 
PATENT-3 837 285 
Open Tube Rn aaa for High-Speed  Air- 
Cushioned Vehic 
PATENT-3 837 285° 
76-09 13F Not available NTIS 
PATENT-3 837 604 


Means for Controlling the Depolyment and the 
ae ~ ment of a Parachute Canopy. 
PATENT-3 837 604 76-03 1C Not available NTIS 


PATENT-3 838 025 


aoe ad Yona for Producing a Copper 


Plated 
PATENT-S 838 838 025 76-03 9A Not available NTIS 


PATENT-3 838 305 


nr po Electrode Surfaces for High Field Elec- 
trostat 
PATENT-3 838 305 76-02 9A Not available NTIS 


PATENT-3 838 422 


Radar Adaptive Video Processor. 
PATENT-3 838 422 76-09 17! Not available NTIS 


PATENT-3 838 627 
Hydraulic Positional Control System. 
PATENT-3 838 627 
76-02 13G Not available NTIS 
PATENT-3 838 658 


Steady Heat Generating Reactor. 
PATENT-3 838 658 
76-01 13A Not available NTIS 


PATENT-3 838 716 


System for Packing Particulate Material into Long 
Cylindrical Containers. 
PATENT-3 838 716 

76-02 13D Not available NTIS 


PATENT-3 839 108 
Method of Forming a Precision Pattern of Apertures 
in a Plate. 
PATENT-3 839 108 
76-05 13H Not available NTIS 
PATENT-3 839 109 


Method of Fabricating Right Spherical Segment 
Glass Sheli-to-Metal-Joint. 
PATENT-3 839 109 76-04 13J Not available NTIS 


PATENT-3 839 412 


tsophthalamide Intermediates. 
PATENT-3 839 412 76-04 7D Not available NTIS 


PATENT-3 839 442 


Phenylated Amide-Quinoxaline Copolyme 
PATENT-3 839 442 76-04 7C Not pn NTIS 


PATENT-3 839 638 


Fluorescent Mark 
PATENT-3 839 638 76-04 6G Not available NTIS 


PATENT-3 839 639 


Automatic Night Search and Rescue System 
PATENT-3 639 76-04 6G Not available NTIS 


PATENT-3 839 679 
High Speed Gated Video Integrator with Zero Off- 


set. 
PATENT-3 839679 76-04 9E Not available NTIS 


PATENT-3 839 682 
ital FM ic Circuit. 
ATENT-3 682 76-04 9E Not available NTIS 


PATENT-3 839 720 
ye oe Feed System for Cylindrical Antenna 


’ Array. 
PATENT-3 839 720 76-09 9E Not available NTIS 
PATENT-3 839 985 


aan Reduction Towing System. 
PATENT-3 839 985 76-04 13J Not available NTIS 


PATENT-3 840 078 


Stress Wave Drill. 
PATENT-3 840 078 
7 13B Not available NTIS 
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PATENT-3 840 270 


ree —~eunee with Electrically Generated 
Shock 
PATENT.9 84 840 270 

76-04 13B Not available NTIS 


PATENT-3 840 290 
Zoom Lens A. yay Having Four Movable Members. 


PATENT-3 
76-04 20F Not available NTIS 
PATENT-3 840 354 


Three-Stage Gasification of Coal. 
PATENT-3 840 354 76-01 7A Not available NTIS 


PATENT-3 840 456 


Production of Low-Sulfur Fuel from Sulfur-Bearing 
Coals and Oils. 
PATENT-3 840 456 76-01 7A Not available NTIS 


PATENT-3 840 797 


Related Power Supply. 
PATENT-3 840 797 76-09 9E Not available NTIS 


PATENT-3 840 823 


Simultaneous Two Wavelength Operation in in- 
frared Lasers 
PATENT-3 840 823 

76-04 20E€ Not available NTIS 


PATENT-3 840 644 


Electron-Beam Analog Computer for Determining 
Coordinates of a Seafioor Point. 
PATENT-3 840 844 76-09 8J Not available NTIS 


PATENT-3 840 867 


Fluidic Liquid Sensing System. 
PATENT-3 840 867 
76-04 13K Not available NTIS 


PATENT-3 641 107 
netic Refrigeration. 
ATENT-3 841 107 
7 13A Not available NTIS 
PATENT-3 841 148 


Tetrahedral Stereotaxic Jig. 
PATENT-3 841 148 
7 14B Not available NTIS 


PATENT-3 842 128 


Arthropod Maturation inhibitors. 
PATENT-3 842 128 76-10 6F Not available NTIS 


PATENT-3 842 228 


Circuit Breaker Assembly with interposed Wedge 
Non-Conductor and Complementary Housing Arc- 
Prevention Structure 

PATENT-3 842 228 76-04 9A Not available NTIS 


PATENT-3 842 274 
Ameen ees Activated Gated, Infrared Charge 
ee ty aging f Device (PAGIRCCD). 
PATENT-3 842 2 
76-02 17E Not available NTIS 
pr eree 842 662 


re Release Test Device. 
PATENT. 3 842 662 
76-05 14B Not availabie NTIS 


PATENT-3 842 664 
Theta-Shaped Test Specimen for Composite Materi- 
als. 
PATENT-3 842 664 
76-05 14B Not available NTIS 
PATENT-3 842 772 


Semisubmerged Ship with Bow impact Alleviator. 
PATENT-3 842772 76-05 13/ Not available NTIS 


PATENT-3 842 774 
Remotely Controlled Mobile Seagoing Sensor Plat- 


form. 
PATENT-3 842 774 76-09 13/J Not available NTIS 
PATENT-3 842 806 


Predator Protection Collar for Livestock. 
PATENT-3 842 806 76-01 2E Not available NTIS 


PATENT-3 842 841 
Constant Current Power Pack for Bone Healing and 


Method of Use. 

PATENT-3 842 841 76-09 6E Not available NTIS 
PATENT-3 843 320 

Graft Polymerization of Vinyi Monomers onto 

Chrome-Tanned Hides and Skins. 

PATENT-3 843 320 

76-13 11G Not available NTIS 

PATENT-3 843 540 


epueten of Magnetic Fluids by Peptization 
ues. 
PATENT-3 643540 76-02 7D Not available NTIS 


PATENT-3 843 766 


Method of Reprocessing Nuclear Fuels. 
PATENT-3 8643 766 76-05 18J Not available NTIS 
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PATENT-3 843 904 


Magnetic Field Geometry for Crossed-Field Devices. 
PATENT-3 843 904 76-05 9A Not available NTIS 


PATENT-3 843 938 


Gated Clock Multivibrator. 
PATENT-3 843 938 76-05 9E Not available NTIS 


PATENT-3 844 341 
Rotatable Finned Heat Transfer Device. 
PATENT-3 844 341 
76-05 13A_ Not available NTIS 
PATENT-3 844 638 


Beam Doubler. 
PATENT-3 844 638 
76-05 20F Not available NTIS 


PATENT-3 844 733 


Two-Stage Downflow Gasification of Coal. 
PATENT-3 844733 76-02 7A _ Not available NTIS 


PATENT-3 844 827 
Process for Modifying Fibrous Substrates with 


Fluorinated T lymers 
PATENT-3 844 827 76-05 7C Not available NTIS 
PATENT-3 844 837 


Nonaqueous Battery. 
PATENT-3 844 837 
76-05 10C Not available NTIS 
PATENT-3 845 003 
Chemical Overlay Solution with Non-Toxic 
Plasticizers for Sediment Control 
PATENT.3 | 3845003 76-05 7D Not available NTIS 


PATENT-3 845 104 


N-Substituted N,N-Bis(2-Fiuoro-2,2-Dinitroethy!) 


ines. 
PATENT-3 845 104 76-05 7C Not available NTIS 
PATENT-3 645 105 


Nitrated and/or Fluorinated Ethyl Amino Acetic 
Acids and Esters Thereof. 

PATENT-3 845 105 76-05 7C Not available NTIS 
PATENT-3 845 333 


meee Se ee Stave Free-Flooded Cylin- 
drical Tran 

PATENT-3 e45 333 76-05 9A Not available NTIS 
PATENT-3 845 395 

Harmonic Series Synthesize 

PATENT-3 845 395 76-05 “oe Not available NTIS 
PATENT-3 845 462 

Sonar Signal Processing and Display Technique. 

PATENT-3 845 462 

76-05 17A Not available NTIS 

PATENT-3 845 634 

Dual Hydro Winch Lift Mechanism. 

PATENT-3 845 634 76-02 13J Not available NTIS 
PATENT-3 845 937 

Helicopter Cargo Lifting S 

PATENT-3 845 937 76-09 13! Not available NTIS 
PATENT-3 846 048 


Free Piston Pump. 
PATENT-3 846 048 
76-02 13K Not available NTIS 


PATENT-3 846 451 
Arthropod Maturation inhibitors. 
PATENT-3 846 451 76-10 6F Not available NTIS 


PATENT-3 846 458 

Arthropod Maturation Inhibitors. 

PATENT-3 846 458 76-10 6F Not available NTIS 
PATENT-3 846 493 

Nitro Substituted Acrylic Acid Amides. 

PATENT-3 846 493 76-09 7C Not available NTIS 
PATENT-3 846 572 

Reduc Oli Content of Fried Potatoes by im- 

mersing in Oil-Free Difiuo 

PATENT-3 846 572 76-05 6H Not available NTIS 
PATENT-3 846 723 


Surface Wave Narrow Bandpass Filte 
PATENT-3 846723 76-02 9E Not available NTIS 





PATENT-3 846 744 
Shock Hardened + ramen 
PATENT-3 846 744 
76-02 17A Not available NTIS 
PATENT-3 846 764 


Technique for information Storage ae Anisotrop- 
ic Color Centers in Alkali Halide C 
PATENT-3 846 764 76-02 9B 


PATENT-3 846 770 


Serial Access Memory Using Magnetic Domains in 
Thin Film Strips. 
PATENT-3 846 770 76-09 98 Not available NTIS 


t a NTIS 


PATENT-3 847 348 
Roll Computer. 
PATENT-5 & 847 348 76-02 13) Not available NTIS 
PATENT-3 847 369 


Control Surface Deployment Mechanis 
PATENT-3 847 369 76-02 1C Not available NTIS 


PATENT-3 847 558 
Titanium- Pry Reinforced Matrices. 


PATENT-3 847 5 
76-01 11D Not available NTIS 
PATENT-3 848 201 


Turnable Solid State Local Oscillator. 
PATENT-3 848 201 76-01 9E Not available NTIS 


PATENT-3 848 510 
Bolt Locking Mechanism for Reciprocating Gun. 
PATENT-3 848 510 
76-01 19F Not available NTIS 
PATENT-3 848 514 
Fluidically Controlied Pneumatic to Mechanical 
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76-05 19A Not available NTIS 
PATENT-3 902 686 


Combined Vertical and Lateral identical Location of 

Accelerometer and Force System. 

PATENT-3 902 686 76-05 1A Not available NTIS 
PATENT-3 902 695 


Valve for Cryogenic Service. 
PATENT-3 902 695 


76-15 13K Not available NTIS 
PATENT-3 902 786 


Optical Access poouples for Fiber Bundles. 


PATENT-3 902 7 
76-09 20F Not available NTIS 
PATENT-3 902 865 
Fe-Cu Duplex Metal Filaments. 


PATENT-3 902 865 
76-03 11F Not available NTIS 

PATENT-3 902 973 

Electrolytic Preparation of Lanthanide and Actinide 

Hexaborides Using a Molten, Cryolite-Base Elec- 

trolyte. 

PATENT-3 902973 76-02 7D Not available NTIS 
PATENT-3 903 068 

Facile Synthesis of Human Insulin by Modification 


of Porcine insulin. 
PATENT-3 903 068 76-01 7C Not available NTIS 
PATENT-3 803 166 


' 11-BIS(3-Amino-4-Hydroxypheny!l) Perfluoro-3.9- 
ioxa 


undecane. 
PATENT-3 903 166 76-05 7C Not available NTIS 
PATENT-3 903 333 


Production of Slow Release Nitrogen Fertilizers by 
improved Method of Coating Urea with Sulfur. 
PATENT-3 903 333 
76-09 11C Not available NTIS 
PATENT-3 903 359 


Exposure - for Nucleation Medium. 


Stri 
PATENT-3 903 35 
76-05 14C Not available NTIS 
PATENT-3 903 366 


Application of Simultaneous Voice/Unvoice Excita- 
tion in a Channel Vocoder. 
PATENT-3 903 366 


76-08 17B Not available NTIS 


PATENT-3 903 432 


eee Gate. 
ATENT-3 903 432 76-06 9E Not available NTIS 


PATENT-3 903 444 


Glass Anode Geiger-Muller Tube. 
PATENT-3 903 444 


76-05 18D Not available NTIS 
PATENT-3 903 483 
Dye Laser for . Applications. 
PATENT-3 903 48 
76-06 20E Not available NTIS 
PATENT-3 903 489 


Plasma Waveguide Switch Permitting Triggering 
With Both Cathode and Waveguide Groun 

PATENT-3 903 489 76-05 9A Not available NTIS 
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PATENT-3 903 521 
Simulator of Radar Return Signals From an Ac- 
celerating Target. 
CATENTSS 903 521 76-22 17! Not available NTIS 


PATENT-3 903 677 
Opening and Gripping Mechanism for Automatic 


Produce- Machine that Uses Factory-Roll 
bing. 
PA -3 903 ery. 76-11 131 Not available NTIS 
PATENT-3 903 678 


r Mandrell for Automatic Produce-Bagging 
Machine that Uses Factory-Roll Polyethylene Net 


3 . 
PATENT-3 903 678 76-11 13! Not available NTIS 


PATENT-3 903 699 
Solar ary heey System. 
PATENT-3 699 
76-01 10A Not available NTIS 
PATENT-3 903 798 


and Means of Generating Gravity Waves. 


Method 
PATENT-3 903 798 
76-14 15G Not available NTIS 
PATENT-3 903 800 
Method for Preparing Heat Resistant Mild Detonat- 
+ Many 
PATENT-3 903 800 


76-08 119A Not available NTIS 


PATENT-3 903 988 


Rocket Noise Generator. 
PATENT-3 903 988 


76-14 17A Not available NTIS 


PATENT-3 904 156 


External Load Stabilization Apparatu 
PATENT-3 904 156 76-19 1C Not available NTIS 


PATENT-3 904 260 


Method for Any ge! Magnets Resonance Cells. 
PATENT-3 904 260 9A Not available NTIS 


PATENT-3 904 269 
Fiber sory Cable Connector. 
PATENT-3 904 26 
76-11 20F Not available NTIS 
PATENT-3 904 273 
Apodised Aperture Using Rotation of Plane of 
Polarization. 
PATENT-3 904 273 
76-25 20E Not available NTIS 
PATENT-3 904 386 


Combined Shift and Methanation Reaction Process 
the Gasification of Carbonaceous Materials. 


for 
PATENT-3 904 386 

76-01 21D Not available NTIS 
PATENT-3 904 487 


Anodic Stripping Voltammetry 
f. 
PATENT-3 904 487 


and Apparatus 


76-09 14B Not available NTIS 
PATENT-3 904 500 
my isotope Separation from Water 
PATENT-3 904500 76-14 7D Not available NTIS 


PATENT-3 904 715 


Method for Bonding a Rocket Motor Liner to a 
Solid Rocket +g Grain. 
PATENT-3 904 7 76-08 211 Not available NTIS 


PATENT-3 904 763 


Synthetic Terpenoid Compounds for Insect Control. 
PATENT-3 904 763 76-13 7C Not available NTIS 


PATENT-3 904 773 


Arthropod Maturation Inhibitors. 
PATENT-3 904773 76-09 6F Not available NTIS 


PATENT-3 904 815 
ay insulating Feed-Through for Cryogenic 


Appl ns. 
PATENT-3 904 815 76-16 9A _ Not available NTIS 
PATENT-3 904 868 
eee ne Sonate. Reversible Optical Filter. 
868 


PATENT- 
76-08 20F Not available NTIS 
PATENT-3 904 891 
Logic Circuit for True and Complement Digital Data 
Transfer. 


PATENT-3 904 891 76-22 9B Not available NTIS 
PATENT-3 904 892 


Supply Dependent Logic Reset. 
PATENT-3 904 892 76-08 9E 


PATENT-3 904 926 
Conversion of Plug-in Oscilloscope to Radar B- 


PATENT-3 904926 76-08 171 


Not available NTIS 


Not available NTIS 


PATENT-3 904 964 
Parametric Amplifier Alignment System 
76-22 


PATENT-3 904 964 
PATENT-3 904 966 


Synchronized Turn-Off of VLF Antennae. 
PATENT-3 904 966 76-22 9E Not available NTIS 


PATENT-3 904 971 


Automatic Gain Control Amplifier Circuit. 
PATENT-3 904971 76-08 9E Not available NTIS 


PATENT-3 904 981 
Ultrafast yy! a Laser System. 


PATENT-3 904 98 
76-08 20F Not available NTIS 


9E Not available NTIS 


PATENT-3 904 984 
Mode-Locking Saturable Absorber for Producing 
Picosecond and Sub-Picosecond Optical Pulses. 
PATENT-3 904 984 
76-08 20F Not available NTIS 
PATENT-3 904 985 


Explosive Laser. 
PATENT-3 904 985 
76-25 20E Not available NTIS 


PATENT-3 904 995 


Ultra High Frequency impedance Adjustment 


Means. 

PATENT-3 904995 76-08 9A 
PATENT-3 905 007 

Equipment for Locating and Plotting the Position of 

Underwater Towed Vehicles. 

PATENT-3 905 007 76-14 
PATENT-3 905 008 

Sequential Sampling Telemetric Apparatus. 

PATENT-3 905 008 76-14 9F Not available NTIS 
PATENT-3 905 012 


Dynamic yore | aa Car Monitoring System. 
PATENT-3 905 0 


Not available NTIS 


13J Not available NTIS 


76-11 13F Not available NTiS 

PATENT-3 905 034 

Radar System 

PATENT-3 905 034 76-08 17! Not available NTIS 
PATENT-3 905 132 

Hidden Know e Detector. 

PATENT-3 905 132 76-06 5SJ Not available NTIS 
PATENT-3 905 228 


Mechanical Heat Flux Recorder. 
PATENT-3 905 228 


148. Not available NTIS 


PATENT-3 905 243 
Liquid-Level Sensing Device. 
PATENT-3 905 243 

76-15 148 Not available NTIS 

PATENT-3 905 634 


Quick Release Latch for Reactor Scra 
PATENT<3 905 634 76-14 18! Not ‘available NTIS 


PATENT-3 906 214 
Signal Retaining Analog Integrator Apparatus. 
PATENT-3 906 214 7 9E Not available NTIS 
PATENT-3 906 252 


Short Pulse RF Generator. 
PATENT-3 906 252 76-05 9E€ 


PATENT-3 906 361 
ital Phase — System. 
PATE Pe 


Not available NTIS 


NT-3 906 36 
14B Not available NTIS 
PATENT-3 906 377 
Pulse Centroid Detector. 
PATENT-3 906 377 , 
76-08 14B Not available NTIS 
PATENT-3 906 398 
inert Gas Metallic Vapor Laser. 
PATENT-3 906 398 
76-01 20E Not available NTIS 
PATENT-3 906 456 


Real-Time index Register. 
PATENT-3 906 456 76-08 9B 


PATENT-3 906 493 
Autocorrelation Type Spectral 
System. 

PATENT-3 906 493 
76-11 


Not available NTIS 
Comparison Fuze 


16C Not available NTIS 


PATENT-3 906 522 
Non-Contact tome one identification Device for 
aoe bY amma 
PATENT-3 906 522 "E04" “Not available NTIS 
PATENT-3 906 769 


Method of Making an Insulation Foil. 
PATENT-3 906 769 76-02 9A Not available NTIS 





PATENT-3 $08 175 


PATENT-3 906 788 
Self-Su ing Strain Transducer. 
PATENT 3 906 768 


76-02 14B Not available NTIS 
PATENT-3 906 803 
Combination Mechanical Vibrator and Stethoscope. 
PATENT-3 906 803 
76-05 14B Not available NTIS 
PATENT-3 906 858 
Miniature igniter. 
PATENT-3 858 
76-15 119A Not available NTIS 
PATENT-3 906 861 


Fuze Sterilization System. 
PATENT-3 906 861 
76-12 19A Not available NTIS 


PATENT-3 906 884 


Acoustic Minesweeping Generator. 
PATENT-3 906 884 
76-14 17A Not available NTIS 


PATENT-3 906 913 
System for Minimizing Internal Combustion Engine 
Pollution Emission. 
PATENT-3 906 913 
76-13 21G Not available NTIS 


PATENT-3 906 926 
Heat Source for Curing Underwater Adhesives. 


PATENT-3 906 926 
76-11 13A Not available NTIS 
PATENT-3 906 954 


Ophthalmic Liquifaction Pump. 
PATENT-3 906 954 76-02 61 Not available NTIS 


PATENT-3 907 028 
Concentric oy Heat Exchanger. 


PATENT-3 907 02 
76-11 13A Not available NTIS 
PATENT-3 907 312 


> tem for Enhancing Tool-Exchange Capabilities 


a Portable Wrench 
PATENT-3 907 312 76-02 131 Not available NTIS 
PATENT-3 907 477 


tus for Producing Laser Targets. 


ara 
PATENT-3 907 477 
76-14 18A Not available NTIS 
PATENT-3 907 497 
Catalysis with Odor Free Hyd 
Acid in the Finishing of Cellulosic yoxtilon 


PATENT-3 907 497 
76-11 11E Not available NTIS 





PATENT-3 907 513 
Controlled Porosity Filter and Uniform Structure 
Vem ry 
PATENT-3 907 513 
76-14 13K Not available NTIS 
PATENT-3 907 589 


Cathode for a Secondary Electrochemical Cell. 
PATENT-3 907 589 


76-14 10C Not available NTIS 
PATENT-3 907 619 
Solution Cast Double Base Propeliants and Method. 
PATENT-3 907 619 76-08 7C Not available NTIS 
PATENT-3 907 686 
Filter Yo poayry Systems. 
PATENT-3 907 686 
76-02 13K Not available NTIS 
PATENT-3 907 947 


Method for Cha 
PATENT-3 907 947 76- 


PATENT-3 908 016 
co Hormones for Insect Contro 
PATENT-3 908 016 76-13 7C Not ‘available NTIS 
PATENT-3 908 040 
Method of Encapsulation. 
PATENT-3 908 040 76-05 7D Not available NTIS 
PATENT-3 908 097 


Headset with Reversible Earcup. 
PATENT-3 908 097 
76-05 17B Not available NTIS 


Bombiet Production. 
131 Not available NTIS 


PATENT-3 908 123 
Extraction Electrode Geometry for a Calutron. 


PATENT-3 908 123 
76-14 18B Not available NTIS 
PATENT-3 908 124 
a Contrast 
ic : 
PATENT-3 908 124 


76-14 


in High Resolution Electron 
148 Not available NTIS 


PATENT-3 908 175 
Radial Flow Gas Dynamic Laser. 
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PATENT-3 908 175 
76-05 20E Not available NTIS 
PATENT-3 908 188 
Heat Sink for Microstrip Circuit. 
PATENT-3 908 188 76-05 9E Not available NTIS 
PATENT-3 908 278 


Calibration Block. 
PATENT-3 908 278 


76-15 14B Not available NTIS 


PATENT-3 908 457 


High Energy yoo Power Meter. 
PATENT-3 908 457 
76-11 20E Not available NTIS 
PATENT-3 908 550 


One Hand Operable Distress Signal. 
PATENT-3 908 550 


76-08 119A Not available NTIS 


PATENT-3 908 552 


Fuze Signal Processing Circuit. 
PATENT-3 908 552 


76-11 16C Not available NTIS 


PATENT-3 908 936 


Multiple Fluid Flow Proportioning System. 
PATENT-3 908 936 


76-05 16C Not available NTIS 
PATENT-3 908 977 
Ultrahi ~ Vacuum Mounting Fixture 
PATE 908 97 
76-03 13E Not available NTIS 


PATENT-3 909 108 
Optical Switch and Modulator. 
PATENT-3 909 108 
76-16 20F Not available NTIS 
PATENT-3 909 113 
Optical Coupler. 
PATENT-3 909 113 
76-20 20F Not available NTIS 
PATENT-3 909 139 
— and Means for inspection Bore Surfaces in 
Elo e Articles. 
PATEN NT. 3 909 139 


76-16 14B Not available NTIS 


PATENT-3 909 145 


Panel Grid Module Construction System 

PATENT-3 909 145 76-05 1E Not available NTIS 
PATENT-3 909 199 

Catalyst Assist Agents Using Leaving Group Effects. 

PATENT-3 909 199 


76-11 11E Not available NTIS 


PATENT-3 909 251 
Prevention of Surface Cracking Due to Formation of 
Copper Alloys of Tin and Antimony During Reheat- 
ng of Steel. 
PATENT-3 909 251 


76-03 11F Not available NTIS 


PATENT-3 909 279 
Bonding Composition. 
PATENT-3 909 279 


76-01 11A Not available NTIS 


PATENT-3 909 297 
Lithium-Chiorine ay Design. 
PATENT-3 909 29 

76-11 108 Not available NTIS 

PATENT-3 909 322 
Solid Gas Generating and Gun Propeliant Composi- 
tions Containing a Nitroaminotetrazole Sait. 
PATENT-3 909 322 

76-11 119A Not available NTIS 

PATENT-3 909 358 
solubilized Enzym 
PATENT-3 909 358 76-10 7C Not available NTIS 

PATENT-3 909 617 
Radioisotopic Heat Source. 

PATENT-3 909 617 


76-14 18N Not available NTIS 


PATENT-3 909 624 

Split-Ring Marx Generator Grading. 

PATENT-3 909 624 76-05 9E Not available NTIS 
PATENT-3 909 710 

Magnetic Surface Wave Rotation Rate Sensor Using 


the nac Effect. 
mated 909 710 


76-05 14B Not available NTIS 


PATENT-3 909 713 


Device for Measuring Biaxial Strain. 
PATENT-3 909 713 


76-16 148 Not available NTIS 
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PATENT-3 909 720 
tay Monitoring/Fault Location Test Set for 


Radio Equipment. 
PA pate NT-3 909 72 $ 
76-05 14B Not available NTIS 
PATENT-3 909 739 


Radiation Hardened Sense Amplifier for Thin Film 
eae a lications. 
PATEN 739 76-05 9E Not available NTIS 


PATENT-3 909 773 
Underwater Teletype Communication System. 


PATENT-3 909 773 
76-09 17B Not available NTIS 


PATENT-3 909 861 


Aluminum Chiorhydroxide Catalyst Systems for 
Treatments to Give Wrinkle Resistant Textiles. 
PATENT-3 909 861 


76-11 11E Not available NTIS 


PATENT-3 908 992 


inflatable Ice igloo. 
PATENT-3 909 992 

76-09 13M Not available NTIS 
PATENT-3 910 035 


Controlled Separation Combustor. 
PATENT-3 910 035 
76-09 21E Not available NTIS 
PATENT-3 910 039 
Rocket Chamber and Method of Making. 
PATENT-3 910 039 
76-09 21H Not available NTIS 
PATENT-3 910 189 
parton yment of Conductors into the Atmosphere. 
ATENT-3 910 189 76-06 4A _ Not available NTIS 
PATENT-3 910 190 
Hand-Held Signaling Device Having Manual Firing 
Means. 
PATENT-3 910 190 
76-11 119A Not available NTIS 
PATENT-3 910 218 


Propellant-Actuated Deep Water Anchor. 
PATENT-3 910 218 76-22 13J Not available NTIS 
PATENT-3 910 257 
Medical Subject Monitoring Systems. 
PATENT-3 910 257 76-09 6B Not available NTIS 
PATENT-3 910 307 
Quick Disconnect Filter Coupling. 
PATENT-3 910 307 
76-09 13E Not available NTIS 
PATENT-3 910 373 
Acoustic Rotation Rate Sensor. 
PATENT-3 910 373 
76-06 14B Not available NTIS 
PATENT-3 910 504 
Air Jet Nozzle Assembly. 
PATENT-3 910 504 76-11 
PATENT-3 910 533 
Spacecraft Docking and Alignment System. 
PATENT-3 910 533 
76-09 22B Not available NTIS 


2C Not available NTIS 


PATENT-3 910 760 
Azeotropic Solvents for Permanent Press Treat- 
ments of Cotton and Cotton Blend Fabrics. 


PATENT-3 910 760 
76-11 11E Not available NTIS 
PATENT-3 910 814 


Reconstituted Asbestos Matrix. 


PATENT-3 910 814 
7 108 Not available NTIS 
PATENT-3 910 822 


isolation of ’ mespeenenen 
Placental Tiss 
PATENT-3 910 822 76-04 6A Not available NTIS 


PATENT-3 910 886 


Organo-Phosphorus Compounds Containing Per- 
fluoroalky! Radicals and Aziridine Radicals. 
PATENT-3 910 886 76-11 7C Not available NTIS 


PATENT-3 910 948 


1,3-Diacy! Derivatives of Iimidazolidine 
PATENT-3 910948 76-11 6C Not available NTIS 


PATENT-3 911 103 


Limonoate Dehydrogenase and Debittering of Citrus 
Products and By-Products Therewith. 
PATENT-3 911103 76-10 7C Not available NTIS 


PATENT-3 911 120 


nated N.N-Disubstituted Ay Amides as 
Bactericidal and Fungicidal 
PATENT-3 911120 76-11 
PATENT-3 911 148 
Method for Coloring Fruits and Vegetables. 


from Human 


Agents 
6C Not available NTIS 





PATENT-3 911148 76-10 7C Not available NTis 
PATENT-3 911 151 

Method for Coloring Fruits and Vegetables. 

PATENT-3 911 151 76-11 7C Not available NTIS 
PATENT-3 911 152 

Method for Coloring Fruits and Vegetables. 

PATENT-3 911152 76-11 7C Not available NTIS 
PATENT-3 911 260 

Shock Position Sensor for Supersonic iniets. 

PATENT-3 911 260 


76-09 14B Not available NTIS 


PATENT-3 911 271 
Radioisotope Gauge for Determining Cement Con- 
tent of Concrete 
PATENT-3 911 271 
76-08 14B Not available NTIS 
PATENT-3 911 330 


Nonlinear Nonsingular Feedback Shift Registers. 
PATENT-3 911330 76-09 9B Not available NTIS 
PATENT-3 911 345 
Adaptive Control System Using Command Tailoring. 
PATENT-3 911 345 
76-11 16D Not available NTIS 
PATENT-3 911 389 
Magnetic Gradient Vehicle Detector. 
PATENT-3 911 389 
76-11 17F Not available NTIS 
PATENT-3 911 439 
Apparatus for Automatically Determining the Bear- 
ing Center of Radar Beams. 
PATENT-3 911439 76-16 171! 
PATENT-3 911 502 
Composite Heart Valve Poppet. 
PATENT-3 911502 76-05 61 Not available NTIS 
PATENT-3 911 684 


Method for Utilizing Decay Heat from Radioactive 
Nuclear Wastes. 
PATENT-3 911 684 

76-26 


Not available NTIS 


18G Not available NTIS 
PATENT-3 911 746 


Time and Condition Data Logger. 
PATENT-3 911 746 


76-11 14C Not available NTIS 


PATENT-3 911 926 
Adjustable Microvascular U-Clamp. 
PATENT-3 911926 76-05 61 Not available NTIS 
PATENT-3 912 330 
Chemical Mining of Copper Porphyry Ores 
PATENT-3 912330 76-03 81 Not available NTIS 
PATENT-3 912 449 
Process for Preparing Water Repelient Cotton Tex- 
tiles and the Product. 
PATENT-3 912 449 
76-11 11€ Not available NTIS 
PATEN]-3 912 540 
Covered Silicon Solar Celis and Method of Manu- 
facture. 
PATENT-3 912 540 
76-09 108 Not available NTIS 
PATENT-3 912 541 
Rapid Activation and Checkout Device for Batteries. 
PATENT-3 912 541 


76-09 10C Not available NTIS 
PATENT-3 912 595 
Method of Purifying Enzymes Using Boronic Acids 
Covalently Bonded to an insoluble Support 
PATENT-3 912595 76-04 7D Not available NTIS 
PATENT-3 912 740 
Method for the Preparation of Oxygenated 


Benzo(C)Phenanthridine Compounds. 
PATENT-3 912 740 76-04 7C Not available NTIS 


PATENT-3 912 772 


tera ort — Preparation of — 


ids and Alpha-Alky! Acrylic Acid 
PATEN ry O12 772 76-13, 7C Not available NTIS 


PATENT-3 912 802 


Ammonium Polyphosphates 
PATENT-3 912 802 76-11 


PATENT-3 912 810 
Attractants for 


“7B Not available NTIS 


Yellow Jackets (Vespula SPP..: 


Vv ). 
PATENT-3 912810 76-13 6F Not available NTIS 
PATENT-3 912 915 
Doppler Data Processor with Digital Computing 
Pulse Rate Filter. 
PATENT-3 912 915 


76-06 14B Not available NTIS 
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PATENT-3 912 934 
Variable Free Stream Buffer. 


PATENT-3 912 934 
76-06 17E -Not available NTIS 
PATENT-3 912 986 


High + xy acitor. 

PATENT-3 No obs 76-06 9A _ Not available NTIS 
PATENT-3 912 999 

Zinc-Halide Battery with Molten Electrolyte. 


PATENT-3 912 999 
76-13 10C Not available NTIS 


PATENT-3 913 015 
Tuned Current Probe. 


PATENT-3 913 015 
76-06 14B Not available NTIS 


PATENT-3 913 018 
Time Sharing Radiometer System. 


PATENT-3 913 018 
76-06 14B Not available NTIS 
PATENT-3 913 094 
Count Sequence Test Set for a Disc Type Digital 
ncoder. 
PATENT-3 913 094 
76-11 14B Not available NTIS 
PATENT-3 913 099 
Automatic, ne Controlled Radar Target 
ched Filt 


PATENT-3 913 099 76-16 17! Not available NTIS 


PATENT-3 913 102 
Bistabie eens Fuze System for VT Fuze. 
102 


PATENT-3 91 
76-14 19A Not available NTIS 
PATENT-3 913 103 
Device for Range Cut-Off by Frequency Selection in 
Multiple Modulation Fuzes. 
PATENT-3 913 103 
76-14 19A Not available NTIS 
PATENT-3 913 319 
Low Drag Flamehoider. 


PATENT-3 913 319 
76-11 21B Not available NTIS 
PATENT-3 913 406 


Digital Pulse Rebalance Accelerometer. 
PATENT-3 913 406 
76-19 16D Not available NTIS 


PATENT-3 913 572 
Pleated Membrane _ intrauterine Contraceptive 


Device. 
PATENT-3 913572 76-04 61 Not available NTIS 
PATENT-3 913 990 


rafluoroethylene-Lined Bearing Improvement. 
NT-3 913990 76-06 13! Not available NTIS 


ahieea 913 997 


Cabinet Closure System. 
PATENT-3 913 997 
76-06 13D Not available NTIS 


PATENT-3 914 053 


ice Nuclei Counter. 
PATENT-3 914053 76-11 4B Not available NTIS 


PATENT-3 914 106 


Process for Treating Organic — with Flame 
Retardent Polymers Made from  Hydrox- 


rae Compounds and Guanazoles. 
ATENT-3 914 106 
76-11 11E Not available NTIS 
PATENT-3 914 108 
Process for Increasing Receptivity to Fluorescent 
Whitening Agents in Resin-Treated Cellulosic Tex- 
PATENT-3 914 108 
76-11 11E& Not available NTIS 
PATENT-3 914 109 
Cotton-Oxime, Cotton-Semicarbazone, and Cotton- 
Hydantoin-Textile Products of High Nitrogen Con- 
tent. 
PATENT-3 914 109 
76-11 11E Not available NTIS 
PATENT-3 914 184 
or Converting Chrysotile Asbestos. 


Method f 
PATENT-3 914 184 
76-06 10B Not available NTIS 
PATENT-3 914 214 


Thiolation of Polysaccharides. 
PATENT-3 914 214 76-09 7C Not available NTIS 


PATENT-3 914 260 


Arth Maturation Inhibitors 
PATENT-3 914 260 76-13 7C Not available NTIS 


PATENT-3 914 400 


Stable Antigen-Erythrocytes for Measuring An- 
tibodies against Toxoplasma Organism. 


PATENT-3 914 400 76-12 6M _ Not available NTIS 
PATENT-3 914 424 


oe sen for Treating P-388 or L-1210 Leukemia 
tr 

PATENT-3 914 424 76-13 60 Not available NTIS 
PATENT-3 914 429 


Certain Epoxy Compounds for Insect Control. 
PATENT-3 914 429 76-13 7C Not available NTIS 


PATENT-3 914 597 
System for Adjusting Individual Sensors in an Array. 
PATENT-3 914597 76-06 9E Not available NTIS 
PATENT-3 914 637 
Method and Apparatus for Focusing an Electron 


am 
PATENT-3 914637 76-06 9A Not available NTIS 
PATENT-3 914 731 
Acoustic Wavefront Processor. 
PATENT-3 914 731 
76-14 17A_ Not available NTIS 
PATENT-3 914 843 
Method of Connecting a Metal Conduit to a Plastic 
Conduit. 
PATENT-3 914 843 
76-06 13E Not available NTIS 
ae 914 846 
h Density bye PV IR Detectors. 
PA ENT-3 914 
76-11 17E Not available NTIS 
PATENT-3 914 950 
Helium Refrigerator. 
PATENT-3 914 950 
76-09 13A Not available NTIS 
PATENT-3 914 969 
Apparatus for Formin ee lon Thruster Grids. 
PATENT-3 914 969 131 Not available NTIS 
PATENT-3 914 991 
Strain Gage Mounting Assembly. 


PATENT-3 914 991 
14B Not available NTIS 
PATENT-3 914 992 
Load ee Se. 
PATENT-3 914 
14B Not available NTIS 
ee 914 993 
d Testing Machine. 
ma TENT. 3914 as 
148 Not available NTIS 
PATENT-3 914 997 
Static Pressure Probe. 
PATENT-3 914 997 
76-09 14B Not available NTIS 
PATENT-3 915 012 


Automatic Biowaste > 
PATENT-3 915012 76-09 68 


PATENT-3 915 017 


Portable Ultrasonic Radiometer. 
PATENT-3 915017 76-12 6L Not available NTIS 


PATENT-3 915 148 
Thermostatically Controlled Non-Tracking Type 
Solar a Concentrator. 


PATENT-3 915 148 
76-09 13A Not available NTIS 


Not available NTIS 


PATENT-3 915 379 

Method of Controlling Weather. 

PATENT-3 915 379 76-11 4B Not available NTIS 
PATENT-3 915 416 


Annular Momentum Control Device Used for Sta- 
bilization of Space Vehicles and the Like. 
PATENT-3 915 416 

76-08 17G Not available NTIS 


PATENT-3 915 482 
Externally Supported internally Stabilized Flexible 
Duct — 
PATENT-3 915 482 
76-09 13E Not available NTIS 
PATENT-3 915 572 


Combined Dual Scatter, Local Oscillator Laser Dop- 
pler Velocimeter. 
PATENT-3 915 572 
7 20D Not available NTIS 
PATENT-3 915 631 
Processes to Make Olive Drab to Greenish-Gold 
Mineral Dye Shades for Cellulosics. 
PATENT-3 915 631 
76-11 11C Not available NTIS 
PATENT-3 915 645 
Chemical Reaction Transducers for Use with Flueric 
Gas Concentration Sensing Systems. 
PATENT-3 915 645 


PATENT-3 916 759 


76-24 14B Not available NTIS 
PATENT-3 915 651 
Direct — Control Pipette. 
PATENT-3 915 651 
76-12 14B Not available NTIS 


PATENT-3 915 889 
Dihydrocinnamy! Phenol Antimicrobial Agents. 
PATENT-3 915 889 76-09 6H Not available NTIS 
PATENT-3 915 915 


Flame Proofing Textile Treating Composition of 
Tris(Hydroxymethy!l) Phosphine-Urea Adduct and 
Polyvinylbromide. 
PATENT-3 915 915 

76-11 11E Not available NTIS 


PATENT-3 916 031 
Feed Additive for Poultry from Soybean Oi! Soap- 


stocks. 
PATENT-3 916031 76-09 6H Not available NTIS 
PATENT-3 916 060 
a  aapemneen Polyurethane Foam for Ballistic Pro- 
PATENT- 3 916 060 
76-10 11E& Not available NTIS 
PATENT-3 916 084 
Compact-Bi-Phase Pulse Coded 
Decoder. 
PATENT-3 916 084 
76-09 17B Not available NTIS 


Modulation 


PATENT-3 916 161 

Hexidecimal to Binary Conversion Devic 

PATENT-3 916 161 76-10 9B Not available NTIS 
PATENT-3 916 187 

Cosmic Dust Analyzer. 

PATENT-3 916 187 

76-10 148 Not available NTIS 

PATENT-3 916 229 

Induction Motor for Supefconducting 

Synchronous/Asynchronous Motor. 

PATENT-3 916 229 76-22 9C Not available NTIS 
PATENT-3 916 262 

Low Voltage Bus-Operated Overvoltage Protection 


System. 
PATENT-3 916 262 76-22 9E Not available NTIS 
PATENT-3 916 289 
DC to DC Converter. 
PATENT-3 916 289 
76-06 108 Not available NTIS 
PATENT-3 916 313 
PSK-FSK Spread 
tion/Demodulation. 
PATENT-3 916 313 
76-16 178 Not available NTIS 


Spectrum Modula- 


PATENT-3 916 316 
Multichannel L yas RF Level Detector. 


PATENT-3 916 3 
76-09 178 Not available NTIS 
PATENT-3 916 338 
Metal Atom Oxidation Laser. 
PATENT-3 916 338 
76-26 20E Not available NTIS 
PATENT-3 916 353 
Electrically Controllable Microwave Bipolar Attenua- 


or. 
PATENT-3 916 353 76-11 9A Not available NTIS 
PATENT-3 916 380 
Multi-Computer Multiple Data Path Hardware 
Excha System. 
PATENT-3 916 380 
76-09 17B Not available NTIS 
PATENT-3 916 416 
360 Degrees Cree Scanning Antenna Without 
Rotating RF Join 
PATENT-3 916 416 76-20 9E Not available NTIS 
PATENT-3 916 510 
Method for Fabricating High Efficiency Semi-Planar 
Electro-optic Modulators. 
PATENT-3 916 510 
76-16 20F Not available NTIS 
PATENT-3 916 697 
Accelerometer Tilt Error Compensator. 
PATENT-3 916 697 
76-14 17G Not available NTIS 
PATENT-3 916 704 
Vibratory Locomotion Means. 
PATENT-3 916 704 
76-16 13F Not available NTIS 
PATENT-3 916 759 
Rocket Launcher. 
PATENT-3 916 759 
76-11 19G Not available NTIS 
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PATENT-3 916 761 
Two Stage Light Gas-Plasma Projectile Accelerator. 
PATENT-3 916 761 76-09 20! Not available NTIS 
PATENT-3 917 408 
Navigation Aid. 
PATENT-3 917 408 
76-11 17G Not available NTIS 
PATENT-3 917 412 
Advanced Helmet Tracker Using Lateral Photode- 
tection and Light-Emitting Di 
PATENT-3 917 412 76-11 
PATENT-3 917 446 


Single Bath Fungicidal Chrome-Zircony!l Acetate 
Mineral Dyeing Process for Cellulosics. 
PATENT-3 917 446 


5H Not available NTIS 


76-11 11C Not available NTIS 
PATENT-3 917 512 


Limonoate:Nad (P) Oxidoreductase. 
PATENT-3 917512 76-10 6H Not available NTIS 


PATENT-3 917 638 


1,3-Diacy! Derivatives of Imidazolidine. 
PATENT-3 917638 76-11 7C Not available NTIS 


PATENT-3 917 773 
Method for Fabricating a Shaped Dielectric Antenna 


Lens. 

PATENT-3 917 773 76-11 9E Not available NTIS 
PATENT-3 917 780 

Preparation of Lead Lanthanum Zirconate Titanate 


tes. 
PATENT-3 917 780 


76-08 118 Not available NTIS 
PATENT-3 917 865 


CO-Distillation Method for Recovering Volatile 
Flavor Compounds from Citrus Essence Oils. 
PATENT-3 917 865 76-11 6H Not available NTIS 


PATENT-3 917 927 


Automatic ae Frequency Counter. 
PATENT-3 917 
76-22 14B Not available NTIS 


PATENT-3 918 048 


ratus for Testing the Resolution of an Analog 
to Digital Converter. 
PATENT-3 918 048 
76-11 14B Not available NTIS 
PATENT-3 918 059 


Chaff Discrimination System. 


PATENT-3 918 059 
76-14 17D Not available NTIS 
PATENT-3 918 100 


Sputtering of Bone on Prostheses. 
PATENT-3 918 100 76-12 61 Not available NTIS 


PATENT-3 918 113 


Surface Tracker for an Underwater Vehicle. 
PATENT-3 918 113 76-14 13J Not available NTIS 


PATENT-3 918 176 
Visual Divided Attention Alcohol Safety Interiock 


System. 
PATENT-3 918 176 

76-1G 13L Not available NTIS 
PATENT-3 918 794 


| Optical Switch Coupler. 


Liquid 
PATENT-3 918 794 
76-20 20F Not available NTIS 
PATENT-3 9186 859 
Vaiveless Rotary Piston Expansion Engine. 
PATENT-3 918 859 
76-09 21G Not available NTIS 
PATENT-3 918 899 
Carboxymethy! (CM) Cottons Prepared in Non- 
Aqueous Media. 
PATENT-3 918 899 
76-11 11E Not available NTIS 
PATENT-3 918 903 
Dehydration Process to impart Wrinkle Resistance 


to Celiulose-Containing Fibrous Materials. 
PATENT-3 918 903 


76-11 11E& Not available NTIS 
PATENT-3 919 012 
P lant Compo 
PA ENT.3 919 Of: 2 76.11 211 Not available NTIS 
PATENT-3 919 014 


Prevention of = Embrittlement of High 
Strength Steel by razine Compositions. 
PATENT- 3919 014 

11F Not available NTIS 


PATENT-3 919 390 
Process and Composition for Cleaning Hot Fuel 


Gas. 
PATENT-3 919390 76-04 7A _ Not available NTIS 
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PATENT-3 919 432 

Detoxification of Jojoba M 

PATENT-3 919 432 76-09 oA Not available NTIS 
PATENT-3 919 439 

Method of oy of THPOH-NH3 Fire Retar- 

dant Finish to Textiles 

PATENT-3 919 439 

76-11 11E Not available NTIS 

PATENT-3 919 710 

Turnstile and Flared Cone UHF Antenna. 

PATENT-3 919 710 76-09 9E Not available NTIS 


PATENT-3 919 722 

Totally implantable Artificial Replacement Heart. 

PATENT-3 919 722 76-04 61 Not available NTIS 
PATENT-3 919 841 

Rocket Motor pe. 

PATENT-3 919 84 

76-12 21H Not available NTIS 

PATENT-3 919 884 

Horizontal Loading Fixture for Sustained Load Test- 


PATENT-3 919 884 


76-08 14B Not available NTIS 


PATENT-3 919 939 
Method and Means for Flash Suppression. 
PATENT-3 919 939 


76-12 119A Not available NTIS 


PATENT-3 920 199 
Rate-Gyro Stabilized Platform. 
PATENT-3 920 199 


76-12 17G Not available NTIS 


PATENT-3 920 206 
Non-Penetrating RiB-to-Surface Structural 
Connector Assem bly. 

PATENT-3 920 206 
76-08 


Clip 


13E Not available NTIS 
PATENT-3 920 336 
System for Intensification of Weak Absorption and 
Collection of Weak Light Emission. 
PATENT-3 920 336 
76-08 148 Not available NTIS 
PATENT-3 920 339 


Strain Arrestor Plate for Fused Silica Tile. 
PATENT-3 920 339 
76-08 13M Not available NTIS 


PATENT-3 920 388 
Composition for Preventing Deterioration of Hides 
from try hy: ee Animals. 
PATENT-3 
76-13 11G Not available NTIS 
PATENT-3 920 391 


Fiame-Retardant Textiles by Reaction of Cellulose 
with the Adduct of Phosphorus Trichloride and N.N- 
Dimethylformamide. 

PATENT-3 920 391 


76-11 11E Not available NTIS 
PATENT-3 920 403 


Method of Desorbing Gold from Activated Carbon. 
PATENT-3 920 403 
76-07 11F Not available NTIS 


PATENT-3 920 413 


Panel for Selectively Absorbing Solar Thermal Ener- 
gy and the Method of Producing Said Panel. 


TENT-3 920 413 
76-09 13A Not available NTIS 


PATENT-3 920 416 
Hydrogen-Rich Gas Generator. 
PATENT-3 920 416 
76-13 10B Not available NTIS 
PATENT-3 920 476 


Electrode Gap Control for Electro Chemical Batte- 
ries and Heat Generation Systems. 
PATENT-3 920 476 

76-20 10C Not available NTIS 


PATENT-3 920 494 
Propellant Pressure Burning Rate Slope Modifica- 


tion. 
PATENT-3 920 494 


76-12 119A Not available NTIS 
PATENT-3 920 542 
Removal of y wey om and Heavy Materials from 
Seed Cotton by A 


PATENT-3 920 642 “Te-14 2C_ Not available NTIS 
PATENT-3 920 608 

Fire Retardant Polyester Resins 

PATENT-3 920608 76-20 7C Not available NTIS 
PATENT-3 920 616 


Alkoxy Derivatives of H hlorophosphonitrile 
Cyclic Trimer. 
PATENT-3 920616 76-20 7C Not available NTIS 





PATENT-3 920 796 
Method of te ge Purified Phosphates from im- 
ure Phospho 
ATENT-3 920 7 706° 76-05 7A Not available NTIS 
PATENT-3 920 851 


Limonoate:Nad (P) Oxidoreductase and Debittering 
of Citrus Juices and Other Products. 


PATENT-3 920 851 76-10 6H Not available NTIS 
PATENT-3 920 907 
Periodic Signal Detector. 
PATENT-3 907 
76-16 17B Not available NTIS 
PATENT-3 920 966 


Blended Manual-Automatic Control System. 
PATENT-3 920 966 76-09 5H Not available NTIS 


PATENT-3 920 982 
on Fiber Optical Transmit and Receive Ter- 
PATENT- 3 920 982 
76-16 20F Not available NTIS 
PATENT-3 921 014 


Bounce Drive ae. 
PATENT-3 921014 76-22 13! Not available NTIS 
PATENT-3 921 121 


Selectable Up or Down Doppler Simulator. 
PATENT-3 921 121 


76-20 17D Not available NTIS 
PATENT-3 921 non 
Track Generato 
PATENT-3 921 122 
76-14 117A _ Not available NTIS 


PATENT-3 921 170 

Method and System for Computing Altitude Over a 

Ta and the Horizontal Range Thereof. 

PATENT-3 921 170 

76-08 19E Not available NTIS 
PATENT-3 921 174 
igital Tracking Range Unit. 
PATENT-3 921 174 


76-20 14B Not available NTIS 


PATENT-3 921 175 


Method of Monopulse Angle Gating for Computer. 
PATENT-3 921 175 


76-12 17G Not available NTIS 


PATENT-3 921 391 


Combustor Wi 
PATENT-3 921 


Vortex Generators. 


1 

76-16 21E Not available NTIS 
PATENT-3 921 499 

Ammunition Cook-Off Sensing 


em. 
PATENT-3 921 499 
76-08 


and Prevention 


19F Not available NTIS 
PATENT-3 921 945 


Train Resonant Car-Body Rocking Detector System. 
PATENT-3 921 945 


4 76-14 13F Not available NTIS 
PATENT-3 922 063 
ay Mounted Optical Data Transmission Cable 
ith Fluid Coupling. 


PATENT.S 922 063 
76-22 20F Not available NTIS 


PATENT-3 922 157 


Production of Nitrogen-Phosphorus Compound 
PATENT-3 922 157 76-08 7A Not available NTIS 


PATENT-3 922 331 
P ration of Microporous Rare-Earth Oxhalides. 
PATENT-3 922 331 76-07 7C Not available NTIS 
PATENT-3 922 333 


Process for Preparing Mullite Powder and Fabrica- 
tion of Structural ies Therefrom. 
PATENT-3 922 333 


76-08 11B Not available NTIS 


PATENT-3 922 522 


Optical Receiver Assembly. 
PATENT-3 922 522 


76-16 17E Not available NTIS 
PATENT-3 922 554 


Sensitized Video Phosphor Motion Perception Dis- 


pley: 
PATENT-3 922554 76-12 17! 
PATENT-3 922 608 


Electromagnetic interference Locator. 
PATENT-3 922 60 
76-24 


Not available NTIS 


14B Not available NTIS 
PATENT-3 922 673 

IFF interrogator Identification System. 

PATENT-3 922 673 


76-14 17G Not available NTIS 
?. 








PATENT-3 922 681 
ee moe — Technique for Use with Two 
Dimensiona 


em Mode Lenses 
PATENT-3 A “681 76-14 “OE Not available NTIS 
PATENT-3 922 762 


Automatic Power Adapter for Manual Quick-Release 

Connectors. 

PATENT-3 922 762 76-16 
PATENT-3 922 812 


P ise Stranding Device. 

PATENT-3 922 812 76-14 6C Not available NTIS 
PATENT-3 922 904 

Method and Apparatus for Detecting Dissolved 

Gases in Liquids. 

PATENT-3 922 904 


1C_ Not available NTIS 


76-16 148 Not available NTIS 
PATENT-3 922 914 


Bed Level Monitor. 
PATENT-3 922 914 
76-08 14B Not available NTIS 


PATENT-3 922 930 


Remotely Operable Articulated Manipulator. 
PATENT-3 922 930 76-10 131 Not available NTIS 


PATENT-3 923 118 


Acoustic Baffle for Deep Submergence. 
PATENT-3 923 118 76-14 13J Not available NTIS 


PATENT-3 923 166 


Remote Manipulator System. 
PATENT-3 923 166 76-10 13) 


PATENT-3 923 374 
High spose Electro-optic Waveguide Modulation. 
PAT ENT-3 923 374 


76-16 20F Not available NTIS 


Not available NTIS 


PATENT-3 923 376 


Electro-optic Waveguide Beam Deflector. 
PATENT-3 923 376 
76-16 20F Not available NTIS 
PATENT-3 923 377 
h Angle Ay Ray Separator. 
PATENT-3 377 
76-20 20F Not available NTIS 
PATENT-3 923 675 


Method for Preparing Lead Lanthanum Zirconate- 
Titanate Powders 
PATENT-3 923 675 
76-09 20L Not available NTIS 
PATENT-3 923 804 
Nitro-Pyrimidines. 
PATENT-3 923 804 
76-12 119A Not available NTIS 
PATENT-3 923 830 
een ap) y meee 
PATENT-3 923 
76-12 19A Not available NTIS 
PATENT-3 924 038 


Ane eapeooton Configuration. 
NT-3 924 
19D Not available NTIS 
PATENT-3 924 068 
Low Distortion Receiver for Bi-Levei Baseband PCM 
Waveforms. 
PATENT-3 924 068 
76-11 17B Not available NTIS 
PATENT-3 924 125 


Activated Aluminum Tracer Tag. 
PATENT-3 924 125 

76-14 11F Not available NTIS 
PATENT-3 924 130 


Exposure Indicator. 
PATENT-3 924 130 
76-11 15C Not available NTIS 


PATENT-3 924 135 


Direct-Response Ultraviolet Dosimeter Utilizing 
luminescent Magnesium Oxide. 
PATENT-3 924135 76-08 6R Not available NTIS 


PATENT-3 924 137 
Pass aaa Target. 


Deuterium 
PATENT-3 924 137 
76-10 20H Not available NTIS 
PATENT-3 924 164 


High Temperature Beryllium Oxide Capacitor. 
PATENT-3 924 164 76-10 9A Not available NTIS 


PATENT-3 924 176 
netometer Using Superconducting Rotating 


PATENT-3 924 176 


76-11 14B Not available NTIS 
PATENT-3 924 182 


Signal Analyzer. 


PATENT-3 924 182 76-16 17! 
PATENT-3 924 183 
Frequency Measurement by Coincidence Detection 
with Standard Frequency. 
PATENT-3 924 183 
76-11 


Not available NTIS 


14B. Not available NTIS 
PATENT-3 924 200 


Atomic Standard with Variable Storage Volume. 
PATENT-3 924 200 
76-10 148 Not available NTIS 
PATENT-3 924 237 
Horn Antenna Having V-Shaped Corrugated Slots. 
PATENT-3 924 237 76-10 9E Not available NTIS 
PATENT-3 924 239 


Dichroic Plate. 
PATENT-3 924 239 
76-10 20F Not available NTIS 
PATENT-3 924 262 


Aural Warning Apparatus. 
PATENT-3 924 262 76-22 


PATENT-3 924 267 


Scan Convertin : “eee Tape Recorder. 
PATENT-3 924 
76-11 


1D Not available NTIS 


17B Not available NTIS 
PATENT-3 924 406 


Embedded Porous Element Rocket Motor. 
PATENT-3 924 406 
76-09 21H Not available NTIS 
PATENT-3 924 444 
Ultrasonic Calibration Device. 
PATENT-3 924 444 
76-10 14B Not available NTIS 
PATENT-3 924 458 
Pressure Sensitive Control Device. 
PATENT-3 924 458 
76-16 
PATENT-3 924 534 


Lightweight Cartridge Case of improved Aluminum 


17G_ Not available NTIS 


Alloy aterial Which Eliminates Catastrophic 
Failures 
PATENT- 3 924 534 

76-19 19A Not available NTIS 


PATENT-3 924 614 
Base Two Exponential Counter. 
PATENT-3 924614 76-09 9B 
PATENT-3 924 826 
Rotatable Window Means. 
PATENT-3 924 826 76-09 1C 
PATENT-3 924 953 


Helix Pitch Monitor. 
PATENT-3 924 953 
76-14 13H 


Not available NTIS 


Not available NTIS 


Not available NTIS 
PATENT-3 925 068 


Preparation of Alloys. 
PATENT-3 925 068 
11F Not available NTIS 
PATENT-3 925 088 


Thermally Sensitive Ink. 
PATENT-3 925 088 


76-14 11C Not available NTIS 
PATENT-3 925 104 


Thermocouple Tape. 
PATENT-3 925 104 

76-10 148 Not available NTIS 
PATENT-3 925 125 


Moisture Replacement in Pelletized Nitrocellulose. 
PATENT-3 925 125 


76-12 19A Not available NTIS 
PATENT-3 925 166 


Automated System for the Determination of Bacteri- 
al Antibiotic Susceptibilities. 
PATENT-3 925 166 76-08 6M Not available NTIS 


PATENT-3 925 192 


Removing Heavy Metal lons from Water. 
PATENT-3 925 192 76-09 7B Not available NTIS 


PATENT-3 925 311 
Thermally Stable Aryloxybenzimidazob ph 
Throline Compositions. 
PATENT-3 925 311 76-09 7C Not available NTIS 
PATENT-3 925 312 


Polyimides of Ether-Linked Ary! Tetracarboxylic Di- 


ery 
PATENT-3 925 312 76-10 7C Not available NTIS 
PATENT-3 925 315 


Diglycidy! Ether of 4-Methylol Resorcinol. 
PATENT-3 925315 76-24 7C Not available NTIS 





PATENT-3 926 549 


PATENT-3 925 547 


—— and Purification of Active Principle of Fruit 
of S lum Dulcificum. 
PAT NT-3 925 547 76-08 6H Not available NTIS 


PATENT-3 925 558 
Use of Obtusaquinone as a Sengaiee to Control 


Wood-inhabit Marine Fu 
PATENT-3 925 76-22 C Not available NTIS 
PATENT-3 925 710 


General Purpose Electronic interface Equipment 


Pac 
PATENT-3 925710 76-16 9C Not available NTIS 
PATENT-3 925 711 
Tuned Spin Coil Supply. 
11 


Series 
PATENT-3 925 
76-09 10B Not available NTIS 
PATENT-3 925 733 


Maximum Pulse Density Detector. 
PATENT-3 925 733 
76-20 


PATENT-3 925 = 


Fluid impact G 
PATENT-3 925 849 76-14 2C Not available NTIS 


PATENT-3 925 869 
Method of Making Tension Indicator-Turnbuckle. 


PATENT-3 925 869 
13E Not available NTIS 


148 Not available NTIS 


76-09 
PATENT-3 925 956 


Fatigue Resistant Splice. 
PAT NT. 3925956 76-09 


PATENT-3 925 983 


Transpiration Cooling Washer Assembly. 
PATENT-3 925 983 


1C Not available NTIS 


76-09 21H Not available NTIS 
PATENT-3 925 990 


Shock Heated, Wali Confined Fusion Power System. 
PATENT-3 925 990 : 


PATENT-3 926 029 


Heated Die Assembly. 
PATENT-3 926 029 76-09 


PATENT-3 926 046 
System for Measuring Unsteady Aerodynamic 
Lye 3 
PATENT-3 926 046 
76-09 148 Not available NTIS 
PATENT-3 926 056 
Conductivity, Temperature and Pressure Measuring 


PATENT-3 926 056 76-12 8) Not available NTIS 
PATENT-3 926 057 


Spiral Manometer. 
PATENT-3 926 057 
76-12 148 


PATENT-3 926 137 


Seep Coes m Parachute Release. 
NT-3 926 137 76-14 13 


See 926 221 


Laminar Fluidic Multiplier. 
PATENT-3 926 221 
76-24 13G 


18A Not available NTIS 


131 Not available NTIS 


Not available NTIS 


Not available NTIS 


Not available NTIS 
PATENT-3 926 367 


Complex Filters, Convoivers, and Multipliers. 
PATENT-3 926 367 76-14 9B Not available NTIS 


Yn oo wane i. 
for Mixing Pesticide with 


oncurenty "6. Tea oe” Not available NTIS 


PATENT.3 926 371 
PATENT-3 926 373 
Thrust Augmentation System with Oscillating Jet 
Nozzles. 
PATENT-3 926 373 
76-09 22B Not available NTIS 
PATENT-3 926 386 


Spool for Wire Deployment. 
PATENT-3 926 386 


76-09 19G Not available NTIS 
PATENT-3 926 482 


Fluid Journal Beari 
PATENT-3 926 482 


PATENT-3 926 520 
System for Electronic Adjustment of Effective Con- 
trast Ratio in Pho a Reproduction. 
PATENT-3 926 52 
76-09 14E Not available NTIS 
PATENT-3 926 549 
~ Aye yp Textiles. 


Cellulose 
PATENT-3 926 54 
76-11 11E Not available NTIS 


6-10 131 Not available NTIS 
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PATENT-3 926 550 
Cotton-Tung Oil Durable-Press Textiles with High 
Flex Abrasion Resistance. 

PATENT-3 926 550 
76-11 11E Not available NTIS 
PATENT-3 926 555 


Modification of Cotton Textiles and Cot- 
ton/Polyester Textile Blends by Photo-initiated 
rization of Vinylic Monomers. 
ATENT-3 926 555 
76-11 11E& Not available NTIS 
PATENT-3 926 562 


Vertical Tube + rc Reactor. 
PATENT-3 926 56 
* 6-20 21B Not available NTIS 
PATENT-3 926 567 


Cermet Composition and Method of Fabrication. 


PATENT-3 926 567 
76-10 116 Not available NTIS 
PATENT-3 926 684 


High — Current Superconductors and Prepara- 
tion Thereo 
PATENT-3 926 684 


76-20 11F Not available NTIS 
PATENT-3 926 709 


G Materials from Plumbites and Cellulosics. 
PATENT-3 926 709 
76-11 11C Not available NTIS 


PATENT-3 926 798 


Reverse Osmosis Membrane 
PATENT-3 926 798 76-07 ‘7A 


PATENT-3 926 799 


Support for Dynamic Mem 
PATENT -3 926 799 7607 TA 


PATENT-3 926 868 


Fiame-Retardant Polyurethane Foams. 
PATENT-3 926 868 76-09 11! Not available NTIS 


PATENT-3 927 033 


ee and Method of Preparation. 
PATENT-3 927033 76-20 7C Not available NTIS 


PATENT-3 927 147 


Haioalkoxy Derivatives of the See 
Chioride-Hexamethyiphosphoramide Addu 
PATENT-3 927 147 76-20 7C Not a NTIS 


PATENT-3 927 178 
+ Dioxide p Somouet from Stack Gases. 


PATENT-3 927 
76-10 13B Not available NTIS 
PATENT-3 927 227 \ 


Method for Manufacturing Mirrors in Zero Gravity 
Environment. 
PATENT-3 927 227 


Not available NTIS 


Not available NTIS 


76-10 20F Not available NTIS 
PATENT-3 927 258 


Compatible Scanning System. 
PATENT-3 927 258 76-09 9E Not available NTIS 


PATENT-3 927 310 
igital Test Apparatus. 
310 


PATENT-3 
76-09 14B Not available NTIS 
PATENT-3 927 323 


Video hor Motion Perception Display. 
PATENT-3 927 323 76-12 171 Not available NTIS 


PATENT-3 927 324 


Micrometeoroid Velocity and Trajectory Analyzer. 
PATENT-3 927 324 


76-10 14B Not available NTIS 
PATENT-3 927 349 
Zero ay y~ | SCR Light Dimmer. 
PATENT-3 927 349 
76-10 13A Not available NTIS 
PATENT-3 $27 388 
Divers Navigation Display. 
PATENT-3 927 388 
76-14 17G Not available NTIS 
p> oe 927 391 
ae ue for Ranking Data Observatio 
ie -3 927 391 6-20 9B Not —— NTIS 
PATENT-3 927 408 


Single Frequency, Two Feed Dish Antenna Having 

Switchable Beam width. 

PATENT-3 927 408 76-10 9E Not available NTIS 
PATENT-3 927 552 ~ 

Underwater Strain Sensor. 

PATENT-3 927 552 

76-22 14B Not available NTIS 

PATENT-3 927 562 


Environmental Profiler. 
PATENT-3 927 562 
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76-16 14B Not available NTIS 
PATENT-3 927 719 

Remote Sealing of Mine Passages. 

PATENT-3 927719 76-08 81 Not available NTIS 
PATENT-3 927 826 


a? for Centrifugal Testing of Electrophoresis 


PATENT-3 927 826 


76-08 148 Not available NTIS 


PATENT-3 927 849 
Fluidic Analog Ring Position Device. 
PATENT-3 849 
76-16 119A Not available NTIS 
PATENT-3 927 962 
Non-Discoloring Fiame Resistant Wool. 
PATENT-3 927 962 


76-08 11E Not available NTIS 


PATENT-3 927 969 
insectproofing Wool with Zinc Acetate. 
PATENT-3 927 969 
76-09 11E Not available NTIS 
yee 927 977 
id Crystal Gas Analyzer. 
PATENT. 927 977 
76-08 14B Not available NTIS 
PATENT-3 928 015 
Manufacture of Urea-Ammonium Sulfate from Sul- 
furic Acid, Ammonia, and Urea. 
PATENT-3 928015 76-12 2A 
PATENT-3 928 076 


LiCl Inhibitor for Perchlorate Battery. 
PATENT-3 928 076 _ 
-24 


Not available NTIS 


10C Not available NTIS 
PATENT-3 928 112 


Process for Producing Stabilized Anatase Titanium 
Dioxide Surfaces for Durable Adhesive Bonding. 
PATENT-3 928 112 


76-24 11F Not available NTIS 
PATENT-3 928 231 


Selective Hydrocarbozylation of Unsaturated Fatty 


se ry? 
PATENT-3 928 231 76-09 7C Not available NTIS 
PATENT-3 928 584 

weeny § be nell ene Tree Saps for Treating P388 


Mouse 
PATENT.3. 908 564 76-10 60 Not available NTIS 
PATENT-3 928 619 


Certain yy yer Compounds for insect Control. 
PATENT-3 619 76-13 7C Not available NTIS 


pews adres: °° 4 ha 


Tran re Resistant Polymeric Structures. 
PATE 73 $28 708 76-11 1 Not available NTIS 


PATENT-3 928 816 
Far infrared Waveguide Laser. 


PATENT-3 928 81 
76-10 20E Not available NTIS 
PATENT-3 928 817 


Multiple-Selected-Line Unstable Resonator. 
PATENT-3 928 817 
76-10 20F Not available NTIS 


PATENT-3 928 818 


Method of Reducing Light Leakage in Lasers. 
PATENT-3 928 818 
76-12 20F Not available NTIS 


PATENT-3 928 319 


Laser Power Supply. 
PATENT-3 928 819 
76-10 20E Not available NTIS 


PATENT-3 928 821 
~ A a Laser System. 
PA 


PATENT-3 928 822 


Thermal Differential Compensator. 
PATENT-3 928 822 
76-10 20E Not available NTIS 


PATENT-3 928 840 


76-26 20E Not available NTIS 


Tracking System for Underwater Objects. 
PATENT-3 928 840 
76-11 117A Not available NTIS 
PATENT-3 928 851 
Object Locator System. 
PATENT-3 928 851 76-16 171 Not available NTIS 
PATENT-3 929 015 


Line Motion and Water Current Disc Senso 
PATENT-3 929015 76-20 8C Not —— oe NTIS 


PATENT-3 $29 072 
Mild Detonating Fuse End Termination. 





PATENT-3 929 072 


76-11 


19A Not available NTIS 
PATENT-3 929 074 
Means for the Elimination of a Cartridge Rim. 
PATENT-3 929 074 
76-16 19A Not available NTIS 
PATENT-3 929 119 
Self-Energized Plasma Compresso 
PATENT-3 829 119 76-12 20! Not available NTIS 
PATENT-3 929 305 
Heat ry gh - and Method. 
PATENT-3 929 30 
76-12 13A Not available NTIS 
PATENT-3 929 306 
Space Vehicle System. 
PATENT-3 929 306 
76-12 22B Not available NTIS 
PATENT-3 929 308 
Local Deraiiment 
System. 
PATENT-3 929 308 
76-14 


Sensor and Brake Actuator 


13F Not available NTIS 
PATENT-3 929 364 

Clock Setter 

PATENT-3 929 364 


76-11 148 Not available NTIS 


PATENT-3 929 459 
Charging an Electric Furnace. 
PATENT-3 929 459 
76-08 13H Not available NTIS 
PATENT-3 929 468 
Process for Recovery of Non-Ferrous Metals from 
Oxide Ores and Concentrates. 
PATENT-3 929 468 
76-08 11F Not available NTIS 
PATENT-3 929 535 


Color Reversible, Mirror Surface Glassy Materials 
from Plumbite-Treated Cellulosics. 
PATENT-3 929 535 
76-11 11C Not available NTIS 
PATENT-3 929 557 
Periodically and Alternately Accelerating and 
Decelerating Rotation Rate of a Feed Crystal. 
PATENT-3 929 557 
76-10 208 Not available NTIS 
PATENT-3 929 634 
Removal of Mercury from Aqueous Solutions Em- 
ployir Naval aoees Products. 


-3 929 63 
76-11 136 Not available NTIS 
PATENT-3 929 717 


swe a Sensitive Repairable Epoxy Embedding 
PATENT-3 929 717 76-24 7C Not available NTIS 


PATENT-3 929 723 
A- ap agearmmey Polyolefins Containing Sulfeny! 


PATENT 929 723 


76-09 11L Not available NTIS 
PATENT-3 929 755 


Pyrolyzed Rosin Products as Synthetic Rubber 


Tackifiers. 
PATENT-3 929 755 
76-11 11L Not available NTIS 
PATENT-3 929 832 
2.3,7,8-Tet inodib thioph 5,5-Dioxide 





and Process Therefor. 
PATENT-3 929 832 76-10 7C Not available NTIS 
roe a 894 
the +. of lsopropenyl- 


clo(4,4,0 -l-En-3-O 
Bieyco( Dec 894 76-09. 7 7C Not available NTIS 


PATENT-3 929 947 
Process for Manufacturing Waliboard and the Like. 


PATENT-3 929 947 
Y 76-13 13C Not available NTIS 
PATENT-3 930 032 


Baking Powder of Improved Stability and Method of 


Producing Same. 
PATENT. 930032 76-19 6H Not available NTIS 
PATENT-3 930 037 


Process for Preparing Mixtures of Carotenoid Pig- 


ments. 
PATENT-3 930037 76-10 6H Not available NTIS 
PATENT-3 930 038 


Method for Coloring os and V 
PATENT-3 930038 76-10 


PATENT-3 930 255 
> to Digital Conversion by Charge Transfer 
Device 


GH Not avail available NTIS 


?. 














PATENT-3 930 255 76-14 9E Not available NTIS 


PATENT-3 930 317 
Electronic Azimuth Transfer Method and System. 
PATENT-3 930 317 


76-24 17G Not available NTIS 


PATENT-3 930 448 
Rocket-Deplo Balloon for Position Marker. 
PATENT-3 448 76-14 6G Not available NTIS 
PATENT-3 930 519 
Pressure Regulator. 
PATENT-3 519 
76-24 13K Not available NTIS 


PATENT-3 930 541 
Flame Prevention System for Fuel Tank Fires. 
PATENT-3 930 541 
76-24 13D Not available NTIS 
PATENT-3 930 550 
Vehicle Drive and Suspension. 
PATENT-3 930 550 
76-24 19C Not available NTIS 
PATENT-3 930 553 


Track Tension Control. 
PATENT-3 930 553 
76-24 19C Not available NTIS 


PATENT-3 930 628 


/Release ——. 
PATENT-3 930 628 76-11 1A Not available NTIS 
PATENT-3 930 629 
Overheated Journal Bearing Derailment Prevention 


PATENT-3 930 629 


76-14 13F Not available NTIS 
PATENT-3 930 718 
ny pe Modulator. 
PATENT-3 930 718 
76-14 20F Not available NTIS 
PATENT-3 930 735 


Traffic Survey System. 
PATENT-3 930 735 
76-15 13B Not available NTIS 

PATENT-3 930 804 

Deep Sea Gas Generator Container. 

PATENT-3 930 804 76-14 13J Not available NTIS 
PATENT-3 931 132 

Utilization of Oxygen Difluoride for Syntheses of 


Fiuoropolymers. 

PATENT-3 931132 76-11 7C Not available NTIS 
PATENT-3 931 392 

Enhancement of Ultimate Tensile Strength of Car- 

bon Fibers 

PATENT-3 931 392 


76-23 11B Not available NTIS 


"aes 931 395 
rocess for Generating Hydrogen 
PATENT. 3931395 76-14 7 
PATENT-3 931 447 
Fused Silicide oq Containing Discrete Parti- 
cles for Protecting Niobium Alloys. 
PATENT-3 931 44 


Gas. 
Not available NTIS 


76-11 11C Not available NTIS 
PATENT-3 931 456 
High Vo Distributor. 
PATENT-3 931 456 76-11 9A Not available NTIS 


PATENT-3 931 462 


Stack Plume Visualization System. 
PATENT-3 931 462 
76-12 14B Not available NTIS 
PATENT-3 931 516 
Particle as Analyzer. 
PATENT 


-3 931 
76-11 14B Not available NTIS 
PATENT-3 931 532 
Thermoelectric Power System. 


PATENT-3 931 532 
76-11 10B Not available NTIS 
PATENT-3 931 550 


Electronic Latching Relay Control. 
PATENT-3 931 550 /76- 9E Not available NTIS 


PATENT-3 931 568 


Efficient Biasing Scheme for Microwave Diodes. 
PATENT-3 931568 76-25 9€ Not available NTIS 


PATENT-3 931 581 
High-Efficiency, , Suitohing. Power Amplifier. 


PATENT-3 931 
76-11 17A Not available NTIS 
PATENT-3 931 586 


Scanning Oscillator Stabilization. 
PATENT-3 931 586 76-20 9E Not available NTIS 


PATENT-3 931 589 
Perforated Wall Hollow-Cathode lon Laser. 
589 


PATENT-3 931 
76-11 20E Not available NTIS 
PATENT-3 931 592 
Surface Acoustic Wave Tuned Laser. 
PATENT-3 931 592 
76-16 20F Not available NTIS 
PATENT-3 931 598 
Normal Reflective Array Compressor and Method. 
PATENT-3 931598 76-11 9E Not available NTIS 
PATENT-3 931 701 


Automatic Produce-Bagging Machine That Uses 
Bee ot Ny pI ae Net Tubing. 


PATENT-3 931 7 
76-14 13D Not available NTIS 
PATENT-3 931 730 
Ramp Current Apparatus and Method of Sensitivity 
Testing. 
PATENT-3 931 730 
76-26 19A Not available NTIS 
PATENT-3 932 020 
Electrical Connecto 
PATENT-3 932 020 "76-25 9A Not available NTIS 
PATENT-3 932 123 


nS Se Cotton Cellulose with Hexamethy! 
osphorous Triamide 
PATENT. 3 932 123 


76-11 11E Not available NTIS 


PATENT-3 932 124 


Process for Setting Textiles. 
PATENT-3 932 124 
76-10 11E Not available NTIS 
PATENT-3 932 125 
Preparation of Stretchable Wool Textiles. 
PATENT-3 932 125 
76-10 
PATENT-3 932 170 
Use of Scavenger in Recovery of Metal Values. 


PATENT-3 932 170 
76-13 11F Not available NTIS 


11E Not available NTIS 


PATENT-3 932 240 
Burning Rate Modifying Binder for Propellant and 


Me 
PATENT-3 932 240 76-16 211 
PATENT-3 932 338 


Photodegradabie 
Halopheny! Ketones. 
PATENT-3 932 338 76-10 11I 


PATENT-3 932 352 
Cpatetnqnaale Plastic Composition Containing a 


N-Halo | 
Not available NTIS 


Not available NTIS 


Plastics Containing alpha- 


Not available NTIS 


PATENT-3 932 352 76-10 111 
PATENT-3 932 560 


High-Molecular Weight Acidic Polymers 
PATENT-3 932 560 76-11 7C Not available NTIS 


PATENT-3 932 628 


Extracts from Active Tree Saps 

PATENT-3 932 628 76-10 60 Not available NTIS 
PATENT-3 932 745 

Far Field Construction for Optical Fourier Trans- 

forms. 

PATENT-3 932 745 

76-26 17H Not available NTIS 

PATENT-3 932 823 

Microstrip to Waveguide Adapter. 

PATENT-3 932 823 76-14 9A _ Not available NTIS 
PATENT-3 932 835 


Towable VLF Sonar Projector. 
PATENT-3 932 835 

76-14 17A_ Not available NTIS 
PATENT-3 932 872 


Core Design for Flexible H-Sensor for ELF. 
PATENT-3 932 872 76-14 9E Not available NTIS 


PATENT-3 932 928 


Method of insulating Stator Coils. 
PATENT-3 932928 76-14 9C 


PATENT-3 933 000 
Tubular ri 1 for a Cryogenic Refrigerator. 


PATENT-3 
76-10 13A Not available NTIS 


Not available NTIS 


PATENT-3 933 034 


Hydrostatic Stress Gauge System 
PATENT-3 933 034 76-11 211 


PATENT-3 933 096 


Gyroscopic Rate Switch. 
PATENT-3 933 096 
76-26 


‘Not available NTIS 


17G_ Not available NTIS 





PATENT-3 935 099 


oe 933 118 
Chemiluminescent Signal Device. 
PATENT-3 933 118 
76-16 13A Not available NTIS 
PATENT-3 933 390 
Attachment Devices for Underwater Salvage. 
PATENT-3 933 390 76-22 13J Not available NTIS 


PATENT-3 933 410 
Optical Connector with Single Scrambling Volume. 
PATENT-3 933 410 
76-20 20F Not available NTIS 
PATENT-3 933 542 


Rocket Propellant with Acrylate Binder 
Difluoroamino Plasticizer 
PATENT-3 933 542 76-14 211 Not available NTIS 


PATENT-3 933 572 
Method for Growing Crystals. 


PATENT-3 933 572 
76-11 208 Not available NTIS 


and 


PATENT-3 933 573 


Aluminum Nitride Si 
Molten Mixture with Ca 
PATENT-3 933 573 . 

6-11 


le Crystal Growth from a 
aicium Nitride. 
20L Not available NTIS 
PATENT-3 933 608 
Method for the Decomposition of Hydrogen Sulfide. 
PATENT-3 933 608 76-11 7A Not available NTIS 
PATENT-3 933 615 


Fluid Flow Stripping and Plating System. 
PATENT-3 933 615 76-11 13! Not available NTIS 


PATENT-3 933 635 


Method for Removing Soluble Selenium from Acidic 
Waste Water. 
PATENT-3 933 635 

76-11 138 Not available NTIS 
PATENT-3 933 738 


we Bo Retardant Adduct of Cyclophosphonitrilic 
Chioride and Hexamethyiphosphoramide. 
PATENT-3 933 738 76-20 7C Not available NTIS 


PATENT-3 933 944 


Hm Ay hono)Dicarboxylic Acid Derivat 
PATENT-3 933 944 76-11 7C Not available NTIS 
PATENT-3 934 033 


Method for Seraating Seema insect Maturation. 
PATENT-3 934 033 6-14 6F Not available NTIS 


PATENT-3 934 046 


Water Leaching Pre-Fried Potato Slices. 
PATENT-3 934 046 76-10 6H Not available NTIS 


PATENT-3 934 082 
Post Detection Device for Eliminating Backscatter. 


PATENT-3 934 08 
76-14 17B Not available NTIS 
PATENT-3 934 165 


Pr rtional Counter End Effects Eliminator. 
PATENT-3 934 165 
6-20 18D Not available NTIS 


PATENT-3 934 204 
AM/AGC Weighted Diversity Combiner/Selector. 


PATENT-3 934 204 
76-23 17B Not available NTIS 
PATENT-3 934 219 


Acoustic Method and Apparatus for Determining Ef- 
fectiveness of Mine P Seal. 
PATENT-3 934 219 76- 8! Not available NTIS 


PATENT-3 934 511 
r Shaped Charge Warhead. 


Linea 
PATENT-3 934 511 
76-16 19A Not available NTIS 
PATENT-3 934 539 


Chemiluminescent Foldable — Device. 
PATENT-3 934 539 76-16 Not available NTIS 


PATENT-3 934 846 
Device to Reduce Flow induced Pressure Oscilla- 


tions in Open Cavities 
PATENT-3 934 846 76-11 1C Not available NTIS 
PATENT-3 934 971 


a for Preparing Multicolorea Cotton Pile 


PATENT-3 934 971 


76-11 11C Not available NTIS 


PATENT-3 935 006 
Process for Eluting Adsorbed Gold and/or Silver 
Values from Activated Carbon. 
PATENT-3 935 006 
76-13 11F Not available NTIS 
PATENT-3 935 099 
Method of Reducing Water Content of Emulsions, 
Suspensions, and 7; with Highly Absor- 
bent Starch-Containing Polymeric Compositions. 
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PATENT-3 935 099 76-11 
PATENT-3 935 172 


Reeter lyamides as Desalination Membranes. 
PATENT-3 935 76-11 7A Not available NTIS 


PATENT-3 935 381 


Electronic Solid State Sensor im 
PATENT-3 935 381 76-20 9E 


PATENT-3 935 440 
Catapult Breakaway Load Simulator Circuit. 


PATENT-3 935 440 
76-22 148 Not available NTIS 





7C Not available NTIS 


e Size Control. 
ot available NTIS 


PATENT-3 935 479 
Dynamic Damping ratus 
PATENT-3 935 479 76-11 
PATENT-3 935 563 


Computer Footprint File. 
PATENT-3 935 563 76-14 9B Not available NTIS 


PATENT-3 936 141 


Multiple Optical Connector. 
PATENT-3 936 141 


9E Not available NTIS 


76-20 20F Not available NTIS 
PATENT-3 936 144 
Frequency Selective Optical Coupler. 


TENT-3 936 144 
76-20 20F Not available NTIS 
PATENT-3 936 230 
Self-Supported, Self-Locating Seal for Turbine En- 
ines. 
BATENT -3 936 230 
76-13 11A Not available NTIS 
PATENT-3 936 267 


Flameproofing Wool Textiles. 
PATENT-3 267 


76-10 11E Not available NTIS 


PATENT-3 936 393 
Antimicrobial 
PATENT-3 936 

PATENT-3 936 580 


Electrically Conductive Glasslike Films on Glass or 
Ceramic Surfaces from Aluminum and Plumbite- 
Treated Cellulosics. 
PATENT-3 936 580 


nts and Use T 
3 76-10 6H lar ory available NTIS 


76-11 11B Not available NTIS 
PATENT-3 936 732 


Traveling Wave Tube 
PATENT-3 936 732 76-1 


PATENT-3 936 759 


Offset Reduction Apparatus for Analog Circuits. 
PATENT-3 936 759 76-13 98 Not available NTIS 


Current Sensor. 
9A _ Not available NTIS 


PATENT-3 936 760 
D. C. Restorer Circ 
PATENT-3 936 760. 6-16 9A Not available NTIS 
PATENT-3 936 763 
Null input yoy Tracking Filter System. 
PATENT-3 936 
76-20 17G Not available NTIS 
—o 936 831 
le Pulse TOA  wreammaenanrs System. 
PA NT-3 936 83 
76-16 17C Not available NTIS 
PATENT-3 8936 832 


System to Process Antenna Beams to Obtain the 
an Location of Target with High Resolution 
PATENT- ENT-3 926 832 76-16 17! Not available NTIS 


PATENT-3 936 834 


High Powered Ferrite Loaded Helicopter Antenna. 
PATENT-3 936 834 76-22 SE Not available NTIS 


PATENT-3 936 837 


Corrugated Horn Fed Offset Paraboloidal Reflector. 
PATENT-3 936 $37 oe 6 9E Not available NTIS 


PATENT-3 936 895 
Benthic Bobbin 


Buoy. 
PATENT-3 936 


5 
76-14 148 Not available NTIS 
PATENT-3 936 902 


Automatic Cleaning Apparatus for Fluid Filters. 


PATENT-3 936 902 
76-25 13F Not available NTIS 
PATENT-3 936 927 


~— 4 AttachmentMethod for insulation. 
PATENT-3 936 927 
76-15 22B Not available NTIS 


PATENT-3 936 954 
Electronic Bearing Selector for Omni-Directional 


Signats. 
PATENT-3 936 954 


76-26 117A Not available NTIS 
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PATENT-3 936 956 


Sonar Reverberation Simulation. 
PATENT-3 936 958 
76-26 17A Not available NTIS 


PATENT-3 937 055 
Method of Peenin a and Portable Peening Gun. 


PATENT-3 937 05 
76-13 13H Not available NTIS 
ae —~4 071 


A nelly est Apparatus. 
PATENT-3 937 071 
76-25 


148 Not available NTIS 
PATENT-3 937 079 


Calorimeter for an Unstable Laser Resonator. 
PATENT-3 937 079 
76-13 20E Not available NTIS 


PATENT-3 937 212 


Miniature Muscle Displacement Transduce 
PATENT-3 937 212 76-15 61L Not available NTIS 


PATENT-3 937 215 


Therapeutic Hand Exerciser. 
PATENT-3 937 215 76-15 61 Not available NTIS 


PATENT-3 937 387 
Method of Fluxless Brazing and Diffusion Bonding 
of Aluminum Containing Components. 
PATENT-3 937 387 
76-13 13H Not available NTIS 
PATENT-3 937 407 


Multiple Strap Shock Absorber. 
PATENT-3 937 407 76-22 1C Not available NTIS 


PATENT-3 937 533 


Axially and Radially Controllable Magnetic oe. 
PATENT-3 937 533 76-13 13! Not available NTIS 


PATENT-3 937 555 


ceteqpenete Motion Picture Camera with Doppler 
Shift pensation. 
PATENT-3 937 555 
76-13 
PATENT-3 937 557 
Star Coupler for Single Mode Fiber Communication 


Systems. 
PATENT-3 937 557 
76-20 20F Not available NTIS 


14E Not available NTIS 


PATENT-3 937 560 


Single Fiber Access Coupler. 
PATENT-3 937 560 
76-20 20F Not available NTIS 


PATENT-3 937 561 


Liquid Crystal Optical image Attenuator. 
PATENT-3 937 561 
76-20 20F Not available NTIS 


PATENT-3 937 661 
Method and Apparatus for Fluffing, Separating, and 
ibers. 


Cleaning F 
PATENT-3 937 661 
76-13 


PATENT-3 937 845 
Semi-Solid Fermentation of Straw. 
PATENT-3 937 845 76-13 2E Not available NTIS 


PATENT-3 937 849 
Process for improving the Digestibility of Hemicellu- 


lose-Free Straw. 

PATENT-3 937 849 76-13 2E Not available NTIS 
PATENT-3 937 936 

Equipment Self-Repair by Adaptive Multifunction 


ules. 
PATENT-3 937 936 76-13 9B Not available NTIS 
PATENT-3 937 942 


Multi-Channel Optical Correlation Nery 
PATENT-3 937 942 
76-22 20F Not available NTIS 


13H Not available NTIS 


PATENT-3 937 945 
Apparatus for Simulating Optical 


Links. 
PATENT-3 937 945 
76-13 20F Not available NTIS 


Transmission 


PATENT-3 937 979 
Photoparametric Amplifying Upconverter. 
PATENT-3 937979 76-20 9A _ Not available NTIS 
PATENT-3 938 006 
Active ative Sequence Cable Monitor. 
PATENT- 938 006 
76-12 
PATENT-3 938 035 
Electrical Conductivity Cell 
Fabricating the Same. 
PATENT-3 938 035 
76-15 


14B Not available NTIS 


and Method for 


148 Not available NTIS 





PATENT-3 938 037 
roe for Measuring the Ferrite Content in an 
Austenitic Stainless-Steel Weld. 
PATENT-3 938 037 
76-13 11F Not available NTIS 
PATENT-3 938 153 


Sidelobe Canceller System. 
PATENT-3 938 153 76-20 9E Not available NTIS 


PATENT-3 938 154 


Modified Sidelobe Cancelier System 
PATENT-3 938 154 76-20 9E 


PATENT-3 938 157 


Rotatable Radar Antenna Feed and Receiver Horn. 
PATENT-3 938 157 76-20 171 Not available NTIS 


PATENT-3 938 160 


Phased Array Antenna with Array Elements Coupled 
to Form a Multiplicity of Overlapped Sub-Arrays. 
PATENT-3 938 160 76-13 9E Not available NTIS 


PATENT-3 938 162 


Variable Beamwidth Antenna. 
PATENT-3 938 162 76-13 9E Not available NTIS 


PATENT-3 938 1862 
Automatic Character Skew and Spacing Checking 
rk 


twork. 
PATENT-3 938 182 76-13 9B Not available NTIS 
PATENT-3 938 183 


Magnetic Tape oe Signal Injection Device. 
PATENT-3 938 183 
76-22 


Not available NTIS 


14C Not available NTIS 
—— 938 188 


Analog to Digital Converter. 
PATENT-3 188 76-13 9B Not available NTIS 


PATENT-3 938 319 
Method of and Apparatus for Preventing Compres- 
sor Stall in a Gas Turbine Engine. 
PATENT-3 938 319 
76-16 21E Not available NTIS 


PATENT-3 938 367 
Sampler of See Borne Particles. 
7 


PATENT-3 938 
76-13 13B Not available NTIS 
PATENT-3 938 373 
— and Apparatus for Tensile Testing of Metal 
oil. 
PATENT-3 938 373 
76-13 11F Not available NTIS 
PATENT-3 938 378 
Engine Compression Testing. 
PATENT-3 908 378 


ATENT-3 
76-26 21G Not available NTIS 
PATENT-3 938 385 


Distributed Temperature Sensor. 
PATENT-3 938 385 


76-16 14B Not available NTIS 
PATENT-3 938 438 
Armed eee Apparatus. 
PATENT® 938 
76-20 198 Not available NTIS 
PATENT-3 938 441 
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76-17 11D Not available NTIS 
PATENT-3 953 646 
- eeeenmaaae Ceramic Coating for Silica insula- 
PATENT-3 953 646 


76-17 11C Not available NTIS 
PATENT-3 953 674 
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PATENT-3 953 674 76-17 9F Not available NTIS 
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76-17 14B Not available NTIS 
PATENT-3 953 792 
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PATENT-3 953 792 
76-17 14B Not available NTIS 
PATENT-3 953 871 


Precision Light Exposure Lager | and Shutter 
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PATENT-3 953 871 
76-17 20F Not available NTIS 
PATENT-3 954 015 


Method of Determining Piezoelectric Constants of 
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PATENT-3 015 


76-23 17A Not available NTIS 
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PATENT-3 954 033 

76-17 14B Not available NTIS 


PATENT-3 954 063 
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PATENT-3 954 063 76-22 211 Not available NTIS 
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PATENT-3 954 293 

76-22 13D Not available NTIS 
PATENT-3 954 323 
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76-23 20F Not available NTIS 
PATENT-3 954 419 
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PATENT-3 954 419 
76-16 11D Not available NTIS 
PATENT-3 954 428 
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PATENT-3 954 428 
76-15 148 Not available NTIS 
PATENT-3 954 942 
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Cross-T Reactor. 
PATENT-3 954942 76-15 2A Not available NTIS 
PATENT-3 954 991 
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PATENT-3 954 991 


PATENT-3 955 008 


Preparation of Icings. 
PATENT-3 955 008 76-18 6H Not available NTIS 
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PATENT-3 955 034 
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76-18 7C Not available NTIS 


11B Not available NTIS 
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PATENT-3 955 146 76-21 9E Not available NTIS 
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PA ENT-3 955 169 76-22 9A Not available NTIS 
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PATENT-3 955 941 76-25 70 Not available NTIS 
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PATENT-3 956 015 

76-22 10C Not available NTIS 

PATENT-3 956 032 


Process for Fabricating SiC Semiconductor 
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PATENT-3 956 050 
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PATENT-3 956 233 76-19 6K Not available NTIS 
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76-22 13H Not available NTIS 
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PATENT: 956 706 76-22 SE Not available NTIS 
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76-22 20E Not available NTIS 
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PATENT-3 956 749 76-22 17! Not available NTIS 
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PATENT-3 956 801 76-22 131 Not available NTIS 


PATENT-3 956 833 
Vehicle Simulator Binocular Multipianar Visual Dis- 


ho ye 
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76-19 14B Not available NTIS 
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PATENT-3 957 03 
76-18 10B Not available NTIS 
PATENT-3 957 037 
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PATENT-3 957 037 
76-19 148 Not available NTIS 
PATENT-3 957 044 ° 
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PATENT-3 957044 76-19 6K Not available NTIS 
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PATENT-3 957 083 
76-22 13K Not available NTIS 
PATENT-3 957 104 
Method of Making an Apertured Casting. 


PATENT-3 957 104 
76-18 11F Not available NTIS 
PATENT-3 957 107 
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76-22 13A Not available NTIS 
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PATENT-3 957 206 
76-22 21H Not available NTIS 
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76-22 20F Not available NTIS 
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76-19 20F Not available NTIS 
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PATENT-3 957 840 76-22 7C Not available NTIS 
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PATENT-3 958 109 76-23 9B Not available NTIS 
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PATENT-3 958 119 
76-22 148 Not available NTIS 
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PATENT-3 958 157 
76-23 14B Not available NTIS 


PATENT-3 958 188 
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76-19 20E Not available NTIS 
PATENT-3 958 189 
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PATENT-3 958 189 
76-23 20F Not available NTIS 
PATENT-3 958 194 
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PATENT-3 958 194 76-21 9A Not available NTIS 
PATENT-3 958 214 
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PATENT-3 958 2 
76-23 17B Not available NTIS 
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PATENT-3 958 238 76-18 9B Not available NTIS 
PATENT-3 958 241 
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PATENT-3 958 241 
76-23 17D Not available NTIS 
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PATENT-3 958 858 76-23 9A _ Not available NTIS 
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76-20 11F Not available NTIS 
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PATENT-3 959 127 
76-23 13B Not available NTIS 
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Green Crops. 
PATENT-3 959 246 76-18 6H Not available NTIS 


PATENT-3 959 312 
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PATENT-2 | 959 312 76-22 7C Not available NTIS 

PATENT-3 959 446 
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Nitride Powder. 

PATENT-3 959 446 
76-22 11B Not available NTIS 
PATENT-3 959 468 


Antibiotic Equisetin and Method of Production. 
PATENT-3 959 468 76-22 60 Not available NTIS 


PATENT-3 959 489 
Polybuty!-2-Cinnamyliphenols as Insect Anti-Procre- 


ants. 
PATENT-3 959 489 76-18 7C Not available NTIS 
PATENT-3 959 582 


Solid State Electronically Rotatable Raster Scan for 
Television Cameras. 
PATENT-3 959 582 

76-23 178 Not available NTIS 


PATENT-3 959 653 
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PATENT-3 959653 76-20 6R Not available NTIS 
PATENT-3 959 665 


ic Circuits with waaoaing Femen. 
ATENT-3 959 665 76-23 Not available NTIS 


PATENT-3 959 671 


High Current Pulser Circuit. 
PATENT-3 959 671 76-21 9E Not available NTIS 


PATENT-3 959 740 


Quartz Wedge Polarizer for an Electro Optic Switch. 
PATENT-3 959 740 
76-22 20F Not available NTIS 


PATENT-3 959 785 


Radiation Hardened Plated Wire for Memory. 
PATENT-3 959 785 76-21 968 Not available NTIS 


PATENT-3 960 088 


Case Bonding Composite for Double Base Propel- 
lants. 
PATENT-3 960 088 

76-21 119A Not available NTIS 


PATENT-3 960 100 


Pressurized Ship Structure for Slamming Loads. 
PATENT-3 960 100 76-23 13) Not available NTIS 


PATENT-3 960 217 

Passive Explosion Barrier. 

PATENT-3 960 217 76-20 8! Not available NTIS 
PATENT-3 960 814 

Poly (Perfluoroalkylene Oxide) Oxadiazoles and 
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PATENT-3 960 814 76-22 7C Not available NTIS 
PATENT-3 966 828 
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PATENT-3 960 828 76-22 7C Not available NTIS 
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76-20 119A Not availab'e NTIS 
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PATENT-3 961 274 76-23 9E Not available NTIS 
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Loop. 
PATENT-3 961 282 76-23 9E Not available NTIS 
PATENT-3 961 291 
Apparatus and Method for Mapping Acoustic Fields. 
PATENT-3 961 201 
76-23 14B Not available NTIS 
PATENT-3 961 304 
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PATENT-3 961 304 
76-23 17A Not available NTIS 
PATENT-3 961 305 
Fluid for Filling Sonar Transducers. 
PATENT-3 961 305 
76-23 17A Not available NTIS 
PATENT-3 961 520 
Apparatus for Mechanically Exercising Bourdon 
ube Gauge. 
PATENT-3 961 520 
76-23 8 Not available NTIS 
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PATENT-3 961 524 
Method and Apparatus for Determining Rock Stress 


in situ. 
PATENT-3 961524 76-20 8G _ Not available NTIS 
PATENT-3 961 898 
Comparator Circuit for Automatic Analysis Ap- 
ratus. 
PATENT-3 961 898 
76-25 14B Not available NTIS 
PATENT-3 961 942 
Hydrometaliurgical Process for Copper Recovery 
from Sulfide Ores 
PATENT-3 961 942 
76-20 11F Not available NTIS 
PATENT-3 961 997 
Fabrication of Polycrystalline Solar Cells on Low- 
Cost Substrates. 
PATENT-3 961 997 
76-25 108 Not available NTIS 
PATENT-3 961 eee 
Vacuum Deposition Method for Fabricating an 
awe he - he ne Metal Semiconductor 
PATENT-3 961 998 
76-21 17E Not available NTIS 
PATENT-3 962 040 
Method and Apparatus for Plating and Counting 
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PATENT-3 962 040 76-22 6M Not available NTIS 
PATENT-3 962 050 

Recovery of Zinc from Zinc Chioride by Fused Salt 
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PATENT-3 962 050 

76-20 11F Not available NTIS 

PATENT-3 962 339 

Process for the Production of Bicyclo Decenone 


Derivatives. 
PATENT-3 962 339 76-20 7C Not available NTIS 
PATENT-3 962 382 
Process for Forming a Pourable Plastisol Nitrocellu- 
lose Slurry. 
PATENT-3 962 382 
76-21 119A Not available NTIS 
PATENT-3 962 408 
ee ary of Magnesium Chio 
NT-3 962 408 76-20 7o “Not available NTIS 
PATENT-3 962 672 
T Vehicle Location om. 
PATENT-3 962 672 76-23 13/J Not available NTIS 
PATENT-3 962 697 
Low Level Bio-Telemetry System Using C/MOS Mul- 
tiplexing. 
PATE -3 962697 76-23 6B Not available NTIS 
PATENT-3 963 196 
Aircraft/Spacecraft Ground Accelerator. 
PATENT-3 963 196 
76-23 22D Not available NTIS 
PATENT-3 963 198 
ive Air Cushion for Airship Ground Handili 
PATENT-3 963 198 76-22 1C Not available NTIS 
PATENT-3 963 202 


Grade-Crossing Motorist Warning System. 
PATENT-3 963 202 
76-20 13L Not available NTIS 


PATENT-3 963 308 
Focusing Coupling Device for Multi Optical-Fiber 
Cable. 
PATENT-3 963 308 
76-23 20F Not available NTIS 
PATENT-3 963 490 
+ al cara, Dichromated Gelatin Holographic 
PATENT. -3 963 490 
76-23 14E Not available NTIS 
PATENT-3 963 911 


Hybrid Sample Data Filter. 
PATENT-3 963911 76-23 9E Not available NTIS 
PATENT-3 964 013 
Cavitating Parametric Underwater Acoustic Source. 
PATENT-3 964 013 
76-22 20A Not available NTIS 
PATENT-3 964 155 
Method of Planar saatng of Silicon Solar Cells. 
PATENT-3 964 155 
76-26 108 Not available NTIS 
PATENT-3 964 306 
— 2 for * papas Reynolds in a Turbulently 
PATE 5 ‘064 306 
76-25 20D Not available NTIS 


PATENT-3 964 319 
Instrumentation for Measuring Aircraft Noise and 
Sonic Boom. 
PATENT-3 964 319 
76-25 148 Not available NTIS 
PATENT-3 964 696 


Method of 1 ya the Spin Rate of Tube 
Launched Rockets. 
PATENT-3 964 696 
76-22 19G Not available NTIS 
PATENT-3 964 813 


Connector 
PATENT-3 964 813 76-25 9A Not available NTIS 


PATENT-3 964 902 


Method of Forming a Wick for a Heat Pipe. 
PATENT-3 964 902 
76-25 13A Not available NTIS 


PATENT-3 964 928 


aoe Sune DC Power Supply System Having a 
oop + and Water System. 


Closed L 
PATENT-3 964 
76-25 10C Not available NTIS 


PATENT-3 965 354 


Resistive Anode image Converter 
PATENT-3 965 354 76-25 of ‘Not available NTIS 


PATENT-3 965 402 


Headrest Proportional Control for 


Wheelchair. 
PATENT-3 965 402 76-23 61 Not available NTIS 
PATENT-3 965 422 


System Channel Distortion Weighting for Predetec- 
tion Combiners. 
PATENT-3 965 422 

76-23 17B Not available NTIS 
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PATENT-3 965 428 
Spectrum-Shape Discriminating On/Off Target in- 


dicator. 
PATENT-3 965 428 76-23 17! Not availabie NTIS 
PATENT-3 965 448 


Waveguide Isolator with ae pe Means. 
PATENT-3 965 448 76- 131 Not available NTIS 


PATENT-3 965 462 


Serpentine Charge-Coupled-Device Memory Circuit. 
PATENT-3 965 462 76-23 9B Not available NTIS 


PATENT-3 965 470 


Pulse Analyzer for an RF Moving Target Detector. 
PATENT-3 965 470 76-23 17! Not available NTIS 


PATENT-3 965 471 


Radiation Detection System. 
PATENT-3 965 471 76-23 17! Not available NTIS 


PATENT-3 965 474 
Antenna for Receiving VLF/LF Transmission in Sea- 


water. 

PATENT-3 965 474 76-26 9E Not available NTIS 
PATENT-3 965 475 

Switchable Beamwidth Monopulse Method and 


System. 
PATENT-3 965 475 76-25 9E Not available NTIS 
PATENT-3 965 729 


Load Crack Testing Device. 
PATENT-3 965 729 
76-26 148 Not available NTIS 


PATENT-3 965 821 
Low Spin-Deceleration Safing and Arming 
Mechanism. 
PATENT-3 965 821 
76-23 19A Not available NTIS 
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PATENT.S 965 868 “7622 6C Not available NTIS 
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PATENT-3 966 146 76-23 1C Not available NTIS 
PATENT-3 966 160 


— ht Intravenous Bottle Holder. 
TENT-3 966 160 76-23 61 Not available NTIS 
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Method of Producing !-123. 
PATENT-3 966 547 76-25 60 Not available NTIS 


PATENT-3 966 590 


Magnetic Ore Separator. 
PATENT-3 966 590 76-20 13! Not available NTIS 


PATENT-3 966 729 


Addition Curable Phenyi-Quinoxaline Compositions 
and Their Synthesis. 
PATENT-3 966 729° 76-23 7C Not available NTIS 


PATENT-3 970 005 


PATENT-3 966 855 
Method of Fabricating Silicon Carbide Articles. 
PATENT-3 966 855 
76-23 13H Not available NTIS 
PATENT-3 966 961 
Process for Removing Residual Solvents. 
PATENT-3 966 981 
76-20 148 Not available NTIS 


PATENT-3 967 091 
illary Flow Weid-Bonding. 
ATENT-3 967 091 
13H Not available NTIS 
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ponte oye | Digital Notch Filter. 
PATE 102 76-23 9E Not available NTIS 


PATENT-3 967 224 


Coated Magnetically Biased Reed Switc 
PATENT-3 967 224 76-23 9A Not inns NTIS 


PATENT-3 967 455 


Controlled Yielding Rock Bolt. 
PATENT-3 967 455 76-20 8! Not available NTIS 


PATENT-3 967 878 


Optical yo Coupler. 
PATENT-3 967 878 
76-26 20F Not available NTIS 


PATENT-3 967 948 
Purification of Phosphoric Acid with Urea and Nitric 
Acid 


PATENT-3 967948 76-20 7A Not available NTIS 
PATENT-3 967 990 
Combination of Band-Type and Line-Type Emission 
Phosphors with Explosive. 
PATENT-3 967 990 
76-20 19A Not available NTIS 
PATENT-3 968 094 


Photodegradable Plastics Containing Haloolefins. 
PATENT-3 968 094 76-22 11! Not available NTIS 


PATENT-3 968 095 
Photodegradable Plastics Containing an N-Halo 


ide. 
PATENT-3 968 095 76-22 11! Not available NTIS 
PATENT-3 968 096 


Photodegradable Polyolefins 
Ha ated Nitrile. 
PATENT-3 968 096 76-22 11! Not available NTIS 


PATENT-3 968 234 
} meee ma Derivatives as 


hemosterilants. 
PATENT-3 968 234 76-22 7C Not available NTIS 
PATENT-3 968 254 


Method of Preparing Feed Grain Compositions. 
PATENT-3 968 254 76-25 2C Not available NTIS 


PATENT-3 968 399 


Method for as a LED at Speed 
PATENT-3 968 399 76-23 Not available NTIS 


PATENT-3 968 455 
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PATENT-3 968 455 
76-22 20E Not available NTIS 
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PATENT-3 ry 76-26 17! Not available NTIS 


PATENT-3 969 240 


Polysiloxane Membrane L 
PATENT-3 969 240 76-22 6L Not available NTIS 


PATENT-3 969 452 
Method for Casting onl Handling Ultra-Thin 
Reverse Osmosis Membra 


PATENT-3 969 452 76-24 . 7c Not available NTIS 
PATENT-3 969 691 


Millimeter Waveguide to Microstrip Transit 
PATENT-3 969691 76-26 9A Not available NTIS 


PATENT-3 969 907 
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76-25 13A Not available NTIS 
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n situ Oceanographic Sample Separator. 
PATENT. 969925 76-23 8) Not available NTIS 
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76-26 19F Not available NTIS 
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PATENT-3 970 005 
76-26 198 Not available NTIS 
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tective Cover for a Missile Nose Cone. 


Protect 
PATENT-3 970 006 
76-25 16C Not available NTIS 
PATENT-3 970 007 


A Switch. 
PATENT-3 970 007 


PATENT-3 970 156 


Water Weighted Corer 
PATENT-3 970 156 76-23 


PATENT-3 970 373 
Mirror Steering System. 


PATENT-3 970 373 
76-26 20F Not available NTIS 


76-26 18D Not available NTIS 


13J Not available NTIS 


PATENT-3 970 785 


Tone Count Audiometric Compu 
PATENT-3 970 785 76-26 a Niet available NTIS 


PATENT-3 970 833 


Higt - Adder. 
PATENT-3 970 833 76-23 9B Not available NTIS 
PATENT-3 970 855 

Positron Probes for Mechanical Fatigue Detection 


System. 
PATENT-3 970 855 
76-23 14B Not available NTIS 
PATENT-3 970 862 
Polymeric Sensor of Vibration and Dynamic Pres- 
sure. 
PATENT-3 970 862 
76-24 14B Not available NTIS 
PATENT-3 970 919 
ulating Digital Power Supply. 
NT-3 970919 76-26 9E 
PATENT-3 970 943 


Analog-to-Puise Integrating Converter 
PATENT-3 970943 76-26 9E Not available NTIS 


PATENT-3 970 952 


Broadband Output Circuit for Klystron Amplifier. 
PATENT-3 970952 76-24 9E Not available NTIS 


PATENT-3 970 961 
Thermionic Cathode Transverse-Discharge Gas 


Laser Tube. 
PATENT-3 970 961 


Not available NTIS 


76-26 20F Not available NTIS 
PATENT-3 970 965 


ion Locked Josephson Oscillator Systems. 
TENT-3 970965 76-24 9E Not available NTIS 
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76-26 20F Not available NTIS 
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PATENT-3 970 973 
76-26 14B Not available NTIS 
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PATENT -3971057 76-24 9A Not available NTIS 
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PATENT.3 971 068 76-24 9E Not available NTIS 
PATENT-3 971 230 
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PATENT-3 971 230 
76-25 21G Not available NTIS 
PATENT-3 971 256 
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PATENT-3 971 256 76-25 38 Not available NTIS 


PATENT-3 971 362 
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PATENT-3 971 362 76-25 6B Not available NTIS 
PATENT-3 971 363 
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PATENT-3 971363 76-25 6L Not available NTIS 
PATENT-3 971 364 
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Research. . 
PATENT-3 971 364 76-25 61 Not available NTIS 
PATENT-3 971 535 
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PATENT-3 971 602 
Thrust Bearing. 
PATENT-3 971602 76-25 13! Not available NTIS 
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PATENT-3 971 697 


Production of 1-123. 
PATENT-3 971 697 


76-25 18B Not available NTIS 
PATENT-3 971 703 


Method of Detecting and Countin 
PATENT-3 971 703 76-25 6M 


PATENT-3 971 847 


Hyd n Rich Gas Generator. 
PATENT-3 971 847 76-25 7D Not available NTIS 


PATENT-3 971 878 
VLF Antenna Tower Base insulator. 
PATENT-3 971 878 76-26 9E Not available NTIS 
PATENT-3 971 915 
le Calculator. 
-3 971 915 
76-25 


Bacteria 
t available NTIS 


Sun 
PATEN 
17G_ Not available NTIS 
PATENT-3 971 930 

ee Compensator for Optical Communica- 


PATENT- 3 971 930 


76-25 178 Not available NTIS 
PATENT-3 971 931 


LED Image Tube Light Valve. 
PATENT-3 971 931 76-26 9E Not available NTIS 


PATENT-3 971 939 


Unitary Laser/IR Seeker. 
PATENT-3 971 939 
76-24 17G Not available NTIS 
PATENT-3 971 940 
Detector Absorptivity Measuring Method and Ap- 
ratus. 
PATENT-3 971 940 
76-25 
PATENT-3 972 008 


Method and Apparatus for Generating Coherent 
Radiation in the Ultraviolet Region and Above by 
Use of Distributed Feedback. 
PATENT-3 972 008 

76-25 20E Not available NTIS 


PATENT-3 972 038 


Accelerometer Telemetry System 
PATENT-3 972 038 76-25 6B “Not available NTIS 


PATENT-3 972 049 
Asymmetrically Fed Electric Microstrip Dipole An- 


PATENT-3 972049 76-26 9E Not available NTIS 
PATENT-3 972 050 

End Fed Electric weer 1 ae oy Antenna. 

PATENT-3 972050 76- Not available NTIS 
PATENT-3 972 231 


Method for Measurin 
Currents in a Body of 
PATENT-3 972 231 


PATENT-3 972 253 


Multi-Size Socket Wrench. 
PATENT-3 972 253 76-26 131 


PATENT-3 972 615 
Determination of Semi Opaque Plasma Tempera- 


tures. 
PATENT-3 972 615 76-26 20! Not available NTIS 
PATENT-3 972 651 


Solar-Powered Pump. 
PATENT-3 972 651 


14B Not available NTIS 


Velocity and Direction of 
ater. 
76-26 8C Not available NTIS 


Not available NTIS 


76-25 13K Not available NTIS 
PATENT-3 972 727 
Rechargeable Battery Which Combats Shape 
Cha of the Zinc Anode. 


PATENT-3 972 727 
76-25 10C Not available NTIS 
PATENT-3 972 730 
Pyrotechnically Activated Lithium-Chlorine Cell. 
PATENT-3 972 730 


76-26 10C Not available NTIS 


PATENT-3 972 814 


Fluidic Oil-Water Separator. 
PATENT-3 972 814 


76-26 138 Not available NTIS 


PATENT-3 972 897 


Mosquito Larvicid 
PATENT-3 972 897, 76-24 7C Not available NTIS 


PATENT-3 972 918 


Process for Separating DOPA from Tyrosine. 
PATENT-3 972918 76-24 7C Not available NTIS 
PATENT-3 973 040 


Certain Cinnamy! Phenols as Growth Inhibitors for 
Mosquito Larvae. 
PATENT-3 973040 76-22 6F Not available NTIS 


PATENT-3 973 263 
———. hey my pee of Spaced-Loop Antenna 


oy Cenetne ive Gap Load 
PATENT-3 973 263 76-24 9E Not available NTIS 
PATENT-3 973 501 
a _ Dual Safe Positions and Armed-Safe in- 
PATENT-3 973 501 
76-26 119A Not available NTIS 
PATENT-3 973 510 
Submersible Object Having Drag Reduction and 
Method. 
PATENT-3 973 510 


76-26 11C Not available NTIS 
PATENT-3 973 970 


Additive Composition for Making Dental Materials. 
PATENT-3 973970 76-26 61 Not available NTIS 


PATENT-3 974 458 


Dual Field Excitation for a Carbon Dioxide Laser. 
PATENT-3 974 458 


76-26 20E Not available NTIS 
PATENT-3 975 178 


Purification of Wet-Process Phosphoric Acid with 


Methanol and Ammonia. 

PATENT-3 975 178 76-23 7A Not available NTIS 
PATENT-3 975 210 

Metal-Gas Battery with Axial Reactant Gas Storage 


PATENT-3 975 210 
76-26 10C Not available NTIS 
PATENT-3 975 270 
Process for Recovering Usable Olive-Processing 
Liquor from Olive-Processing Waste Solution. 


PATENT-3 975 270 
76-24 138 Not available NTIS 


PATENT-3 975 416 


ened = Yttrium = and Spreanans Hex- 
ide Diammoniat 
PATENT-2 3 97 rr 76-26 7C “Not available NTIS 


PATENT-3 975 444 
Ethynyl- Se Aromatic Ortho Diamines and 
Method o 


PATENT-3 Sos 444 444 76-26 7C Not available NTIS 


PATENT-3 975 579 


Conical Face-Seal for an Electrical Feedthrough. 
PATENT-3 975 579 


76-26 11A_ Not available NTIS 
PATENT-3 975 624 
Two's Complement Subtracting Syst 
PATENT-3 975 624 76-26 Wot “available NTIS 
PATENT-3 975 625 
Electronic Coordinate Transformation Using Mul- 
tiplier Circuits 


PATENT-3 975625 76-26 8E Not available NTIS 
PATENT-3 975 676 

Plural Elegrode S 

cal Parameters o 

Situ. 

PATENT-3 975 676 
PATENT-3 975 693 

- mad Function Laser for Space Laser Communica- 


PATENT-3 975 693 
76-26 20E Not available NTIS 


for Determining the Electri- 
Large Samples of Materials in 


76-26 8! Not available NTIS 


PATENT-3 975 699 

Linear Roll-Off Filter Network. 

PATENT-3 975 699 76-26 9E Not available NTIS 
PATENT-3 975 736 


Radio Theodolite Angle Measuring Apparatus. 
PATENT-3 975 736 
76-23 17C Not available NTIS 


PATENT-3 975 738 


Periodic Antenna Surface of Tripole Slot Elements. 
PATENT-3 975 738 76-26 9E Not available NTIS 


PATENT-3 975 748 
er Camera Device. 


76-26 14E Not available NTIS 


Multispectral Las 
PATENT-3 975 748 


PATENT-3 975 955 

os Suppression Device for Wind Tunnel 

Walls. 

PATENT-3 975 955 

76-26 

PATENT-3 $75 961 

Separation Spring Actuator. 

PATENT-3 975 981 76-26 1C Not available NTIS 
PATENT-3 976 072 ‘3 


Blink-Operated Extracorporeal Tear Duct. 
PATENT-3 976072 76-26 765E Not available NTIS 


148 Not available NTIS 











PATENT-3 976 268 


Tethered Balloon Mooring Means. 
PATENT-3 976 268 76-26 1C Not available NTIS 
PATENT-3 976 394 
Bleed Assembly. 
-3 976 394 
76-26 21E Not available NTIS 


in 

PATE 
PATENT-3 976 521 

Method of Coating Boron Particles with Ammonium 


PATENT-3 976 521 
76-26 19A Not available NTIS 
PATENT-3 976 552 
Water-Soluble Graft Po oy a an Out- 
wry OY Radiation P ation P 
PATENT-3 976 552 76- 7E Not available NTIS 
PATENT-3 976 761 


Preparation of TiO2 and Artificial Rutile from Sodi- 


um Titanate. 
PATENT-3 976 761 76-25 7D Not available NTIS 
PATENT-3 976 ~~ 


a yh h-Consistency Tomato Products. 
PATENT-3 976 805 76-26 6H Not available NTIS 


PATENT-3 979 286 


Removal of Heavy Metal lons from Aqueous Solu- 
tions with Insoluble Cross-Linked-Starch-Xanthates. 
PATENT-3 979 286 76-26 7C Not available NTIS 


PATENT-3 986 873 
Heat Exchanger with a Removable Tube Section. 


PATENT-3 986 873 
76-15 13A Not available NTIS 

PATR-1008-75-12/31 
Man/Machine interaction in Adaptive Computer- 


Aided Control. Final wager. 
AD-A021 323/1GI 6-09 98 PC AOS/MF AO 


PATR-1008-76-1/31 


Man/Machine interaction in Adaptive Computer- 
Aided Control: Human Factors Guidelines. 
AD-A021 721/6GI 76-09 968 PC AO3/MF A0O1 


PB-231 300-19/GI 


Wastewater Treatment Construction Grants Data 
Base, Public Law 92-500 Project Records New Pro- 
hay Funded During October, 1975. 

231 300-19/GI 76-02 13B PC E12/MF E12 


PB-231 300-20/GI 
Wastewater Treatment Construction Grants Data 


231 300-20/GI = 
PB-231 665-36/GI 
Summaries of Foreign Government Environmental 


Reports--Transiation. 
PB-231 665-36/GI 76-01 13B PC A03/MF A01 
PB-231 665-37/Gi 


Summaries of Foreign Government Environmental 

Reports, Number 37. 

PB-231 665-37/GI 76-04 13B PC A03/MF AO1 
PB-231 665-38/G! 

Summaries of Foreign Government Environmental 

PB-231 665-38/GI 76-05 13B PC AO4/MF AO1 
PB-231 665-39/G! 

Summaries of Foreign Government Environmental 

PB-231 665-39/GI 76-08 13B PC A03/MF A01 


PB-231 665-40/G! 
Summaries of Foreign Government Environmental 


76-05 ‘38 Pc E06/MF E06 


PB-231 665-40/GI 76-09 138 PC A03/MF A01 
PB-242 075-02/GI 

EPA Reports Bibliography Quarterly. A Listin 

EPA es ang ae Entered into the National Technica s 

formation Serv 

PB-242 075-02/G1 76-03 138 PC E06/MF E08 
PB-242 075-03/GI 

EPA Reports ee Quarterly. A List 

EPA Reports Entered into the National Techni 


formation Service, Ju ust, Me ny ra 
PB-242 075-03/GI rs ee C E06/MF 


PB-242 075-04/G! 


EPA Reports Bibliography Quarterly. A Listing of 
EPA Reports Entered into the National Technical In- 


an ice, October, November, December 
PB-242 075-04/Gi 76-06 13B PC E08/MF E08 
PB-242 760-03/G! 


Quarterly Report: Energy information Report to 
Congress te A Public Law 93-319, Amended 
by Public Law 63. Third Quarter 1975. 

PB-242 7e0-00/6) 


76-11 110A PC E06/MF E06 


PB-242 760-04/G! 


Quarterly Report: Energy information Report to 
Congress Required by Public Law 93-319, Amended 
Public Law 94-163. Fourth Quarter 1975. 
-242 760-04/GI 76-14 10A PC E06/MF E06 


PB-243 754/9GI 
Standardization and Metric Conversion for Tunnel- 


ng U round Construction, and “yr 
-243 754/9GI 76-02 138 PC /MF AO1 


PB-244 945/2G! 


Offshore Petroleum Transfer Systems for Washing- 
ton State. A Feasibility Stu 
PB-244 945/2GI 7 81 PC A23/MF AO1 


PB-244 975/9GI 


CENTS-AID Wi. 
PB-244 975/9GI 


PB-244 976/7GI 


CENTS-AID ll, User Manual, 
PB-244 976/7Gi 76-01 


PB-245 080/7Gi 
immobilized Enzymes: The Catalytic Properties of 
noe Suoroguans Covalently Attached to 
PB-245 080/7G! 76-01 7D PC A02/MF A01 
PB-245 093/0GI 
Analysis of Dynamic Stresses Imposed on Rocks by 


Water Jet Impact, 
PB-245 093/0G! 76-01 138 PC A03/MF A01 
PB-245 100/3Gi 
Proceedings of the Federal Inter-Agency Sedimen- 
tation Conference (rd) Held at Denver, Colorado 


on March 22-25, 1 . 
PB-245 100/3GI 76-08 138 PC A99/MF AO1 


PB-245 123/5GI 


76-01 SK CP TIO 


5K PC E06/MF A01 


Nickel. 

PB-245 123/5GI 
PB-245 126/8Gi 

Chemiluminescent Reactive Hydrocarbon Analyzer 


for Mobile Sources. 
PB-245 126/8GI 76-01 14B PC AOS/MF A0O1 
PB-245 131/8G! 


Assateague Ecological Studies. Part |. Environmen- 
tal information 
76-01 8A PC A19/MF A01 


76-01 6F MF A01 


PB-245 131/8G! 
PB-245 141/7GI 


Environmental impact of Stratospheric Flight: 


iological and Climatic Effect of Aircraft Emissions 
in the Stratosphere. 

PB-245 141/7GI 76-01 6F MF AO1 
PB-245 153/2GI 

Oxidation of Halocarbons. 

PB-245 153/2GI 76-01 
PB-245 161/5GI 

Northeast Florida Eight Senet a Pro 

PB-245 161/5GI PC 
PB-245 189/6GI 

Analysis of a Combined Attraction-Maglev-Propul- 


70 PC A06/MF A01 


10/MF AO1 


sion S for a Hi ee 
PB-245 189/6GI 7 13F PC AO3/MF AO1 
PB-245 209/2GI 


Proceedings of the Workshop on Environmental 
a of Geothermal Resources Development, 
on 20-22 September 1974, 


PB-245 209/2GI 76-01 10A PC A06/MF A01 
PB-245 213/4Gi 

On the Feasibility of Software Certificatio 

PB-245 213/4GI 76-01 9B PC A08/MF A01 
PB-245 217/5Gi 

Settlement of Isolated Foundations. 

PB-245 217/5GI 76-02 13M PC A04/MF A01 
PB-245 232/4Gi 

Crash Cushions of Waste Materials. 

PB-245 232/4GI 76-02 138 PC A0S/MF AO1 
PB-245 260/5GI 

Planning Models for Water System Development in 

Mississippi Communities, 

PB-245 260/5GI 76-01 138 PC AO3/MF AO1 
PB-245 265/4GI 

Nutrient Requirements of Domestic Animals. 


Number 5: Nutrient Requirements of Sheep. Fifth 
Revised a 1975. 


PB-245 265/4G 76-02 2E MF AO1 
PB-245 270/4GI 
An Educational Program for Sub-Professional Per- 
sonnel! to Be Employed in Health Maintenance Or- 
nizations. 
-245 270/4GI 76-01 6E PC AO6/MF A01 





PB-245 369/4 


PB-245 313/2Gi 
industrial Productivity: Plan of Workshop Held at 


Airlie, Virginia on February 4-5, 1974. 
PB-245 313/2G! 76-03 5A PC A04/MF A01 
PB-245 315/7Gi 


Economic Engineering Analysis il U.S. Surface 
Coal Mines and Effective Land Reclamation. 
PB-245 315/7GI 76-01 8 PC A99/MF A01 


PB-245 316/5Gi 


Air Pollution: Symposium on Low Pollution Power 
Systems Development. (Pollution Atmospherique 
Symposium Pour La Mise Au Point D' Industries a 


Sable ao De). 

PB-245 316/5GI 76-01 138 PC A21/MF AO1 
PB-245 317/3G! 

SAKE. A Computer Program for inelastic Response 

of R/C Frames to Earthquakes 

PB-245 317/3GI 76-02 “13M PC A08/MF A01 
PB-245 318/1Gi 


The ss Structure Method for Earthquake- 


Resistan 7 of Reinforced Concrete Frames. 
PB-245 31871 76-02 13M PC AO3/MF A01 
PB-245 319/9Gi 


Air Pollution: Air Pollution Pilot Study. (Pollution 
mospherique Rappaport Final - Etude Pilote de 
Pollution Atmospheriqu 


e). 

PB-245 319/9GI 76-01 138 PC A03/MF AO1 
PB-245 323/1G! 

Alcoholism Program Monitoring System Develop- 

ment. 

PB-245 323/1GI 76-01 SK PC AO03/MF A01 
PB-245 326/4Gi 

The Feasibility of Coal Mine Cooperatives: A 

Preliminary rt and Analysis, 

PB-245 326/4GI 76-01 5A PC A06/MF A01 
PB-245 327/2Gi 

Manpower Enga on NIH Research Grants in 

1970. Volume |. al Characteristics of Ali Stu- 


dents and Postdoctorates Who Worked on NIH 
Research urants 


PB-245 327/2GI 76-02 6E PC A06/MF AO1 
PB-245 328/0G! 
Man Engaged on NIH Research Grants in 


power tng 
1970. Volume li. Detailed Analysis of the Charac- 
teristics, Earnings, and Hours of Work of Graduate 


Students and Postdoctorates in a Training Status. 

PB-245 328/0GI 76-02 6E& PC AO7/MF A01 
PB-245 329/8G! 

Experiments on I. arya Column Connections in 

Composite Fram 

PB-245 329/86! 76-02 13M PC AO4/MF AO1 
PB-245 330/6GI 

An Application of the Method of Finite ee to 

the An of Composite Floor System 

PB-245 /6GI 76-02 13M PC A03/MF A01 
PB-245 340/5GI 

invitational Conference on Communication 

Cooperation and Coordination in Allied Health Man- 

power Preparation and tee held at North 

Columbus, Ohio, on M ~ 1974 

PB-245 340/5GI 6E PC A0S/MF AO1 
PB-245 342/1Gi 

Evaluation Handbook. 

PB-245 342/1GI 76-02 5A PC AO7/MF A0O1 
PB-245 343/9GI 


Development of a Safer, More Efficient Hydraulic- 
aoe bey ny J he Rapid Excavation of Coal, 


Rock, and so hh nerals. 

PB-245 343/ 76-02 8! PC AOS/MF A01 
PB-245 aie. 

Fish Protein Concentrate information Package. 

Parts |, li, ll, and IV. 

PB-245 345/4Gi 76-01 6H PC A13/MF AO1 
PB-245 346/2Gi 

A Protein Concentrate ‘ents Package, Part 

IV. Selected Documentatio 

PB-245 346/2G! 76-01 6H 16mm microfilm $6.00 
PB-245 347/0Gi 

Fish Protein Concentrate Information Package. Part 

ed Documentation. 

PB-245 347/06! 76-01 6H 16mm cartridge $8.00 

PB-245 355/3 


Pressure Sensitive Explosion B 
PAT-APPL-592 488/Gi 76-03 “ai PC AO2/MF A01 


PB-245 369/4 
Self-Contained instrument for Measuring Subter- 
ion 


ranean Tunnel Wall 
PAT-APPL-585 223/Gi 
76-03 


138 PC AOS/MF AO1 
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PB-245 371/0 


Facile Synthesis of Human insulin by Modification 

of Porcine Insulin. 

PATENT-3 903 068 76-01 7C Not available NTIS 
PB-245 377/7GI 

Water Quality in the Calumet Area. Conference on 

Pollution of Lower Lake Michigan, Calumet River, 


Grand Calumet River, Little Calumet River, and Wolf 
Lake, Illinois and indiana 


PB-245 377/7GI 76-01 13B PC AO7/MF AO1 
PB-245 378/5GI 

Toxic Substances. 

PB-245 378/5GI 76-01 13B PC AO03/MF A01 
PB-245 379/3GI 


Proceedings of the Federal inter-Agen imen- 
tation Conference, Held at Bureau of Rectamaton 


Laboratories, Denver, Colorado = M 1947. 
PB-245 379/3GI 76-08 Sos/ MF AO1 
PB-245 380/1Gi 


Proceedings of the Federal Inter-Agency Sedimen- 
tation Conference Held at Jackson, Mississippi on 
January 26-February 1, 1963. 
PB-245 380/1GI 76-08 8H PC A99/MF A01 
PB-245 384/3GI 
The South Florida Builder. 


PB-245 384/3GI 76-01 5K PC AO03/MF A01 
PB-245 385/0GI 

Regional Housing Workshop. 

PB-245 385/0GI 76-01 5K PC AO2/MF A01 
PB-245 386/8GI 

Housing: The Regional View. 

PB-245 386/8GI 76-01 5K PC AOS/MF AO1 
PB-245 389/2G! 


Evaluation of the WABCO AC Propulsion System. 


Volume 1. CTS/UMTA AC Propulsion Project. 
PB-245 389/2GI 76-02 13F PC A10/MF AO1 
PB-245 390/0GI 


Evaluation of the WABCO AC Propulsion System. 


Volume 2. Related Reports and Exhibits. 

PB-245 390/0GI 76-02 13F PC A14/MF A0O1 
PB-245 392/6GI 

ne of the Solar Building, Albuquerque, New 

PB-245 392/6G! 76-01 13A PC A03/MF AO1 
a - em 

ue for — a. 
PATA PL-580 1 
716-03 13B PC A02/MF A01 

PB-245 395/9 


Drilling System Using Weight of Mud. 
408/GI 


PAT-APPL-581 40 
76-03 13B PC A02/MF AO1 
PB-245 396/7 
Clamshell-T type Hyd -_ Flow Conrol Gate. 


PAT-APPL- 
76-03 13B PC A02/MF AO1 
PB-245 398/3GI 


Standardization of Transportation Soe for Futures 
Tradi ss a ona Commedites © pees. 
PB-2 PC MF A0O1 


PB-245 ang 


Standards for the Preparation and Publication of 
DOT Scientific and Technical nage . 
PB-245 400/7GI 76-16 PC A02/MF A01 


PB-245 403/1GI 


Spectrographic and Gheniens Analyses e. Stream 
Sediment and Rock from the Beartooth Primitive 


Area and Vicinity, Montana and W 
PB-245 403/1GI ma CP To1 


PB-245 406/4Gi 
Radiochemical M for Drinking Water. 
PB-245 406/4Gi en 7D PC /MF A0O1 
PB-245 411/4Gi 


A Quantitative Method for Effiuent Compliance 
Monitoring Resource Allocation. 


PB-245 411/4GI 76-01 138 PC A12/MF AO1 
PB-245 415/5Gi 

Studies on Methods of Reducing Heat Losses from 

Fiat Plate Solar Collectors. 

PB-245 415/5GI 76-01 13A PC A04/MF AO1 


———— pe of Compound FDA 71-35, 
Sodium Thiosulfate 


PB-245 446/0GI 76-01 6H PC A0S/MF A01 
PB-245 552/5GI 

Experimental ieee y inverted Panela. 

PB-245 552/5GI 6H PC A03/MF A01 
PB-245 553/3G! 


interactive Software for Humans. 
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PB-245 553/3GI 76-01 9B PC AO04/MF A01 
PB-245 561/6GI 


Electrolytic Preparation of Titanium and Zirconium 
a from Their Oxides and Mineral Concen- 


PB-245 561/6GI 76-02 11F PC AOQ2/MF A01 
PB-245 562/4GI 

Dust Suppraeioe with Water Sprays During Con- 

tinuous | Mining uae. 

PB-245 562/4GI 76-02 81 PC A02/MF A01 
PB-245 563/2Gi 

The Present Status of Broadcasting Satellites, 

PB-245 563/2GI 76-02 17B PC A04/MF A0O1 


PB-245 564/0Gi 
A Comparative Study of Medium Frequency Sky 
Wave Field Strength Prediction Methods 
PB-245 564/0Gi 76-02 178 BC A03/MF A01 


PB-245 565/7GI 


Proceedings: The Role of the U.S. Railroads in 
we the Nation's on Held at 

Madison, Wisconsin on 6-8 
PB-245 565/7GI 76-01 TOA PC A05/MF A01 


PB-245 566/5GI 
Coastal Upwelling Ecosystems Analysis. AUGUR, a 
Three-Dimensional Simulation tn for Non- 
Linear Analysis of —_ +e 
PB-245 566/5GI 

PB-245 570/7GI 
The Phasing Out of Natural Gas and Oil for Electric 
Power Generation. Southwest Power Pool and Elec- 
tric Reliability Council of Texas. Part |. Present 


PC A11/MF A01 


Electric Utility Program, 1975-1984. 

PB-245 570/7Gi 76-01 110A PC AO3/MF AO1 
PB-245 571/5GI 

Noise Control. Proceedings: Bureau of Mines 
Technology oe Seminar, Pittsburgh, Pa., 
January 22, 197 

PB-24 Stissel 76-02 81 PC AO06/MF A01 
PB-245 573/1Gi 

Proceedings of the International Conference on 
Mapping the Atmospheric and Oceanic Circulations 


and Other Climatic Parameters at the Time of the 
Last Glacial Maximum About 17,000 Years Ago, and 

Comparisons with Today's Conditions and Those of 
the So-Called Little ice in Recent Centuries, 
Held at Norwich on 22 May 1973. Collected Ab- 


stracts. 
PB-245 573/1GI 76-01 4B PC AO7/MF A01 


PB-245 577/2GI 
impact of Intensive High-Rise Development in San 


Francisco. 
PB-245 577/2GI 76-01 13B PC A99/MF A01 


PB-245 578/0GI 


Technical interface Criteria Related to Direct inter- 
connection to the Public Telecommunications Net- 
work of Customer-Provided PBX eg Having 
Repeat Coil Coupled interfaces. Revision 

PB-245 578/0GI 76-02 17B PC AOA/MF A01 


PB-245 590/5GI 


Evaluation of Systems oor, Contro! of Emissions 
from Rocket Motors. Phase 
PB-245 590/5GI 7002 211 PC AO4/MF A01 


PB-245 591/3GI 
Earthwork Reinforcement Technique 
PB-245 591/3GI 76-02 138 PC A14/MF A01 
PB-245 597/0GI 
A Methodology for Determining the Effects of Fuels 
and Additives on Atmospheric A er 3 
PB-245 597/0GI 76-01 138 A04/MF A01 
PB-245 600/2Gi 
National Health Related items Code Tape. 
PB-245 600/2Gi 76-01 6. CP TO1 
PB-245 601/0GI 
— Report to the Secretary on Hearing Aid Health 
re. 
PB-245 601/0GI 76-01 6L PC A17/MF A01 
PB-245 603/6GI 
CRUVBRG - A Girder Bridges Program for Analysis of 
Curved 
PB-245 8G 7 13M PC AO08/MF A01 
PB-245 604/4Gi 
Evaluation of New Energy Sources for Process 
t. 
PB-245 604/4GI 76-01 21D PC A11/MF A01 
PB-245 605/1GI 
icing of Precast-Prestressed Concrete Piles. 
-245 605/1GI 76-01 13B PC AO6/MF A01 
PB-245 606/9G! 
Development of a New System for Detecting Fatigue 
Cracks in Stee! Bridges. 


PB-245 606/9G! 76-01 138 PC AO7/MF A01 


PB-245 609/3G! 


A Survey of the Possible Use of Windpower in Thai- 
land and the Philippines 


PB-245 609/3G! 76-01 10A PC A07/MF AO1 
PB-245 611/9Gi 

Study of om Policies Related to the Disabled. 

PB-245 611/9GI 76-01 6E PC AO04/MF AO1 
PB-245 <a 


ay mye s Biomedical Research Panel. Transcript 
of the Meeting Proceedings (7th) Heid at Bethesda, 
Maryland on 29-30 September 1975. 

PB-245 614/3GI 76-01 6E PC A13/MF AO1 


PB-245 617/6GI 
A History of the Key Decisions in the Development 
of Bay Area Rapid Transit. 
PB-245 617/6GI 76-02 138 PC A11/MF A0O1 
PB-245 618/4GI 
Water-Quality Assessment of the indiana Dunes Na- 
tional Lakeshore, 1973-74. 
PB-245 618/4GI 76-01 
PB-245 622/6G! 


Hatfield by a Pennsylvania, Advanced Waste 
Treatment Pla 


138 PC A04/MF A01 


PB-245 622/66! 76-02 138 PC A11/MF AO1 
PB-245 627/5Gi 

In-Depth Evaluation of Freeway Moving-Merge 

ery 

PB-245 627/5G! 76-02 138 PC AOS/MF A01 
PB-245 631/7GI 


Limnological Investigation of the Muskegon County, 
Michigan, Wastewater Stor: Lagoons. Phase 1. 
PB-245 631/7GI 76-01 6C PC A06/MF Ad1 


PB-245 632/5Gi 
Development of Data-Acquisition System for Stress 


History Studies of Highway Bridges. 
PB-245 632/5GI 76-02 13B PC A03/MF AO1 
PB-245 634/1GI 


Short-Term Training and Continuing Education in 

Public Health. 

PB-245 634/1GI 76-01 6E PC A0S/MF AO1 
PB-245 637/4GI 

Studies in the Socialization of the Severely and 

Profoundly a eee ee 


PB-245 637/4GI 5K PC A10/MF AO1 
PB-245 639/0GI 

Off-Line Development and ane of a Minicom- 

puter Process Control Program for an Industrial 

Grinding Circuit, 

PB-245 /OGI 76-02 13H PC AO3/MF A0O1 
PB-245 641/6Gi 


Central Valley Emergency Medical Services System 
Development Program. 


PB-245 641/6GI 76-01 6E PC AO6/MF AO1 
PB-245 642/4Gi 

Technological Diffusion in the Hospital Sector. 

PB-245 642/4GI 76-01 6E PC A12/MF A01 
pB-245 643/46! 

Road User [er Borges. Some Practical conaidoetons, 

PB-245 643/2GI 76-01 138 F E02 
PB-245 646/5GI 

Production and _ Utilization of immobilized 

Polymerizing Enzyme 

PB-245 646/56! 76-02 7D PC A02/MF A01 
PB-245 647/3GI 


isolating Organic Water Pollutants: XAD Resins, 
Urethane Foams, Solvent Extraction. 
PB-245 647/3GI 76-02 7D PC A03/MF A01 


PB-245 651/5GI 


A Critical Evaluation of Current Research Regarding 
Health Criteria for Sulfur Oxides. 
PB-245 651/5GI 76-01 6T PC AO7/MF A01 


PB-245 652/3Gi 
Comparison of Energy nee Between West 


Germany and United States. 

PB-245 652/3G 76-01 10A PC A06/MF A01 
PB-245 653/1Gi 

Feasibility of Separating Carbon Monoxide from 

Producer Gas. 

PB-245 653/1GI 76-02 7A PC A0O7/MF AO1 
PB-245 654/9GI 

Treen Requirements for Coal Futures Exchange 

PB 24 654/9G! 76-01 5C PC A02/MF AO1 
PB-245 655/6Gi 

Futures Trading of a Standard Coal Contract. 

PB-245 655/6G 76-01 5C PC AO2/MF AO1 
PB-245 656/4GI ; 


A Brief Analysis of the impact of Environmental 
Laws on Energy Demand and. Supply, 
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PB-245 656/4GI 76-02 10A PC A07/MF A01 
PB-245 658/0GI 

The Tri-State Coastal Zone Managemer* Perspec- 

tives. 

PB-245 658/0GI 76-01 13B PC A03/MF A0O1 


PB-245 666/3G! 
Technical Support to the State of Rhode Island on 
Development of an Air Quality Maintenance Pian. 
PB-245 666/3GI 76-02 13B PC AO86/MF AO1 
PB-245 672/1GI 


Evaluation of Shreddi 
Plant No. 1. Onondaga 


Facilities Rock Cut Road 
unty ww we Disposal 


a”, Onondaga County, New Y 
PB-245 672/1GI 76-01 138 PC ‘A07/MF A01 
PB-245 674/7GI 


A Technical, Environmental and Economic Evalua- 
tion of the Wet Processing System pa the Recovery 
and | of Municipal Solid Was 

PB-245 674/7GI 76-01 138 PC A10/MF A01 


PB-245 675/4GI 


A Management Plan for the Regional Office Techni- 
cal Assistance Effort. 
PB-245 675/4GI 76-01 6E PC A06/MF A01 


PB-245 678/8GI 


PTI-ASDA Research Program into Com Trans- 

mission Lines and HPOF Cables. Part !: ad. 

PB-245 678/8GI 76-02 9A PC AO7/MF AO1 
PB-245 679/6GI 


PTI-ASDA Research Ae ew into rene Trans- 
mission Lines and HPOF Cables. Part li. Cables. 
PB-245 679/6GI 76-02 9A PC A06/MF AO1 

PB-245 681/2GI 


Health Maintenance: Challenge for the Allied Health 
Professions. 


PB-245 681/2GI 76-01 6E& PC AO7/MF A0O1 
PB-245 682/0G! 

bn aay of Medical Radium installations in 
PB 24s 682/06) 76-01 6F PC A03/MF A01 


PB-245 683/8GI 


The Laboratory Evaluation of a Method for Enhanc- 
ing the Kinetics of Activated Sludge Treatment 


Plants. 
PB-245 683/8GI 76-02 138 PC AOS/MF A0O1 
PB-245 684/6Gi 


+i wrod Composite Columns Bent About the 
r Ax 
PB-245 684/6GI 76-02 13M PC A03/MF A01 


PB-245 686/1GI . 


The Recovery and Separation of Mineral Values 
from Geothermal Brines. 
PB-245 686/1GI 76-01 11F PC A03/MF AO1 


PB-245 696/0GI 


Reprint: The Effects of a No. 2 Fuel Oil and Two 
Crude Oils on the Growth and Photosynthesis of 
Microalgae, 

PB-245 696/0GI 76-01 6F Not available NTIS 


PB-245 698/6GI 


Reprint: Observation and Interpretation of a High- 
Frequency internal Wave Packet and Surface Slick 


attern, 

PB-245 698/6GI 76-01 8C Not available NTIS 
PB-245 699/4G! 

Fate of Petroleum Hydrocarbons in Marine 


Zooplankton, 

PB-245 699/4GI 76-01 6F Not available NTIS 
PB-245 702/6GI 

Reprint: Seasonal Change of Antarctic Sea ice 


PB-245 702/6GI 76-01 8L Not available NTIS 
PB-245 703/4GI 


Reprint: CaCO3 Solution in =. Tropical East 

Pacific During the Past 130,000 Y 

PB-245 703/4GI 76-02 8 ‘Not ‘available NTIS 
PB-245 704/2Gi 

Reprint: Guest Editorial: The End of the Present in- 


lacial, 
PB-245 704/2GI 76-01 468 Not available NTIS 
PB-245 705/9G! 


omar increased Surface Albedo in the Northern 
here. Did Satellites Warn of the Weather 

Tos of 1972 and 1973, 

PB-245 705/9GI 76-01 4B Not available NTIS 


PB-245 706/7GI 
oy sey Transfer of Nazca Ridge Pelagic Sediments 
the Peru Continental Margin, 
PB.245 706/7GI 76-01 8G Not available NTIS 
PB-245 707/5GI 


Reprint: When Will the Present interglacial End, 
PB-245 707/5GI 76-01 4B Not available NTIS 


PB-245 708/3GI 


Reprint: Northeast Atlantic Post-Eemian 

naan Dated A Predictive Analog of the Fu- 

ure, 

PB-245 708/3GI 76-01 8G _ Not available NTIS 
PB-245 709/1Gi 


Reprint: Distribution of Foraminifera in Surface 
Waters of a Coastal Upwelling Area, 
PB-245 709/1Gi 6-01 Not available NTIS 


PB-245 711/7Gi 
Reprint: Continental Margin Off Western Africa: 
Cape St. Francis (South Africa) to Walvis Ridge 


South-West Africa), 
B-245 711/7GI 76-01 8G _ Not available NTIS 


PB-245 712/5Gi 


Reprint: in Search of Moored Current Sensors, 
PB-245 712/5GI 76-01 8C Not available NTIS 
PB-245 713/3 


Dry Sorbent Process for the ~eeesones Removal 
of Sulfur and Nitrogen Oxides 
PAT-APPL-507 515/GI 76-02 7A PC A02/MF AO1 


PB-245 714/1 
Fluid Bed Combustor for Operation at Ash Fusing 
Temperatures. 
PATENT-3 897 739 
76-02 138 Not available NTIS 
PB-245 715/8 


Activation of Calcium Oxide as a Sorbent in High 
Temperature SO2 Removal Processes. 
PAT-APPL-553 199/G! 76-02 7A PC A02/MF A01 


PB-245 716/6 
Control System for a Fluidized Bed Boiler Power 
nt. 
PAT-APPL-552 836/GI 
76-02 13H PC A02/MF AO1 
PB-245 718/2 
Preparation of and an Aqueous Emulsion Blacktop 
Dressing Composition Containing Tire Rubber. 
PAT-APPL-547 158/GI 
13B PC AO03/MF AO1 
PB-245 719/0 
= Sulfation of Spent Limestone from Oil Gasifica- 


PAT-APPL-551 787/GI 
76-03 138 PC A02/MF AO1 


PB-245 725/7Gi 

Inspection of Nuclear Reactor Welding by Acoustic 

Emission. 

PB-245 725/7GI 76-01 13H PC A03/MF AO1 
PB-245 726/5Gi 

Two-Phase Flow in Coalbeds. 

PB-245 726/5GI 76-02 13 PC AO2/MF A01 
PB-245 727/3GI 

cg in the Environment and Their Uptake by 

Pe. 245 727/3GI 76-01 6F PC A04/MF A01 
PB-245 729/9Gi 

a. Plannin svoenquees Sere. 

PB-245 729/ 138 PC A0S/MF A01 

PB-245 731/5Gi 


Vertical Profiles of HTO, HDO, and H20 in the 
he 


T re. 

PB. 245 731/5GI 76-02 4A PC AO7/MF A01 
PB-245 736/4Gi 

A Pian for Analyzing Nonresponse Bias: Survey of 


Landlords, Baseline, Site |. 
PB-245 736/4GI 76-01 5K PC A04/MF A01 


PB-245 738/0GI 
An Analysis of the Consolidation Effort in Al- 


yor a County. 

PB-245 76-03 138 PC A0S/MF A01 
PB-245 sabia 

Poliution of interstate Waters of the Lower Colum- 

bia River Bonneville Dam to Cathiamet, Washing- 

ton. 

PB-245 742/2Gi 76-01 13B PC A0OS/MF A01 
PB-245 745/5GI 

A Preliminary Study of the Taste and Odor 

Problems in Grand Lake, Ohio and the Wabash 


River, indiana, 
PB-245 745/5GI 76-01 13B PC A05/MF A01 


PB-245 748/9Gi 
ele. Plant Experiences in Demineralization of 
— — ye pe oy 
PB 246 7 7 138 A03/MF A01 
PB-245 751/3Gi 
Professional Appraisers’ Judgement of the Effect of 


Air Pollution on Property Values 
PB-245 751/3GI 76-01 138 PC AQ4/MF A01 








PB-245 785/1GI 


PB-245 755/4G! 
The impact of Fargo, North Dakota's Waste 
Discharges on the interstate Waters of the Red 
River of the North, September 1969-April 1970. 


PB-245 755/4GI 76-01 138 PC AO3/MF A0O1 
PB-245 757/0GI 
ag ge of Education Laboratories and Cen- 
= A System for the Evaluation of Education 
rch and Development Products 
Pe 245 757/0GI 76-01 5i PC A13/MF AO1 
PB-245 758/8GI 


Grease the Squeaky Wheel. A Report on the imple- 
ie of Title V of the Elementary and Secon- 
cory Education Act of 1965, Grants to Strengthen 
ate Departments of Education. 
Pe. 245 758/8GI 76-01 5) PC A19/MF A01 


PB-245 759/6GI 


Energy Use Patterns in Metallurgical and Nonmetal- 
lic Mineral Processing (Phase 4 - Energy Data and 
Flowsheets, High-Priority Commodities). 


PB-245 759/6G 76-01 10A PC AO0S/MF A01 
PB-245 760/4GI 

Position Paper on Regulation of Atmospheric 
Sulfates. 

PB-245 760/4GI 76-02 138 PC A06/MF A01 
PB-245 763/8Gi 


Laboratory Modeling of Thermal Structure in Stag- 

nant Water. 

PB-245 763/8GI 76-02 138 PC AO0S/MF AO1 
PB-245 764/6Gi 


Finite Element Solutions for Unsteady and Unsatu- 
rated Flow in Porous Media. 
PB-245 764/6GI 76-01 20D PC A03/MF AO1 


PB-245 766/1Gi 
Development of a Rapid and Simple Test for Bac- 
teriological Water Quality Utilizing Limulus Lysate. 
PB-245 766/1Gi 76-02 6M PC AO6/MF AO1 
PB-245 767/9GI 
Reduction of Aqueous Free Chiorine with Granular 


Activated Carbon. 
PB-245 767/9GI 76-02 138 PC A06/MF A011 
PB-245 768/7GI 


A Study of the Treatment of Lake Michigan Water 
Using Direct Filtration. 
PB-245 768/7GI 76-02 138 PC A06/MF AO1 


PB-245 772/9GI 

Hazards of Mercury. 

PB-245 772/9GI 76-01 6T PC AO06/MF A01 
PB-245 775/2Gi 

Medical School Characteristics Associated with 

Faculty Participation in Federal Programs, 

PB-245 775/2GI 76-02 6E PC A04/MF A01 
PB-245 776/0Gi 

The Geographic Distribution of Nurses and Public 


icy. 
PB-245 776/0Gi 76-02 6E PC A11/MF A01 
PB-245 778/6Gi 


Evaluation of the Costs and Benefits of Training 


Public Employees. A Case a a 
PB-245 778/6GI | PC AQ4/MF A01 


PB-245 779/4Gi 
Winter Field Use of CO2 Freezing to Obtain Core 
Samples of Stream Sediments, 
PB-245 779/4GI 76-01 8H PC AO2/MF A011 
PB-245 780/2Gi 
Technical Assistance Project Greeley Wastewater 
Treatment Facility, Greeley, Colorado. June-July 


1972. 

PB-245 780/2GI 76-02 138 PC A02/MF A01 
PB-245 781/0GI 

Summary of Plant Evaluation a and County of 

Denver's Northside Wastewater Treatment Facility 

August-September 1972. 

PB-245 781/0GI 76-01 13B PC A02/MF A01 
PB-245 782/8Gi 

Siologioe! investigations of Tuttle Creek Reservoir - 

ansas, 

PB-245 782/8GI 76-01 6F PC A02/MF A01 

PB-245 783/6GI 


Maintenance Manual: Instructions for Sensor Clean- 
ing and Field Calibration. The Potomac River Water 
Pollution Monitoring System, 

PB-245 783/6GI 76-02 138 PC A03/MF A0O1 


PB-245 784/4Gi 
Water Quality Evaluation of the Savery-Pot Hook 


Project, Colorado, Wyomin 
PB-245 784/4GI 76-05 1 138 PC A0Q2/MF AO1 


PB-245 785/1GI 


Investigation and Evaluation of Employment Oppor- 
tunities for Newly-Licensed Nurses. 
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PB-245 785/1GI 
PB-245 786/9GI 
ton implantation: An Annotated Bibliography, 
PB-245 786/9G! 76-02 20. PC A06/MF AO1 
PB-245 787/7GI 


Guidelines for Quality Assurance Programs for Mo- 
bile Source Emissions Measurement Systems: 
Phase 1, Light-Duty Gasoline-Powered Vehicles 
Quality Assurance Guidelines. 

PB-245 787/7GI 76-03 13F PC A14/MF A01 


PB-245 788/5GI 


Guidelines for Quality Assurance Programs for Mo- 
bile Source Emissions Measurement Systems: 


76-01 6E PC Al1/MF AO1 


Phase 1, Light-Duty Gasoline-Powered Vehicles 

Test Procedures. 

PB-245 788/5GI 76-03 13F PC A12/MF A0O1 
PB-245 789/3GI 


Field Detection and Damage Assessment for Oi! and 


Hazardous Material Spills. 
PB-245 789/3GI 76-02 138 PC A10/MF A01 


PB-245 790/1GI 
—— ee ee for Fuel and Fuel Additive Regis- 


PB-245 790/1GI 76-03 6T PC A03/MF A01 
PB-245 791/9GI 


Semiannual Report by the Committee on Motor 
Vehicle Emissions of the National Academy of 


Sciences to the Environmental Protection cy. 

PB-245 791/9GI 76-02 138 PC AOS/MF AO1 
PB-245 792/7GIi 

Remote Measurement of Power Plant Smoke Stack 

Effluent Veloci 

PB-245 792/7Gi 76-02 13B PC AO7/MF AO1 
PB-245 793/5GI 


Bioflocculation and the Accumulation of Chemicals 
Ayo g Forming Organisms 


-245 793/5Gi 76-02 6M PC A08/MF AO1 
PB-245 794/3GI 
Summation of Human Locomotion and Related Stu- 
PB-245 794/36 76-01 6P PC A03/MF AO1 
PB-245 795/0GI 
Biological Conversion of Organic Refuse to 
Methane. 
PB-245 795/0GI 76-02 7A PC AO7/MF AO1 
PB-245 797/6GI 


Southern Schools: An Evaluation of the Effects of 
the Emergency School Assistance Program and of 


regation. Volume Ii. 
PB-245 797/ 76-01 5i PC A10/MF AO1 
PB-245 798/4G! 


Categorical Programs Division: Summaries of En- 
vironmental information Sources and Services 
PB-245 798/4GI 76-01 5B PC A02/MF A01 
PB-245 799/2GI 
Some Economic Aspects of Air Pollution Control 


with ial Reference to Polk County, Florida, 
PB-245 799/2GI 76-01 13B PC A1S5/MF A01 
PB-245 800/8G! 


investigation of the Effects of the Waste Discharges 
from Great Western Sugar Mill at Ovid, 
Colorado on Water Quality Conditions in the South 


Platte River. 

PB-245 800/8G! 76-02 138 PC A03/MF A01 
PB-245 801/6Gi 

Toward a Cleaner Aquatic Environment, 

PB-245 801/6GI 76-02 138 PC A13/MF A01 
PB-245 802/4Gi 


a Noise Certification Rule for Supersonic Civil 


PB 245 802/4G! 76-01 20A PC A0B/MF A01 
PB-245 803/2GI 
Water Quality Evaluation of the Grand Mesa Project 


PB-245 803/2G! 76-02 13B PC AQ2/MF AO1 


PB-245 804/0GI 
A Benthic Survey of Fiat Creek and the Salt River 


Near vOennG, 
PB-245 /0GI 6-01 13B PC A02/MF A01 
PB-245 806/5GI 


interim Standards Report by the Committee on 
Motor Vehicle Emissions of the National Academy 
of Sciences to the Environmental Protection Agen- 


cy. 
PB-245 806/5G! 76-02 13B PC AOQ2/MF A01 
PB-245 807/3GI 
Myocardial infarction Research Unit. 
PB-245 807/3G! 76-01 6E PC A0S/MF A01 
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PB-245 808/1GI 


Automotive Energy ony te ogram. Presented 

Papers at the cca rdination Meeting, 

January 15-17, 1975. 

PB-245 808/1Gi 76-02 13F PC A12/MF A01 
PB-245 810/7GI 

FMGs. An Evaluation of Policy-Related Research. 

PB-245 810/7GI 76-01 6E PC A16/MF AO1 
PB-245 812/3GI 


Correlation of Theoretical and Experimental Data 

for Highway Bridges. Volume |. Static Loading. 

PB-245 812/3Gi 76-02 138 PC A1S/MF A0O1 
PB-245 813/1GI 


Correlation of Theoretical and Experimental Data 
4 hway Bridges. — i. Milita m4 Loadi 
138 


813/1GI A09/MF A01 
sie 814/9GI 
An Assessment of the intermediate Care Facility 
Program in Regi 
PB-245 814/9GI 76-01 6E& PC A06/MF A01 
PB-245 816/4G! 


An Alternative Septage Treatment Method: Lime 

Stabilization/Sand-Bed Dewatering, 

PB-245 816/4GI 76-02 13B PC A04/MF A01 
PB-245 823/0GI 


Analytical Quality Assurance for Trace Organics 
Analysis by Gas Chromatography/Mass Spec- 


trometry, 

PB-245 823/0GI 76-02 7D PC AQ2/MF A01 
PB-245 824/8GI 

tne ition Reactions of Nitrogen Oxides in 


urrent Glow Discharges. 
Pe a4 245 824/8GI 76-01 7D PC AQ2/MF A01 


PB-245 825/5GI 
Capital and Labor Requirements for tron Ore Min- 


og and Beneficiating, 
-245 825/5GI 76-02 SC PC A06/MF A01 


' PB-245 826/3GI 


Description of a Model for Delimitating Chemical 


Warfare nts in an International bh» 

PB-245 /3G1 76-01 158 /MF AO1 
PB-245 827/1GI 

Alcohol, Highway Safety and the DW! Defense Attor- 

PB-245 827/1G! 76-01 Si PC AO4/MF A01 
PB-245 828/9GI 


How the Public Views the Nation's Dependence on 
Oil Imports; A Possible Natural Gas Shortage This 
Winter; The Overall Need to Save Energy. Highlight 
Report. Volume XV. 


PB-245 828/9GI 76-01 10A PC AQ2/MF AO1 
PB-245 829/7GI 
Outdoor Smog Chamber Studies. Effect of 


eee Reduction on = Dioxide, 
PB-245 829/7GI 76-02 7 PC A10/MF A01 
PB-245 830/5GI 

Test Program of ~ a Resistant Stee! Beam-to- 

Column Web Connect 

PB-245 830/5GI 76-02 13M PC AOQ3/MF AO1 
PB-245 831/3GI 

Denatured Plutonium: A Study of Deterrent Action. 

PB-245 831/3GI 76-01 18) PC A10/MF AO1 
PB-245 832/1GI 


An Economic Analysis of the Determinants of Metal 
nen ere in the United States: A Case Study of 


ne 


PB ods é 11F PC AOS/MF AO1 
PB-245 833/9GI 

implementation Plan Review for Virginia as 

Required by the Energy Supply and Environmental 

Coordination Act. 

PB-245 833/9GI 76-01 138 PC A04/MF AO1 
PB-245 834/7GI 


Update and improvement of the Control Cost Seg- 
ment of the implementation a ram. 
PB-245 834/7GI 76-01 138 7/MF AO1 


PB-245 836/2GI 


A Study of Emissions from — —_ Light-Duty 
Vehicles in Denver, Houston, and De 
PB-245 836/2GI 76-02 13F PC A19/MF A01 


PB-245 630/60! 
for Use in 


ble 
Living Man. identification of Regional syoensees 
Perfusion Defects by Radioisotope Scintiscanni 


PB-245 838/8G! 76-01 6E PC A04/MF 01 
PB-245 839/6GI 

Tritium Fractionation in Plants. 

PB-245 839/6GI 76-01 6C PC AOQ2/MF AO1 


PB-245 840/4Gi 
Turbulent Bed pn,” Tower. 
PB-245 840/4Gi 6-01 

PB-245 841/2GI 
Physical Property Data on Fine Coal Refuse 

PB-245 841/2GI 76-01 81 PC A03/MF A01 

PB-245 842/0GI 


A Study of Emissions from 1967-1974 Light-Duty 
Vehicles in Los Angeles and St. Louis 
PB-245 842/0GI 76-02 13F PC A10/MF AO1 


PB-245 844/6GI 


Long Term System Dynamics Hybrid Simulation. 
PB-245 844/6GI 76-02 108 PC A0QS/MF A01 


PB-245 848/7GI 


inspection Manual for Enforcement of New Source 
Performance Standards: Municipal Incinerators. 
PB-245 848/7GI 76-02 138 PC A05S/MF A01 


PB-245 849/5GI 
inspection Manual for Enforcement of New Source 


10A PC AO3/MF AO1 


Performance Standards. Portland Cement Plants 

PB-245 849/5GI 76-02 138 PC AOS/MF AO1 
PB-245 850/3GI 

NIOSH Analytical Methods for Set A Standards 

Completion Program. 

PB-245 850/3GI 76-01 7D PC AO04/MF A01 
PB-245 851/1GI 

NIOSH Analytical Methods for Set B Standards 

Completion Program. 

PB-245 851/1GI 76-01 7D PC AO04/MF A01 
PB-245 852/9G! 

NIOSH Analytical Methods for Set C Standards 

Completion Program. 

PB-245 852/9GI 76-01 7D PC A04/MF A011 
PB-245 853/7Gi 


Rental Housing in Site |: Characteristics of the 


Capital Stock at Baseline 
PBS 245 853/7GI 76-03 5K PC AO6/MF A01 


PB-245 855/2GI 


Staff Report to the Federal Trade Commission on 
the Structure, Conduct and Performance of the 
Western States Petroleum industry. 


PB-245 855/2GI 76-01 5C PC A08/MF A01 
PB-245 856/0GI 

Research into Onset of Myocardial Infarction and 

Sudden Death. 

PB-245 856/0GI 76-01 6E PC AO6/MF A01 


PB-245 857/8GI 

Portiand Metropolitan Area Carpool Project. 

PB-245 857/8GI 76-02 13F PC A0S/MF A01 
PB-245 858/6G! 

Particulate Removal from Gas Streams at High 


Temperature/High Pressure. 
PB-245 858/6GI 76-01 7A PC AOS/MF A0O1 


PB-245 859/4Gi 


Administeriag State Government Productivity im- 
provement a 


PB-245 859/4G 76-02 SA PC A06/MF AO} 
PB-245 860/2GI! 

Motivating State Government Productivity improve- 

ment Programs, 

PB-245 /2Gi 76-02 SA PC A07/MF A01 
PB-245 861/0GI 

CENTS-AID li, Programmer's Notebook 

PB-245 861/0GI 76-01 5K PC A02/MF A01 
PB-245 862/8Gi 

ent of Technology for Detection of 

Marijuana intoxication by Analysis of Fluids. 

PB-245 862/8G! -01 6A PC AQ3/MF AO1 
PB-245 863/6G! 


Control! of Large Commercial Vehicle Accidents 
Caused by Front Tire Failures. 
PB-245 863/6GI 76-02 13F PC A12/MF A01 


PB-245 864/4GI 
Cost of Pipeline and Compressor Station Construc- 


tion Under Non-Budget Pipeline Certificate 

Authorizations as Reported Pipeline Companies 

1 — Year 1975 (July 1, 1974 through June 30, 

PB-245 864/4G! 76-01 5C PC AO4/MF AO1 
PB-245 865/1GI 


Concept Study for a Cargo Data in- 


System 
PB245 BES/1GI were 5C PC AOS/MF AO1 


PB-245 866/9GI 


A Ascaong 3 Analysis of Differential Characteristics 
Fecume High and Low Mobile Medical School 
PB-245 866/9Gi 


76-04. Si PC A03/MF AO1 














PB-245 867/7GI 
Mobility Characteristics of U.S. Medical School 
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Staffing Services to People in the Cities. No. 5. Are 
City Personne! Selection Methods Cost Effective. 
PB-246 375/0GI 76-01 5I PC A07/MF A01 


PB-246 376/8Gi 
Staffing Services to People in the Cities. No. 6. 


What Achieves Affirmative Action in Cities 
PB-246 376/8GI 76-01 5i PC AOS/MF A01 
PB-246 377/6GI 


Staffing Services to People in the Cities. No. 7. Is 


Emp Classification Siete | in the Cities. 
PB-246 377/6GI 51 PC A04/MF AO1 
PB-246 378/4Gi 


Staffing Services to People in the Cities. No. 8. 


What Determines -—  m wore 

PB-246 378/4GI et 76-01 5i PC AO4/MF AO1 
PB-246 379/2GI 

Staffing Services to People in the Cities. No. 9. Do 

Productivity Measures Pay Off for Employee Per- 

formance. 

PB-246 379/2GI 76-01 5! PC A0B/MF A01 
PB-246 380/0G! 

Staffing Services to People in the Cities. No. 10. Is 

the an Effective Job Creator. 

PB-246 380/0G! 76-01 Si PC AO4/MF A01 
PB-246 381/8GI 

Noise Control of Stoper Drills. 

PB-246 381/8GI 76-02 8! PC A08/MF A0O1 
PB-246 382/6GI 

Energy Versus the Environment: The issues, 

PB-246 382/6GI 76-03 10A PC AO3/MF AO1 
PB-246 383/4GI 


Exploratory Ecological Studies of Variables Related 


to Chronic Disease Mortality Rates. 

PB-246 383/4Gi 6E PC A0S/MF AO1 
PB-246 384/2Gi 

Vapor Cycle Energy System for implantable Circula- 

tory Assist Devices. 

PB-246 384/2Gi 76-02 6B PC A06/MF A01 
PB-246 385/9GI 

Research Workshop on Augmentation of Convective 

Heat Transfer. 

PB-246 385/9Gi 76-03 20M PC A04/MF AO1 


PB-246 386/7GI 
Statistical Evaluation and Mitigation of inductive in- 


terference Problems in Portable Power Cabies. 

PB-246 386/7GI 76-03 8i “PC A08/MF A0O1 
PB-246 387/5GI 

An Evaluative Summary of Research: MAP Program 

Outcomes in the Initial Demonstration States. 

PB-246 387/5GI 76-01 5K PC AOS/MF AO1 
PB-246 388/3G! 


Hysteretic Behavior of Ductile ian 
Reinforced Concrete Frame Com 
PB-246 388/3GI pc KOS/MF A01 


PB-246 389/1GI 
ave | Si a Teste Phase ts Detailed 


PB-246 46 380/16 13F PC A03/MF A01 
PB-246 390/9GI 

Overview of EPA/IERL-RTP Scrubber rams. 

PB-246 390/9GI 76-02 7A PC MF AO1 
PB-246 391/7GI 

Ecosystem Analysis and Prediction, 

PB-246 391/7Gi  § 76-01 6F PC A1S/MF A01 
PB-246 392/5GI 


A Sate of Mosquito Prevention and Control 

Problems Associated with Stream Modification Pro- 

246 392/5GI 76-02 6F PC A04/MF AO1 
PB-246 393/3Gi ; 

i ee SSE 1965- 


1975. Volume |. Sources, Methods a d Results. 
PB-246 393/3GI 76-02 21D PC AOS/MF AO1 


PB-246 394/1Gi 


76-02 21D PC AOS/MF AOt 














PB-246 395/8GI 


—- Supplement to the Directory of Officials of 
the People's Republic of China. A(CR) 75-16, April 


1975. 

PB-246 395/8GI 76-02 5D CP TO1 
PB-246 396/6Gi 

Marina Dei Staion Plan, 

PB-246 396/6GI 76-02 13B PC AO7/MF A0O1 
PB-246 397/4GI 

Self Evaluation of CETA Manpower rams: A 

Reference for Prime Sponsors. CETA Technical 


nce Document. 


PB-246 397/4GI 76-02 5i PC A12/MF AO1 
PB-246 398/2GI 
An Emer Medical Services Demonstration 


gency 
Project Conducted in Seven Counties of Southeast 


PB-246 398/2G! 76-02 6E PC A18/MF AO1 
PB-246 399/0GI 

A Forecasting System for Critical imported 
M . 

PB-24° 399/0G! 76-01 5C PC A16/MF AO1 
PB-246 400/6Gi 


Supply Experiment of the Experimenta! Housing Al- 
lowance Program. Sampling Nonresidential Proper- 


ties: Site |. 
PB-246 400/6GI 76-02 5K PC AQ2/MF A01 
PB-246 402/2Gi 


Supply Experiment of the Experimental Housing Al- 
lowance Program. k for the Baseline Sur- 
vey of Residential Buildings in Site |. 

PB-246 402/2Gi 76-02 5K PC A04/MF AO1 


PB-246 403/0Gi 
Supply Experiment of the Experimental Housing Al- 
lowance Program. The Effects of Nonresponse on 
Record Completion in a Panel of Residential Pro- 
ies. 
PB 246 403/0G! 76-02 SK PC AO04/MF AO1 
PB-246 404/8Gi 


Supply Experiment of the Experimental Housing Al- 
lowance Program. interviewer Training Manual for 
the Site | Screening Survey. 

PB-246 404/8GI 76-02 5K PC A0G6/MF A01 


PB-246 405/5GI 
Supply Experiment of the Experimental eee 
I: 
rvey. 
PB-246 405/5GI 76-02 5K PC A03/MF A01 
PB-246 406/3GI 


Effects of 1973 River Flood Waters on Brown 
Shrimp in Louisiana Estuaries. 
PB-246 406/3G! 76-01 6C PC AO3/MF A01 


PB-246 407/1GI 
Federal Computer Pian for ame gy Forecasting 


and Atmospheric Modeling Researc 

PB-246 407/1GI 76-01 48 is A04/MF A01 
PB-246 408/9GI 

Observations on the Spot (‘Leiostomus xanthurus’) 

- Georgia's Estuarine and Close inshore Ocean 

aters, 

PB-246 408/9G! 76-01 6C PC AO3/MF A01 

PB-246 409/7GI 


- een 4 on the Biue Crab (‘Callinectes sapidus’) in 


PB-246 409/7G! 76-01 6C PC A04/MF A01 
PB-246 410/5GI 

The Effects of Thermal Effluent on the American 

Oyster ‘Crassostrea virginica’ Gmelin in indian River 

Bay, Delaware, 

PB-246 410/5GI 76-01 6C PC AO6/MF A01 
PB-246 411/3GI 

— of Water on the Crack Propagation Rate in 

Laminates Under Static and Dynamic 

PB-246 411/3G! 76-01 11D PC AQ4/MF A01 

PB-246 412/1Gi 


Seasonal Distributions of Larval  Fiatfishes 
oe on the Continental Shelf 
Cod, Massachusetts, and Cape 


Lookout, North. Carolina, 1965-66. 
PB-246 412/1GI 76-01 6C PC AOS/MF AO1 
PB-246 413/9GI 


An Historical nes St Semagng Downslope 


Windstorms at Boulder, ; 

PB-246 413/9GI 76-01 48 PC AO4/MF AO1 
PB-246 414/7GIi 

New Orleans, Louisiana Regional Railroad Planning 

Demonstration Study. Phase |: inventory and 
PB-246 414/7G! 76-03 138 PC A06/MF A01 





PB-246 415/4Gi 
Climatic impact Assessment Program Error Vari- 
ance Analysis. Statistical Aspects of Atmospheric 
Monitoring. 
PB-246 415/4GI 76-02 70 PC AO7/MF A01 
PB-246 416/2Gi 


Emergency Medical Services Demonstration Pro- 


ject, San Diego, imperial and Riverside Counties, 

California, Ju 1. 1972-June 30, 1975. 

PB-246 416/ 76-02 6E PC A16/MF A01 
PB-246 417/0GI 


Advanced Cooling Systems for Agricultural and In- 
dustrial Machines. 
PB-246 417/0G! 
PB-246 418/8Gi 
Performance Criteria for Cooling Systems on 
ricultural and Industrial Machines 
-246 418/8Gi 76-03 13A PC AOS/MF A01 
PB-246 419/6Gi 


Environmental Hazard Assessment of One and Two 
Carbon Fiuorocarbons. 


76-03 13A PC AO08/MF A01 


PB-246 419/6GI 76-02 138 PC A12/MF A01 
PB-246 420/4Gi 
Welfare Dependency and Low income Labor Mar- 
ts. 
PB-246 420/4GI 76-01 SK PC A04/MF A01 
PB-246 421/2Gi 


Regional Air Pollution Study: The Formation of Sul- 
furic Acid in the Stratosphere Through the Gas 
Phase Oxidation of SO2. 

PB-246 421/2Gi 76-03 4A PC A06/MF A01 


PB-246 422/0GI 


U.S. Consumer Product Safety Commission Annual 
Report, July 1, 1974-June 30, 1975. 
76-01 SC PC AO7/MF A01 


PB-246 422/0Gi 
PB-246 423/8Gi 
An Analysis of the Federal Bonding Program. Sum- 
mary. 
PB-246 423/8GI 76-01 Si PC A04/MF A0O1 
PB-246 424/6GI 


Analysis of the Federal Bonding Program. Volume 


ll. Program Analysis. 
PB-246 424/6GI 76-01 5 


Proceedings of the International Billfish Symposi- 
um, Kailua-Kona, Hawaii, 9-12 August 1972. Part 3. 


Space aose 


PC A10/MF A01 


76-01 6C PC A08/MF A01 

PB-246 426/1GI 

Airborne infrared imagery of Arctic Sea ice 
Thickness. 

PB-246 426/1GI 76-02 8. PC A02/MF A01 
PB-246 427/9Gi 

Seatrout of the Genus ‘Cynoscion’ in Coastal 
Waters of Georgia, 

PB-246 42749GI 76-01 6C PC A03/MF A01 
PB-246 428/7Gi 


— Review of Manned Submersibies and 


PB. 246 428/7GI 76-02 13) PC A0S/MF A0O1 

PB-246 429/5GI 
Fishery Statistics of the United sues - 1966, 

PB-246 429/5GI 76-01 PC A99/MF A01 
PB-246 430/3Gi 

Fishery Statistics of the United States, 1 

PB-246 430/3GI 76-01 6C PC A2t/MF A01 
PB-246 431/1Gi 

Workshop on Alcoholism and Blacks 

PB-246 431/1GI 76-02 5K PC A10/MF A01 
PB-246 432/9GI 

Training Clinical ——s in >. one Care. 

PB-246 432/9GI A04/MF A01 
PB-246 433/7GI 


Analysis of Driver Reaction to Warning Devices at a 
foun Rural Grade Crossing. Executive 
—¥- 246 46 433/761 76-03 138 PC A02/MF AO1 
PB-246 434/5GI 
An Assessment of Approaches to the Study of Fac- 
tors Affecting Economic Payoffs from Technological 
a A State-of-the-Art Study. Volume Iti. Ab- 
racts. 
PB-246 434/5GI 76-01 5C PC A06/MF AO1 
PB-246 435/2GI 
ag The First 18 Months - A Progress Report of 
tal Technology incentives Program, 


National Bureau of Standards 
PB-246 435/2Gi 76-0f- 5A PC A04/MF AO1 














oe ee 








PB-246 436/0GI 
Stat of ae See ee for — 
er a utt art li r 
PB-246 436/0GI re-or rf pe near /ME AO1 
PB-246 437/8GI 
Standard Reference Materials: Glass Filters as a 


Standard Reference 


s he s » c 4 


Material for Spec- 
, Preparation, Certification, 





Use SRM 930. 

PB-246 437/8G! 76-02 148 PC AO6/MF AO1 
PB-246 438/6G! 

COBOL. 

PB-246 438/6GI 76-01 98 PC A02/MF AO1 


PB-246 439/4G! 


Bibliography of the Electromagnetics Division, June 
30, 1974 to June 30, 1975, 
PB-246 439/4GI 76-03 20N PC AO3/MF AO1 


PB-246 440/2GI 


Health Hazard Evaluation/Toxicity Determination 
Report 72-76-137, General Electric Company, 


mew Per yoy’ Carolina. 
76-01 6J PC A02/MF AO1 


PB-246 pooeneng 
Health Hazard Evaluation/Toxicity Determination 
a 72-89-154, Golden Foundry, Columbus, Indi- 
PB-246 441/0GI 76-01 6J PC A02/MF AO1 
PB-246 442/8GI 


Health Hazard Evaluation/Toxicity Determination 
ae 72-97-135, Chicago and North Western Raiil- 
ay, Oelwein, lowa. 
PB.246 442 /8GI 76-01 6J PC A02/MF A0O1 
PB-246 443/6GI 


Health Hazard Evaluation/Toxicity Determination 
Report 73-8-132, Olin Corporation, Pisgah Forest, 


North Carolina. 
PB-246 443/6GI 76-01 6J PC AO2/MF AO1 
soe 444/4GI 


Hazard Evaluation/Toxici Determination 
oo 73-18-171, Pacific Grinding Wheel Co., 


oa ine ataran Washington. 
76-01 6J PC A02/MF AO1 


PB-246 445/1GI 
Health a Evaluation/Toxicity Determination 
39-166, Jos. 


Report 73- . Seagram and Sons Distil- 

lery, Lawrenceburg. ind. 

PB-246 445/1GI 76-01 6/J PC A02/MF AO1 
PB-246 446/9G! 


Health Hazard Evaluation/Toxicity Determination 
Report 73-47-172, Peabody Galion Corp. (Unisteel 
Division), Lima, Ohio. 

PB-246 446/9GI 76-01 6J PC AO2/MF A01 
PB-246 447/7GI 

Health Hazard Evaluation/Toxicity Determination 

Report 73-53-183, nverters ink Company, inc., 

Division of Beatrice Food, Linden, New Jersey. 

PB-246 447/7GI 76-01 6J PC A02/MF A01 
PB-246 448/5G! 

Health Hazard yg ~ ge Determination 

Report 73-68-187, McCall Printing Company, 

Dayton, Ohio. 

PB-246 448/5GI 76-01 6J PC A02/MF A01 
PB-246 449/3GI 


Health Hazard Evaluation/Toxicity Determination 
Report 73-72-155, Inland Manufacturing Division, 


General Motors Corporation, Vandalia, Ohio. 
PB-246 449/3Gi 76-01 6) PC AQ2/MF AO1 
PB-246 450/1GI 


Health Hazard Evaluation/Toxicity Determination 


Report 73-73-143, Inland Manufacturing Co., 

General Motors Corporation, Dayton, Ohio 

PB-246 450/1Gi 76-01 PC AO2/MF AO1 
PB-246 451/9GI 

Health Hazard Evaluation/Toxicity Determination 

Report 73-83-1144, General Motors Corporation, 

Vandalia, Ohio. 

PB-246 451/9GI 76-01 6/J PC AO02/MF A01 
PB-246 452/7GI 

Health Hazard Evaluation/Toxici ay Determin 

Report 73-92-157, Albuquerque Allergy Clinic. rt 

buquerque, New Mexico. 

PB-246 452/7GI 76-01 6J PC A0Q2/MF AO1 
PB-246 453/5GI 

Health Hazard Evaluation/Toxic Determination 

Report 73-120-139, Cupples Co., Rubber Division, 

Overland, M uri. 

PB-246 453/5GI 76-01 6J PC A02/MF A01 


PB-246 454/3G! 


Health Hazard Evaluation/Toxicity Determination 
Report 73-126-186, Raven industries, inc., Sioux 
Falls, South Dakota 

PB-246 454/3GI 76-01 6) PC AO2/MF A0O1 


PB-246 455/0G! 


Health Hazard Evaluation/Toxicity Determination 
Report 73-133-136, Armstrong Cork Company, 
Jackson, Mississippi. 

PB-246 455/0GI 76-01 6J PC A02/MF AO1 


PB-246 456/8G! 


Health Hazard Evaluation/Toxicity Determination 
Report 73-135-138, Kaiser Permanente Cement Co., 
Lucerne pons California. 
PB-246 1 76-01 6/J PC AO02/MF A01 


PB-246 457/6GI 


Health Hazard Evaluation/Toxicity Determination 
Report 73-138-156, Rheem Manufacturing Com- 


= ny. Fort Smith, Arkansas. 
B-246 457/6G! 76-01 6J PC A02/MF A01 


PB-246 458/4Gi 
Health Hazard Evaluation/Toxicity Determination 
Report 73-140-145, Read Plastics, inc., Rockville, 
PB-246 458/4GI 76-01 6) PC A02/MF AO1 

PB-246 459/2Gi 
Health Hazard Evaluation/Toxicity Determination 
rt 73-147-134, H. F. Barrows Company, North 


Attleboro, Massachusetts. 

- PB-246 459/2GI 76-01 6J PC AO2/MF AO1 
PB-246 460/0GI! 

Health Hazard Evaluation/Toxicity Determination 

Report 73-149-140, Federal Mogul Corporation, Gal- 


lipolis, Ohio. 
PB-246 460/0G! 76-03 6) PC A02/MF A01 
PB-246 461/8Gi 


Health Hazard Evaluation/Toxicity Determination 
Report 73-151-141, Essex Wire Corporation, Kenton, 


io. 
PB-246 461/8GI 76-03 6 PC AO02/MF A01 
PB-246 462/6Gi 
Health Hazard Evaluation/Toxic Determination 
Report 73-154-146, Fisher Body Division, G.MC.., 
Hamilton, Ohio. 
PB-246 462/6GI 76-03 GJ PC AO02/MF A01 
PB-246 463/4Gi 


Health Hazard Evaluation/Toxicity Determination 
rt 73-158-162, N. L. Industries (Hoyt Plant), 


Granite City, lilinois. 

PB-246 463/4GI 76-03 6J PC A03/MF AO1 
PB-246 464/2GI 

Health Hazard Evaluation/Toxicity Determination 
Report 73-159-184, Continental Can Company, 


Worthington, Ohio. 
PB-246 464/2GI 76-03 6J PC A02/MF A01 
PB-246 465/9Gi 
Health Hazard Evaluation/Toxicity Determination 
Report 73-164-169, Anaconda Company, Anaconda, 


Montana. 
PB-246 465/9GI 76-03 6J PC A02/MF A01 
PB-246 466/7GI 


Health Hazard Evaluation/Toxicity Determination 
Report 73-166-131, Draper Pet Supply Company, 
ws Massachusetts. 
246 466/7GI 76-03 6/J PC A02/MF A01 
PB-246 467/5Gi 
Health Hazard Evaluation/Toxicity Determination 
Report 73-176-163, Bristol Flowed Gasket Company, 


Waterbury, Connecticut. 
PB-246 467/5G! 76-03 6J PC A0Q2/MF A01 
PB-246 468/3Gi 
Health Hazard Evaluation/Toxicity Determination 
Report 73-177-147, EPC of Arkansas, Fayetteville, 
Arkansas. 
PB-246 468/3G! 76-03 6J PC A02/MF AO1 
PB-246 469/1Gi 


Health Hazard Evaluation/Toxicity Determination 
Report 73-178-158, Magnavox Company of Tennes- 
see, Andrews, North Carolina. 
PB-246 469/1GI 76-03 6J PC A02/MF AO1 

PB-246 470/9Gi 
Health Hazard Evaluation/Toxicity Determination 
a 73-180/183-159, Docute!l Corporation, Irving, 
exas. 
PB-246 470/9GI 76-03 6J PC AOQ2/MF AO1 
PB-246 471/7Gi 
Health Hazard Evaluation/Toxicity Determination 
en 73-184-176, a Quartz Company, 


Chester, Pennsyiv 
PB-246 471/761 76-03 6J PC A02/MF A01 


PB-246 472/5Gi 


Health Hazard Evaluation/Toxicity Determination 
Report 73-187-151, Amax Aluminum Mill Products 
Company, Riverside, California. 

PB-246 472/5GI 76-03 6 


PC A02/MF A01 


PB+246 490/7GI 


PB-246 473/3Gi 
Health Hazard Evaluation/Toxicity Determination 
Report 73-190-148, The Purdy Company, Burnham, 


iinois. 
PB-246 473/3GI 76-03 6/J PC A02/MF A01 
PB-246 474/1Gi 
Health Hazard Evaluation/Toxicity Determination 
ey -149, Osborne Photographic Labora- 


to nc Cincinnati, Ohio. 
PB-246 474/1Gi 76-03 6J PC A02/MF AO1 


PB-246 475/8GI 
Health Hazard Evaluation/Toxicity Determination 


73-193-133, Vermont Tap and Die Company, 
Lyndon. Vermont. 


246 475/8GI 76-03 6J PC AO02/MF AO1 
PB-246 476/6GI 
Health Hazard ayo rene gy we Determination 
Report 73-194-153, r Aerospace Corpora- 
tion, Commercial Plastics Division, Jackson, a 
PB-246 476/6G! 76-03 6J PC A02/MF AO1 
PB-246 477/4Gi 


Health Hazard Evaluation/Toxicity Determination 
73-195-152, Columbia University, Teachers 
rs pe ~ AM + 9a City, N.Y 
PB 76-03 6J PC A02/MF AO1 
PB-246 penton 
Health Hazard Evaluation/Toxicity Determination 
Report 74-1-160, White Pass and Yukon Railroad. 
Seogeet Alaska. 
PB-246 478/2GI 76-03 6J PC A02/MF A01 
PB-246 479/0GI 
Health Hazard Evaluation/Toxicity Determination 
Report 74-2/8-164, The Vendo Company, Kansas 


City, Missouri. 
PB-246 479/0GI 76-03 6J PC A02/MF AO1 
PB-246 480/8G! 
Health Hazard Evaluation/Toxicity Determination 
Report 74-3-177, Hartman Manufacturing Company, 


Mansfield, Ohio 
PB-246 480/8G! 76-04 6J PC AO2/MF AO1 
PB-246 481/6G/ 
Health Hazard Evaiuation/Toxicity Determination 
Report 74-4-175, Olin Corporation, Pisgah Forest, 
North Carolina. 
PB-246 481/6Gi 76-04 6J PC A02/MF A01 
PB-246 482/4G! 
Health Hazard Evaluation/Toxicity Determination 
Report 74-29-161, Et co he Visqueen Division of Ethy! 


Corp., Terre Haute, | 
PB-246 482/4G 76-04 6J PC A0Q2/MF A01 
PB-246 483/2Gi 
Health Hazard Evaluation/Toxicity Determination 
a 74-38-170, Beltx Corporation, Antonia, Mis- 
souri. 
PB-246 483/2Gi 76-04 6J PC AO02/MF AO1 
PB-246 484/0Gi 


aidneek ieee a Determination 
Report 74-40-167, Youngstown Sheet and Tube 
connery, Ea. pmenge, SS. ind. 
6) PC A02/MF A01 


PB-246 485/7Gi 


Health Hazard Evaluation/Toxicity Determination 
Report 74-41-165, a Sonem. Division of 
Ranco Inc., Worthington, Oh 


PB-246 485/7GI ‘e048 6) PC A02/MF A01 
PB-246 486/5Gi 

Health Hazard Evaluation/Toxicity Determination 
Report 74-42-168, Tronic industries, inc., Har- 
bangs 9 Pa. 

PB-246 486/5GI 76-04 6J PC A02/MF A01 
PB-246 487/3Gi 


Health Hazard Evaluation/Toxicity Determination 
74-45-150, Trimtex Division of William E. 
Company, ae ania. 

Pe 46 487/3GI AOQ2/MF AO1 

PB-246 488/1Gi 


Health Hazard Evaluation/Toxicity Determination 
Report 74-53-179, Container Corporation of Amer- 


ica, Piqua, Ohio 
PB-246 488/1G! 76-04 6 PC A02/MF AO1 
PB-246 489/9GI 


Health Hazard Evaiuation/Toxicity Determination 
ye ae a -142, Deico Remy Division, Anaheim, 


PB-246 489/9GI 76-04 6) PC AOQ2/MF A01 
PB-246 490/7G! 

Health Hazard Evaluation/Toxicity Determination 

Report 74-76-178, Joseph Dyson and Sons, inc., 

Painesville, Ohio 

PB-246 490. 490/7GI 76-04 6J PC A02/MF AO1 


AR-1107 











PB-246 491/5Gi 


Health Hazard Evatuation/Toxicity Determination 
Report 74784-18868, Cosmo Plastics Company, 
Fredericksburg, Ohio. 

PB-246 491/ 76-04 6J PC A02/MF A0O1 


PB-246 492/3G! 
Health Hazard Evaiuation/Toxicity Determination 
Report 74-85-185, M. H. Gali Company, Lancaster, 


Pennsylvania. 
PB-246 492/3G! 76-04 6J PC AO02/MF AO1 
PB-246 493/1GI 


Health Hazard Evaluation/Toxicity Determination 
Report 74-89-189, New York poeneen and Tele- 
raph Company, New York, N.Y 
B-246 493/1GI 76-04 6) PC A02/MF AO1 


PB-246 494/9Gi 

Health Hazard Evaluation/Toxicity Determination 
Report 74-96-173, Richdel Corporation, Carson City, 
Nevada. 

PB-246 494/9GI 76-04 6J PC A02/MF AO1 
PB-246 495/6Gi 

Health Hazard Evaluation/Toxicity Determination 
Report 74-103-182, Picoma industries, Martins 


Ferry, Ohio. 
PB-246 495/6GI 76-04 6J PC A02/MF AO1 
PB-246 496/4GI 
Health Hazard Evaluation/Toxicity Determination 
Report 74-149-180, Protecto Wrap Company, 


Denver, Colorado 
PB-246 496/4GI 76-04 6J PC AOQ2/MF AO1 
PB-246 497/2G!I 


Health Hazard Evaluation/Toxicity Determination 
Report 74-151-181, Western Forge Corporation, 
Colorado Springs, Colorado. 

PB-246 497/2GI 76-04 6J PC A02/MF AO1 
PB-246 498/0G! 


A Real Time Conversational On-Line Processing 
System for Factory Tests of Compressors and Driv- 


Turbines. 
PB-246 498/0GI 13H PC A02/MF AO1 
PB-246 499/8GI 


Schools’ Responses to Vouchered Vocational Train- 
ing: Experiences with the Portland WIN Voucher 


76-03 


Training Program. Executive Summary, 
PB-246 499/ 76-02 5! PC AO7/MF AO1 
PB-246 500/3G! 


-- of the Ad Hoc Panel on the Present intergia- 


PB. 246 500/3G! 76-03 4B PC A03/MF A0O1 
PB-246 501/1GI 


The Federal Role in increasing the Productivity of 
the U.S. Food System 
PB-246 501/1GI 


PB-246 502/9GI 


The Foreign Medical Graduate in the United States 
Health Care oe. 
PB-246 502/9GI 


PB-246 503/7GI 


Reprint: Search for Correlations Between Dielectric 
Relaxation and Polymerization in Trioxane Crystals. 
PB-246 503/7GI 76-02 7D Not available NTIS 


PB-246 504/5GI 


Reprint: lonization Loss for High-Energy Electrons 
in Thin Targets 
PB-246 504/5GI 


PB-246 505/2GI 


Reprint: Magnetic Coupling Force of the Supercon- 
ducting dc Transformer. 
PB-246 505/2GI 76-03 9A _ Not available NTIS 


PB-246 506/0GI 


Reprint: The Analysis of Discrete Fine Particles by 
Raman Spectrosc 
PB-246 506/0Gi 


PB-246 507/8G! 
Reprint: A Shelf in the ‘Subthreshold’ Photofission 
Cross Section. 
PB-246 507/8Gi 
PB-246 509/4GI 
Reprint: A Review of Nondestructive Evaluation Op- 
portunities. 
PB-246 509/4GI 
PB-246 510/2GI . 


Reprint: An image Quality Criterion for the identifi- 
cation of Faces 


' 76-02 6H PC AO8/MF A01 


76-02 6E PC A02/MF A01 


76-02 7D Not available NTIS 


Opy. a 
76-02 7D Not available NTIS 


76-02 20H Not availabie NTIS 


76-05 148 Not available NTIS 


PB-246 510/2GI 76-02 14E Not available NTIS 
PB-246 511/0GI 

Reprint: Catalysis. 

PB-246 511/0Gi 76-02 7D Not available NTIS 


AR-1108 





PB-246 512/8Gi 


Reprint: Codeposition of Particulate Matter with 
Chromium. 
PB-246 512/8GI 


PB-246 513/6GI 
Reprint: Van der Waals Forces Between a Cs Atom 
ad a CsCl Molecule and Metal or Dielectric Sur- 
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PB-247 239/76! 76-04 6E PC A03/MF AO1 
PB-247 240/5GI 


Community Health Care System Study, Rhode 
island. Volume Ill. Legal Parameters of Emergency 
Medical Services in Rhode Island. 

PB-247 240/5GI 76-04 6E PC A04/MF A01 


PB-247 241/3GI 
Community Health Care System Study, Rhode 
island. Volume ong 1972 Rhode Island Hospitals 


Manpower Surve 
PB-247 241/3Gl 76-04 6E PC A03/MF A01 
PB-247 242/1GI 
The SCATT Report. A Tentative idealized Design of 
a National —_ Communication and Technolo- 


oe System 
247 242/1GI 76-04 5B PC A10/MF A01 
PB-247 243/9Gi 
RANN Utilization Experience: Final Report to the 
National Science Foundation (with Appendices) In- 


cludes Summa 
76-04 5A PC A23/MF A01 


76-03 98 PC A09/MF A01 


PB-247 243/9GI 
PB-247 244/7GI 


RANN Utilization Experience. Final Report to the 
National Science Foundation (Summary Report 
PB-247 244/7GI 76-04 5A PC A02/MF A01 


PB-247 245/4GI 
RANN Utilization Experience. Case Study No. 1. Soil 


nse to Earthquakes, 
PB-247 245/4GI 76-04 8K PC AO02/MF A01 
PB-247 246/2Gi 


RANN Utilization Experience. Case Study No. 2. En- 
vironmental Pollution in the New Lead Belt, 
PB-247 246/2GI 76-04 13B PC A02/MF AO1 


PB-247 247/0GI 
RANN Utilization Experience. Case Study No. 3. 
t 


Zone Man , 
PB-247 247/0GI 76-04 5D PC AOQ3/MF A0O1 
PB-247 248/8Gi 


RANN Utilization Experience. Case Study No. 4. 
Economic Models of Water Use, 
PB-247 248/8GI 76-04 138 PC A03/MF AO1 


PB-247 249/6GI 
RANN Utilization Experience. Case Study No. 5. Au- 


tomated Beam Bender, 
PB-247 249/6GI 76-04 13) PC AO3/MF AO1 
PB-247 250/4Gi 


RANN Utilization Experience. Case Study No. 6. In- 

dustrial Sweetener Syrups, 

PB-247 250/4GI 76-04 7A PC A03/MF AO1 
PB-247 251/2GI 


RANN Utilization Experience. 
Cable Television Franchising. 
PB-247 251/2GI 76-05 


PB-247 252/0GIi 
RANN Utilization Experience. 


Case Study No. 7. 
178 PC A02/MF A011 


Case Study No. 8. 


Productivity in ———— Consumer Dura 
PB-247 252/0Gi 


bles, 
5A PC A02/MF AO1 
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PB-247 253/8GI 
RANN Utilization Experience. Case Study No. 9. 


Urban Public Safety, 
PB-247 253/8Gi 76-04 5K PC A03/MF AO1 
PB-247 254/6GI 


RANN Utilization Experience. Case Study No. 10. Ef- 
fectiveness Measurement Methods, 
PB-247 254/6GI 76-04 5K PC AO3/MF AO1 


PB-247 255/3GI 


RANN Utilization Experience. Case Study No. 11. 
Natural Hazards, 
PB-247 255/3GI 76-04 13 PC AOQ2/MF A01 


PB-247 256/1GI 


RANN Utilization Experience. Case Study No. 12. 
Outer Continental Shelf Oil and Gas, 
PB-247 256/1Gi 76-04 81 PC AO3/MF A01 


PB-247 257/9GI 


RANN Utilization Experience. Case Study No. 13. 
Continuous Fabrication of Solar Celis, 
PB-247 257/9GI 76-04 10B PC A02/MF AO1 


PB-247 258/7GI 


RANN Utilization Experience. Case Study No. 14. 
Conserving Energy, 
PB-247 /7GI 76-04 10A PC AO3/MF A0O1 


PB-247 2589/5GI 


RANN Utilization Experience. Case Study No. 15. 
New Techniques for Gasifying Coal, 
PB-247 259/5GI 76-04 7A PC AO3/MF A01 


PB-247 260/3GI 


RANN Utilization Experience. Case Study No. 17. 
Solar Schoo! Projects, 
PB-247 260/3GI 76-04 13A PC AO3/MF AO1 


PB-247 261/1GI 


RANN Utilization Experience. Case Study No. 18. 
Man nt of Heat Rejected from Power Plants. 
PB-247 261/1GI 7 10A PC AO2/MF AO1 


PB-247 262/9GI 
RANN Utilization Experience. Case Study No. 19. 


Solvent-Refined Coal, 

PB-247 262/9GI 76-04 21D PC AQ2/MF AO1 
PB-247 263/7GI 

RANN Utilization Experience. Case Study No. 20. 


Energy and Environment, 

PB-247 263/7GI 76-04 10A PC AQ3/MF AO1 
PB-247 264/5GI 

RANN Utilization oomepee. Case Study No. 21. 

beeng pA in ~~ Operatio 

PB-247 /5G 76-04. 138 PC AQ2/MF AO1 


PB-247 265/2GIi 
Computer Programs for the Forward Calculation 
pe Automatic inversion of Wenner Sounding 
PB.247 265/2GI 76-04 8 PC A03/MF AO1 
PB-247 266/0GI 


The General Public and Community Leaders View 
the Genera! Revenue Sharing Program 
PB-247 266/0GI 7 5A PC A06/MF A01 


PB-247 267/8GI 


Health Manpower Planning. A Survey of Alternative — 


Cee yo at the State Level. 
247 267/8GI 76-04 6E PC A0S/MF A01 


PB-247 268/6GI 


Group Technology Applied to the Automatic Han- 
dling of Small Parts. 
PB-247 268/6GI 76-04 13H PC AO3/MF A01 


PB-247 269/4GI 
Exploratory Discussions Concerning a Possible 
EPRi/Kurchatov Institute Joint Program on Fusion 
PB-247 269/4G! 76-04 18A PC A03/MF AO1 
PB-247 270/2GI 


Characterization of Sharp Points and Edges by 

Electrical Breakdown. 

PB-247 270/2Gi 76-05 13L PC AO2/MF AO1 
PB-247 271/0GI 

Study of Worker Acceptance and Attitudes Toward 

oe Equipment Modifications. 

247 271/0GI 76-04 81 PC AOQ3/MF AO1 

PB-247 272/8GI 

Applications of Proton Radiation to Medical 


Probiems. 
PB-247 272/8G!I , 76-04 6GE PC A02/MF A01 


PB-247 273/6GI 
A Study of Ferroalioy Furnace Product Flexibility. 
PB-247 273/6GI 76-06 13A PC AOS/MF AO1 
PB-247 274/4GI 
Alternate Methods of Avalanche Control. 
PB-247 274/4Gi 76-04 PC A06/MF A01 
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PB-247 275/1GI 
Catheter-Transducer Assembly for Patient Diagnosis 
and Monitoring. 
PB-247 275/1GI 76-04 6B PC AQ3/MF A01 
PB-247 276/9GI 


A Study of On-Line Use of Job information in Em- 
yment Service Local Offices. Volume !: An On- 


ine Experiment. 
PB-247 276/9GI 76-04 51 PC AO7/MF AO1 
PB-247 278/5Gi 


Factors Affecting Slime Accumulation in Fiberboard 
Mill Process Water. 
PB-247 278/5GI 76-04 13B PC A04/MF A01 


PB-247 279/3GI 


The Effects of Regional Development on the Illinois 
River Environment. 
PB-247 279/3GI 76-04 13B PC A08/MF A01 


PB-247 280/1Gi 


Left Ventricular Assist Device (LVAD): Pre-Clinical 
Evaluation of Temporary Assist Pumping. 
PB-247 280/1Gi 76-04 6. PC A14/MF AO1 


PB-247 281/9GI 


Safety-Toe Footwear Compression Test Procedure, 
PB-247 281/9GI 76-04 6Q PC A02/MF A01 


PB-247 2862/7GI 


Summary of Ground-Water Quali 

Uranium Mining and Milling in the 

Belt, New Mexico. 

PB-247 282/7GI 76-04 138 PC AOS/MF AO1 
PB-247 283/5GI 


How to Set up a Local Public Transportation Ser- 


impacts of 
rants Mineral 


vice in Your Community. 

PB-247 283/5GI 76-04 138 PC AO4/MF AO1 
PB-247 284/3Gi 

Fresno Regional Bikeways Plan. 

PB-247 284/3GI 76-04 138 PC AO7/MF AO1 
PB-247 285/0GI 


Subsynoptic Extratropical Weather Systems: Obser- 
vation, Analysis, Modeling, and Prediction. Notes 
a a Colloquium: Summer 1974. Volume |. Prin- 


| Lectures 
-247 285/0G! 76-04 48 PC A11/MF A011 


PB-247 286/8GI 


Subsynoptic Extratropical Weather Systems: Obser- 
vation, Analysis, Modeling, and Prediction. Notes 
from a Colloquium: Summer, 1974. Volume ii. 


Seminars and Workshops, 

PB-247 286/8GI 76-04 4B PC A99/MF A01 
PB-247 267/6GI 

Grooved Stri for Plow-Resistant Wet-Night Lane 

Delineation. e 1. Evaluation of Systems. 

PB-247 287/6GI 76-04 PC AOQ3/MF A01 
PB-247 268/4GI 


Directory of Federal Agencies Engaged in Energy 

Related Activities, 

PB-247 268/4Gi 76-04 10A PC AOS/MF A01 
PB-247 269/2GI 


Ground-Water Resources of American Samoa with 
Emphasis on the Tafuna-Leone Plain, Tutuila island. 
PB-247 289/2GI 76-04 PC A04/MF A01 


PB-247 290/0 


Method of Defeathering Poultry. 
PATENT-3 694 856 7 6H Not available NTIS 


PB-247 291/8 


Fractionation of Leafy Green Crops. 
PATENT-3 684 520 76-04 2A Not available NTIS 


PB-247 292/6 


Siloxane ee for Soil-Repelient and Soil- 
Release Textile Finishes. 
PATENT-3 716518 76-04 7C Not available NTIS 


PB-247 293/4 
Siloxane Polymers for Soil-Repelient and Soil- 


Release Textile Finishes. 
PATENT-3 716517 76-04 7C Not available NTIS 
PB-247 294/2 


Fibrous Substrate Treated with Copolymers of 
thers and Maleic Anhydride. 


Fluo E 
PATENT-3 706 594 76-04 7C Not available NTIS 
PB-247 295/9 


Process for Cleaning Wool. 
PATENT-3 702 264 
76-04 11E Not available NTIS 


PB-247 296/7 
1,4-Bi aren ceceanrenen )-2,3-E poxy-Butane. 
PATENTS 701792 7 C Not available NTIS 
PB-247 297/5Gi 


Evaluation of Geothermal —_ in the Truckee 
Meadows, Washoe County, Nevad 


PB-247 297/5GI 76-04 8G. ' PC A03/MF A01 


PB-247 298/3GI 


Biological Regeneration of Activated Carbon in Aa- 
vanced Wastewater Treatment. 
PB-247 298/3GI 76-04 138 PC AOS/MF AO1 


PB-247 299/1GI 


A Scheme for Stochastic State Variable Water 
Resources Systems Optimization. 
PB-247 299/1GI 76-04 8H PC AO6/MF AO1 


PB-247 300/7GI 


Development of Guidelines for the Application of 
Continuous Two-Way-Left-Turn Median Lanes. 
PB-247 300/7GI 76-05 PC AO06/MF A01 


PB-247 301/5GI 
Pipeline industry's Practices Using Plastic Pipe in 
Gas Pipeline Facilities and the Resulting Safety 
Factors. 
PB-247 301/5Gi 76-04 13K PC A19/MF A0O1 
PB-247 302/3GI 


Adequacy of BCHS Programs in Penetrating Target 
Populations. 


PB-247 302/3GI 76-04 6E PC A0O6/MF AO1 
PB-247 303/1Gi 

ATS-6 Satellite Evaluation. 

PB-247 303/1Gi 76-04 5i PC A10/MF AO1 
PB-247 304/9GI 


Electric Utilities and Equipment Manufacturers 
Factors in Acceptance of Advanced Energy Conver- 
sion Technology. 

PB-247 304/9GI 76-05 138 PC AO6/MF A01 


PB-247 305/6Gi 
Energy independence Act of 1975 and Related Tax 
is 


Proposals. 
PB-247 305/6GI 76-05 10A PC A17/MF AO1 
PB-247 306/4GI 


Natural Gas Emergency Standby Act of 1975. 
PB-247 306/4GI 76-05 21D PC A14/MF A01 


PB-247 307/2GI 


Economic Analysis of Effluent Guidelines for 
Seafood Processing Industry. (Fish Meal, Salmon. 
Bottom Fish, Clams, Oysters, Sardines, Scallops. 
Herring, Abalone). 

PB-247 307/2GIi 76-04 13B PC AOS/MF A01 


PB-247 308/0G! 


Error Messages in 360-Algol, 360/370 Simula, DEC 
10 Algol and DEC 10 Simula, 
PB-247 308/0GI 76-03 9B PC A04/MF A01 


PB-247 309/8GI 


Trussum Pond, Sussex ¢ Sou, Guineas. 
PB-247 309/8GI PC AO3/MF A01 


PB-247 310/6GI 


Heavy Metal (Cu, Pb, Zn, Cd, Ni, As, Hg) Additions 
to the Surface Waters, Stream Sediments and 
Selected Aquatic Life in the Meramec Park Reser- 
voir Drainage Basin, Missouri. Phase | and Ii. 

PB-247 310/6GI 76-04 138 PC AO04/MF A01 


PB-247 311/4Gi 
Sreeean oy Emergency Medical Services Systems 
t. 


mpac 
PE. 247 311/4GI 76-04 6E PC A03/MF AO1 
PB-247 312/2GI 


The Preparation and Oxidative Properties of Ferrate 
lon FeO4(2-). Studies Directed Toward Its Use as a 
Water Boise Agent. Phase Ii. 

PB-247 312/2GI 76-04 7A PC AO02/MF A01 


PB-247 313/0GI 


Cleaning Coal with Coal: Coal Humic Acids for 
Removal of Acid, Iron, Heavy Metals, and Organic 
Pollutants Associated with Use of Coal as a Fuel. 

PB-247 313/0GI 76-04 7A PC A03/MF A01 


PB-247 314/8Gi 
Humidification wwe hned for Cartridges and Canisters; 


irator Test 
PB-247 314/8G! 76.04 6K PC A0O3/MF A01 
PB-247 315/5GI 


Enthaipies of Formation of Cupric and Cuprous 


Bromides. 
PB. 247 315/5GI 76-04 7D PC A02/MF AO1 
PB-247 316/3GI 
New Haven institute of Allied Health Careers Final 
rt 


Report. 
PB-247 316/3GI 
PB-247 317/1GI 


Refining Molten tron by Sulfide-Forming Slags and 
Chiorination. Removal of Copper, Tin, and Other 
impu 


rities. 
PB. 247 317/1GI 76-05 11F PC AOQ3/MF A01 
PB-247 318/9GI 
— and Rock Mechanics, Culverts, and Compac- 


PB.247 318/9GI 76-04 13B PC AO06/MF A01 
?. 


76-04 6E PC AO0S/MF AO! 
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PB-247 319/7GI 


Bituminous Mixtures, Aggregates, and Pavements 

PB-247 319/7GI 76-04 13C PC A04/MF ree 
PB-247 320/5G! 

Concrete and Steel Bridges, 

PB-247 320/5GI 76-04 13M PC AOS/MF A01 
PB-247 322/1GI 


Phosphoric Acid by Direct Sulfuric Acid Digestion 
of Florida Land-Pebble Matrix. 
PB-247 322/1GI 76-04 81 PC A02/MF AO1 


PB-247 323/9GI 

Three-Dimensional Thermal and Stress Analysis of a 

Pi ing Tree. 

PE-2 7 323/9GI 76-05 13K PC AO7/MF AO1 
PB-247 324/7GI 

Dust Generation and Comminution of Coal. 

PB-247 324/7GI 76-06 8! PC A03/MF AO1 
PB-247 325/4G!I 


How Consumers Use Product information. An As- 
sessment of Research in Relation to Public Policy 


Needs, 
PB-247 325/4GI 76-04 5C PC AOS/MF AO1 


PB-247 326/2GI 
institutional Behavior Concerning River Basin 
Management. 
PB-247 326/2GI 76-04 138 PC AO06/MF A01 
PB-247 327/0GI 
Electrowinni ‘ Copper from Chioride Solutions. 
PB-247 327/ 76-05 11F PC AO3/MF AO1 
PB-247 328/8GI 


Health Program Evaluation: Impact Study of P.L. 

86-121 Projects on the Fort Belknap indian Reser- 

vation. 

PB-247 328/8GI 76-04 6E PC A04/MF A01 
PB-247 331/2GI 

Regional Resource for Collection and Evaluation of 


Laboratory and Clinical Data in Human Renal 
Transplantation. 
PB-247 331/2GI 76-04 6E PC A02/MF A01 
PB-247 332/0GI 
industrial Sound Level Meter Vibration Sensitivity 
est, 
PB-247 332/0GI 76-04 6J PC A03/MF A01 
PB-247 333/8GI 
industrial Sound Level Meter Amplifier Distortion 
ext, 
PB-247 333/8GI 76-04 6J PC AOQ2/MF AO1 
PB-247 334/6GI 
ee we ion of Sulfur Dioxide in Spray Column and 
Turbulent Contacting Absorbers 
PB-247 334/6GI 76-04 13B PC AOQ6/MF AO1 
PB-247 335/3GI 
An introduction to PADL: Characteristics, Status, 
and Rationale. 
PB-247 335/3GI 76-04 9B PC AO3/MF A01 
PB-247 336/1GI 


Drillability Determination--A Drillability index for 
Percussion Drills. 


PB-247 336/1GI 76-04 81 PC A03/MF A01 
PB-247 337/9GI 

Innovation Information and — Project. 

PB-247 337/9GI 76-04 PC A02/MF A01 
PB-247 338/7Gi 

Evaluation of Histocompatibility Matching in Renal 

Transplantation. 

PB-247 338/7GI 76-04 6E PC A02/MF A01 
PB-247 339/5GI 


Safety-Toe Footwear impact Test Procedures 

PB-247 339/5GI 6-04 6Q PC A02/MF AO1 
PB-247 341/1GI 

Contract for the Evaluation of Histocompatibility 

Matching in Renal Transplantation Award Period: 

29 December 1975-28 December 1976. 

PB-247 341/1GI 76-04 6E PC A02/MF A01 
PB-247 343/7GI 


Connecticut River Basin Supplemental 
Management Study. An Analysi 


Flood 
is of Alternative 


Flood Management Plans in Upstream Watersheds. 

PB-247 343/7GI 76-03 8H PC A06/MF A01 
PB-247 344/5GI 

Killen Pond, Kent County, Delaware. EPA Region lil. 

PB-247 344/5GI 76-04 138 PC A03/MF A01 
PB-247 345/2GI 


a Pond, New Castle County, Delaware. 
i. 
PB-247 345/2G! 76-04 13B PC AOQ3/MF A01 


PB-247 346/0GI 


Silver Lake, New Castle County, Delaware. EPA Re- 
gion Il. 


PB-247 346/0GI 76-04 138 PC A03/MF AO1 
PB-247 347/8Gi 
_— Lake, Kent County, Delaware. EPA Region 


PB-247 347/8GI 76-04 138 PC AO3/MF AO1 
PB-247 348/6G! 


Development of Financial Reporting and Monitoring 
— System for New Communities Administra- 


PB. 247 348/6GI 76-04 13B PC A06/MF A01 
PB-247 349/4GI 


Independent Public Accountants Audit Guide for 
New Community Developers Using the New Com- 
munities — Reporting and Monitoring 
(FRAM) S 

PB-247 pact 76-04 13B PC AO3/MF AO1 


PB-247 350/2Gi 
New Communities Administration Financial Report- 
ing and Monitoring (FRAM) System Handbook. 
PB-247 350/2GI 76-04 138 PC A04/MF AO1 
PB-247 351/0GI 
New Communities Developers Financial Reporting 
and Monitoring (F RAM) —* Handbook. 
PB-247 351/0GI 76- 138 PC AOS/MF A01 
PB-247 352/8GI 
Evaluating Local Urban Renewal Projects. A Sim- 
plified Manual. 
PB-247 352/8GI 76-04 138 PC AOS/MF AO1 
PB-247 353/6GI 
The Future of Local Urban Redevelopment. A Guide 
for Community Policy Makers. 


PB-247 353/6GI 76-04 138 PC A04/MF A01 
PB-247 354/4Gi 

Guidelines for Urban Renewal Land Disposition. 

PB-247 354/4GI 76-04 138 PC A20/MF A01 


PB-247 355/1GI 


Geological Bibliography of North Carolina's Coastal 
Plain, Coastal Zone, and Continental Shelf. 


PB-247 355/1GI 76-04 8G PC AO7/MF A01 
PB-247 356/9GI 

industrial Fishery Products. Market Review and Out- 

look. 

PB-247 356/9GI 76-04 6C PC A02/MF AO1 
PB-247 357/7GI 


Development of a Simplified Diagnostic Model for 

interpretation of mn, oe Data. 

PB-247 357/7GI 76-04 8C PC A04/MF A01 
PB-247 358/5GI 

Coastal Development and Areas of Environmental 

Concern. Proceedings of a Symposium Held at East 

Carolina University, Greenville, North Carolina on 

March 5, 1975. 

PB-247 358/5GI 76-04 138 PC AO0S/MF A01 
PB-247 359/3G! 


Migratory Routes of Adult Sockeye Saimon, 
‘Oncorhynchus nerka’, in the Eastern Bering Sea 


and Bristol > 
PB-247 359/ 76-04 6C PC AO03/MF A01 
PB-247 360/1Gi 


Daily and Weekly pueting indices, West Coast of 
North America, 1967-7 


PB-247 360/1G! 76-04 8C PC A06/MF AO1 
PB-247 361/9Gi 

Tornado Outbreak of April 3-4, 1974; Synoptic Anal- 

ysis. 

PB-247 361/9GI 76-04 4B PC A04/MF AO1 
PB-247 362/7GI 


A Preliminary View of Storm Surges Before and 
— Storm Modifications for Alongshore-Moving 
torms. 

PB-247 362/7GI 76-04 4B PC A02/MF AO1 
PB-247 363/5GI 

Management Evaluation cf Stocked Northern Pike 

in Colorado's Small Plains Reservoirs 

PB-247 363/5GI 76-04 6C PC AOS/MF AO1 
PB-247 364/3Gi 


Final Report and Operations Manual for Microwave 
Modulated, Dual Optical Distance-Measuring Instru- 


ment, 
PB-247 364/3GI 76-03 20F PC AO7/MF A01 


PB-247 365/0Gi 


Youth in the WIN Program: Report on a Survey of 
Client Backgrounds, Program Experience, and Sub- 
sequent Labor Force Participation. 

PB-247 365/0GI 76-04 5K PC A10/MF A01 


PB-247 366/8G! 


Subcutaneous Temperatures and Physical Respon- 
ses of Sheep Torso Cooled with Dry ice 
PB-247 366/8GI 76-04 6S PC A03/MF AO1 








PB-247 371-03-04-15/GI 


PB-247 367/6Gi 
A Preliminary Survey of Data Communications in 
the United States. 
PB-247 367/6GI 76-05 17B PC A06/MF AO1 
PB-247 368/4Gi 
Limited Analysis of the Safety implications of the 
Preliminary System Pian for Railroad Consolidation. 
PB-247 /4GI 76-04 138 PC A04/MF A01 
PB-247 369/2Gi 
High Speed impact Between Curved Liquid Surface 
and Rigid Flat Surface. 
PB-247 369/2GI 76-04 20D PC AQ3/MF A01 
PB-247 370/0G! 
The Potential for Energy Savings Through Reduc- 
tions in Hot Water Consumption. 
PB-247 370/0GI 7 10A PC A03/MF AO1 
PB-247 371-03-04/GI 
Marine Fisheries Review. Volume 35, Numbers 3-4. 
March-April 1973. 
PB-247 371-03-04/GI 
PB-247 371-03-04-01/Gi 
Shrimp ‘73 - A Billion Dollar Business. 
PB-247 371-03-04-01/GI 
76-03 6C (Order as PB-247 371-03-04) 
PB-247 371-03-04-02/Gi 
Who Eats Shrimp. 
PB-247 371-03-04-02/GI 
6C (Order as PB-247 371-03-04) 
PB-247 371-03-04-03/Gi 
Shrimp Imports in 1972 Total 223.2 Million Pounds. 
PB- 247 371-03-04-03/GI 
76-03 6C (Order as PB-247 371-03-04) 
PB-247 371-03-04-04/Gi 
European Demand Helps Spur New England Shrimp 
Catches, 
PB-247 371-03-04-04/GI 
76-03 6C (Order as PB-247 371-03-04) 
PB-247 371-03-04-05/Gi 


The Shrimp Dollar, 1972, 
PB-247 371-03-04-05/GI 
76-03 6C (Order as PB-247 371-03-04) 
PB-247 371-03-04-06/GI 
Fishery for Northern Shrimp, ‘Pandalus borealis’, in 
the Gulf of Maine, 
PB-247 371-03-04-06/GI 
76-03 6C (Order as PB-247 371-03-04) 
PB-247 371-03-04-07/Gi 
Gulf Estuaries Studied. 
PB-247 371-03-04-07/GI 
76-03 6C (Order as PB-247 371-03-04) 
PB-247 371-03-04-08/Gi 
Shrimp Research at the Galveston Laboratory of the 
Gulf Coastal Fisheries Center, 
PB-247 371-03-04-08/Gi 
76-03 6C (Order as PB-247 371-03-04) 
PB-247 371-03-04-09/Gi 
Gulf of Mexico Shrimp Resource Research, 
PB-247 371-03-04-09/GI 
76-03 6C (Order as PB-247 371-03-04) 
PB-247 371-03-04-10/Gi 


An Automatic Pumping Device for Sampling Post- 
larval Shrimp (‘Penaeus spp.’), 
PB-247 371-03-04-10/GI 
6-03 6C (Order as PB-247 371-03-04) 
PB-247 371-03-04-11/Gi 


White Shrimp (‘Penaeus setiferus’) Population 
Trends in a Tidal Marsh Pond, 
PB-247 371-03-04-11/GI 

76-03 6C (Order as PB-247 371-03-04) 


PB-247 371-03-04-12/Gi 
Shrimp Research Program at Southeast Fisheries 
Center. 

PB-247 371-03-04-12/GI 
76-03 6C (Order as PB-247 371-03-04) 

PB-247 371-03-04-13/Gi 

Distribution of Commercial 


76-03 6C PC A06/MF AO1 


Shrimp Off the 
Northeastern Coast of South America, 
PB-247 37 1-03-04-13/GI 
76-04 6C (Order as PB-247 371-03-04) 
PB-247 371-03-04-14/Gi 


Shrimp industry of Central America, Caribbean Sea. 
and Northern South America, 
PB- 247 371-03-04-14/Gi 
76-03 6C (Order as PB-247 371-03-04) 
PB-247 371-03-04-15/Gi 
Status of the California Ocean Shrimp Resource 
and Its Management, 
PB-247 371-03-04-15/GI 
76-03 6C (Order as PB-247 371-03-04) 


AR-1121 





PB-247 371-03-04-16/GI 
Alaskan Shrimp eo 
PB-247 371-03-04-16/G 
6C ‘Order as PB-247 371-03-04) 


PB-247 371-03-04-17/GI 
Pandalid Shrimp Life History Research at Kachemak 
Alaska 


Bay, . 
PB-247 371-03-04-17/Gi 
76-03 6C (Order as PB-247 371-03-04) 
PB-247-371-03-04-18/GI 
Studies of Spot Shrimp, ‘Pandalus platyceros’, at 
Little Port Walter, Alaska, 
PB-247-371-03-04-18/GI 
76-03 6C (Order as PB-247 371-03-04) 
PB-247 371-03-04-19/Gi 
— Toward Farming Shrimp in the United 


Sta 
PB-247 371-03-04-19/GI 
76-03 6C (Order as PB-247 371-03-04) 
PB-247 371-03-04-20/Gi 
Shrimp Culture in Japan, 
PB-247 371-03-04-20/GI 
76-03 6C (Order as PB-247 371-03-04) 
PB-247 371-09/Gi 
Marine Fisheries Review. Volume 37, Number 9 
September 1975. 
PB-247 371-09/GI 
76-03 6C PC-GPO/MF A01-NTIS 
PB-247 371-09-01/GI 


Status of the Gulf and Atlantic Menhaden Fisheries 
and Implications for Resource Management, 
PB-247 371-09-01/GI 
76-03 6C (Order as PB-247 371-09) 
PB-247 371-09-02/Gi 


Some Observations of Feeding Behavior of Bottle- 
Nosed Doiphins ‘Tursiops truncatus’ in the Northern 
Gulf of Mexico and ‘Tursiops cf T. gilli’ off Southern 
California, Baj ifornia, and Nayarit, Mexico, 
PB-247 371 2/GI 


76-03 6C (Order as PB-247 371-09) 
PB-247 371-09-03/Gi 
Laboratory Evaluation of a Denil-Type Steeppass 
Fishway with Various Entrance and Exit Conditions 
ee Passage of Adult Salmonids and American 
PB-247 371-09-03/G! 
76-03 13B (Order as PB-247 371-09) 
PB-247 371-09-04/G!I 
Night Stalking Flounder in the Ocean Surf, 
PB-247 371-09-04/GI 
76-03 6C (Order as PB-247 371-09) 
PB-247 371-10/GI 
Marine Fisheries Review. Volume 37, Number 10, 
October 1975. 
PB-247 371-10/GI 
76-03 6C PC-GPO/MF A01-NTIS 
PB-247 371-10-01/G! 
Assessment of North Pacific Stocks of Whales, 
PB-247 371-10-01/GI 
76-03 6C (Order as PB-247 371-10) 
PB-247 371-10-02/GI 


Forecasts of Atlantic and Gulf Menhaden Catches 
——_ on the Historical Relation of Catch and Fish- 


Effort 
P aT 5 371- 10-02/Gi 
76-03 6C (Order as PB-247 371-10) 
PB-247 371-10-03/GI 
Biuve Gold: Mariculture of the Edible Blue Mussel 
(‘Mytilus edulis’), 
PB-247 371-10-03/GI 
76-03 6C (Order as PB-247 371-10) 
PB-247 371-10-04/GiI 
Housing Development Canals in the Coastal Zone of 
the Gulf of Mexico: Ecological Consequences, 
Regulations, and Recommendations, 
PB-247 371-10-04/GI 
76-03 13B (Order as PB-247 371-10) 
PB-247 371-10-05/G!I 
High sae Students’ Perceptions of Fish as a 


eh 371- 10-05/Gi 
76-03 6C (Order as PB-247 371-10) 
PB-247 371-11/Gi 
Marine Fisheries Reyiew. Volume 37, Number 11, 
November 1975. 
PB-247 371-11/GI 
76-07 6C PC-GPO/MF AO1-NTIS 
PB-247 371-11-1/Gi 
Japan's Fisheries, 1975, 
PB-247 371-11-1/GIi 
76-07 6C (Order as PB-247 371-11) 


AR-1122 


PB-247 371-11-2/GI 
A Uniform U.S. West Coast Logbook for Albacore, 
‘Thunnus alalunga’ (Bonnaterre), and Coastwide Al- 
bacore Fishery Data System, 

PB-247 371-11-2/GI 
76-07 6C (Order as PB-247 371-11) 

PB-247 371-11-3/GI 
Fish Prices: Historical Trends in Southern California 
Commercial Fisheries, 

PB-247 371-11-3/GI 
76-07 6C (Order as PB-247 371-11) 

PB-247 372/6G! 

Annual Occupational Radiation Exposure Report for 

Certain NRC Licensees Loy 1974. 

6J 


PB-247 372/6GI PC A02/MF A0O1 
PB-247 373/4GI 

Analysis of the Role of the Gulf Intracoastal Water- 

way in Texas 

PB-247 373/4G! 76-03 138 PC A11/MF AO1 
PB-247 374/2GI 


Role of the Nucleus in Formation of Ferroman- 
ey Nodules: Processing Guidelines for the 


arine Miner, 
PB-247 374/2GI 76-04 81 PC AO2 
PB-247 375/9Gi 


Underwater Copper Exploration in Lake Superior Ii: 
Specific Targets Charted in 1974, 
PB-247 375/9GI 76-04 81 PC A02 


PB-247 376/7GI 
New York Boat Owners: A Summary of the 1973 


Survey. 
PB-247 376/7GI 76-04 
PB-247 377/5GI 


Further Studies of the Nearshore Tuna Resources 
of American Samoa. 
PB-247 377/5GI 
PB-247 378/3Gi 
Corrosion Protection of Reinforcing Steel Provided 
Polymer-impregnated Concrete. 
-247 378/3GI 76-05 13C 
PB-247 379/1GI 


Planning and Design of Tall Buildings: Regional 
Conference (26th), High-Rise bg © Workshop, 


13J PC AOQ2/MF A01 


76-04 6C PC A03/MF A01 


PC A03/MF A01 


Held in Singapore on Decembe 

PB-247 379/1GI 76-03 13M PC AOS/MF AO1 
PB-247 380/9GI 

Better Grasses for Roadsides. 

PB-247 380/9GI 76-04 13B PC AQ3/MF A01 
PB-247 381/7GI 


Better Grasses for R 
PB-247 381/7GI 


PB-247 382/5GI 
Thermal Response of Heated Streams, Solution by 


the Implicit Method, 
76-04 8H PC AOS/MF A01 


oadsides. 
76-04 13B PC A04/MF A01 


PB-247 382/5GI 
PB-247 383/3GI 


The Individualized Manpower Training System 
PB-247 383/3G! 76-04 5! PC A06/MF A01 


PB-247 384/1Gi 
General Development Guide: A Policies Pian for 


Forsyth County, N.C. 1980 - 1990 - 2000, 
PB-247 384/1GI 76-04 13B PC AOS/MF A01 
PB-247 385/8Gi 


An Analysis of the impact on the Electric Utility In- 
dustry of Alternative Approaches to Significant 
Deterioration. Volume ll. Technical Support Docu- 


ment. 
PB-247 385/8GI 76-04 13B PC A07/MF AO1 


PB-247 386/6GI 
Evaluation of Histocompatibility Matching in Renal 
Transplantation. 
PB-247 386/6GI 76-04 6E PC A02/MF A01 
PB-247 387/4GI 


The Oregon State University Solid-Source Mass 
Spectrometer: A New Instrument for Research and 
a Part |: Description and System Evalua- 


PB. 247 387/4G! 76-05 14B Not available NTIS 
PB-247 388/2GI 

ASME Report on Chemical Effects of Lubrication in 

Contact Fatigue 

PB-247 388/2GI 76-04 131 PC AOQB/MF A01 
PB-247 389/0 


Chemiluminescent Method and Apparatus for Deter- 
mining the Photochemical Reactivity of Organic 
Pollutants in a Gaseous Mixture. 
PAT-APPL-548 47 1/GI 

76-03 13B PC AO02/MF A01 





PB-247 390/8GI 
innovative Technologies for Water Pollution Abate- 
ment. 

PB-247 390/8Gi 76-03 

PB-247 391/6GI 


Water Pollution Abatement Technology Capabilities 
and Costs. Urban Runoff. 
PB-247 391/6GI 76-03 


PB-247 392/4GI 


The Water Pollution Control Act of 1972 Institu- 
tional Assessment Attitudes of Participants. 
PB-247 392/4Gi 76-03 13B PC A15/MF Aoi 


PB-247 393/2GI 


Reprint: Model for the Formation of Topographic 
Features of the East Pacific Rise Crest 
PB-247 393/2GI 76-04 8G Nott available NTIS 


PB-247 394/0GI 


nang ‘Halodule wrightii’ Ascherson in the Gulf of 
Mexic 
PB- 247 394/0G! 


PB-247 395/7GI 
Reprint: Pacific Pleistocene Sediments: Planktonic 
Foraminifera Dissolution Cycles and Geochronolo- 
Bb-247 395/7GI 
PB-247 396/SGI 


Shell- and Skeleton-Producing Plankton and Nek- 
ton in the Eastern North Atlantic Ocean (Schalen- 
und skelettproduzierendes Plankton und Nekton im 
Oestlichen Nordatlantik), 

PB-247 396/5GI 76-04 8A Not available NTIS 


PB-247 397/3GI 


Reprint: Metallogenesis in the Southeastern Pacific: 
A Progress Report on the IDOE Nazca Plate Project, 
PB-247 397/3GI 76-04 8G Not available NTIS 


PB-247 398/1Gi 
Reprint: insolation Regime of Interglaciais, 
PB-247 398/1GI 76-04 4B Not available NTIS 


PB-247 399/9GI 


Reprint: Comment on ‘Stacking Marine Magnetic 
Anomalies: A Critique’ by Robert L. Parker 
PB-247 399/9GI 76-04 8N Not available NTIS 


PB-247 400/5GI 


Reprint: Seagrass--Food in the Inshore Coast, 
PB-247 400/5GI 76-04 8A _ Not available NTIS 


PB-247 401/3GI 
A Production Cost Analysis of Closed System Cul- 


ture of Salmonids, 
76-04 6C PC A02/MF A011 


13B PC A23/MF A01 


138 PC A17/MF A01 


76-04 8A Not available NTIS 


76-04 8G _ Not available NTIS 


PB-247 401/3GI 
PB-247 402/1GI 


Reprint: Microbiological Characteristics of Dunge- 
ness Crab (‘Cancer magister’), 

PB-2 247 402/1GI : 76-04 6C PC A02 
PB-247 403/9GI 

New York Sea Grant Institute Annual Report 1973- 

1974 -'A Report on the New York State Sea Grant 

Program from October 1973 to November 1974, 

PB-247 403/9GI 76-04 13B PC A04/MF AO} 
PB-247 404/7GI 


Hawaii Coastal Zone Management Program. Docu- 
ment 1. Technical Considerations in ing a 
Coastal Zone Management 7 ram for Hawaii. 

PB-247 404/7GI 76-03 PC A11/MF A01 


PB-247 405/4G! 
Hawaii Coastal Zone Management Program. Docu- 
—_ 2. Inventory of Federally Controlled Land in 
awaii. 
PB-247 405/4Gi 76-03 138 PC A0Q3/MF A01 
PB-247 406/2GI 


Hawaii Coastal Zone Management Program. Docu- 
ment 3. Documentation for Iilustrative Mapping of 
Alternative Coastal Zone Boundary Designations for 
Selected Sites in Hawaii. 

PB-247 406/2G! 76-03 138 PC A03/MF AO1 


PB-247 407/0GI 


Hawaii Coastal Zone Management Program. Docu- 

ment 4. Bibliography of Sources Relating to Coastal 

Zone Land and Water Uses. 

PB-247 407/0GI 76-03 138 PC A08/MF A01 
PB-247 408/8GI 


Hawaii Coastal Zone Management Program. Docu- 


ment 5. The Application of Remote a raan E ae 

Computer Systems to Coastal Zone Man 

PB-247 408/8GI 76-03 13B PC IME ‘01 
PB-247 409/6GI 


Hawaii Coastal Zone Management Program. Docu- 
ment 6. Legal Aspects of Hawaii's Coastal Zone 
Management Program, 

PB-247 409/6GI 76-03 - 13B PC A19/MF A01 
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PB-247 410/4GI 


Hawaii Coastal Zone Management Program. Docu- 
ment 7. Organizational Structure, Management and 
nctemernen of Hawaii's Coastal Zone Manage- 
ment Pr 


PB-247 4 410/46 76-03 13B PC AOQ7/MF AO1 
PB-247 411/2GI 

Stochastic Models for Ground Water Levels. 

PB-247 411/2GI 76-04 8H PC AO06/MF A01 
PB-247 412/0GI 

Benefits and Costs of Storm Drainage Systems. 

PB-247 412/0GI 76-04 13B PC A05S/MF A01 
PB-247 413/8GI 

~~ Resources for the Year 2000 and Beyond, 

narios for the Year 2000 and the Year 2100, 

PB.247 413/8GI 76-05 10A PC AO04/MF A0O1 

PB-247 414/6GI 


Lignite Fly Ash as a Partial Replacement for Port- 

land Cement in Concrete. 

PB-247 414/6GI 76-04 13C PC AO6/MF A01 
PB-247 415/3GI 

— Assessment of Storage and Transport of 

iquefied Natural Gas and LP-Gas. 

Po 247 415/3GI 76-05 21D PC A0QS/MF A01 

PB-247 416/1GI 


Relationships Between Selected Physical Parame- 
ters and Benthic Community Structure in a Small 


Mountain Stream, 
PB-247 416/1GI 76-04 6C PC A04/MF A01 


PB-247 417/9GI 


Evaluation of Computer-Based Patient Monitoring 
S s. Final Report Summary. 
PB-247 417/9GI 76-04 6B PC A04/MF A01 


PB-247 418/7GI 


Evaluation of Computer-Based Patient Monitoring 
Systems: Final Report: Appendix A. A Review of the 
Mediab System in the Surgical Intensive Care Unit 


at the Massachusetts General Hospital. 
PB-247 418/7GI 76-04 6B PC A04/MF AO1 
PB-247 419/5GI 


Evaluation of Computer-Based Patient Monitoring 
Systems: Final Report. Appendix B. A Review of the 
Automated Medical Systems Computer at the 
University of Minnesota Hospital. 
PB-247 419/5GI 76-04 6B PC A06/MF A0O1 
PB-247 420/3GI 
Evaluation of Computer-Based Patients Monitoring 
Systems: Final report. Appendix C. A Review of the 
Patient Monitoring System at the University of 
Alabama Medical Center. 
PB-247 420/3GI 76-04 6B PC AO08/MF AO1 
PB-247 421/1Gi 
a of Computer-Based Patient Monitoring 
s: Final report. Appendix D. A Review of the 
lab System in the Thoracic —- intensive 
Care Unit at Latter Day Saints Hospita 
PB-247 421/1GI 76-04 6B PC A07/MF AO1 
PB-247 422/9GI 
Evaluation of Computer-Based Patient Monitoring 
Systems: Final Report. Appendix E. A Review of the 
Operations of the Cardiac Constant Care Unit at 


The Cleveland Clinic. 
PB-247 422/9GI 76-04 6B PC A03/MF AO1 
PB-247 423/7GI 


yma > of the Annual Contractors’ Conference 
of the Artificial Kidney Program of the National In- 
stitute of Arthritis, Metabolism, and Digestive Dis- 
eases (8th), Held at Bethesda, Maryland, on January 


13-15, 1975, 
PB-247 423/7Gi 76-03 6E PC A12/MF A01 
PB-247 424/S5GI 


ee instream Flow Needs in the Pacific 


PB.2e7 42 424/5GI 76-04 8H PC A09/MF A01 
PB-247 425/2GI 


Test Procedure for Coal-Mine-Dust-Personal-Sam- 
pler Unit Pulsation —— 
7 


PB-247 425/2GI 6J PC A02/MF A01 
PB-247 426/0GI 
lic Stor of Fresh Water in Saline Aquifers, 
247 426/0GI 76-04 8H PC AO7/MF A01 
PB-247 427/8GI 


Gambling--The Issues and Policy Decisions Involved 
in the Trend Toward Legalization. A Statement of 
the Current Anachronism of Benign Prohibition, 

PB-247 427/8GI 76-04 5D PC A02/MF A01 


PB-247 428/6G! 


Development of Performance Standards for Em- 
t ice. Volume |. Executive Summary. 
PB-247 428/6GI 76-04 5! PC AO2/MF A01 


PB-247 429/4Gi 
The Environmental impact of Rapid Urbanization: 


Guidelines for Policy and < . Based Upon a 
Case Study of Seoul, Korea, in 197 -and 1973, 
PB-247 429/4GI 76-04 13B PC A06/MF AO1 


PB-247 430/2GI 


The Environmental impact of a Large Tropical 
Reservoir: Guidelines for Policy and Planning. 
Based Upon a Case Study of Lake Volta, Ghana, in 
1973 and 1974, 

PB-247 430/2GI 76-04 138 PC AOQS/MF A01 


PB-247 431/0GI 


Coastal Zone Pollution by Oil and Other Contami- 
nants: Guidelines for Policy, Assessment and Moni- 
toring in Tropical Regions. Based Upon a Case 
Study in indonesia, in 1973, 

PB-247 431/0G! 76-04 13B PC AO7/MF AO1 


PB-247 433/6GI 
NEPA's Influence on Federal Water Planning: Phase 
1, Effect of the Review and Comment Process on 
the Corps of Engineers and Soil Conservation Ser- 
vice, 
PB-247 433/6GI 76-04 13B PC A10/MF AO1 
PB-247 434/4GI 


NEPA's Influence on Federal Water Planning: Phase 
2, Case Studies of Corps of Engineers’ Planning in 
California, 

PB-247 434/4GI 76-04 138 PC A11/MF A01 


PB-247 436/9GI 
Impact Evaluation of Emergency Medical Service 
Projects: Volume |. Methodological Studies on Pa- 
tient Outcome and Cost Analysis: An Executive 
ery. 
PB-247 /9G\ 76-04 6E PC A10/MF A01 
PB-247 437/7Gi 


impact Evaluation of Emergency Medical Service 
Projects: Volume ll. Methodological Studies on Pa- 
tient Outcome and Cost Analysis. Appendices. 

PB-247 437/7GI 76-04 6E PC A08/MF A01 


PB-247 438/5Gi 
impact Evaluation of Emergency Medical Service 
Projects: Volume Ill. Cost Finding and Reporting 
System. 
PB-247 438/5G! 76-04 6E PC AO5/MF A01 
PB-247 439/3G! 
Impact Evaluation of Emergency Medical Service 
Projects: Volume IV. Organizational and Cost-Site 
Analysis. 
PB-247 439/3GI 76-04 6E PC AO0S/MF A01 
PB-247 440/1GI 
Analysis of ~ —— on Gambling Activity in En- 
land and W 
B-247 440/ ‘cr 
PB-247 441/9GI 
Process for Preserving Wood ee During Storage. 
PB-247 441/9GI 76-04 11L PC AO2/MF AO1 
PB-247 442/7 
Lightweight Truss-Framed House. 
PAT-APPL-615 016/GI 
; 76-04 13M PC AO2/MF A01 


76-04 5K PC A03/MF A01 


PB-247 443/5 


Totally impiantable Artificial Replacement Heart. 
PATENT-3 919 722 76-04 61 Not available NTIS 


PB-247 444/3 
Non-Contact Photographic identification Device for 
Labeling Gamma Camera Images. 
PATENT-3 906 522 76-04 61 Not available NTIS 
PB-247 445/0 


isolation of  emmenepase 
Placental Tiss 
PATENT-3 910 822 76-04 6A _ Not available NTIS 


PB-247 446/8G! 


Young Men and Drugs. A Nationwide Survey 
PB-247 446/8GI 76-06 6E PC ‘A08/MF AO1 


PB-247 447/6GI 


The Role of Fission Gas Release in Reactor 
Licensing. Core Performance Branch. 


from Human 


PB-247 447/6GI 76-03 18G PC AO5/MF AO1 
PB-247 448/4Gi 

Enzyme Technology Digest. An _ information 
Exchange in Enzyme Technology. Volume 2, 
Number 1. 

PB-247 448/4GI 76-04 6A PC AO04/MF AO1 
PB-247 449/2GI 

Enzyme Technology Digest. An _ information 
Exchange in Enzyme Technology. Volume 2, 
Number 2. 

PB-247 449/2GI 76-04 6A PC A04/MF A01 








PB-247 469/0GI 


PB-247 450/0G! 

Enzyme Technology Digest. An _ information 
Exchange in Enzyme Technology. Volume 2, 
Number 3. 

PB-247 450/0GI 76-04 6A PC A04/MF A01 
PB-247 451/8Gi 

Enzyme Technology Digest. An _ information 
Exchange in Enzyme Technology. Volume 1, 
Number 1. 

PB-247 451/8GI 76-04 6A PC AO3/MF AO1 
PB-247 452/6GI 

Enzyme Technology Digest. An _ information 
enenas in Enzyme Technology. Volume 1, 
umbe 

PB-247 452/6GI 76-04 6A PC AOQ4/MF AO1 
PB-247 453/4Gi 

Enzyme Technology Digest. An _ information 
Exchange in Enzyme Technology. Volume 1, 
Number 3. 

PB-247 453/4GI 76-04 6A PC AOS/MF AO1 
PB-247 454/2Gi 


Biological Effects of High Voltage Electric Fields: 

State-Of-The-Art Review and Program Plan 

PB-247 454/2GI 76-04 6R PC A10/MF A01 
PB-247 455/9GI 

Biological Effects of High Voltage Electric Fields: 

Bibliography and Survey of Ongoing Work, 1975. 

PB-247 455/9GI 76-04 6R PC A14/MF AO1 
PB-247 456/7GI 


Optimal Conditions for Isolating Human Placental 
Alkaline Phosphatase by gg oy 


PB-247 456/7G! 76-04 PC A02/MF A01 
PB-247 457/5GI 

State Energy Information Systems: A Survey. 

PB-247 457/5GI 76-05 10A PC AQ4/MF AO1 
PB-247 458/3GI 


Establishment of Operational Guidelines for Texas 
Coastal Zone Management. Speciai Report |. Water 
peor Modelling and Management eee for Cor- 
us Christi 4 A Longe & Systems Appr 
B-247 458/ 138 OATIME A01 
PB-247 459/1Gi : 


Locomotive Utilization Study for Conrail. 
PB-247 459/1GI 76-04 13F PC AOS/MF AO1 
PB-247 460/9Gi 


Baseline Audit Pian of the Supply Experiment of the 
Experimental Housing Allowance Program 
PB-247 460/9G! PC A07/MF A01 


PB-247 461/7GI 


An investigation of the Factors on ms Moral 
Judgment of Marital Status and Family S 
PB-247 461/7GI 76-04 SJ PC A07/MF AO1 


PB-247 462/5GI 


An innovative Organizational Arrangement for Com- 
prehensive Water Services. The Thames Water 
Authority as a Model for Complex Urban Areas of 


the Great Lakes. 

PB-247 462/5GI 76-04 138 PC AO7/MF AO1 
PB-247 463/3GI 

Bridge Deck Deterioration Study. 

PB-247 463/3GI 76-04 13C PC A03/MF A01 
PB-247 464/1GI 

Field Evaluation of Concrete Polymerization as a 

Bridge Deck Se 


al. 
PB-247 464/1GI 76-05 13C PC A02/MF AO1 
PB-247 465/8G! 


Rapid Setting Concrete +e t Study. 
PB-247 465/8G! 76-04 PC A04/MF AO1 


PB-247 466/6Gi 
Conference on Econometrics and Mathematical 
Economics Workshop on Energy-Related General 
Research in Micro-Economics. Conference on Natu- 
ral Resources, Held at Palo Alto, California on May 


9-11, 1975, 

PB-247 466/6G! 76-04 5C PC A04/MF A01 
PB-247 467/4Gi 

Energy in Corn Belt Crop Production, 

PB-247 467/4GI 76-04 2D PC AOQ2/MF AO1 
PB-247 468/2GI 


A Comparison of the Production, Economic 
Returns, and Energy-intensiveness of Corn Belt 
Farms That Do and Do Not Use Inorganic Fertilizers 


and Pesticides, 
PB-247 468/2Gi 76-05 2B PC AO4/MF A011 


PB-247 469/0GI 


Critical Materials: A Problem Assessment. 
PB-247 469/0GI 


76-05 SC PC AO08/MF A01 


AR-1123 











PB-247 470/8GI 
Municipal information Systems: Evaluation of Pol- 
icy-Related Research. Volume X, Project Bibliog- 
raphy and Research Abstracts. includes Volumes 1 


and 
PB-247 470/8GI 76-04 138 PC A99/MF AO1 
PB-247 471/6Gi 
Reprint: Topical Fluoridation of Teeth Before Sea- 
lant Application. 
PB-247 471/6GI 76-04 6E Not available NTIS 


PB-247 472/4GI 


Reprint: Specification of Geometric and Spectral 
Conditions Relating to Densitometry 
PB-247 472/4GI 76-04 14E Not available NTIS 


PB-247 473/2Gi 
Reprint: Mechanical Properties of Electrodeposited 


rass. 

PB-247 473/2Gi 76-04 11C Not available NTIS 
PB-247 474/0GI 

Cons Thickness - Its Measurement and Its Sig- 


nificance. 

PB-247 474/0GI 76-04 11F Not available NTIS 
PB-247 475/7Gi 

Reprint: Thermodynamics and Crystallization of 

Random cn 

PB-247 475/7G 76-04 7D Not available NTIS 
PB-247 476/5GI 

Reprint: eeeetaee of ae and Ca li H and K 


ear : sasa nostic Probe. 
247 476/ a 


76-04 38 Not available NTIS 


PB-247 477/3GI 
pean oe Solutions of a Homogeneous 
Pena 477/36! 76-04 12A Not available NTIS 
PB-247 478/1GI 


Accurate Gas Standards for Air Pollution Analyses. 
PB-247 478/1Gi 76-04 7D Not available NTIS 


PB-247 479/9GI 


Reprint: Measurements of the Energy and Angular 

Distribution of Secondary Electrons. 

PB-247 479/9GI 76-04 7D Not available NTIS 
PB-247 480/7GI 

Reprint: Plastic Deformation of Polymers with 

Fibrous Structure. 

PB-247 480/7GI 76-04 7C Not available NTIS 
PB-247 481/5GI 

Numerical Mapping Methods to Reduce OMEGA 
tion Correction Tabulat 


P ions, 

PB-247 481/5GI 76-05 17G PC AO03/MF AO1 
PB-247 482/3GI 

Retrofitti a@ Residence for Solar Heating and 

Cooling: The Design and Construction of the 

247 482/3G! 76-05 13A PC A06/MF A01 

PB-247 483/1GI 

Detector Sensitivity and Siting Requirements for 

Dwellings. 

PB-247 483/1GI 76-04 13B PC A15S/MF A01 
PB-247 484/9GI 

Design of a Switched Broadband Cable Communi- 

cations ——. 

PB-247 484/9G! 76-05 17B PC AO3/MF A01 
PB-247 485/6GI 

ball wins “Campus - A Design for the Rensselaer 

er a7 40/66! 76-05 17B PC AOS/MF AOi 
PB-247 486/4GI 

Radiation Balance of Fescue Meadow in Mid-Amer- 

ica. 

PB-247 486/4GI 76-04 4A PC AO3/MF AO1 
PB-247 487/2GI 


Fertilizer Movement Through Soil Resulting from 


PB-247 487/2G! 
PB-247 488/0GI 


influence of Pump Storage and Generation on 
Commercial Fisheries Potential of Reservoirs. 


76-03 2C PC AOQ3/MF A0t 


PB-247 488/0GI 76-04 13B PC A03/MF A01 
PB-247 489/8G! 

Gulis and Terns as indicators of Man's impact Upon 

Lake Superior. 

PB-247 489/8GI » 76-04 6C PC AO4/MF AO1 
PB-247 490/6GI 


Use of Chitosan for the Reduction and Recovery of 
Solids in Poultry Processing Waste Effiuents, 
PB-247 490/6GI 76-05 138 PC A02 


PB-247 491/4 


Spiral Orthosis for the Lower Extremity. 
PATENT-3 680549 76-04 61 Not available NTIS 


AR-1124 





PB-247 492/2 

Process of Making Activated, Recurable, Durable- 

Press Fabrics and the Product. 

PATENT-3 868 216 

76-04 11E Not available NTIS 

PB-247 493/0 

increasing Flame Retardance of Cellulose Textile 
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Experiment 1973-74 (NCCE), 
PB-247 652/1GI 76-05 1B PC AOQ3/MF A011 


PB-247 653/9Gi 
Aids for —o freqen Conversion (FIPS PUB 21 


to FIPS PUB 2 
PB-247 653/96! 76-04 9B PC A04/MF A0O1 
PB-247 654/7GI 


An interference Simulator for Quantitative Deter- 
ee Mo the Susceptibility of Flame Detectors to 
False 


PB- 347 654/71 76-04 13L PC A02/MF A01 
PB-247 655/4GI 

A Multiplie-Chamber Humidity Apparatus. 

PB-247 655/4GI 76-04 6M PC AO2/MF AO1 


PB-247 656/2GI 
An Analysis of the Salmon Statistical information 


System. 
PB-247 656/2GI 76-04 6C PC AO2/MF AO1 


PB-247 657/0GI 
A Model for Salmon — “we yy Analysis. 
PB-247 657/0GI 6C PC A03/MF AO1 
PB-247 658/8G! 


Completion of the Program to Evaluate/improve in- 
strumentation and Test Methods for Electroexplo- 
sive Device Safety Qualification. 

PB-247 658/8GI 76-05 19A PC A03/MF AO1 


PB-247 65£/6GI 
Services in Connection with Review and Refinement 


of CIAP Mo ao 3. 
PB-247 659/ 76-04 4A PC AO6/MF A01 
PB-247 660/4GI 


integrated Municipal information System Project, 
Charlotte, N.C. Code Enforcement Users Manual. 
PB-247 660/4Gi 76-04 13B PC AOS/MF A01 


PB-247 661/2GI 
Program a 7 the Sewer and Water Ac- 
counts Processing M 
PB-247 661/2Gi 76-04 13B PC A11/MF A01 
PB-247 662/0GI 


Design Specifications for the Plan Formulation 
Module. 
PB-247 662/0GI 76-04 13B PC AO6/MF A01 


PB-247 663/8G! 


|-35W Urbad Corridor Demonstration Project. 
PB-247 663/8GI 76-04 13B PC A19/MF A01 


PB-247 664/6GI 


Work and Welfare Patterns in Low income Families. 
PB-247 664/6GI 76-04 5K PC A11/MF A011 


PB-247 665/3GI 


Site Selection for the Housing Assistance Supply 
eames: Stage | of the Supply Experiment of 


he Experimental Housi llowance P 
‘ PB-24) 665/3GI 70-04 SK PC A04/MF A01 


PB-247 666/1GI 
Data Management System: Part ll. The Management 
of Data for Analysis of the Supply oo of the 
Experimental Housing Allowance Program 
PB-247 666/1GI 76-04 5K PC A03/MF A01 
PB-247 667/9Gi 


Data pe ley nam System for the Housing 
Supply — 
Pe aaT 667/ 5K PC A04/MF A01 
PB-247 668/7GI 


Estimating the Standard Cost of Adequate Housing 
of the Supply Experiment of the Experimental 


Housing Allowance ram. 
P8-247 668/7GI 6-04 5K PC A02/MF AO1 
PB-247 669/5Gi 


Sample Selection Procedure for St. Joseph County, 
indiana of the Supply Experiment of the Experimen- 


tal Housing Allowance Program. 
PB-247 669/5GI 76-04 SK PC A03/MF A01 
PB-247 670/3GI 


The Screening Survey instrument and Supplemen- 
tary Forms: Site | of the Supply Experiment of the 
Experimental Housing Allowance Program. 

PB-247 670/3GI 76-04. 5K PC A0QS/MF A01 
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PB-247 671/1GI 


Accounti and Auditing Procedures for Rental 
Property Financia! Data of the Supply Experiment of 
the Experimental ——_ Allowance Program 
Pe- 247 671/1GI 5K PC /MF AO1 
PB-247 672/9GI 


Codebook for the Baseline Landlord Survey in Site 
1. Supply es of the Experimental Housing 


Allowance Progra 
PB-247 672/9GI 76-04 5K PC A17/MF AO1 


PB-247 673/7GI 


Housing Assistance Supply Experiment Data 
Systems: The HASE Audit and Analysis Support 
Package Fine al of the Experimental Housing Al- 


lowance a 
PB-247 673/7GI 76-04 5K PC AO4/MF AO1 


PB-247 674/5GI 
The Program Specifications of the Geographic Base 
Maintenance Module. 
PB-247 674/5GI 76-04 13B PC A08/MF A01 


PB-247 675/2GI 


Guidelines for Evaluation of Visible Emissions, Cer- 
tification, Field ~~ pean Legal Aspects, and 
Background Materia 


PB-247 675/2GI : 76-04 138 PC AO7/MF AO1 
PB-247 676/0G! 

Development of Standard Specifications for 

Concrete Ties for Rapid Transit. Phase |. Tasks 1 to 

PB-247 676/0GI 76-05 13F PC AO6/MF A01 
PB-247 677/8GI 


Optimized Design for Gas Cable Systems. 
PB-247 677/8GI 76-05 9A PC A10/MF AO1 
PB-247 678/6GI 
The Coal Future: Economic and Technological 
Analysis of initiatives and innovations to Secure 


Fuel Fuel Supely In - ae 
/6G 10A PC A11/MF AO1 


PB-247 679/4GI 


The Coal Future: Economic and Technological 
of initiatives and core to Secure 


Fuel Su independence. Ap x B. 

PB-247 679/4GI 76-05 vi "PC A03/MF A01 
PB-247 680/2Gi 

Cedar ids 1-380: on Noise, Multiple Land 

ics 

PB-247 680/2G! 76-03 13B PC A09/MF A01 
PB-247 681/0GI 

Demonstration Project on Developing Alternative 

Qualifications and Credentials for Paraprofes- 

PB-247 681/0G! 76-04 5! PC AO6/MF A01 
PB-247 682/8Gi 

State Air Pollution Implementation Plan. 

PB-247 682/8G! 76-04 13B PC A21/MF A01 
PB-247 683/6G! 


The Model Cities Earmarking oan in the Depart- 
ment of Health Education and Welfar 

PB-247 683/6GI 76-04 138 PC A10/MF A01 
PB-247 684/4Gi 

a of Ocean Diffusion and —~ Studies 

of the Hollywood, Florida, Ocean Outfall 

PB-247 7 684/4G! 76-04 13B PC A06/MF A01 

PB-247 685/1Gi 


- Tae Study of Early and Periodic Screen- 
nosis, and Treatment Program in Ohio and 


Wee 

PB-247 685/1GI 76-04 6E PC AO6/MF A011 
PB-247 686/9GI 

Column Research Council, Proceedin 1974. 

PB-247 686/9G! 76-05 13M P A07/MF A01 
PB-247 687/7Gi 

Column Research Council, Proceedings, 1975. 

PB-247 687/7Gi 76-06 13M PC A06/MF A01 
PB-247 688/5Gi 


Federal Supply Code for Manufacturers U.S. and 
Canada 


. Name Sequence 
PB-247 688/5G! 76-04 5C CP TO1 
PB-247 689/3GI 


NATO ee yo for Manufacturers Excluding 
US Name Sequence. 
PB 247 689/36!" 


76-04 SC CP TO1 
PB-247 690/1GI 


pe Supply Code for Manufacturers Excluding 
U.S. and Canada, Code Sequence. 
PB-247 690/161 5C CP TO1 


PB-247 691/9GI 
Program Comparisons interview with Supplement 
Demand Experiment of the Experimental Housing 
Allowance Program. 


PB-247 691/9GI 
PB-247 692/7GI 

Ambient Temperature and Vehicle Emissions. 

PB-247 692/7GI 76-05 138 PC A06/MF A0O1 
PB-247 693/5Gi 

The Value and Vulnerability of Coastal ~~ ae 

Background Papers = —" and Discuss 

PB-247 693/5GI 138 PC A1S/ME AO1 
PB-247 694/3Gi 

Activities in Georgia's Coastal Waters: Past Trends 

and Future Prospects, 

PB-247 694/3GI 76-04 138 PC A11/MF AO1 
PB-247 695/0G! 

Effects of the Clary Screed and Tube Float on Rigid 

Pavement Construction. 

PB-247 695/0GI 76-04 138 PC A02/MF A01 
PB-247 696/8GI 


Antistripping Additives in Lieu of Mineral Fillers in 
Asphaltic Concrete Mixtures. 


76-04 SK PC A04/MF A01 


PB-247 696/8GI 76-05 13C PC AO2/MF AO1 
PB-247 697/6Gi 

Technology Assessments in the U.S. Department of 

Transportation, 1975. 

PB-247 697/6GI 76-04 138 PC A04/MF A01 
PB-247 698/4Gi 

Analysis of Organic Compounds in Two Kraft Mill 

Wastewaters. 

PB-247 698/4GI 76-05 7D PC AO6/MF AO1 
PB-247 699/2GI 


rt on the Problem of Halogenated Air Pollu- 
tants and Stratospheric Ozone. 


PB-247 699/2GI 76-05 13B PC A04/MF A01 
PB-247 700/8GI 

Travels of Airborne Pollen. 

PB-247 700/8GI 76-05 138 PC AO06/MF A011 
PB-247 701/6Gi 


Effects of Transient Operating Conditions on 
Steam-Electric Generator Emissions. 


PB-247 701/6GI 76-05 138 PC A06/MF A01 
PB-247 702/4GI 

State Estimates of Output, Employment and 

Payrolls, 1967. 

PB-247 702/4GI 76-04 5C CP TO1 
PB-247 703/2GI 


State Estimates of Output, 


Employment and 
Payrolis for 1967. 


PB-247 703/2GI 76-04 5C PC A10/MF A01 
PB-247 704/0GI 

A Climatology of inversions. 

PB-247 704/0GI 76-05 4B PC A06/MF A01 


PB-247 705/7Gi 
Engineering and Cost Study of Air Pollution Control 
for the Petrochemical industry. Volume 9: Polyvinyl 


Chioride Manufacture. 
PB-247 705/7GI 76-04 7A PC AO6/MF AO1 


PB-247 706/S5Gi 

Wet Night Visibility Study. 

PB-247 706/5GI 76-04 13B PC A11/MF A01 
PB-247 707/3Gi 


investigation of Vertical Mixing in the Dispersion of 

Pollutants in Lake Erie. 

PB-247 707/3GI 76-04 138 PC A15S/MF AO1 
PB-247 708/1GI 


Data Needs for Measuring the Impacts of New 
Transportation Systems: The BART Experiences. 


PB-247 708/1GI 76-05 138 PC A02/MF A01 
PB-247 709/9Gi 

The Bay Area Rapid Transit System - Current Status 

and impacts. 

PB-247 709/9GI 76-05 1368 PC A03/MF A01 
PB-247 710/7GI 


Research Evaluation of Performance Requirements 
for Metallic Orthopedic implants. 
PB-247 710/7GI 76-04 6. PC A13/MF A01 


PB-247 711/SGI 
Social Service Effectiveness Evaluation of Alterna- 
tive Measures and Their Potential for implementa- 
tion. 
PB-247 711/5GI 76-04 5K PC AO7/MF A01 
PB-247 713/1GI 
Land Use Policy and Program Analysis. Number 1. 
intergovernmental Relations in State Land Use 
tees 
PB-247 713/1GI 76-04 13B PC A03/MF A01 
PB-247 714/9GI 
Land Use Policy and Program Analysis. Number 2. 
Data Needs and Resources for State Land Use 


Planning. 
PB-247 714/9GI 76-04 13B PC A03/MF AO1 








PB-247 735/4GI 


PB-247 715/6GI 
Land Use Policy and Program Analysis. Number 3. 
Se ye nie a and Financing of State 
PB-247 nse 76-04 138 PC AOS/MF AO1 
PB-247 716/4GI 
Land Use Policy and Program Analysis. Number 4. 
State of the Art for Designation of Areas of Critical 
Environmental Concern. 
PB-247 716/4GI 76-04 13B PC A04/MF A01 
PB-247 717/2Gi 


Land Use Policy and Program Analysis. Number 5 





eee a and R State Critical Areas 
r 

PB-247 717/261 76-04 138 PC AOQ4/MF AO1 
PB-247 718/0GI 


Land Use Policy and Program Analysis. Number 6. 
Manpower Needs for State Land Use Planning- 


Public Involvement in State Land Use Planning. 
PB-247 718/0GI 76-04 138 PC A03/MF AO1 
PB-247 720/6GI 


The Effect of innovation on Productivity ~ the Ser- 

vice Industries. Volume 1. Summary Repo 

PB-247 720/6GI 5C PC "A02/MF A01 
PB-247 721/4Gi 

The Effect of innovation on Productivity in the Ser- 

vice Industries. Volume 2. a Paper. 

PB-247 721/4GI 76-04 PC AO6/MF AO1 
PB-247 722/2Gi 

The Effect of Innovation on Productivity in the Ser- 

vice industries. Volume 3. Annotated Bibliography. 

PB-247 722/2Gi 76-04 SC PC A22/MF 
PB-247 723/0Gi 

Technology for Use of Incinerator Residue as 

Highway Material. Identification of Incinerator Prac- 

tices and Residue Sources, 

PB-247 723/0GI 76-05 13C PC AQ5/MF A01 
PB-247 724/8Gi 


impacts of Climatic Change on the Biosphere. CIAP 
Monograph 5. Part 1. Ultraviolet Radiation Effects 


(Chapters 1 through 3). 
PB-247 724/8GI 76-04 6R PC A99/MF AO1 


PB-247 725/5GI 
impacts of Climatic Change on the Biosphere. CIAP 
a 5. Part 1. Ultraviolet Radiation Effects 
ns 4 eeouee 10). 
-247 76-04 6R PC A99/MF AO1 
PB-247 726/3GI 
impacts of Climatic Change on the Biosphere CIAP 
Monograph 5. Part 2. Climatic Effects. 
PB-247 726/3GI 76-04 PC A23/MF A01 
PB-247 727/1Gi 
Economic and Social Measures of Biologic and Cli- 
matic Change. CIAP Monogram § 6. 
PB-247 727 1G! PC A99/MF A01 
PB-247 729/7Gi 
Accounting by Business Firms for investment in 
Research and Development. Section |. Business Ac- 
counting for investment in Research and Develop- 


ment. 
PB-247 729/7GI 76-04 SA PC A0S/MF A01 


PB-247 730/5G! 


Accounting by Business Firms for investment in 

Research and Development. Section Il. An Examina- 

tion and Analysis of Information on Accounting for 

Research and Development. Section lil. The Litera- 

ture on A sa for Innovation. 

PB-247 730/5GI 5A PC A09/MF A01 
PB-247 731/3Gi 


Accounting by Business Firms for investment in 
Research and Development. “we 
PB-247 731/3GI 76-04 5A A02/MF AO1 


PB-247 732/1GI 

Safety Evaluation Report Related to Construction of 

Clinton Power Station, Units 1 and 2, iilinois Power 

pry oe Supplement No. 1. Docket Nos. 50-461 

PB-247 732/1GI 76-04 18E PC AO06/MF AO1 
PB-247 733/9Gi 

Evaluation of Fission Product After-Heat. 

PB-247 733/9GI 76-04 1 PC A06/MF A01 
PB-247 734/7Gi 

Foundation Design of Embankments Constructed 

on Connecticut Valley Varved Clays. 

PB-247 734/7G! 76-05 138 PC A19/MF A01 
PB-247 735/4GI 

omen S of a Tire-Sand Inertial Barrier System in 

nnect 
PB-247 735/4GI 76-05 138 PC A03/MF AO1 
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PB-247 736/2GI 


Pension and Retirement Planning: A Guideline for 
insuring Income Security for Retired Employees at 
the City and County Level. (Project Funded Under 
the Iintergovernmental Personnel Act of 1970). 
PB-247 736/2GI 76-05 PC A03/MF AO1 
PB-247 737/0GI 

Mitigating Adverse Environmental Effects of 
Highway Construction, 

PB-247 737/0GI 76-04 13B PC AOQ3/MF AO1 


PB-247 738/8GI 
Application of Economic Analysis to Transportation 


Problems, 
PB-247 738/8GI 76-05 138 PC AO4/MF AO1 
PB-247 739/6G!I 


Ultimate Load Response of a Steel | —_ Com- 
posite Multi-Girder a ee - Bridge M 
PB-247 739/6G! 3M PC AOT/ME Aol 


PB-247 740/4GI 

Seismic Risk Analysis of Network: 

PB-247 740/4GI 76-05 138° PC A07/MF AQ1 
PB-247 741/2GI 

Seismic Risk Analysis of Lifeline Networks 

PB-247 741/2GI 76-05 138 PC A0S/MF A01 
PB-247 742/0GI 

Overview of Experimenta! Bus ~ Systems. 

PB-247 742/0GI 76-04 138 PC AO4/MF AO1 
PB-247 743/8GI 


Source inventory and Emission Factor Analysis. 
Volume 1. 
PB-247 743/8GI 76-04 13B PC A13/MF AO1 


PB-247 745/3GI 


Health Service Technology Bibliographic Service. 
Volume |. The Status of the Activated Pa- 
tient/Consumer Concept. 

PB-247 745/3GI 76-04 6E PC AOS/MF A01 


PB-247 746/1GI 


Health Service Technology Bibliographic Service. . 


Volume Ii. So of information Systems Require- 


ments of HMO’ 
PB-247 746/1GI 76-04 6E PC AO4/MF AO1 
PB-247 747/9GI 
Health Service Technology Bibliographic Service. 
Volume ill. Development of a Data System for im- 
proving the Efficiency of Hospital Outpatient De- 
ae Fe 
-247 747/9GI 76-04 6E PC A06/MF A01 
PB-247 748/7G! 


Health Service Technology Bibliographic Service. 
Volume IV. An Assessment of Potential impact of 
the Miniature Centrifugal Fast Analyzer Upon the 
Laborat i 


ory Services Field. 
PB-247 748/7GI 76-04 6. PC AOS/MF A01 
PB-247 749/5GI 


Diagnostic ee of Driver Problems. Volume 


i. Assessment Techniques for Operational Users. 
PB-247 749/5Gi 76-04 PC A09/MF A0O1 
PB-247 750/3G! 


Diagnostic Assessment of Driver Problems. —— 
|. The State-of-the-Art in Driver Problem 
PB-247 750/3GI 76-04 SJ PC A118 Ar A A01 


PB-247 751/1GI 

Biological Conversion of Organic Refuse to 
Methane. 

PB-247 751/1GI 76-05 21D PC A0B/MF A01 
PB-247 752/9GI 


Evaluation of Diesel Engine Performance with in- 
take and Exhaust System ee Volume |: Text 


and Appendixes A through H 
PB-247 752/9GI 76-05 20A PC AO7/MF AO1 
PB-247 753/7Gi 


Evaluation of Diesel Engine Performance with in- 
take ~~ Exhaust System Throttling. Volume Il: Ap- 


pendix 

PB-247 753/761 76-05 20A PC A0S/MF AO1 
PB-247 754/5GIi 

—- = Cutting and Scheduling) implementa- 

t ual, 

PB-247 754/5GI 76-05 138 PC AOS/MF AO1 
PB-247 755/2G! . 


Consumer Goods: A Thermodynamic Analysis of 
Packaging, Transport, and Storage. 
PB-247 755/2GI 76-06 130 PC AO0S/MF AO1 


PB-247 756/0Gi 
The Vulnerability of Crop Production to Energy 
Problems 


PB-247 756/0G! 76-05 2C PC AO3/MF A01 
PB-247 757/8G! 

Vehicle Behavior Under Rea! Conditions at impact - 

Attenuation Devices. 
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PB-247 757/8Gi 76-05 13B PC A02/MF A01 
PB-247 758/6Gi 


Radon Exhalation from Uranium Mill Tailings Piles - 
speanetion and Verification of the Measurement 


Meth 

PB-287 758/6G! 76-05 18H PC A03/MF AO1 
PB-247 759/4Gi 

A Study of — =~ in Radiology Departments of 

Two ee tals, 

PB-247 59/4GI 76-05 6E& PC AO3/MF A01 
PB-247 760/2GI 

Assured Energy a ne. 

PB-247 760/2Gi 13F PC AO7/MF AO1 


PB-247 761/0GI 


Effect of Variation of Speed Limits on intercity Bus 
Fuel Consumption, Coach and Driver Utilization, 
and Corporate eer 


PB-247 761/0GI 210 PC AO7/MF AO1 
PB-247 762/8GI 

Airport Emission Inventory Methodology. 

PB-247 762/8Gi 76-04 13B PC AO6/MF A01 
PB-247 763/6GI 


ae Study of Basic Physical Measure- 
ments Related to a my em to Cervical 
nt te Hyperfiexion injury 


247 763/6GI 76-04 6S PC A14/MF AO1 
PB-247 764/4GI 
ae of Health Services in a Largely Black 
City S 
PB- oa? 764/4G! 76-04 6E& PC A10/MF AO1 
PB-247 765/1GI 


Measurement of Power pomaly from Marine Radar. 
PB-247 765/1GI 6R PC AO3/MF AO1 


PB-247 766/9Gi 
Measurement Parameters for Automobile ignition 


Noise. 

PB-247 766/9GI 76-05 178 PC AO7/MF A01 
PB-247 767/7GI 

Land Use and Urban Development Project Research 

PB.247 767/7GI 76-05 13B PC AO4/MF A01 
PB-247 768/5GI 

Photo Su of Development and Activities in the 

Vicinity of BART Stations. User's Guide. 

PB-247 768/5GI 76-05 138 PC AQ3/MF AO1 
PB-247 769/3GI 

ional Air Pollution Study Program Objectives 

Pb 24? 700/301 76-04 138 PC AOS/MF AO1 

PB-247 770/1GI 


implementation Plan Review for Guam as Required 
by the Energy Supply and Environmental Coordina- 
n 


t ‘ 
PB-247 770/1GI 76-04 13B PC A03/MF A01 


PB-247 772/7GI 

implementation Plan Review for West Virginia as 

Required by the Energy Supply and Environmental 

Coordination Act. 

PB-247 772/7GI 76-04 13B PC A04/MF A01 
PB-247 773/5GI 

Elimination of Draped Strands in Prestressed 

Concrete Girders. 

PB-247 773/5G! 76-04 138 PC AO06/MF A01 
PB-247 774/3GI 

Epoxy Resins for Jointing Segmentally Constructed 

Prestressed Concrete Bridges. 

PB-247 774/3GI 76-06 13C PC A0S/MF A01 
PB-247 775/0GI 


integrated Analysis of the Experimental Housing Al- 


lowance Program. 
PB-247 775/ 76-04 5K PC AQ2/MF AO1 
PB-247 776/8GI 
An Analysis of Urban Area Travel by Time of Day. 
PB-247 776/8GI 76-05 13B PC A13/MF AO1 
PB-247 777/6GI 
Guidelines for Air Quality Maintenance Planning 
and . Volume 13. Allocating Projected Emis- 
sions to Subcounty Areas. Supplement No. 1. Ac- 
counting for New Source Performance Standards in 
Projecting and Allocating Emissions - Hypothetical 


Example. 
PB-247 777/6GI 76-04 13B PC AO3/MF A011 


PB-247 778/4GI 


Assessment of Liquid Siloxanes J ey > * 

PB-247 778/4GI 76-06 PC AO06/MF AO1 
PB-247 779/2GI 

Analysis of Characteristic Ro 

Pavements and the Relat 

Roughness and Pavement Sisteees. 

PB-247 779/2GI 76-04 138 PC AOS/MF A01 


—— Patterns in 
ship Between 


PB-247 780/0GI 
Control Technology for Toxic and Hazardous Air 
Pollutants 
PB-247 780/0G! 76-06 7B PC A13/MF A01 


PB-247 781/8GI 

Water Utility Processing System (WUPS). Applica- 

tion Completion Report. Volume |. 

PB-247 781/8GI 76-04 13B PC A99/MF AO1 
PB-247 782/6GI 

Water Utility Processing System (WUPS). Applica- 

tion Completion Report. Volume Il. 

PB-247 782/6GI 76-04 138 PC A20/MF AO1 
PB-247 783/4Gi 

High Rayleigh Number Convection in Enclosed 

Fluid Layers with Internal Heat Sources. 

PB-247 783/4GI 76-04 20M PC AO3/MF AO1 
PB-247 784/2GI 

Evaluation of Pressure Drop Across Area Changes 

During Blowdown. 

PB-247 784/2GI 76-04 181 PC AOQ2/MF A01 
PB-247 785/9GI 

Safety Evaluation Report Related to Construction of 

South Texas Project, Units 1 and 2, Houston 

gg be. Power Company, et al. Supplement 

ket Nos. STN-50-498 and STN-50-499. 

PB-247 785/9Gi 76-04 18E PC A0S/MF A01 
PB-247 786/7GI 

a of Investigation of Passenger Car Refuel- 

Losses. Third-Year Program. 

PI -247 786/7GI 76- 138 PC AO6/MF A01 
PB-247 787/SGI 

State Government-University Relations in the South. 

PB-247 787/5GI 76-04 51 PC AOQ3/MF AO1 
PB-247 788/3Gi 


Design of an Experimental Post-Tensioned Seg- 
mental Concrete Box Girder Bri 
PB-247 788/3G! 76-05 13 “PC AOQ3/MF A0O1 


PB-247 789/1GI 
ye nn for Enforcement and Surveillance of 


lemen oes . Volumes | and Il. 
PE 47 789/1 13B PC A08/MF A01 
PB-247 790/9GI 
A Summary of Opportunities to Conserve Transpor- 
tation Energy. 
PB-247 790/9GI 76-05 21D PC AO6/MF A01 
PB-247 791/7GI 


Recovery and Separation of Molybdenum and 
Rhenium from a Process Solution. 


PB-247 791/7GI 76-04 7A PC AO02/MF A0O1 
PB-247 792/5GI 

Stabilization of Soils for Erosion Control on Con- 

struction Sites. 

PB-247 792/5GI 76-05 8M PC E03/MF A011 
PB-247 793/3GI 


Community Planning for Human Resource Develop- 


ment. The San Francisco Job — interchange. 
PB-247 793/SGI 76-04 A04/MF AO1 
PB-247 794/1GI 


Strength and Serviceability of inverted T-Beam Bent 


~ ubject to Combined Flexure, Shear, and Tor- 
sion. 

PB-247 794/1Gi 76-06 13C PC AOS/MF A01 
PB-247 795/8Gi 

a Estimators for Benefit Assessment of Bus 

r . 

PB-24 8G! 76-04 13B PC A0Q3/MF A01 

PB-247 796/6GI 


implementation Plan Review for Pennsylvania as 
Required by the Energy Supply and Environmental 
Coordination Act 


PB-247 796/6Gi 76-04 138 PC A04/MF A01 
PB-247 797/4Gi 

Technology, Productivity, and Public Policy: A Na- 

tional Needs Analysis. 

PB-247 797/4Gi * 76-04 SC PC AO7/MF A0O1 
PB-247 798/2GI 
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Required by the Energy Supply and Environmental 


Coordination Act. 
PB-248 230/5GI 76-05 138 PC A04/MF A011 
PB-248 231/3Gi 


Preparation of Anti-interferon SERA; Production of 
Mouse Interferon. 


PB-248 231/3GI 76-05 6E PC AO3/MF AO1 
PB-248 232/1GI 

Statistical Studies of Vertical and Horizontal 

Earthquake Spectra 

PB-248 232/1GI 76-05 8K PC A07/MF A01 
PB-248 233/9GI 


Reprint: Ordered Spans of Unrestricted and Seilf- 
Avoiding Random-Walk Models of Polymer Chains. 


|. Space-Fixed Axes. 
PB-248 233/9GI 76-06 7C Not available NTIS 
PB-248 234/7Gi 


Reprint: A Subsecond Pulse Heating Technique for 
the Study of Solid-Solid Phase Transformations at 


nigh Temperatures: Application to Iron. 
248 234/7GI 76-07 11F Not available NTIS 
PB-248 235/4G! 


Evaluation of Adhesive-Bonded Joints in Housing 
eee of Glass Fiber-Reinforced Polyester 
minate 
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PB-248 235/4GI 
PB-248 236/2GI 


Reprint: Application of Microwave Spectroscopy to 
Chemical Analysis. 
PB-248 236/2GI 


76-07 11D Not available NTIS 


76-06 7D Not available NTIS 


PB-248 237/0GI 
pre — Creep of Angle-Plied Boron/Epoxy 
Lam 
PB- 248 "237/061 76-07 11D Not available NTIS 
PB-248 238/8GI 


Pulse Radiolysis of Alkanes in the Gas-Phase, lon- 
Molecule Reactions and Neutralization Mechanism 
of Hydrocarbon lions 
PB-248 238/8Gi 


PB-248 239/6GI 


Review of Smoke and Toxic Gas Hazards in Fire 
Environment. 


‘76-06 7D Not available NTIS 


PB-248 239/6Gi 76-05 6T Not available NTIS 
PB-248 240/4GI 

or ys Performance Criteria for Built-Up Roofing. 

PB.248 240/4GI 76-06 13M Not available NTIS 
PB-248 241/2GI 


Fire-induced Corridor Fiow in a Scale Model Study, 


PB-248 241/2GI 76-05 13L Not available NTIS 
PB-248 242/0GI 
a Aone Privacy Act Countdown. ts the 
Private Sector 
PB-248 Baa/OGI” 7608 5D Not available NTIS 
PB-248 243/8GI 


Bibliography on Tall Buildings. Supplement 1 


PB-248 243/8Gi 76-10 13M PC A15/MF A01 
PB-248 244/6GI 

Reprint: Pulsed-Laser Application to Sampling 

Oscilloscope. 

PB-248 244/6Gi 76-07 14B Not available NTIS 
PB-248 245/3GI 

Reprint: Pyroelectric Radiometers. 

PB-248 245/3Gi 76-07 148 Not availabie NTIS 
PB-248 246/1GI 


Reprint: Phase Slip, Dissipation, Bernoulli Effect, 
Parametric Capacitance, and Other Curious Fea- 
tures of the Josephson Effect. 

PB-248 246/1Gi 76-07 20L Not available NTIS 


PB-248 247/9GI 


— Pulsed Wavemeter ny Reference for 
~S- ee Calibrat 
a rr 47/9G 6-07 148 ‘Not available NTIS 
PB-248 248/7GI 


Reprint: Scattering by a Lossy Dielectric Circular 
Cylindrical Multilayer, Numerical! Values. 


248 248/7GI 76-07 20N Not available NTIS 
PB-248 249/5GI 
Reprint: Using an — Six-Port Junction to 
Measure Complex V Ratios. 
PB-248 249/5Gi 76-0 148 Not available NTIS 
PB-248 250/3GI 


Reprint: Automated Calibration of Directional-Cou- 
~Bolometer-Mount Assemblies 


B-248 250/3GI 76-07 148 Not available NTIS 
PB-248 251/1GI 

Reprint: iy meena Detector of Fast-Transi- 
tion Optical Wave 

’ PB-248 251/1GI °76-07 17H Not available NTIS 
PB-248 252/9GI 

Reprint: H(-) Shape-Resonance Studies in an Arc 

a. 

PB-248 252/9GI 76-06 7D Not available NTIS 
PB-248 253/7GI 

Reprint: Directional-Coupler Technique for Trigger- 

a Tunnel! Diode. 

-248 253/7GI 76-07 9A _ Not available NTIS 

PB-248 254/5G!i 


Proceedings of the Meeting of the Mechanical 
Failures Prevention oe (22nd), held at Anaheim, 


California on April 23- 

PB-248 254/5Gi 76-06 14B PC A16/MF AO1 
PB-248 255/2Gi 

FDA Consumer Readership Survey 

PB-248 255/2Gi 76-05 8. PC A06/MF A01 
PB-248 256/0GI 


Nuclear Medicine, A MODS Pilot Study Report, 
PB-248 256/0GI 76-05 6E PC AO3/MF A01 


PB-248 257/8GI 
Population and Food. Crucial issues. 
PB-248 257/8GI 76-06 5K PC A04/MF AO1 
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PB-248 258/6GI 
National Bureau of Standards Annual Report: Fiscal 


Year 1975 
PB-248 258/6GI 76-05 5B PC AO03/MF A011 
PB-248 259/4GI 


The Fate of Nitrogen Oxides in the Atmosphere 
PB-248 259/4GI 76-05 138 PC AOS/MF A01 


PB-248 260/2Gi 
The Fate of Nitrogen Oxides in the Atmosphere. Ap- 


pendices. 
PB-248 260/2GI 76-05 13B PC A12/MF AO1 
PB-248 261/0GI 


Resource and Land investigations (RALI) Program: 
Considerations in Evaluating Utility Line Proposals. 
PB-248 261/0G! 76-05 1368 PC A17/MF A01 


PB-248 263/6GI 


Prescription Orug-Related 


injuries Analysis for 
Fiscal Year 1974, 


PB-248 263/6GI 76-05 60 PC A03/MF A01 
PB-248 264/4G! 

Deliberate, Nontherapeutic Dru 

PB-248 264/4G! 76-05 “PC A03/MF A01 
PB-248 265/1GIi 

Consumers and Food Labeling, 

PB-248 265/1Gi 76-05 6H PC A04/MF A01 
PB-248 266/9G! 


MODS Analysis of Fiscal Year 1973 NEISS Data on 

Contact Lens-Related injuries. 

PB-248 266/9GI 6-05 6. PC AO3/MF AO1 
PB-248 267/7Gi 

Update Analysis of Cosmetic-Related Injuries for the 

First Quarter, Fiscal Year 1975: December 1974, 


PB-248 267/7GI 76-05 6T PC A03/MF A01 
PB-248 268/5GI 

MODS Food-Poisoning Follow-Up Activities March 

1975 - January 1975, 

PB-248 268/ 


76-05 6T PC A03/MF A01 
PB-248 269/3G! ° 


Analysis of Bubble Bath Product Complaints 

Received by Division of Seenetes Technology, ' ..- 

reau of Foods, 1967-1974 
PB-248 269/3G) 76-05 


PB-248 270/1GI 


impact of FDA Regulatory Actions in 1973 on the 

Mushroom Industry (A Status ru 

PB-248 270/1GI 76-05 6H 
PB-248 271/9GI 


Preliminary Field Resource Allocation Model, 
PB-248 271/9GI 76-05 5A PC AOS/MF A01 


5A PC A03/MF A01 


A03/MF A01 


PB-248 272/7GI 

The Toiletries industry: S Handbook. 

PB-248 272/7GI 76-05 5C PC AOS/MF A01 
PB-248 273/5Gi 

The Medical Device industry. A Handbook. 

PB-248 273/5GI 76-05 6L PC AOS/MF A01 
PB-248 274/3GI 

Consumer Perception of Safety: A 

PB-248 274/3GI 76-05 SA ay A11/MF A01 
PB-248 275/0GI 

An Analysis of 1972 U.S. Food Imports, 

PB-248 275/0GI 76-05 6H PC A04/MF AO1 
PB-248 276/8Gi 

An Analysis of the Magnitude of Unpredictable Field 

Workload, 

PB-248 276/8GI 76-05 5A PC A03/MF AO1 
PB-248 277/6GI 


Suniamp-Related injuries Analysis for Fiscal Year 
1973 and Fiscal Year 1974, 


PB-248 277/6GI 76-05 6R PC A03/MF A01 
PB-248 278/4GI 

Food-Related Injuries. 

PB-248 278/4GI 76-05 6H PC A0Q3/MF A01 
PB-248 279/2GI 


Eyeglass-Related injuries: An Analysis of Fiscal 
Year 1973 NEISS Data 


PB-248 279/2GI 76-05 6L PC A03/MF A01 
PB-248 280/0G! 

Review Aspects of FDA Decision-Making Systems. 

PB-248 280/0GI 76-05 5A PC AO7/MF AO1 
PB-248 281/8G! 


Sapte aaaas injuries Analysis for Fiscal Year 


PB-248 261/8GI 76-05 6R PC A02/MF A01 
PB-248 282/6GI 


National Disease and oe index, 
PB-248 282/6G! PC A04/MF A01 





PB-248 283/4GI 
Medical Device-Related 
Hospital Emergency Rooms. December 
May 10, 1975, 
PB-248 283/4Gi 

PB-248 284/2GI 

Development of Attenuated Mutants of Respiratory 

Syn — Virus and Parainfluenza Viruses as Poten- 

tial Vaccine Strains. 


Incidents Reported in 


1, 1974 to 
76-05 6. PC AO3/MF A01 


PB- 248 284/2GI 76-05 6M PC A03/MF AO1 
PB-248 285/9G! 

Biological inducers of Interferon. 

PB-248 285/9GI 76-05 6M PC A02/MF AO}1 
PB-248 286/7Gi 

Yn of Carbon-14 and Tritium in Reactor Stack 

PB-248 286/7GI 76-05 138 PC A02/MF AOt 
PB-248 287/5Gi 

Continuous National Survey. 

PB-248 287/5Gi 76-05 5A PC AO3/MF A01 
PB-248 288/3Gi 


Development of Strategies to Reduce the Vulnera- 
bility of United States Agriculture to Disruptions 
from Energy Short and Price — First 
Year rt, June 1974 Through Neg By 

76-06 A02/MF A01 


PB-248 288/3GI 
Feasibility of Measuring impact Conditions with 


PB-248 289/1GI 
Traffic Railings. 
PB-248 289/1G! 76-06 148 PC AOS/MF AO} 


PB-248 290/9GI 


Experimental Health Services Delivery System Fami- 
ly Survey: Codebook for the Household Health Sur- 


PB-248 290/96! 76-06 6E CP TO1 
PB-248 291/7GI 

Codebook for the Household Health Survey 

(Revised), 

PB-248 291/7GI 76-06 6E PC A04/MF A01 
PB-248 292/5GI 

Guidelines for Residential Oil-Burner Adjustments, 

PB-248 292/5GI 76-06 13A PC /MF AO1 
PB-248 293/3GI 


Abstracts of the 1971-1974 United States and 
a Open Literature on Noise. Part li, 


293/3GI 76-05 13B PC A21/MF A0O1 
PB-248 294/1Gi 
Author index to Published ERTS-1 R 
PB-248 294/1GI 76-06 5B PC AGS /MF A01 
PB-248 295/8G! 


— Behavior of Multiple Lap Splices in Wide Sec- 


PB? 248 295/8G! 76-06 138 PC AOS/MF AO1 
PB-248 296/6GI 


Dynamic Response of Bri to Seismically in- 

duced. Groynd Vibrations. Phase 1 - Pilot Field 

Tests - Strdng-Motion instrument installation. 

PB-248 296/6G! 76-06 13M PC AO3/MF A0O1 
PB-248 297/4Gi 


Water Supply and Wastewater in Coastal Areas: 


Proceedi of Southeastern Conference Held on 

~¥ 2-4, 1975, 

PB-248 297/4Gi 76-05 138 PC A0S/MF A011 
PB-248 298/2Gi 


Antenna! and Paipal Sensilla of the Sand 


Fly ‘Culicoides furens’ (Poey)(Diptera: 

Cerato nidae), 

PB-248 /2GI 76-05 6C PC A02 
PB-248 299/0GI 


. A Review of the Hydraulic Escalator Shellfish Har- 
vester and its Known Effects in Relation to the Soft- 


Shell Clam a arenaria’, 

PB-248 299/0GI 76-05 6C PC AOQ3/MF AO1 
PB-248 300/6GI 

Evaporation frofm Lake Erie, 

PB-248 300/6GI 76-05 8H PC AOS/MF A01 
PB-246 301/4Gi 


Reprint: Depositional Environments and Sediment 
Characteristics of the Colville and Adjacent Deltas, 
Northern Arctic Alaska, 

PB-248 301/4Gi 76-05 8G PC A03 


PB-248 302/2Gi 


Reprint: The Distribution and Ecology of Common 

Marine and Estuarine Gastropods in the Delaware 

Bay Area. including a note: Northern Range Exten- 

sion of the  Bivaive, ‘Paramya  subovata’ 

(Superfamily Myacea), 

PB-248 302/2Gi 76-05 6C PC A02 
PB-248 303/0GI 


Reprint: The Delaware Coasta) Zone Experience, 











PB-248 303/0GI 76-05 
PB-248 304/8G! 


Reprint: Spatial Overlap and Competition in Con- 
generic Surfperches (Embiotocidae) Off Santa Bar- 


bara, California, 
PB-248 304/8GI 76-05 6C PC A02 
PB-248 305/5GI 
Reprint: A Preliminary Germination Study of 
‘Spartina foliosa’, California Cordovan. 
PB-248 305/5GI 76-05 6C PC A02 
PB-248 306/3GI 


Reprint: ‘Pichia spartinae’, A Dominant Yeast of the 
‘Spartina’ Salt Marsh, 


13B PC A02 


PB-248 306/3GI 76-05 6C PC A02 
PB-248 307/1GI 

Evaluation of Typing Techniques on Bone Marrow 

Transplantation. 

PB-248 307/1GI 76-05 6E PC A02/MF A01 
PB-248 308/9GI 


Animal Model Systems for the Study of a eeng 

interferon Inducers and Other Antiviral Substan 

PB-248 308/9GI 76-05 6E PC AO3/MF AC A01 
PB-248 309/7GI o 


Elements of information Resources Policy: Library 
and Other information Services. Revised Edition, 


PB-248 309/7GI 76-05 5B PC A11/MF AO1 
PB-248 310/5GI 

Circuit Breaker Development and Application. 

PB 248 310/5GI 76-05 8! PC A08/MF A01 
PB-248 311/3Gi 

Circuit Breaker Development and Application. 

PB-248 311/3GI 76-05 9A PC AOS/MF AO1 
PB-248 312/1GI 

Human Histocompatibility and Transplantation im- 

munology Laboratory. 

PB-248 312/1GI 76-05 6E PC A02/MF AO1 
PB-248 313/9GI 


Photo Survey of Development and a in the 


Vicinity of Bart Stations. Technical Re 

PB-248 313/9GI 76-05 13B P AGS /MF A01 
PB-248 314/7GI 

COSTAR: Computer Stored Ambulatory Record. 

PB-248 314/7GI 76-05 5B PC A04/MF A01 
PB-248 315/4GI 


Computer Aided Ultimate Load Design of Unbraced 


yy Stee! Frames, 
PB-248 315/4GI 76-06 13M PC AOS/MF A01 


PB-248 316/2GI 


a Unbalanced Loads on Transmission 
ine Structures (A State-of-the-Art Review). 
PB 248 316/2GI 76-07 13M PC A04/MF A01 


PB-248 317/0GI 


The Application of  Elastic-Plastic 
Mechanics Parameters in Fracture Safe a. 
PB-248 317/0GI 76-07 20K PC AOS/MF A011 


PB-248 318/8Gi 


Water Entrainment in intercompartmental Flows 
Resulting from Pipeline Breaks: Literature Study. 
PB-248 318/8GI 76-07 181 PC AOS/MF A01 


PB-248 319/6GI 
Single Tube Test Facility Description for PWR Biow- 


Heat Transfer Project. 
PB-248 319/6GI 76-08 181 PC A0S/MF A01 


PB-248 320/4Gi 
te mc Reactor Studies: Key Physics Questions 


ng the D.C. Octopole. 
PB O46 320/4GI 76-08 18A PC A03/MF A0O1 
PB-248 321/2GI 


Fusing Reactor Syeton \ ge lll Design. 
PB-248 321/2GI 18A PC A04/MF AO1 


PB-248 322/0GI 


Fusion R/D on Advanced Fuels, Homopolar Genera- 
tors, Circuit Breakers and Tokamak Diagnostics. 


Fracture 


PB-248 322/0G! 76-07 18A PC AOS/MF A0O1 
PB-248 324/6GI 

Trace Metals in Urban Aerosols. 

PB-248 324/6G! 76-06 7A PC A19/MF A01 
PB-248 325/3G! 


influence of Cognitive Style in a Methodology for 


ta Base n 
PB-248 325/3G! 76-05 13B PC A12/MF A01 
PB-248 326/1GI 
Development Program for Solid Electrolyte Batte- 


ries. 
PB-248 326/1GI 76-07 10C PC A0S/MF A01 


PB-248 327/9GI 


Accident Monitoring instrumentation: = of the 
impact of Proposed ulatory Guide 1.97. 
PB-248 327/9GI 6-07 181 PC AQ4/MF AO1 


PB-248 328/7GI 
Assessment of the Capability of Firing Clean Low 
BTU Gases in a Coal, Oil and Gas-Fired 


Steam Generator 
PB-248 328/7GI 76-07 10B PC AOS/MF AO1 
PB-248 329/5GI 


Fossil and Nuclear 1000 MW Central Station Power 

Plants Investment Estimates. 

PB-248 329/5GI 76-07 
PB-248 330/3GI 


Analysis of GE BWR Blowdown Heat Transfer Pro- 
ram, Test 4906 (AEC Standard Problem Four). 
B-248 330/3G! 76-07 181 PC AOS/MF AO1 


PB-248 331/1GI 


18E PC A02/MF A01 


Atmospheric Pollution Aspects of Mag- 

netohydrodynamic Power Plants. 

PB-248 331/1GI 76-08 10B PC A02/MF AO1 
PB-248 332/9GI 


interactive Effects of Sulfuric Acid Mist and 
es gh Dioxide on Cynomoigus Monkeys 
332/9G! 76-05 6T PC ‘A04/MF A011 


PB-248 333/7G! 


An Educational Program for Early Recognition and 
Treatment of Acute Respiratory insufficiency - 
Workshop in Acute mengnecory Care. 

PB-248 333/7GI PC AQ9/MF A01 

PB-248 334/5GI : 

Strengthening Public Management in the inter- 
governmental System. A Report Prepared for Office 
of Management and Budget by the Study Commit- 
tee on Policy Management Assistance. 

PB-248 334/5GI 76-05 5A PC A04/MF A01 


PB-248 335/2GI 
An Evaluation of Multi-Purpose Offshore Industrial- 
Port islands. General Island Characteristics. 
PB-248 335/2GI 76-06 PC A21/MF A01 
PB-248 336/0GI 


An Evaluation of Multi-Purpose Offshore Industrial- 
Port islands. Major Research Problems and Promis- 


ng Research Approaches. 
-248 336/0GI 76-06 13B PC AO5/MF A01 


PB-248 337/8G! 

Scour at Selected Bridge Sites in Alaska. 

PB-248 337/8GI 76-05 13B PC A08/MF A01 
PB-248 338/6GI 

Proceedings of the Conference and Seminar on 


Techniques and Methodologies for Stimulating 
Small-Scale Labor-intensive industries in Develop- 


ing Countries, held at Atlanta, Georgia, on March 

10-14,°1975, 

PB-248 338/6Gi 76-05 5C PC A13/MF A01 
PB-248 339/4GI 


Summary of the Conference and Seminar on 
Techniques and Methodologies for Stimulating 
Small-Scale Labor-intensive industries in Develop- 


ing Countries, held at Atlanta, Georgia, on March 

10-14, 1975. 

PB-248 339/4G! 76-05 5C PC A02/MF A01 
PB-248 340/2Gi 


Evaluation of the implementation of a Medical — 
mation System in a General Community Hospita 
PB-248 340/2Gi 76-05 6 PC A15/MF pre 


PB-248 341/0GI 
A Summary of Modular Computer Mediated 
Radiology System; and an Economic Evaluation of 
Missouri Automated Radiology System, Mars. A 
Case Study. 
PB-248 341/0GI 76-06 6E PC A15/MF A01 
PB-248 342/8G! 
High “go ro thead 
PB-248 342/ 
PB-248 Ane 
The Charlotte IMIS Project Completion Report. 
PB-248 344/4GI 76-06 13B PC A08/MF A01 
PB-248 345/1GI 
Handbook of Airline Statistics, 1973 Edition. Data 
for individual Carriers, 1964-1972. Data for Carrier 


Groups, 1926-1972 
PB-248 345/1Gi 76-05 1B PC A99/MF AO1 


PB-248 346/9GI 
Employment Generation Through Stimulation of 
Small industries. Improving the Productivity of a 


Small industry in Rural Korea. 
PB-248 346/9GI 76-05 51 PC A03/MF A01 


Ss. 
76-07 9A PC A07/MF AO1 





PB-248 367/5GI 


PB-248 347/7GI 


Employment Generation Through Stimulation of 

Small industries. Guide to International Statistical 

Sources and National Development Plans at the In- 

ternational Development Data Center. 

PB-248 347/7GI 76-05 5C PC A03/MF A01 
PB-248 348/5Gi 


Employment Generation Through Stimulation of 


Small industries. 
PB-248 348/5GI 76-05 51 PC A0Q3/MF AO1 
PB-248 349/3GI 


Employment Generation Through Stimulation of 
Small Industries. 
PB-248 349/3GI 76-05 5i 


PB-248 350/1Gi 
Freight Car Truck Design Optimization. Literature 


Search. Volume | 
76-05 13F PC AO06/MF AO} 


PC AOS/MF A01 


PB-248 350/1G! _ 
PB-248 351/9GI 
Freight Car Truck Design Optimization. Literature 


Search. Volume Ili. 
PB-248 351/9GI 76-05 13F PC AOQS/MF A011 
PB-248 352/7GI 


Freight Car Truck Design Optimization. Literature 
Search. Volume lil. 


PB-248 352/7GI 76-05 13F PC A10/MF A01 

PB-248 353/5GI 

aot Data - Vapor Recovery Systems at Service Sta- 

PB. 348 353/5G! 76-05 13B PC AOQ2/MF A01 
PB-248 354/3GI 


Feasibility Study of Plastic Automotive Structure. 


PB-248 354/3G! 76-06 13F PC A10/MF A0O1 
PB-248 355/0GI 

Blocking and Train Operations Planning. 

PB-248 355/0GI 76-05 138 PC AQS/MF A01 
PB-248 356/8GI 

Comprehensive Pian 1976. Volume | 

PB-248 356/8G! 76-05 5K PC A24/MF A01 
PB-248 357/6G! 

Comprehensive Pian 1976. Volume II. 

PB-248 357/6G! 76-05 5K PC A25/MF AO1 
PB-248 358/4G! 


weet _ Natural Radionuclides in Marine Life- 
Transia 


PB- ber 308/4G! 76-05 6R PC AO6/MF AO1 
PB-248 359/2Gi 

The Seismics of Heterogeneous and Turbid Media-- 

Translation. 

PB-248 359/2GI 76-05 8K PC AOQ7/MF AO1 
PB-248 360/0GI 


Principal Botanic-Systematical Groups of Opium 
Poppy ‘Papaver somniferum' (Osnovnye Botaniko- 
Sistematicheskie Gruppy Opiinogo Maka Papaver 
Somniferum)--Transiation. 

PB-248 360/0GI 76-06 6C PC A0Q2/MF AO1 


PB-248 361/8GI 
What Has Been Done in Peanut Breeding (Chto 
sdelano po Selektsii Arakhisa)--Translation. 
PB-248 361/8GI 76-06 2D PC A02/MF A01 
PB-248 362/6GI 
H arester wey of Artificial Hybridization in the Peanut 
Iskusstevennoi Gibridizatsii Arakhisa)-- 
ransiation. 


PB-248 362/6GI 


PB-248 363/4GI 


On the Structure and Reactions of Aromatic Diazo 
Compounds. XLV. Conversion of Aliphatic Aromatic 
Nitrosamines in Acid Media (K Voprosu o Stroenii i 
Prevrashcheniyakh Aromaticheskikh Diazosoedienii. 
XLV. Prevrashchenie Zhirnoaromaticheskikh 
Nitrozaminov v Kislykh Sredakh)--Translation. 

PB-248 363/4GI 76-05 7D PC A0Q2/MF A01 


PB-248 364/2G! 


The ae oe 4 of Maple Pollen for the Purpose of 

wae — (Morfologiya Pyitsy Klenov diya 
° eT oo od 

P24 248 64/26 


PC A0Q2/MF AO1 
PB-248 365/9GI 


Lunar Soil Science. Physicomechanical Properties 
of Lunar Soils--Transiation. 
PB-248 365/9GI 76-05 38 PC AOQ9/MF A01 


PB-248 366/7GI 
Description of Cores from the Central Pacific Taken 


on STYX Expedition. 
76-06 8) PC A03/MF AOi 


76-06 2D PC A0Q2/MF A01 


PB-248 366/7GI 
PB-248 367/5GI 


Description of Cores from the Central Pacific Taken 
on SCAN Expedi 
PB-248 367/5GI 


ition. 
76-05 8) PC AOQ3/MF AO1 
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Description of Cores from I aga Central 

Pacific Taken on Amphitrite Expeditio 

PB-248 368/3G! 76-06 8) PC A0S/MF A01 
PB-248 369/1Gi 

The Marine on impact of the Honolulu 

PB 248 300/16 

PB-248 AGi 76-05 13B PC AO4/MF AO1 
PB-248 370/9GI 

Decay and Its Prevention, 

PB-248 370/9GI 76-06 13) PC AO2/MF AO1 
PB-248 omnes 

Forecasting Hurricanes in the Central Pacific. 

PB-248 371/7GI 76-05 4B PC A0Q2/MF A01 


PB-248 372/5GI 
Annotated Bibliography of NOAA Publications of 
noe interest. 
248 372/5GI 76-05 48 PC A04/MF AO1 
PB-248 373/3GI 


Engineering inveStigation of Marine Alternatives for 


Rapid Transit in Oahu, Hawaii. 

PB-248 373/3GI 76-05 13J PC AOS/MF AO1 
PB-248 374/1GI 

Reprint: ation in the R hyta, A Review, 

PB-248 374/1GI 7 8A PC A02 
PB-248 375/8GI 


PB-248 375/8GI 
PB-248 376/6GI 
A Note on — Crops of ‘Spartina alternifiora’ 


in Texas and F 
PB-248 376/6GI 76-05 6C PC AO2 
PB-248 377/4Gi 


Afterslip on the Syimar Fault Segment, 
PB-248 377/4GI 76-07 


PB-248 378/2G! 
Reprint: Salt Marsh ‘Culicoides’ (Diptera: Cer- 
topogonidae): Comparison of Larval Sampling 


Reprint: Rigid Canopy Trap for Tabanidae Any 1 
76-05 PC A02 


8K PC A02 


PB-248 378/2G! 76-05 6C PC A02 
PB-248 379/0GI 

Effect of Commercial Vehicle ss Preventive 

Maintenance on Specific Causes of Accidents 

PB-248 379/0GI 76-06 ra PC AO7/MF A01 
PB-248 381/6G) 


An Analysis of the Feasibil rating Explora- 

tion from + — of ao and s the Outer 

Continental Shelf. 

PB-248 381/6GI 76-07 81 MF AO1 

PB-248 3862/4Gi 
pestastogy Sees a ee of the Nationa 

pang ett Dundation. He Before the Technolo 

ihontiert ress, 
nd Session. June —— 13, = 
PB-248 382/4G 5A MF AO1 


PB-248 383/2GI 


Space Shuttle, 1975. Status Report on Getenes and 
Technology, U.S. House of — | ion inety- 


Fourth ress. First Session Serial 
PB-248 bal 7 228 MF AOi 
PB-248 3864/0GI 


A Proposed National Science Policy and Organiza- 
tion Act of 1975. Ninety-Fourth Congress. First Ses- 
sion, Serial C. 


PB-248 384/0GI 76-05 5A MF AO 
PB-248 385/7GI 

Conference on Model Formulation, Validation, and 

im t, Held at Vail, Colorado on 14-15 June 

1975, 

PB-248 385/7GI 76-08 5C PC AOS/MF A01 
PB-248 386/5G!I 

in vitro Test for Sarcoidosis. 

PB-248 386/5G! 76-06 6E PC A02/MF A011 
PB-248 387/3Gi 

ae Elastin. 

PB-248 387/3GI 76-05 6A PC A02/MF AO1 
PB-248 388/1Gi 


Filuorocarbon Liquid Membranes for Blood Ox- 


248 388/1G! 76-06 6L PC AOS/MF A01 

PB-248 389/9Gi 

The Evaluation of Hemodialyzers. 

PB-248 389/9G! 76-06 6. PC AOS/MF AO1 
PB-248 390/7Gi 

Separation and ee of Lung Elastin. 

PB-248 390/7GI 6A PC MF AO1 
PB-248 391/5GI 

Synthesis of Elastase inhibit 

PB-248 391/5GI 76-05 6A PC A03/MF A01 
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PB-248 392/3Gi 
aenuted te te — —— for ee as 
uired by the Energy Supply and Environmental 
Coordination Act. 
PB-248 392/3GI 76-05 138 PC A04/MF AO1 
PB-248 393/1Gi 
implementation Plan Review for South Dakota as 
Required by the Energy Supply and Environmental 
Coordination Act. 
PB-248 393/1GI 76-05 138 PC A04/MF AO1 
PB-248 394/9Gi 
Rar eee Pian Review for Oklahoma as 


Required by the Energy Supply and Environmental 

Coordination Act. 

PB-248 394/9GI 76-05 138 PC AO4/MF A01 
PB-248 395/6GI 

Fine Structure of Normal Lung Cells in situ. 

PB-248 395/6G! 76-05 6C PC AO3/MF AO1 
PB-248 396/4GI 


Nanos Therapy Proficiency Examinations. 
ist Level, Assistant Level. 
High 396/4Gi 76-05 51 PC AO6/MF AO1 
PB-248 397/2Gi 


a Assessment of Power Plant ray 
Systems. Experimental ty hh to — 
ey Minimize the Environmental 


Module Cooling Systems for the State of A ad 
PB-248 397/2G 76-07 13B PC A08/MF AO1 
PB-248 398/0GI 


identification of Late Quaternary Sediment Defor- 
mation and its Relation to aay in the St. 
Lawrence Lowland, New York 

PB-248 398/0G! 76-07 8G PC A13/MF AO1 


PB-248 399/8GI 


t of Cell Strains from Human and 

Guinea Pig Lung. 
PB-248 /8GI 
PB-248 400/4GI 


Population Studies on oy ay ee 
PB-248 400/4GI 


PB-248 401/2Gi 
Animal Models (Smoking) Contract. Chronic 


76-05 6C PC AO4/MF A01 


PC AOS AOS/MF A01 


Bronchiolar Damage: A we ee ic Study. 
PB-248 401/2Gi 76-06 PC AO7/MF A01 
PB-248 402/0GI 


Separation and me > ow of Lone Beste. 
PB-248 402/0GI 6A PC MF AO1 


PB-248 403/8GI 


Analysis of the State of Residual Elastic Strain in 
Quartzose Rocks by X-Ray Diffraction. 


PB-248 403/8G! 76-07 8G PC AO3/MF A01 
PB-248 404/6GI 

Dynamics of Hazardous Elements in Wastewater 

PB-248 404/6G! 76-05 138 PC A06/MF AO1 
PB-248 405/3GI 

A Model of Alewife Migration in the Parker River, 

Massachusetts for Simulating an Optimal 

Anadromous Fish Stock Management Program. 

PB-248 405/3G! 76-05 6C PC /MF AO1 
PB-248 406/1Gi 

Evidence for the Presence of Mutagenic Pollutants 

in the Millers Fi Rivers: Results of a Plant Bioassay 

pb 248 406/1Gi 76-05 138 PC AO04/MF A01 
PB-248 407/9GI 

Modeling the Dynamic Response of raped Vaaene te 

Urbanization in Southeastern New E 

PB-248 407/9GI 76-05 8H A0S/MF A01 

PB-248 406/7Gi 


Tritium and Deuterium as Water Tracers in 


ic Systems. 
Ph ons foartol 76-05 138 PC A03/MF AO1 


PB-248 409/5GI 


Selected Bibliography of Educational Materials in 
Pakistan. ao 8, Number 3, 1974. Period 


Covered July-September 1974. 

PB-248 409 5G! 76-05 5! PC AO4/MF AO1 
PB-248 410/3Gi 

Snowmelt Runoff Efficiencies on Arizona 

Watersheds. 

PB-248 410/3GI 76-06 8H PC A04/MF A01 
PB-248 411/1 


Extraction of Proteins from Vegetable Seed Com- 


pout ns. 
AT-APPL-576 758/Gi 76-07 7D PC A02/MF A01 
PB-248 412/9 


Starch Graft Polymer Late 
PAT-APPL-582 572/GI 76-06 7C PC AQ2/MF AO1 


PB-248 413/7 


~ ee Holder and Technique Employed to Ef- 
a Continuous Maximum Concentration 
Gradient in Critical Point Drying. 
PAT-APPL-586 783/GI 
76-07 148 PC AOQ2/MF A01 
PB-248 414/5Gi 
The Activity of Cellulolytic Enzymes from the Cul- 
ture Filtrates of ‘Fomitopsis annosa’ (Fr.) Karst. De- 
pending on the Composition of the Nutrient Medi- 
um (Aktivnost Tsellyuloliticheskikh Fermentov Kul- 
turainykh Filtratov Fomitopsis Annosa (Fr.) Karst. v 
ee of Sostava Pitateinoi Sredy)--Transia- 


PB. 248 414/5G! 76-06 6C PC AO02/MF A01 


PB-248 415/2GI 


An Analysis of the Federal Bonding Program. 
Volume |: a History. 


PB-248 415/ 76-05 5! PC AO06/MF A01 
PB-248 416/0G! 

Kidney Transplant Histocompatibility Study. 

PB-248 416/0GI 76-05 6E PC AO2/MF A01 
PB-248 417/8Gi 

emg Leisure, and Wildlands: A Complex interac- 

PB. 248 417/8GI 76-06 13B PC A13/MF A0O1 
PB-248 418/6 


Synthesis of Antitumor Alkaloids. 
PAT-APPL-534 925/G! 76-07 7C PC A02/MF A01 


PB-248 419/4 


New Composite Compositions from Graft 

Polymerized Rigid Fillers. 

PAT-APPL-619 412/GI 
76-07 11D PC A0O3/MF A01 

PB-248 420/2 


Water-Soluble Ma a Via an Outwardly Dry 
A. merization 
-APPL-604 s62/Gr 76-07 7C PC A02/MF A01 


aa 421/0 


A Method of Making Nongelling Aqueous Cationic 
Dial Starch Compositions. 
PAT-APPL-604 363/G 
76-07 11L PC A0Q2/MF AO1 
PB-248 422/8 


A Method of Preparing Powdered Elastomer Com- 


PAT-APPL-574 677/GI 
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PB-248 423/6 


Oligomeric Nw seen from ae © Dicarboxy!- 
~— Plasticizers for Viny! Polymers 
PAT-APPL-S11 374/GI 76-07 7C PC AO2/MF AO1 


PB-248 424/4 


Foamed and Solid Rubber-Starch Graft Copolymer 

Compositions and Methods of Preparation. 

PAT-APPL-630 373/G!i 76-07 7C PC A03/MF A01 
PB-248 425/1G) 

The Early A omy: in Vouchering On-The-Job 


6-07 113 PC AOQ2/MF AO1 


Training: ort on Progress in the Portland 

Voucher Pro 

PB-248 425/1G! 76-05 5!i PC A03/MF A01 
PB-248 426/9GI 


Studies. Task Ill. Viny! Chioride. 
PB. 248 426061 76-05 6/J PC A06/MF AO1 
PB-248 427/7 


Lubrication Compositions. 
PAT-APPL-595 958/G! 76-07 7C PC A02/MF A01 


PB-248 428/5 


A Method of Preparing Feed Grain Compositions. 
PAT-APPL-589 656/Gi 76-06 2C PC A02/MF A01 


PB-248 429/3 
isolation of Carboxy-Substituted Aliphatic Hydrocar- 


bons. 
PAT-APPL-599 497/G! 76-07 7D PC A02/MF A01 
PB-248 430/1 ® 


Encapsulation by Entrapment. 
PAT-APPL-642 836/G! 76-07 7C PC A03/MF A01 


PB-248 431/9GI 


An Economic Evaluation of Alternative Sewerage 
Pricing and investment Practices: The Madison 


ropolitan Sewerage District. 
PB-248 431/9GI 76-06 138 PC A12/MF A011 
PB-248 432/7GI 
Distribution of Nutrients in Louisiana's Coastal 
Waters influenced by the Miss i River 
PB-248 432/7GI 76-06 PC A03/MF A01 
PB-248 433/5Gi 


Moisture Source for Three Extreme Local Rainfalis 
in the Southern Intermountain Region. 
PB-248 433/5Gi 76-05 ”-4B PC A04/MF A01 
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PB-248 434/3GI 
BOMEX Wind Spectra Sees = the Boundary 


Layer instrument ene 
Pe 248 434/3G! 6s 4 4B PC A02/MF A01 


PB-248 435/0G! 
A Numerical investigation into the Dynamics of 


Estuarine Circulation. 
PB-248 435/0G! 
PB-248 436/8GI 
Semiclosed Seawater System with Automatic Salini- 
Vongeas and bes Control. 
Pa-248 436/8GI 6C PC A02/MF A01 
PB-248 437/6GI 


Monthly Winter Snowline Variation in the Northern 
Hemisphere from Satellite ar 1966-75 
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76-06 8C PC A0S/MF A01 


PB-248 437/6G! 76-05 PC Masur A01 
PB-248 438/4G! 

Shellfish. Market Review and Outlook. 

PB-248 438/4GI 76-05 6C PC AO3/MF A01 
PB-248 439/2GI 


Directly Multimoded Two-Fiow Long Surface 


Waves, 
PB-248 439/2GI 76-06 20D PC AG3/MF AO1 
PB-248 440/0Gi 
Reprint: Coastal Zone Management and inter- 
mental Coordination, 
-248 440/0GI 76-05 138 PC A02 
PB-248 441/8G! 
1975 Legislation on New York State's Coastal and 
Marine rces 
PB-248 441/8GI 76-05 5D PC AO3/MF A01 
PB-248 443/4GI 
Soeome Part | E in a en r Wall 
. Part xperimental invest n Using 
One-Fifteenth Scale Microconcrete Models 
PB-248 443/4GI 76-05 13M PC A10/MF A01 
PB-248 444/2GI 
Load Distribution in WNon-Lineal Shear Wall 
- s. Part ll. Theoretical Investigation Using 
ite Element Method. 
Pe 208 444/2GI 76-05 13M PC AO04/MF A01 
PB-248 445/9GI 
Load Distribution in Non-Lineal Shear Wall 
S . Part Wl. Theoretical Investigation Using 
’ Finite Element Method, 
PB-248 445/9GI 76-05 13M PC AO7/MF A01 
PB-248 446/7GI 
Load Distribution in Non-Lineal Shear Wall 
ae. Part IV. Experimental investigation Using 
One-Fifteenth Scale Microconcrete M . 
PB-248 446/7G! 76-05 13M PC AO7/MF A01 
PB-248 447/5GI 
Load Distribution in WNon-Lineal Shear Wall 
- s. Part V. Theoretical investigation Using 
Finite Element Method, 
PB-248 447/5GI 76-05 13M PC AO3/MF A01 
PB-248 448/3GI 
Load Distribution in Non-Lineal Shear Wall 


Systems. Part Vi. Comparison of Theoretical and 


Experimental Results. 
PB-248 448/3GI 76-05 13M PC A0O7/MF A01 


PB-248 449/1GI 


The Effect of To rap 


on the mene sea 
4 eal induced by an 


ne-Parallel Barotropic 


PB-248 449/1GI 76-05 8J PC A14/MF A01 
PB-248 450/9G! 

Linear Stability Analysis of CiSK-induced Low 

Latitude Disturbances. 

PB-248 450/961 76-05 4B PC A09/MF AGi1 
PB-248 451/7GI 

The New York Commercial Marina and Boatyard In- 

dustry, 1972, 

PB-248 451/7GI 76-06 13) PC AO6/MF A0O1 
PB-248 452-11/Gi 


Mariners Weather Log. Volume 19, Number 6, 
November 75, 
PB-248 452-11/GI 


PB-248 452-11-1/GI 


Radio Facsimile Information to the Tropical Pacific 
Tuna Fleet, 
PB-248 452-11-1/GI 

76-05 4B (Order as PB-248 452-11) 


PB-248 452-11-2/Gi 
The World of Tropical Cyclones, 
PB-248 452-11-2/GI 
76-05 48 
PB-248 452-11-3/Gi 


Sahara Dust Over the Atlantic, 
PB-248 452-11-3/GI 


76-05 48 MF AO1 


(Order as PB-248 452-11) 


76-05 48 (Order as PB-248 452-11) 
PB-248 452-11-4/G! 


Ocean Buoys Survive Eye of Hurricane Eloise. 
PB-248 452-11-4/GI 
76-05 


PB-248 453/3GI 


Pollutant Movement Beneath Rivers. 
PB-248 453/3GI 76-08 138 PC AO3/MF AO1 


PB-248 454/1GI 


Economic Effects of Land Subsidence Due to Ex- 
cessive Groundwater Withdrawal in the Texas Guif 


13J (Order as PB-248 452-11) 


Coast Area. 

PB-248 454/1GI 76-06 13B PC A03/MF A01 
PB-248 455/8G! 

Movement of Herbicides in x an Mass 

PB-248 455/8G! 76-06 PC AOS / MF A01 
PB-248 456/6G! 


Energy Demand and Water Resource Management: 
Some Economic 


PB-248 456/6GI 76-07 138 PC AO7/MF AO1 
PB-248 457/4Gi 

Heat and Mass Transfer in Cold Regions Soils, 

PB-248 457/4GI 76-06 2F PC 1 A04/MF A01 
PB-248 458/2Gi 

Winter Soil Water Dynamics. 

PB-248 458/2GI 76-06 2F PC A02/MF A01 
PB-248 459/0G! 


Water Quality in lowa Streams. Summary of a Con- 

ference Held March 1975, 

PB-248 459/0GI 76-06 138 PC A05/MF A01 
PB-248 460/8G! 


Unconventional Nuclear Power Plant Siting Options 
and Water Resource impacts. 


PB-248 460/8G! 76-08 18E PC AG2/MF A01 
PB-248 461/6Gi 

Energy Supply Planning Model, Card image Ver- 

sion. 

PB-248 461/6GI 76-08 10A CP TO04 
PB-248 462/4Gi 


A Laboratory investigation of the Effect of Surface 
Films in Wind Induced Reaeration. 


PB-248 462/4GI 76-06 13B PC A06/MF A01 
PB-248 463/2Gi 

Fluid Dynamics of a Tornado-Like Vortex Flow, 

PB-248 463/2GI 76-05 48 PC A10/MF AO1 
PB-248 464/0G! 


Statistical Properties of Fluid Motion and Fluid 
Force in a Random “= Field, 


PB-248 464/0GI 20D PC AO0S/MF A01 
PB-248 465/7GI 

Spectral Characteristics of Additional Bar Code 

Readers. Ii. 

PB-248 465/7GI 76-06 9B PC A02/MF A01 
PB-248 466/5GI 


investigation of a Submerged Wave Attenuation 
System for Offshore water Oil Terminals. 


-248 466/5GI 7 13J PC A06/MF AO1 
PB-248 467/3GI 
Tables of the Exponential integral for Complex Ar- 
uments. 
Ba-248 467/3G\ 76-08 12A PC A99/MF A01 
PB-248 468/1G! 


The Chemistry of Gypsum and its Dehydration 
Products. Volume iil. The Physicoc hemical and 
Mechanical Properties and Ana . Parts V-XIi. 

PB-248 468/1Gi 76-05 ‘PC A17/MF A01 


PB-248 469/9G! 


The Chemistry of Gypsum and its Dehydration 
Products. Volume ll. The ochemical and 
Mechanical Properties and Ana 
Part XIV. P rties and Manu 
and Calcium Sulfate Piasters, 
PB-248 469/9GI 76-05 


PB-248 470/7Gi 
The Chemistry of Gypsum and its Dehydration 
Products. Volume li. The Physicochemical and 
Mechanical Properties and Analysis of the Phases. 
ne ry my, 
PB-248 470/7GI 76-05 7D PC A20/MF A01 
PB-248 471/5Gi 
President's oy tens Research Panel. Transcript 


acture of Gypsum 
7D PC A19/MF AO1 


of the Meeti 8 November 1978 Held at Bethesda, 
7 = on We pee 
471/5GI PC A12/MF A01 
seuaiin 472/3GI 


President's Biomedical Research Panel. Transcript 
of the Meeting Proceedings (10th) Held at Washing- 
ton, D.C. on 5 January 1976. 

PB-248 472/3GI 76-05 6& PC A12/MF A01 





PB-248 489/7GI 


PB-248 473/1GI 
Workshop on Defects in Magnesium Oxide and Re- 
lated Materials Held at Mount Pisgah, North 
Carolina on 26-28 May 1975. 
PB-248 473/1GI 76-06 201 PC AO4/MF A01 
PB-248 474/9GI 
The Environmental! Control a An Analysis of 
Conditions and Prospects fo ollution trol 
mp industry. 
PB-248 474/9GI 76-06 7A PC AO7/MF AO1 
PB-248 475/6GI 
ConRail B-Modal and inter-Modail Operations. 


Route Structure Based Upon Penn Central, Lehigh 
Valley, and Central of New Railroad 
PB-248 475/6GI 76-07 PC AD A07/MF A01 


PB-248 476-05/G! 


Environmental Satellite imagery. A, 4 1975 
PB-248 476-05/G! 4B PC A0G 


PB-248 476-06/G! 


Environmental Satellite imagery. June 1975. 
PB-248 476-06/G! 76-10 48 PC A06 


PB-248 476-07/GI 

Environmental Satellite imagery. July 1975. 

PB-248 476-07/GI 76-10 48 PC AO06 
PB-248 476-08/G! 

Environmental Satellite imagery. ee 1975. 

PB-248 476-08/GI 6-10 48 PC A06 
PB-248 476-09/GI 

Environmental Satellite imagery. tember 1975. 

PB-248 476-09/GI 76-15 4B PC AOS 
PB-248 476-10/GI 

Environmental Satellite Imagery. gr 1975. 

PB-248 476-10/GI 48 PC A06 
PB-248 476-11/Gi 

Environmental Satellite imagery. November 1975. 

PB-248 476-11/GI 76-18 4B PC AOS 
PB-248 476-12/GI 

Environmental Satellite imagery. ae 1975. 

PB-248 476-12/GI 6-16 48 PC AOS 
PB-248 477/2Gi 


The Shrimp Fis of the South Atlantic United 
States: Documentation and Analysis of Commercial 


Harvesting Shrimp Data Acquisition and Data 

aa aan t Systems in the South Atlantic progr 

PB-248 477/2G 76-05 6C PC AO6/MF A01 
PB-248 478/0Gi 

Warmwater Fishes in —. 

PB-248 478/0GI 76-05 PC A03/MF A01 
PB-248 479/8Gi 

A Study of a oe Port and Industrial Park at North 

Little Rock, Arkansas. 

PB-248 479/8Gi 76-06 138 PC AOQS/MF A01 
PB-248 480/6GI 


Magnitude and Frequency of Floods in Small 
Basins in North Dakota 
480/6Gi 76-06 


PB-2 SH PC A03/MF A01 
PB-248 481/4Gi 
A Digital 5.00688 MHz and Squarewave FM Servo 
S for Cesium Standards. 
-248 481/4Gi 76-07 148 Not available NTIS 
PB-248 482/2GI 
rint: Determining the Number 4 = nt 
Reali Parameters in Phonon Dyna 
PB-248 482/2Gi 76-07 20L Not ¢ available t NTIS 
PB-248 483/0GI 


ge Thermal Expansion Near a Critical Solution 


PB-248 483/0GI 76-06 7D Not available NTIS 
PB-248 484/8GI 
Reprint: oe Dynamics of ND4i in the NaCl 


Phase (I) at 296 
PB-248 484/8G! 76-07 20L Not availabie NTIS 
PB-248 485/5Gi 


Baseband impulse Generator Useful to 5 GHz. 
PB-248 485/5GI 76-08 148 Not available NTIS 


PB-248 486/330! 


improved Polarization man ar Using a 
Modified Three Antenna Techn 


PB-248 486/3G/ 76-07 9E “Not available NTIS 
PB-248 487/1Gi 

G/T Measurement Errors with Radio Sta 

PB-248 487/1Gi 76-07 9E Not ceaitelite NTIS 
PB-248 488/9G! 

Time Domain Automatic Network Analyze 

PB-248 488/9GI 76-08 14B Not available NTIS 
PB-248 489/7Gi 


Directional-Coupler- 


Automated Calibration of 
Bolometer-Mount Assemblies. 
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PB-248 489/7GI 
PB-248 490/5Gi 


Energy Conservation Measures in wind National Bu- 
reau of Standards Laboratory Com 
PB-248 490/5Gi 76-07 13A Not available NTIS 


PB-248 491/3GI 


Project independence. A Summary 
PB-248 491/3Gi 76-07 5C PC A06/MF A01 


PB-248 492/1Gi 
Project Independence Report. 
PB-248 492/1GI 76-07 
PB-248 493,/9GI 


Project Independence Blueprint. Task Force Report. 
Analysis of Requirements and Constraints on the 
Transport of Energy Materials. Volume |. 
PB-248 493/9Gi 76-07 21D PC A17/MF AO1 
PB-248 494/7GI 
Project Independence Blueprint. Task Force Report. 
inputs to the Project independence Evaluation 
System Integration Model for the Transport of Ener- 
gy Materials. Volume li. 
B-248 494/7GI 76-07 21D PC A11/MF AO1 
PB-248 495/4GI 
Project Independence Biueprint. Task Force Report. 
Energy Conservation in the Manufacturing Sector 


1954-1990. Volume 3. 
PB-248 495/4GI 76-07 10A PC A20/MF AO1 


PB-248 496/2G! 


Project Independence Blueprint. Task Force Report. 
Availabilities, Requirements, and — on 
Materials, Equipment, and Constructio 


76-07 





14B Not available NTIS 


10A PC A99/MF A01 


PB-248 496/2G! 76-07 13C PC A21/MF AO1 
PB-248 497/0GI 

Project Independence Blueprint. Task Force Report. 

PB-248 497/0G! 76-07 21D PC A0S/MF AO1 
PB-248 498/8GI 

Project Independence Biueprint. Task Force Report. 

Facilities. 

PB-248 498/8G! 76-07 10A PC A25/MF AO1 
PB-248 499/6G! 


Project independence Blueprint. Task Force Report. 
Finance: Financing Project independence, Financ- 
ing Requirements of the Energy industries, and 
ene Needs and Policy Choices in the Energy In- 
PB: 248 499/6G! 
PB-248 500/1GI 
Project independence Biueprint. Task Force Report. 


Geothermal Energy. 
76-07 8G PC A06/MF AO1 


76-07 SC PC A14/MF A01 


PB-248 500/1GI 
PB-248 501/9GI 


Project Independence Blueprint. Task Force Report. 
An Historical Perspective. 
PB-248 501/9GI 76-07 


PB-248 502/7GI 
Project es Blueprint. Task Force Report 


Labor 
76-07 5A PC AOQS/MF AO1 


10A PC AO4/MF A01 


PB-248 se2/7Gt 
PB-248 503/5GI 
Project independence Blueprint. Task Force Report. 


76-07 10A PC A11/MF AO1 
ars 504/3G! 


independence Biveprint, Task Force Report. 
Nuclear Energy 
PB-248 504/3Gi 76-07 


PB-248 505/0GI 


Project independence Blueprint. Task Mans Report. 
Oil: Possible Levels of Future Product 
PB-248 505/0Gi 76-07 8i PCA A08/MF A01 


PB-248 506/8G! 
Project independence Biueprint. Task Force Report. 
Potential Future Role of Oil Shale: Prospects and 


Constraints. 
76-07 8! PC AS9/MF AO1 


18E PC A21/MF AO1 


PB-248 506/8G! 
PB-248 507/6GI 
Project independence Biuveprint. Task Force Report. 


Solar Energy. 
PB-248 507/6Gi 76-07 10A “PC A24/MF AO1 
PB-248 508/4GI 
Project independence Biveprint. Task Force Report. 
Residential and Commercial Energy Use Patterns 


1970-1990. Volume |. 
PB-248 508/4Gi 76-07 21D PC A14/MF AO1 
PB-248 509/2Gi 
Project independence Blueprint. Task Force Report. 
Project ndence and Energy Conservation: 
Transportation Sectors. Volume li. 
PB-248 509/2GI 76-07 21D PC A12/MF A01 
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PB-248 510/0GI 


Project Independence Blueprint. Task Force Report. 
Synthetic Fuels from Coal. 
PB-248 510/0GI 76-07 21D PC A16/MF A0O1 


PB-248 511/8GI 


Project independence Blueprint. Task Force Report. 
Water Requirements, Availabilities, Constraints, and 
Recommended Federal Actions. 

PB-248 511/8GI 76-07 10A PC AO7/MF AO1 


PB-248 512/6GI 


National Bureau of Standards Research in Support 
of Energy Conservation Standards for Buildings. 
PB-248 512/6GI 76-06 10A_ Not available NTIS 


PB-248 513/4GI 


Reprint: Laser Magnetic Resonance Spectroscopy. 
PB-248 513/4Gi 76-06 7D Not available NTIS 


PB-248 514/2GI 


Reprint: Speed of Light from Direct Laser Frequen- 
cy and Wavelength Measurements; Emergence of a 
Laser Standard of Length. 

PB-248 514/2GI 76-07 20E Not available NTIS 


PB-248 515/9GI 
Reprint: TV Color Frequencies Defended as Accu- 


rate. 
PB-248 515/9GI 76-07 14B Not available NTIS 
PB-248 516/7GI 


Reprint: Accuracy Evaluation and Stability of the 
NBS Primary Frequency Standards. 
PB-248 516/7GI 76-07 14B Not available NTIS 


PB-248 517/5GI 


Picosecond Time Difference Measurement System 
PB-248 517/5Gi 76-07 148 Not available NTIS 


PB-248 518/3GI 


New Laser Measurement Techniques for Excited 
Electronic States of Diatomic Molecules. 
PB-248 518/3GI 76-06 7D Not available NTIS 


PB-248 519/1Gi 
Reprint: Chemiluminescent Reactions in a Heat- 


Pipe Oven. 
-248 519/1GI 76-06 
PB-248 520/9GI 


Reprint: Measurement of the Short-Term Stability of 
Quartz Crystal Resonators and the Implications for 
Crystal Oscillator — and Applications. 

PB-248 520/9Gi 76-07 9A Not available NTIS 


PB-248 521/7GI 


Stabilized Lasers and 
PB-248 521/7Gi 76 


PB-248 522/5GI 
Symposium on Specifications for Food Chemicals. 


14B Not available NTIS 


lications. 
20E Not available NTIS 


Summary of Proceedings. 
PB-248 522/5GI 76-05 6H PC A04/MF AO1 
PB-248 523/3GI 


impact of Hydrologic Modifications on Water Quali- 


3-248 523/3GI 76-06 13B PC A23/MF A01 
PB-248 524/1GI 


Sanitary Landfill Stabilization with Leachate Recy- 
cle and Residual Treatment. 
PB-248 524/1GI 76-06 13B PC A06/MF A01 


PB-248 525/8GI 


Superconductors in Legge Syesieonese Machines. 
PB-248 525/8Gi PC A02/MF A0O1 


PB-248 526/6GI 
Subsurface investigation, Section A011, Rockville 


Route. 
PB-248 526/6GI 76-05 13F PC AO3/MF AO1 


PB-248 527/4GI 


A Review of the Significance of Bovine Milk 

Xanthine Oxidase in the Lame Atherosclerosis. 

PB-248 527/4GI PC AO04/MF AO1 
PB-248 528/2GI 

National Patterns of R and D Resources. Funds and 

Manpower in the United States, 1953-1975. 

PB-248 528/2GI 76-05 PC AOQ3/MF AO1 
PB-248 529/0G! 

Research and Development in industry 1973. Funds, 

1973. Scientists and 

PB-248 529/0GI 


oe Janua od 1974. 
AO5/MF A01 
PB-248 530/8GI 


The Role of the Public Employment Service: 1975- 
1985. Final Report of the Joint Conference of the 
U.S. Department of Labor, Manpower Administra- 
tion and the Interstate Conference of Employment 


Security ncies, Inc., 

PB-248 /8GI 76-06 5! PC AOB/MF AO1 
PB-248 531/6Gi 

Seismicity in New York State, January 1974 to June 


1975. Study of Earthquake Hazards in New York 
State and Adjacent Areas. 





PB-248 531/6Gi 76-06 8K PC AO6/MF A0O1 

PB-248 532/4GI 

The Forest Resource of Nebraska, 

PB-248 532/4GI 76-06 2F Pc ‘A03/MF A0l 
PB-248 533/2Gi 


Reviews of Data on Science Resources Number 24. 
Work Activities of Employed Doctoral Scientists and 
Engineers in the U.S. Labor Force, July 1973. 

PB-248 533/2GI 76-06 51 PC AQ2/MF AQ1 


PB-248 534/0GI 


Analysis and Purification Section: Summary of Ac- 
tivities, July 1964 to June 1965. 
76 


PB-248 534/0GI 7D PC AOS/MF A01 
PB-248 535/7GI 

Project Severe Storm Modelling. 

PB-248 535/7GI 76-06 4B PC A03 
PB-248 536/5GI 


investigation of the Life Histories and Potential 

Fishery of River Herrings in Connecticut. 

PB-248 536/5GI 76-06 6C PC AO4/MF A01 
PB-248 537/3GI 

Statewide Comprehensive Fish, Wildlife. ond Marine 


Management Pian - Clam Management Pla 
PB-248 537/3GI 76-06 PC A07/MF Aol 
PB-248 538/1GI 


in-situ Stress Measurement Program-Field Results. 
Determination of the Regional Stress Field in New 
York State and Adjacent Areas by In-Situ Strain Re- 


lief Measurements. 
PB-248 538/1GI 76-06 8K PC A04/MF AO1 
PB-248 539/9GI 


investigating the Storage, Handling and Com- 
bustion Characteristics of Solvent Refined Coal. 
PB-248 539/9GI 76-08 21D PC A10/MF AO1 


PB-248 540/7GI 


Active Direct ——— of Residual Fissile Con- 


tent in Spent Fuel Assemblies. 
PB-248 540/7GI 76-08 18) PC AO6/MF A01 


PB-248 541/5GI 


Comprehensive Analysis of Physician and Physician 
in-Training Performance: Volume |. 
PB-248 541/5GI 76-06 6E PC AO7/MF AO} 


PB-248 542/3GI 


Comprehensive Analysis of Physician and oe 
ty mys | Performance: Volume li. Append 
PB-248 542/3GI 76-06 6E PC A16/MF ‘A01 


PB-248 543/1GI 


Safety Aspects of Roadside Cross-Section Design. 
PB-248 543/1GI 76-06 13B PC AOS/MF A01 


PB-248 544/9GI 


On Some Polynomial Search Methods for Hash Ta- 
bles of Prime and Compost | Stoee 


PB-248 544/9GI “Not available NTIS 
PB-248 545/6G! 

A Benchmark Test Approach for Generalized Data 

Base Software. 

PB-248 5454GI 76-06 5B Not available NTIS 
PB-248 546/4Gi 


Souler Properties of Fluid meee od A Ae 
Data on Fluids of C nic Int 


-248 546/4GI 76-06 7D Not i NTIS 
PB-248 547/2GI 
Reprint: Pilot Implementation of the Fire incident 
ree 
~248 547/2GI 76-06 13L Not available NTIS 
PB-248 548/0GI 


Cost-Benefit Analysis of Interactive Systems. 
PB-248 548/0GI 76-08 9B Not available NTIS 


PB-248 549/8GI 


The Fire Hazard Analysis Process at the National 
Bureau of Standards. 
PB-248 549/8GI 76-06 


PB-248 550/6GI 
Reprint: Vapor-Liquid Equilibria Data for Helium- 


13 Not available NTIS 


Carbon Monoxide and Helium-Nitrous Oxide 
ane. 

-248 550/6GI 76-06 7D Not available NTIS 
PB-248 551/4GI 


Reprint: The Effects of ge Size and Micros- 
tructure on the Larson-Miller Parameter. 


PB-248 551/4GI 76-06 11F Not available NTIS 
PB-248 552/2Gi 
Reprint: Hypersonic Velocities in Saturated and 


Compressed Fluid Methane. 


PB-248 552/2GI 76-06 7D Not available NTIS 
PB-248 553/0GI 
Reprint: Remark on Stably Updating Mean and 


Standard Deviation of Data. 
PB-248 553/0GI 76-08 VZA Not available NTIS 








PB-248 554/8G! 
Using an Arbitrary Six-Port Junction to Measure 


Complex vewege Me Ratios 
PB248 554/8G 76-07 14B Not available NTIS 


PB-248 555/5GI 
A Measure for the Stability of Solid State Noise 


Sources. 
PB-248 555/5GI 76-07 14B Not available NTIS 


PB-248 556/3G! 


Reprint: Mechanical and Thermal Properties of Fila- 
mentary-Reinforced Structural Composites at 
Cryogenic Temperatures. 2: Advanced Composites 

PB-248 556/3G! 76-06 11D Not available NTIS 


PB-248 557/1GI 


Reprint: Summary of CODASYL Report on Selection 
and Acquisition of Data Base Management Systems. 


PB-248 557/1GI 76-08 9B Not available NTIS 
PB-248 558/9GI 

Reprint: The Microwave Spectrum of HO2 Near 65 

Hz. 

PB-248 558/9GI 76-06 7D _ Not available NTIS 
PB-248 559/7GI 

Magnetic Susceptibility of Single-Crystal CMN, 

0. to 2K. 

PB-248 559/7GI 76-06 20L Not available NTIS 
PB-248 560/5G! 

Reprint: Cryogenics and the Energy Crisis. 

PB-248 560/5GI 76-06 10A_ Not available NTIS 
PB-248 561/3GI 

Transforming Environmental Research into Regula- 

tory ae 

PB-248 561/3GI 76-06 13M Not available NTIS 
PB-248 562/1GI 

Preliminary indications from Survey of US. 

id Fire Experience. 

PB-248 562/1GI 76-06 13L Not available NTIS 

PB-248 563/9GI 


—— Protection in Computer Data Communi- 


PB-248 563/9GI 76-08 9B Not available NTIS 
PB-248 564/7GI 

Clinical Dosimetry: Recommendations of the Inter- 

national Commission on Radiological Units and 


Measurements (1962). 
PB-248 564/7Gi 76-06 6R PC A04/MF AO1 
PB-248 565/4GI 


Results of Special Laboratory Testing Program on 

Hackensack Valley Varved Clay. 

PB-248 565/4GI 76-06 13B PC A09/MF AO1 
PB-248 566/2GI 

Forced Cooling of High Pressure Oil Filled Un- 

round Cable Systems. 

PB-248 566/2GI 76-08 9A PC AO06/MF A01 
PB-248 568/8G! 

Operating Procedures Manual for an Automated 

Scheduling System for Demand-Responsive Public 

Transportation praseenness Dial-A-Ride). Part |. 


Controller Functions 
PB-248 568/8GI 76-06 13B PC A0S/MF A01 
PB-248 569/6GI 


Operating Procedures Manual for an Automated 
Scheduling System for Demand-Responsive Public 
Transportation (Haddonfield Dial-A-Ride). Part li. 


yw ay Operator Functions. 
248 569/6GI! 76-06 13B PC AO7/MF A011 


saan 570/4GI 
Seng An Accuracy Algorithm for an Atomic Time 
le. 
PB-248 570/4GI 76-07 148 Not available NTIS 
PB-248 571/2GI 


Measurements of the Short-Term Stability of Quartz 
Crystal Resonators - A Window on Future Develop- 
ments in Crystal Oscillators. 


PB-248 571/2Gi 76-07 9A _ Not available NTIS 
PB-248 572/0GI 

te Time Transport with a Rubidium 

Portable Clock 

PB-248 572/0G! 76-07 14B Not available NTIS 
PB-248 573/8GI 


Reprint: RF Spectrum of a Signal After Frequency 
Multiplication; Measurement and Comparison with 
a Simple Calculation. 

PB-248 573/8GI 76-07 


PB-248 574/6G! 
Application of Superconductivity to Precision Oscil- 


PB-248 574/6G! 76-07 14B Not available NTIS 
PB-248 575/3G! 


Frequency Measurements in the Optical Region and 
the Speed of Light. 


148 Not available NTIS 








PB-248 575/3GI 
PB-248 576/1GI 


Reprint: The Other Face of the Measurement Base. 

PB-248 576/1GI 76-06 14B Not available NTIS 
PB-248 577/9Gi 

Reprint: Accuracy Considerations in the Measure- 

ment of the Power Gain of a Large Microwave An- 


tenna. 
PB-248 577/9GI 


76-07 20F Not available NTIS 


76-07 9E Not available NTIS 


PB-248 578/7GI 
re oy wo anne Measurement of Computer Net- 
work Performance 
PB. 248 578/7Gl 76-08 9B Not available NTIS 
PB-248 579/5GI 


Networked Minis and Micros - Configurations, Ap- 
plications, and Standards. 
PB-248 579/5GI 76-08 98 Not available NTIS 


Study of Errors in Planar Near-Field Measurements. 
PB-248 580/3GI 76-07 9E Not available NTIS 


PB-248 581/1GI 
Computer Communications Network Performance 


Measurement. 

PB-248 581/1GI 76-08 968 Not available NTIS 
PB-248 582/9GI 

Reprint: High Resolution Infrared Spectra of the 


a s and 2nu oats) Bands of ea yO2. 
PB 76-06 Not available NTIS 


neat 583/7GI 


Relativistic Nuclear Physics, Why and How. 
PB-248 583/7GI 76-08 20H Not available NTIS 


PB-248 584/5GI 


Coaxial Line Pulse-Response Error Due to a Planar 
Skin Effect Approximation. 
PB-248 584/5GI 76-07 9A _ Not available NTIS 


PB-248 585/2Gi 
Reprint: Fixed Points: Superconductive Transition 


Temperatures of Lead and indium. 
PB-248 585/2Gi 76-07 20L Not available NTIS 
PB-248 586/0GI 


On the Equivalences of Data Based Systems 
PB-248 586/0GI 76-06 5B Not available NTIS 


PB-248 587/8Gi 
Economic Evaluation of the Proposed Interim Pri- 


Drinking Water Regulation. 
PB-248 587/8G! 76-06 13B PC A18/MF A01 
PB-248 588/6GI 


Economic Evaluation of the Promulgated Interim 
Primary Drinking Water Regulations. 


PB-248 588/6GI 76-06 13B PC A13/MF A01 
PB-248 589/4GI 

The Experimental Manpower Laboratory as an R 

and D Capability. 

PB-248 /4G\ 76-06 5! PC AO0S/MF A01 
PB-248 590/2Gi 


The Formation of Aerosols in a Photochemical Fast 
Flow Reactor. 
PB-248 590/2GI 


PB-248 591/0GI 


Urban Transportation Information Handbook. 
PB-248 591/0GI 76-06 138 PC A10/MF A01 


PB-248 592/8GI 
Materials Development for Legislators’ Seminar in 


Alcohol and os Sa ty. 
PB-248 592/8G 7 13L PC AOQS/MF A01 


PB-248 593/6Gi 
An Ecosystem Analysis of Environmental Con- 


tamination by Lead. 
76-06 13B PC AO7/MF A011 


76-06 7A PC A04/MF A01 


PB-248 593/ 
PB-248 594/4G! 

Criteria for a Recommended Standard. Emergency 

Egress from Elevated Workstations. 

-248 594/4GI 76-06 

PB-248 595/1Gi 

Criteria for a Recommended Standard. Occupa- 

tional pes to Chromium vp. 

PB-248 595/1GI 76-06 PC A10/MF A0O1 
PB-248 596/9GI 


Proceedings of the Conference on interdisciplinary 
Analysis of Water Resource Systems Held at 
Colorado University, Boulder, Colorado, on June 
19-22, 1973, 

PB-248 596/9GI 76-06 


PB-248 597/7GI 


A Study on Making Transportation Facilities Ac- 
cessible to the Handicapped and Elderly. 
PB-248 597/7GI 76-06 1 PC A06/MF A01 


PC A04/MF A01 


13B PC A18/MF AQ1 


PB-248 619/9GI 


PB-248 598/5GI 

Remedial Measures for Houses Damaged by Expan- 

sive Cla 

PB-248 So8/sci 76-06 13M PC AOS/MF A01 
PB-248 599/3GI 

Economic eee of Effluent Guidelines: Cane 

Sugar Refinin 

PB-248 599/ 76-06 13B PC AO06/MF A01 
PB-248 tng 


Automobile Exhaust Emission Surveillance Analysis 
of the FY 73 Program, 


PB-248 600/9G! 76-08 13B PC A0Q4/MF A011 
PB-248 601/7GI 

Urban Data Book. Volume |. Urban Data: Atlanta - 
Miami. 

PB-248 601/7GI 76-06 5K PC A0O8/MF A011 
PB-248 602/5GI 


Characterization of Sulfur Recovery in Oil and Natu- 


ral Gas Production. 
PB-248 602/5GI 76-06 7A PC AO7/MF A0O1 
PB-248 603/3G! 


Report of the NSF-Stanford Workshop on Net Ener- 
gy Analysis Held at Stanford University on August 


-28, 1975. 
PB-248 603/3G! 76-07 10A PC A10/MF A01 
PB-248 604/1GI 


Evaluation of Structural Stee! Coatings in Relation 

to Industrial Atmospheric Conditions. 

PB-248 604/1GI 76-07 11F PC AOS/MF AO1 
PB-248 605/8Gi 

Academic Building Systems Number 1. Environmen- 


tal oy Science and ens — 8 
PB-248 605/8G! 13M PC AO7/MF AO1 


PB-248 606/6GI 


Academic Building Systems Number 2. Cost Per- 
formance Study. Six Science and Engineering 


Buildings. 

PB-248 606/6GI 76-06 13M PC A0S/MF AO1 
PB-248 607/4GI 

Academic Building Systems Number 3. Information 

Manual. Procedures, Planning Concepts, 

Subsystems. 

PB-248 607/4GI 76-06 13M PC A13/MF A01 
PB-246 6086/2Gi 


ga of Hurricane Ellen 1973. Airborne Radar 
Dat 


PB. 248 608/2G! 
PB-248 609/0GI 


76-06 4B PC A03/MF A0O1 


Energy Conservation Training Program: Pilot Pro- 
ram tor Six New England States. 
B-248 609/0GI 76-06 51 PC AO2/MF AO1 
PB-248 611/6Gi 
as Energy Center Site Survey-1975. Executive 
um 
PB-248 611/6GI 76-07 18E PC A0O3/MF AO1 
PB-248 612/4GI 
Nuclear Energy Center Site Survey-1975. Part |. 
grey and Conclusions. 
PB-248 612/4Gi 76-07 18E PC A11/MF AO1 
PB-248 613/2GI 
Nuclear Energy Center Site Survey-1975. Part ll. The 


U.S. Electric Power System and the Potential Role 
of eoray~ apeeeey Centers. 
PB-248 6 76-07 


PB-248 na vang 


Nuclear Energy Center Site Survey-1975. Part Ill. 
Technical Considerations. 
PB-248 614/0GI 76-07 


PB-248 615/7GI 


Nuclear Energy Center Site ad -1975. Part IV. 
Practical Issues of Implementatio 
PB-248 615/7GI 76-07 18. PC A99/MF AO1 


PB-248 616/5GI 


Nuclear Energy Center Site Survey-1975. Part V. 
Resource Avai —— and Site en 
PB-248 616/5G -07 18E PC All 


PB-248 617/3GI 


Nuclear Energy Center Site Survey-1975. Appendix 
A. United States Map. Coarse Screeni ning Results. 
PB-248 617/3GI 76-07 i18E PCA 


PB-248 618/1GI 


A Market Study of Energy-Related Equipments for 
the Commercial Buildings Sector: Decision-Makers, 
Buying Process, and Marketing bee ee 

A08/MF A01 


18E PC A11/MF AO1 


18E PC A99/MF AO1 


PB-248 618/1GI 76-08 


PB-248 619/9GI 


Support of State and Local Policy Development in 
General-Purpose Governments. 


Papers. 
PB-248 619/9GI 


Three Working 
76-06 5A PC AO4/MF AO1 


AR-1141 


PB-248 620/7GI 
Wisconsin State Rail Plan: The Future of Wisconsin 


Rail Passenger Service. 

PB-248 620/7GI 76-06 13B PC A12/MF A0O1 
PB-248 621/5GI 

Pavement Evaluation: Phase |. Pavement Evaluation 

Equipment. 

PB-248 621/5GI 76-06 13B PC A12/MF A011 
PB-248 622/3GI 


Performance of Bramson Membrane Lungs During 
Long-Term Cardiopulmonary Bypass of Animals. 


PB-248 622/3GI 76-06 6L PC AOS/MF AO1 
PB-248 623/1GI 

Survey and Analysis of ye Data for 1974. 

PB-248 623/1GI 76-06 5K PC A02/MF AO1 
PB-248 624/9GI 

Protein Resources and Technology: Status and 

rch Needs. rch Recommendations and 

Summary, 

PB-248 624/9GI 76-06 6H PC A06/MF AO1 
PB-248 625/6GI 

inherently — ating Systems. 

PB-248 625 76-06 81 PC A17/MF AO1 
PB-248 emg 


Baltimore Transportation Center. Concept Study. 
PB-248 626/4GI 76-06 13F PC AOB/MF AO1 


PB-248 627/2GI 


Modification of the BPR-Type Roadometer, 
PB-248 627/2GI 76-06 14B PC A03/MF A0O1 


PB-248 628/0GI 


Evaluation of Fission Product After-Heat. 
PB-248 628/0GI 76-06 18G PC AOQ3/MF AO1 


PB-248 629/8GI 
Field Testing of Two Fast-Drying Traffic Paints. 
PB-248 629/8Gi 76-06 11C PC AOQ3/MF A01 
PB-248 630/6GI 


Environmental Aspects of a Large Tropical Reser- 
voir - A Case Study of Volta Lake, Ghana 
PB-248 630/6GI 76-06 13B PC A16/MF A01 


PB-248 631/4GI 


Freight Car Truck Design - 7 ee Detailed 
Test Plans for Series 5 Tests-Phase 
PB-248 631/4GI 76-06 13F bc A03/MF A01 


PB-248 632/2GI 
Freight Car Truck Design Optimization. introduction 
and ne Test Plans--Series 1, 2, and 3 Tests-- 
PB 248 632/2GI 76-06 13F PC AO6/MF A01 
PB-248 633/0GI 
Freight Car Truck Design Optimization. Survey and 


aisal of Type li Trucks. 
PB-248 633/06! 76-06 13F PC A07/MF A01 


PB-248 634/8GI 
investigation of Selected Potential Environmental 
Contaminants: Chlorinated Paraffins 
PB-248 634/8GI 76-06 13B “PC A06/MF A01 
PB-248 635/5G! 


Reprint: Lipids of Parasitic Copepods Associated 
with Marine Fish, 


PB-248 635/5GI 76-06 6A Not available NTIS 
PB-248 636/3GI 

Concrete for senaes Liners: Pumpable Fiber Rein- 

forced Concre 

PB-248 636/36) 76-07 13C PC AQ3/MF AO1 
PB-248 637/1GI 

Concrete for Tunnel Liners: Mix Design and 

dations for Prototype Extruded Liner 

PB-248 637/1GI 76-07 13C PC AOS /MF A0o1 
PB-248 638/9G! 

Scientific Earthquake Prediction: Some _ First 


Thoughts on Possible Societal impacts (A Mini 


Technology Assessment), 

PB-248 638/9GI 76-07 8K PC A06/MF AO1 
PB-248 639/7GI 

History of Resale in Common Carrier Telecommuni- 

PB-248 639/76! 76-08 178 PC A03/MF AO1 
PB-248 640/5GI 


Calculations of Radiant Heat Flux in the Proposed 


Floor Covering Flame Spread Test Apparatus. 


PB-248 640/5GI 76-06 131 PC AO02/MF AO1 
PB-248 641/3GI 

Closure Testing Equipment - Instruction Manual. 

PB-248 641/3GI 76-06 13D PC A03/MF A01 


PB-248 642/1GI 


The CPSC Road Test of Bicycle Braking Per- 
formance Experimenta! Evaluation. 
PB-248 642/1GI 76-06 13F PC AOQ3/MF A011 


AR-1142 








PB-248 643/9GI 


Full-Scale Corridor Fire Experiment Using a Glass 


Fiber Carpet. 
PB-248 643/9GI 76-06 13L PC AQ3/MF A01 


PB-248 644/7GI 


The Measurement Assurance Program - A Case 
Study: Length Measurements. Part 1. Long Gage 
Blocks (5 In. to 20 In.). 


PB-248 644/7GI 76-07 148 PC AOS/MF A01 
PB-248 645/4GI 

Environmental Management in the Malibu 

Watershed: institutional Framework 

PB-248 645/4Gi 76-06 13B PC A06/MF A01 
PB-248 646/2GI 


— Role of Chemical Kinetics in Energy Conserva- 


PB. 248 646/2GI 76-06 7D PC A06/MF A01 
PB-248 647/0GI 


Literature Search: Law Enforcement Facilities - 
Planning, Design, Construction. 


PB-248 647/0GI 76-06 13M PC A10/MF A01 
PB-248 649/6Gi 
Proceedings of Quantitative Environmental Com- 


parison of Coal and Nuclear Electrical Generation 


os ya ciated Fuel Cycles Workshop. 
olume 

PB-248 649/6GI 76-07 10B PC A16/MF A01 
PB-248 650/4GI 


Proceedings of Quantitative Environmental Com- 
parison of Coal and Nuclear Electrical Generation 


and Their Associated Fuel Cycles Workshop. 
Volume Ii. 

PB-248 650/4Gi 76-07 10B PC A10/MF AO1 
PB-248 651/2GI 


Quantitative Environmental Comparison of Coal and 
Nuclear Generation Workshop Summary. 
PB-248 651/2Gi 76-07 10B PC AOS/MF AO1 


PB-248 652/0GI 


The Coal Future - Coal Transportation-Unit Trains - 
Slurry and Pneumatic Wigetines. Appendix F. 
PB-248 652/0Gi 6-08 8! PC A06/MF A01 


PB-248 653/8Gi 
Comparative Toxicity of Sewage-Effiuent Disinfec- 


tion to Freshwater Aquatic Life. 
PB-248 653/8GI 76-06 13B PC AO04/MF A01 
PB-248 654/6GI 


Transportation-Related .Constructs of Activity 
aces of Small Town Residents. 
PB-248 654/6GI 76-06 5J PC A04/MF A01 


PB-248 655/3GI 


Characteristics of Doctoral Scientists and Engineers 
in the United States, 1973. 
PB-248 655/3GI 76-06 51 PC A03/MF A01 


PB-248 656/1GI 
Characteristics of Doctoral Scientists and Engineers 
in the United States, 1973. Detailed Statistical Ta- 
bles. Ap oo ieaten x B. 
PB-248 656/1GI 76-06 5i PC A14/MF AO1 
PB-248 657/9GI 
Demonstration Training Program for improvin 


Capacity of we Care Units to Function thin 
an HMO Settin 
PB-248 657/9G 76-07 6E PC A12/MF A01 
a 658/7GI 
Review of Engineering Experiences with Expan- 
+. Soils in aS pay Subgr 
PB-248 658 13B PC AO7/MF A01 


PB-248 660/3G! 
Compilation of State Data for Eight Selected Toxic 


Substances. Volume |. 
PB-248 660/3G! 76-06 6T PC AO0B/MF AO1 


PB-248 661/1GI 


Compilation of State Data for Eight Selected Toxic 
Substances. Volume li. Directory of State Toxic 


Substances Monitoring ~ 2 
PB-248 661/1GI 7 6T PC A03/MF A01 
PB-248 662/9G! 


Compilation of State Data for Eight Selected Toxic 
Substances. Volume ili. Annotated Bibliography of 
State Data and Information Sources 

PB-248 662/9G! 76-06 6T PC A03/MF AO1 


PB-248 663/7GI 


Compilation of State Data for Eight Selected Toxic 
Substances. Volume IV. Compilation of Summaries 
and Analyses of State Data. 

PB-248 663/7GI 76-06 6T PC A998/MF A01 

PB-248 664/5GI 

Compilation of State Data for Eight Selected Toxic 
Substances. Volume V. Monitoring Program Capa- 
bility Descriptor T ables 


PB-248 664/5GI ‘76-06 6T PC A14/MF AO1 





PB-248 665/2GI 


Safety Evaluation Report Related to Construction of 
Wolf Creek Generating Station, Unit No. 1, Kansas 
Gas and Electric Company, Kansas City Power and 
as Compan a. Supplement No. 1. 

76-06 18E PC AO3/MF AO1 


PB-248 666/0GI 


Research and Development of NS-1 and Related 
Polysulfone Hollow Fibers for Reverse Osmosis 
Desalination of Seawater, 


PB-248 666/0GI 76-06 7D PC A07/MF A01 
PB-248 667/8GI 

Development of Vertical Tube Foam Evaporation for 

Desalination. 

PB-248 667/8G! 76-06 7A PC AO7/MF AO1 
PB-248 668/6GI 


New Polymers for eee Membranes 
PB-248 668/6GI 76-06 7A PC A03/MF A01 


PB-248 669/4GI 
Studies of Selected Precipitation Cases 
METROMEX 
PB-248 669/4GI 
PB-248 670/2Gi 


in-situ-Formed Condensation Polymers for Reverse 
mosis Membranes 


from 


76-06 4B PC A1S/MF A01 


PB-248 670/2Gi 76-06 7A PC AQS/MF A01 
PB-248 671/0Gi 

Sea Water Corrosion Test proqeen: Part til, 

PB-248 671/0GI 76-06 11F PC AOS/MF A0O1 
PB-248 672/8GI 

Seawater Corrosion Test Program: Part IV 

PB-248 672/8GI 76-06 11F PC A11/MF AO1 
PB-248 673/6GI 

Phenols in the Clark Fork River. 

PB-248 673/6GI 76-06 13B PC A02/MF AO1 
PB-248 674/4GI 


Heat Assimilative Capes of = Sangamon River. 
PB-248 674/4GI 138 PC AOQ3/MF AO1 


PB-248 675/1GI 


a and Disclosure Regulation of Information 
<4 ems. A Bibliographic Survey, 


248 675/1GI 76-06 5B PC A06/MF A01 
PB-248 676/9GI 
Practices of Research Organizations in Surveys of 
the Poor, 
PB-248 676/9GI 76-06 5i PC AO4/MF A01 
PB-248 677/7GI 


Requirements for Nursing Care Time and Category 
of Personnel for Obstetrical, Pediatric, and Chest 
Patients Based on Nursing Care Profiles, 


PB-248 677/7GI 76-06 6E PC A04/MF AO1 
PB-248 679/3GI 
Analysis Tools for a Comprehensive Health 
Planning Agency 
PB-248 79/361" 76-06 6E PC A03/MF A01 
PB-248 680/}G! 


The Joint Committee: Scope, Activities, Recent 
Progress. Planning and Design of Tali Buildings, 
PB-248 680/1GI 76-09 13M PC A03/MF A01 


PB-248 681/9GI 


Production of Rhinovirus Reference Reagents. 
PB-248 681/9GI 76-06 6M PC A03/MF AO1 


PB-248 682/7GI 
Workshop on Saimonid Diseases - A Summary Re- 


port, 
PB-248 682/7GI 76-07 6C PC A03/MF AO1 
PB-248 683/5GI 
Safety During Construction of Concrete Buildings - 
rt. 


A Status Repo 
PB-248 683/5GI 76-06 13M PC A04/MF A01 
PB-248 684/3GI 


Electrical Measurement of High Voltage Pulses in 

Diagnostic X-Ray Units. 

PB-248 684/3G! 76-07 
PB-248 685/0GI 


Durability and Related Tests for Selected Elements 
and Materials Used in the Exterior Envelope of 


Buildings. 
PB-248 685/0GI 76-07 13C PC A08/MF A01 
PB-248 686/8G! 


Evaluation, Revision and Application of the NBS 
Stylus/Computer System for sag Roughness 
Measurement: ‘we * Softwar 

PB-248 686/8G! 76-08 9B PC A0S/MF AO1 


PB-248 687/6GI 


14B PC A04/MF AO1 


Analysis of Construction Systems for the Thermal 
Classification of Residential oe 
PB-248 687/6GI 


nae 13M PC A04/MF A01 






























PB-248 688/4GI 
Development, Fabrication and Testing of a PPB 
Analyzer, 
PB-248 688/4GI 76-07 148 PC AOQ3/MF AO1 
PB-248 689/2 


ene Anthropomorphic Articulation. 
AT-APPL-647 317/Gi 76-06 61 PC A02/MF A01 
PB-248 690/0GI 
A Study of Fixed Capital Requirements of the U.S. 
Business Economy, 


PB-248 690/0GI 76-06 5C PC A0S/MF A01 
PB-248 691/8GI 
Cloud ——e to Enhance Summer Rainfall in the 
Northern Plain 
PB-248 691/8G! 76-06 4B PC A09/MF A01 
PB-248 692/6GI 
Reprint: Contributions of R/V ‘Conrad’ to F DRAKE, 
PB-248 692/6GI 76-06 8C_ Not available NTIS 
PB-248 694/2GI 
nt: Contribution of R/V ‘Melville’ to F DRAKE, 
PB-248 694/2G1 76-06 8C Not available NTIS 
PB-248 695/9GI 


Executives’ Knowledge, Attitudes and Behavior Re- 
ing Aicoholism and Aicohol Abuse. 
- 695/9GI 76-06 5J PC A04/MF A01 
PB-248 696/7GI 
Executives’ Knowledge, Attitudes and aapenies Re- 
gard ng Alcoholism and Alcohol Abuse. Stu 
248 696/7GI 76-06 5SJ PC A10/ : A01 
PB-248 697/5GI 


Reprint: Stimulation and Inhibition of Phytoplank- 
ton Growth by Low Molecular Weight Hydrocar- 


bons, 
PB-248 697/5GI 
PB-248 698/3GI 


Reprint: isolation of Heavy Metal Binding Proteins 
from Marine Vertebrates, 
PB-248 698/3G! 76-06 6A _ Not available NTIS 


PB-248 699/1Gi 


Data Processing and Data Analysis cwaepepnes for 
Fire Load and Live Load Survey Progra 
13L PC "A15/MF A0o1 


76-08 6F Not available NTIS 


PB-248 699/1GI 76-06 
PB-248 700/7GI 
Planning for Urban ew Medical Services, 
PB-248 700/7GI 7 6E PC A03/MF A01 
PB-248 702/3GI 


Reviews of Data on Science Resources, No. 21, 
‘Federal Scientific, Technical, and Health Personnel, 


1971 

PB-248 702/3G! 76-06 51 PC A02/MF A01 
PB-248 703/1GI 

Preparation and Clinical Trials of Intravenous 

Gamma Globulin. 

PB-248 703/1GI 76-08 6E PC A0S/MF AO1 
PB-248 704/9Gi 

are Corridor High-Speed Rail Passenger Ser- 

improvement oject. Task 10N Grade 
Crossings s and —_ 

PB-248 704/9GI 6-06 13B PC A10/MF A01 
PB-248 708/0GI 

ey and Properties of ice Lenses in Frozen 

PE 2a 708/0G! 76-06 8. PC A03/MF AO1 
PB-248 709/8GI 

oe ery Their Performance in the Desalination 

ronment 

PB-248 709/8G! 76-06 11C PC A10/MF A01 
PB-248 710/6GI 

Relationship of Corrosion Rates to Water Chemistry 

in the F Test Bed Plant, 

PB-248 710/6GI 76-07 7A PC AO6/MF A01 
PB-248 ees 


Regional Development: An Econometric Study of 
the Role of Water Development in Effectuating 
Population and ineame Coaneee, 


PB-248 711/4GI 138 PC A04/MF AO1 
PB-248 712/2GI 

Effects of Large Thermal Discharges on ice- 

Covered Rivers. 

PB-248 712/2GI 76-06 138 PC A02/MF A01 
PB-248 713/0GI 


Tertiary Treatment of Wastewater Using Oxidation 


PB-248 713/0GI 76-06 13B PC A03/MF A01 
PB-248 714/8G! 


Summer institute on Science, Technology, and 
Development, July 14-August 9, 1975. 
PB-248 714/8GI 7 5A PC AO3/MF A01 


PB-248 715/5Gi 
Ht Sane on Policies for Science and Technology in 
agg | Nations. 
PB-246 715/5G! 76-06 5A PC A0S/MF A01 
PB-248 718/9Gi 


A Neutron Scattering Study of Water and tonic 
Solutions - 1967, First Report. 


PB-248 718/9GI 76-06 7D PC AO7/MF A01 
PB-248 719/7GI 

Thermodynamic and Thermophysical Properties of 

Combustion Products. Volume ill. Oxygen- and Air- 

Based Propellants--Translation. 

PB-248 719/7GI 76-06 7D PC A99/MF A01 
PB-248 721/3Gi 

Feasibility Study of Plastic Automotive Structure. 

PB-248 721/3GI 76-06 13F PC A02/MF A01 
PB-248 722/1Gi 

Field Testing of an Orthotropic Bridge. 

PB-248 722/1GI 76-06 13M PC AO3/MF A0O1 
PB-248 723/9Gi 

A Study to Determine the Histological Acceptance 


of Artificial Teeth Fabricated from Different Material 

Compositions When implanted into the Jaws of 

PB 248 723/96! 76-06 6L PC AOS/MF A01 
PB-248 724/7Gi 


Analysis of Academic Building Systems (ABS). 
PB-248 724/7GI 76-07 13M PC AOS/MF A01 


PB-248 726/2Gi 
The Nursing Home a Mode! Users Manual 


- FORTRAN IV Versio 
PB-248 726/2GI ” 76-08 6E PC A13/MF A01 
PB-248 727/0GI 


Training Guide for a Seminar on the Social Com- 
wy of Care in Long-Term Care Administration. 
-248 727/0GI 6-06 6E PC A0S/MF A01 
PB-248 728/8Gi 
Stiffness and Stress Analysis of Discretely Attached 
Comugates Shear Webs with Quasi-Sinusoidal Cor- 


Pe 2ae 7 728/8G! 76-06 13M PC A0QS/MF AO1 
PB-248 729/6Gi 

Northeast Corridor High-Speed Rail P. Ser- 

vice improvement Project. Task 11N - iled 


Physical Plant improvements and Costs 


(New Haven, Ct. to Boston, Ma.). Volume li 
PB-248 729/6GI 138 MF AO1 
PB-248 730/4Gi 


Control of Nitrogen Transformations in Soils. 
PB-248 730/4GI 76-06 8M PC AO05/MF A01 
PB-248 733/8Gi 


Recommended Design of Sample intake Systems 
for cans oo. 


PB-248 733/ 138 PC AO3/MF AO1 
PB-248 734/6G! 

Mark li integrated Driver Vision Testing Dev 

PB-248 734/6GI 76-06 6B PC A06/MF A01 
PB-248 735/3GI 

Lincoin Experimental Transportation Demonstration 

Pe oss 735/3G! 76-07 138 PC AQ4/MF A01 
PB-248 736/1GI 


Overview of Staffin 
Health Service Hosp 


vice an tears 
PB-248 /1G! 
PB-248 737/9GIi 


Time-Dependent Behavior of Reinforced Concrete 
eee including Effects of Shrinkage, Creep and 


Crac 
'37/9GI 76-06 13M PC AO6/MF A01 


and Systems for U.S. Public 
| and U.S. indian Health Ser- 


76-06 6E PC A12/MF AO1 


PB- 248 
PB-248 738/7GI 


A oe — Cost Analysis of oa Southern 
ia Outer Continental Shelf O 
PB-24 248 738/76 76-06 138 PC A06/MF A01 


PB-248 739/5GI 


. Risk and Cost Analysis of Transporting ~y Stor- 
Gulf of Alaska Outer Continental Shelf O 
-248 739/5GI 76-06 13B PC A06/ MF A01 


PB-248 740/3Gi 
Survey of Consumers’ Perceptions of Patient 


Pack inserts for Oral thw oar 
PB-248 740/3GI 76-11 60 PC A19/MF AO1 
PB-248 741/1Gi 


Survey of Consumers’ Perceptions of Patient 


Pac inserts for Oral Contraceptives. Appendix | 
- Table Output. 
PB-248 741/1Gi 76-11 60 PC A10/MF A01 





PB-248 763/5GI 


PB-248 742/9GI 
Employment in the Broadcasting Industry 1975. Re- 


rt on Female and Minority Groups Employment in 
io and Television Broadcast Stations. 


PB-248 742/9GI 76-06 5i PC A99/MF A01 
PB-248 743/7Gi 

Simulated Precipitation Reference Materials 

PB-248 743/7GI 76-06 7D PC A02/MF A01 
PB-248 744/5Gi 

Mixed Oxides for Fuel Cell Electrodes. 

PB-248 744/5GI 76-06 108 PC A04/MF A01 
PB-248 745/2GI 

Food Chain and Health implications of Airborne 

PB 248 745/2G! 76-07 6F PC A06/MF AO1 
PB-248 746/0GI 


The Use of Existing Facilities for Transporting Dis- 
advan Residents of Rural Areas. Volume One 
Guide for Transportation Providers 

PB-248 746/0GI 76-06 138 PC A08/MF AO1 


PB-248 747/8GI 


The Use of Existing Facilities for Transporti Sag 


advan Residents of — Areas. Volume 

PB-248 747/8GI 76- 13B PC A14/MF "A01 
PB-248 748/6Gi 

Neobulk Ship Design improvement Project. 

Research Summary Report. 

PB-248 748/6GI 76-06 13) PC A03/MF AO1 
PB-248 749/4Gi 

Neobulk Ship Design improvement Project 

Research Report. 

PB-248 749/4GI 76-06 13) MF A01 
PB-248 750/2Gi 


Chinese Contact File, 1972-November 1975. 
PB-248 750/2GI 76-06 5B CP TO01 


PB-248 751/0Gi 

Pruning Pin Oak in Southeastern Missouri 

PB-248 751/0GI 76-06 2F PC A02/MF A01 
PB-248 752/8Gi 


Effects of Crown Release and Fertilizer on Small 

Saw Log-Sized Yellow Birch. 

PB-248 752/8G! 76-06 2F PC AO02/MF AO1 
PB-248 753/6GI 

introduction to Uses and Interpretation of Principal 

Component and Analysis in Forest Biology. 

PB-248 753/6GI 76-07 2F PC /MF AO1 
PB-248 754/4Gi 


Growth of Four Types of White Oak Reproduction 
After Clearcutting in the Missouri Ozarks. 


PB-248 754/4GI 76-06 2F PC A02/MF A01 
PB-248 755/1GI 
Leg Atlas of the Northeastern and North Central 
tates. 
PB-248 755/1GI 76-06 2F PC A03/MF A01 
PB-248 756/9GIi 


Crown Release Accelerates Diameter Growth and 
Crown Development of aay = Li 


PB-248 756/9GI PC A02/M 
PB-248 757/7Gi 

Preparation and Clinical Trials of intravenous 

Gamma Globulin. 

PB-248 757/7GI 76-06 6E PC A02/MF A01 
PB-248 758/5Gi 

Conductance identifies Perched and 

Ground Water Lak 

PB-248 758/5GI 76-06 8H PC AO2/MF AO1 
PB-248 759/3Gi 

oo Animal Populations of the McCormick 

orest. 

PB-248 759/3Gi 76-06 6C PC A03/MF A01 
PB-248 760/1GI 


The Medicine Bow Ecology Project. The Potential 
Sensitivity of Various Ecosystem Components to 
Winter Precipitation Management in The Medicine 


PB248 TOO/IGI 76:08 GF PC AI7/MF AOt 


PB-248 760/1GI 
PB-248 761/9GI 

Holiday Lake, LaSalle County, Illinois. 

PB-248 761/9GI 76-07 13B PC A03/MF A01 
PB-248 762/7GI 


Highland Silver Lake, Madison County, Illinois. 
PB-248 762/7GI 76-07 138 PC A03/MF AO1 


PB-248 763/5GI 


Studies of Elastin as a Biomaterial: The Correlation 
of Surface Composition with Effects on Platelets 
=e Clotting by Native, Altered, and Reconstituted 
PB-248 763/5GI 


76-07 6A PC AOS/MF AO1 


AR-1143 








PB-248 764/3GI 


Coordination of Federal ey a 
PB-248 764/3GI 5A 


PB-248 765/0G! 
Shotcrete Practice in Underground Construction. 


A03/MF A01 


PB-248 765/0GI 76-06 13C PC A22/MF A01 
PB-248 766/8GI 

in vitro Diagnostic Test in Sarcoidosis. 

PB-248 766/8GI 76-06 6E PC A02/MF A01 
PB-248 767/6GI 

Milwaukee Public Library Book Selection Criteria. 

PB-248 767/6GI 76-06 5B PC A11/MF A01 
PB-248 768/4Gi 

Rhinovirus Reference Laboratory. 

PB-248 768/4Gi 76-06 6M PC A02/MF A0O1 
PB-248 769/2Gi 

pe of Polymers in the Fractionation of Plasma 

Po ate 3 769/2GI 76-08 6A PC AO7/MF A01 
PB-248 770/0GI 


Truck Noise-lV G Field Test Results on a Heavy 


Duty, Diesel Truck Having Reduced Noise Emis- 
sions. 
PB-248 770/0GI 76-06 20A PC AO5/MF A01 


PB-248 771/8Gi 
Mathematical Modeling of P.aw Materials and Ener- 
bong of the iron and Steel industry in the U.S.A. 
|. A Model of the Raw Materials Require- 
ments of the U.S. Steel industry. 
PB-248 771/8GI 76-08 11F PC A03/MF A01 
PB-248 772/6GI 
Mathematical Modelling of Raw Materials and Ener- 
gy Needs of the Iron and Steel industry in the 
U.S.A.-Phase ll. Metallic Supply for Steelmaking - A 
Dynamic System. 
PB-248 772/6GI 
PB-248 773/4GI 


Emission Density and Allocation Procedures for 


wn be ~4 Quality, 
PB-248 773/4G 76-06 13B PC A06/MF A01 


PB-248 774/2GI 


Evaluation of Building Characteristics Relative to 
Energy Consumption in Office Buildings. 
PB-248 774/2GI 76-08 13A A04/MF A01 


PB-248 775/9GI 


Determination of R-Z Relationships for Weather 
Radar Using Computer Optimization Techniques. 
PB-248 775/9GI 76-06 4B PC AOS/MF AO1 


PB-248 776/7GI 


Special investigation: UMTA ae Bus Fire 
Near Phoenix, Arizona, May 13, 19 
PB-248 776/7GI 76-06 iF Pc A03/MF A01 


PB-248 777/5GI 
increased Fuel Economy in Transportation Systems 
by Use of Energy Management. Volume Ii. Digital 
“ween ned Propulsion Simulator Programs and 
PB 248 777/5GI 76-08 21D PC A15/MF AO1 
PB-248 778/3GI 


increased Fuel Economy in Transportation Systems 
- Bes Use of Energy t. Volume ill. Real- 


76-08 11F PC AQ3/MF A0O1 


Com puter) imulation Program 
ng $4 8/3G! 76-08 21D PC /MF AO1 
PB-248 779/1GI 
Portiand Cement Concrete Pavement Texture Quali- 
ty Investigation. 
PB-248 779/1GI 76-07 13C PC AO4/MF A01 
PB-248 780/9Gi 


-Pane!l Concrete 
antilever Test. 
13M PC AO4/MF AO1 


Design and Construction of Lar 
Structures. Task 4. Experimental 
PB-248 780/9Gi 6-07 


PB-248 781/7GI 
The Avoidance of Progressive Collapse: Regulatory 


apy to the Problem 
248 781/7GI 


76-07 13M PC AOQS/MF AO1 
PB-248 782/5GI 
Report on Rail Wage and Employee Statistics. 
PB-248 782/5Gi 76-06 5! PC A10/MF A01 
PB-248 783/3G! 


Potential for Fiexicab Services: innovative Uses of 
Taxis and Jitneys for Public Transportation. 
13B PC A06/MF AO1 


PB-248 783/3G! 76-06 
PB-248784/1Gi 

Uniform Tire Quality Grading-Treadwear 

PB-248 784/1G! 76-06 13F PC AOS/MF A01 
PB-248 785/8G! 


— Rapid Transit to the Voters, the Los Angeles 
Experience, 
PB-248 785/8G! 76-07 SA PC A03/MF A01 


AR-1144 





PB-248 786/6GiI 
Timber Resource of Missouri's Northwestern 
Ozarks, 1972. 
PB-248 786/6G| 76-06 2F PC AO04/MF A01 


PB-248 787/4GI 


The Use of immuno-Absorbents for the Isolation 

and Purification of Enzymes and Other Biological 
Materials on a Large Scale. 

PB-248 787/4Gi 76-06 6A PC A02/MF A01 


PB-248 7868/2GI 


The Forest Products Industry and the Environment: 
A Selected Bibliography, 1970-1973, 
PB-248 788/2G! 76-06 2F PC A03/MF AO1 


PB-248 789/0GI 


Proceedings of a Conference on Graduate Educa- 
tion and Community Colleges: Cooperative _ 
proaches to Community Col Staff Developme 

Held at Airlie, Virginia on November 11-12, 1974, 
PB-248 789/0GI 76-06 PC AO8/MF A01 


PB-248 790/8GI 
ee en in the North Central Region, 


Pb 248 70 ect 76-06 2F PC A02/MF A01 
PB-248 791/6GI 


Optimal Sampling and Objective Analysis. 
PB-248 791/6Gi 76-08 4B PC AQ4/MF AO1 


PB-248 792/4GI 


Safety Evaluation Report Related to Construction of 
Callaway Plant, Units 1 and 2. Union Electric Com- 


pany. Su momeomons D Number 1. Docket Nos. STN 50- 

483 and : 

PB-248 792/4GI 76-06 18E PC AO4/MF AO1 
PB-248 793/2GI 


Safety Evaluation Report Related to Construction of 
Callaway Plant, Units 1 and 2. Union Electric Com- 


pany. 1 ee 2. Docket Nos. STN 50-4 
and 

PB-248 793/2GI 76-06 18E PC A02/MF A01 
PB-248 794/0GI 


Safety Evaluation Report Related to Operation of 
Barnwell Fuel Receiving and Storage Station. Al- 
tied-General Nuclear Services. Docket No. 70-1729. 

PB-248 794/0GI 76-06 18) PC A04/MF A0O1 


PB-248 795/7Gi 
The Operation of the Barnwell Fue! Receiving and 
Storage Station Allied-General Nuclear Services. 
Docket No. 70-1729. 
PB-248 795/7GI 76-06 18) PC A0S/MF AO1 
PB-248 796/5GI 
Alternative Futures for 
Planning, 1975-2000, 
PB-248 796/5GI 76-08 
PB-248 797/3Gi 


Effects of Cloud Seeding on Summertime Precipita- 
tion in North Dakota 


Environmental Policy 


13B PC A13/MF A01 


PB-248 797/3Gi 76-06 4B PC AO06/MF AO1 
PB-248 798/1GI 

Factors Affecting Railroad Electrification as Applied 

to ConRail. 

PB-248 798/1GI 76-08 13F PC A06/MF A01 
PB-248 799/9GI 


Characterization of Aerosols in California (ACHEX). 


Volume li. Experimental Methods and Analytical 

Techniques. 

PB-248 799/9GI 76-06 70 PC A17/MF A01 
PB-248 800/5GI 


Water Pollution Control Act of 1972. Economic im- 


cts, Petroleum Refining Industry. 
-248 800/5GI 7 7A PC A12/MF AO1 
PB-248 801/3GI 


Water Pollution Control Act of 1972. Economic im- 


gece. Pulp and Paper industry. 
-248 801/3GI 76-07 13B PC A15/MF A0O1 


PB-248 802/1GI 
Water Pollution Control Act of 1972 Economic im- 


pacts. iron and Steel industry. 
PB-248 802/1GI 76-08 13B PC AQ7/MF A01 
PB-248 803/9GI 


Water Pollution Control Act of 1972. Economic im- 
eye Metal — industry. 
76-07 13B PC AOQB/MF AO1 


PB-248 804/7Gi 
Water Pollution Control Act of 1972. Economic im- 


—. Non-Ferrous Metals industry 
248 804/7G! 76-07 138 PC A10/MF A01 
PB-248 805/4Gi 

Benefits from Water Pollution Abatement. Property 


Values 
PB-248 805/4Gi 76-07 13B PC A14/MF A01 





PB-248 806/2Gi 


Water Pollution Abatement Technology. Capabilities 

and Costs, Control of Water Pollution from Selected 

Nonpoint Sources. 

PB-248 806/2GI 76-07 
PB-248 807/0G! 


Economic Impacts of Water Pollution Control! Act of 


138 PC A1S/MF Ao1 


1972. irrigated and Non-irrigated Agriculture. 
PB-248 807/0GI 76-07 138 PC AO8/MF Aoi 
PB-248 808/8G! 


Water Pollution Abatement Technology Capabilities 

and Costs Metal Finishing Industry. 

PB-248 808/8Gi 76-08 1368 PC A99/MF AO} 
PB-248 809/6GI 

A Seminar on Marketing The Occupational Alcohol- 


ism Program. 
PB-248 /6GI 76-07 5A PC AOS/MF AO1 
PB-248 810/4GI 


Development of a Guide for Educational Design in 
the instruction of Respiratory Therapy 
PB-248 810/4GI 76-06 6E Bc AQ2/MF A01 


PB-248 811/2GI 


Research Applied to Solar-Thermal Power seen. 
PB-248 811/2GI 76-08 10B PC AO8/MF A01 


PB-248 812/0GI 


SHRINC - A Computer Program for Nonuniform 
Drying Shrinkage in Concrete Members, 


PB-248 812/0Gi 76-06 13C PC A06/MF A01 
PB-248 813/8GI 

Scientific Measurements. 

PB-248 813/8GI 76-06 4A PC AO2/MF AO} 
PB-248 814/6GI 

Debarking Chips from Whole Trees in the Lake 

arn 814/6GI 76-06 2F PC AQ2/MF AO1 
PB-248 815/3GI 


Wood and Bark Percentages and Moisture Contents 
of Minnesota Pulpwood Species 


PB-248 815/3GI 76-06 2F PC A02/MF A01 
PB-248 816/1GI 

Help in Making Fuel Management Dec 

PB-248 81 6/161 76-08 2F PC A A02/MF A01 
PB-248 817/9GI 

Thin Film Solar Cells for Terrestrial Applications. 

PB-248 817/9GI 76-07 10B PC AO0S/MF AO} 
PB-248 818/7GI 


The 1973 Saimonid Run: New York's Salmon River 
Sport Fishery, Angler Activity, and Economic im- 


ct, 
Pp-248 818/7GI 76-06 6C PC A03/MF A01 
PB-248 819/5G! 
Some Effects of Technological Change on New En- 
land Fishermen. 
-248 819/5GI 76-06 5C PC A03/MF A01 
PB-248 820/3GI 
The Clam Fishery: A Survey and Analysis of 
Economic Potential, 
PB-248 820/3GI 76-06 6C PC A08/MF A01 
PB-248 821/1Gi 
Residual Toxicity of Ozonized Seawater to Oyster 
Larvae. 
PB-248 821/1GI 76-06 6C PC A0Q2/MF AO1 
PB-248 822/9Gi 


Northwest Mariculture Laws. Papers and Presenta- 

tions from a Symposium Held at The Law Center, 

roe © _ oeen, “ee. June 7, 1974. 

PB-248 822 7 6C PC A03/MF A01 
PB-248 ret 


oy Model for Tides in the Western North At- 


ic Ocean. 
PB 248 823/7G! 76-06 8C PC A03/MF A01 
PB-248 824/5GI 
Food Fish: Market Review and Outlook 
PB-248 824/5GI 76-06 6C PC A03/MF A01 
PB-248 825/2Gi 


STD and Current Meter Observations in the North 
San Juan islands - October 1973, 


PB-248 825/2GI 76-06 8C PC AOS/MF A01 
PB-248 826/0GI 

Lake Superior ——> 2 Data. 

PB-248 826/0GI 8H PC AO0S/MF A01 
PB-248 827/8Gi 


Reprint: "the Re Sludge and Ammonium Concen- 
in the , 


trations w York Bight Apex 
PB-248 827/8G 76 13B PC Ad2 


PB-248 828/6GI 


Certification of Rhinovirus Reference Reagents. 
PB-248 828/6GI 76-07 6M PC A02/MF AO1 
. 











PB-248 829/4G! 
Source Inventory and Emission Factor Analysis. 


Volume ll. Appendices 
PB-248 829/4GI 


PB-248 830/2GI 
Feasibility of Remote Control and Development of 
Remote Control Devices and Sensors. Shuttle Car 


Sensor System 

PB-248 2G 76-06 81 PC A04/MF A01 
PB-248 831/0GI 

Exploratory Analyses of the Fatal Accident Files 

FAF). 

PB-248 831/0GI 76-06 
PB-248 832/8G! 

Freight Car Truck Design Optimization. Methodolo- 


for a Comprehensive Study of Truck Economics. 
248 832/8G! 76-06 13F PC A03/MF AO1 


PB-248 833/6GI 
Design and Development of Protective Canopies for 
Shuttle Car, Loader, and Roof Drill. 


76-07 13B PC A17/MF AO1 


13L PC A11/MF AO1 


PB-248 833/6GI 76-07 81 PC A03/MF A01 
PB-248 834/4GI 

Environmental Hazard Assessment Report: 

Chlorinated Naphthalenes. 

PB-248 834/4GI 76-07 7A PC A03/MF AO1 


PB-248 835/1GI 
Environmental Hazard Assessment Report: Higher 


Benzenepolycarbo xylates 
PB-248 1GI 76-07 7A PC AQ2/MF A01 


PB-248 836/9G! 


Performance Study of the Bituminous Concrete 
Section of the John F. Kennedy Expressway (1-95). 
PB-248 836/9GI 76-06 13B PC /MF AO1 


PB-248 837/7GI 


Concrete for Tunnel Liners: Behavior of Fiber Rein- 
forced Quick Setting Cement Concrete. 
PB-248 837/7GI 76-07 13C PC AOS/MF A01 


PB-248 838/5GI 


Variations in Clay Mineral Composition of 
Phosphate Slimes Within the Central Florida 
Phosphate Mining District. 


PB-248 838/5GI 76-07 8! PC AO3/MF AO1 
PB-248 839/3GI 

Summary Evaluation of the Haddonfield Dial-a-Ride 

Demonstration. 

PB-248 839/3GI 76-07 13B PC AOQ3/MF A01 
PB-248 840/1GI 

identification and Treatment of Dispersive Clay 

Pe 248 840/1GI 76-07 8M PC E04/MF AO1 
PB-248 841/9G! 


The Dynamic Behavior of a First Story Girder of a 

ew Stee! Frame Subjected to Earthquake 

Loading, 

PB-248 841/9GI 76-06 13M PC A05/MF A01 
PB-248 842/7GI 


ny Analysis of Alcohol Countermeasures 
-248 842/7GI 76-06 13L PC A09/MF AO1 


PB-248 843/5GI 


intermittent and Flexible Work Schedules and Wel- 
fare Mothers’ Employment. 


PB-248 843/5GI 76-07 -5i PC A06/MF A01 
PB-248 844/3GI 

Economic Analysis of Effluent Guidelines - Beet 

Sugar Industry. 

PB-248 844/ 76-06 138 PC A07/MF A01 
PB-248 845/0GI 


A Network-Topological Approach to the Finite Ele- 
ment cero nme of Progressive Crack Growth in 


Concrete ber 
PB-248 845/0GI 76-07 13M PC A13/MF AO1 
PB-248 846/8GI 
Unit Train Transportation of Coal. Appendix E. 
248 846/8G! 76-08 8! PC A04/MF A01 
PB-248 847/6GI 


An Evaluation of the Food and Nutrition Seminars 
for Health Professionals. 
PB-248 847/6GI 76-07 6H PC A0O3/MF AO1 


PB-248 848/4G! 
Evaluation of Data Availability and Examples of 
Modeling for Ground-Water Management on Cape 


, Massachuse 
PB-248 848/4GI 76-07 8H PC AO3/MF AO1 


PB-248 849/2Gi 


A Second Report to Texas Cities Goncesnina Oa Baer. 
wen and Local Government, Examining the 

risis: Policy Development Fiscal impact, 
PB-248 849/2GI 76-08 10A PC AO7/MF A01 


PB-248 850/0GI 
A Case ween Snening Potential Supplies of Red 
Pine Sawtim 
PB-248 450/06! 76-06 11L PC A02/MF AO1 
PB-248 851/8Gi 


Development of an Air Bag-Crushable Dash-Knee 

Bar Passive Restraint System for Small Cars. 

PB-248 851/8GI 6-06 13F PC AO6/MF A01 
PB-248 852/6Gi 


Feasibility Investigations of ene, and Charac- 

anal on Gallium Arsenide ——— in Ribbon Form. 

PB-248 852/6GI 76-07 PC A03/MF A01 
PB-248 853/4GI 


The Influence of Air Heat Treatments on CuxS 
Sheet Resistance and CdS-CuxS Solar Cell Per- 


formance. 
PB-248 853/4GI 76-07 108 PC AO2/MF AO1 
PB-248 854/2GI 


A Directory of Programs Preparing Registered Nur- 
ses for Expanded Roles, 1974-75, 


PB-248 854/2GI 76-07 6E PC AO04/MF AO1 
PB-248 855/9Gi 
Radiation Characteristics of Dipole Sources 


eee inside A Rectangular, Coaxial Transmission 


PB 348 855/9GI 76-08 9A PC A03/MF AO1 
PB-248 856/7GI 
A Versatile Three-Dimensional Ray Tracing 2 


puter Program for Radio Waves in the 
PB-248 /7G\ 76-08 PC A09/MF aot 
PB-248 857/5Gi 


Maritime Administration Title XI. p= ll Engaged 
in Offshore Oil and Gas ar oo Operation 


PB-248 857/5GI PC AI6/MF A01 
PB-248 858/3GI_ 

Large Scale Effects of Cloud — ~% 

PB-248 858/3G! 76-06 A10/MF A01 
PB-248 859/1Gi 

Research Directed to Stable High Efficiency CdS 

Solar Cells. 

PB-248 859/1GI 76-07 108 PC A0QS/MF A01 


Report of the Meeting to Discuss the Feasibility of a 
National System of Certification for Allied Health 


Personnel, Held at Linden Hill Hotel, Bethesda, 
Maryland on January 15-16, 1975. 
PB-248 860/9GI 76-07 6E PC A04/MF AO1 
PB-248 861-04/Gi 
oy Bulletin, Volume 73, Number 4, October 
75 
PB-248 861-04/GI 


76-08 6C PC-GPO/MF A01-NTIS 
PB-248 861-04-1/G! 


Marine — interactions by Dynamic Simulation 
of Fish S 
PB-248 1-04. 1/GI 
76-08 6C (Order as PB-248 861-04) 
PB-248 861-04-2/Gi 
Homing Behavior and Contribution to Columbia 
River Fisheries of Marked Coho Salmon Released at 
Two Locations, 
PB-248 861-04-2/Gi 
76-08 6C (Order as PB-248 861-04) 


PB-248 861-04-3/G! 


Mesopelagic Micronekton in Hawaiian Waters: Fau- 
= —_ Standing Stock, and Diel Vertical 
igratio 
PB-248 861-04- 3/ = 
76- 6C (Order as PB-248 861-04) 
PB-248 PIs 
Description and Biology of New Species of Pelagic 
Penaeid Shrimp, ‘Bent nema burkenroadi’, 
from the Northeastern Pacific, 
PB-248 861-04-4/GI 
76-08 6C (Order as PB-248 861-04) 


PB-248 861-04-5/Gi 
The American Samoa Longline Fishery, 1966-71, 
PB-248 861-04-5/GI 
76-08 6C (Order as PB-248 861-04) 
PB-248 861-04-6/G! 
Effects of Photoperiod-Temperature Regimes and 
Pinealectomy on Body Fat Reserves in the Golden 
Shiner, ‘Notemigonus crysoleucas’, 
PB-248 861-04-6/GI 
76-08 6C (Order as PB-248 861-04) 


PB-248 861-04-7/GI 
Relationships Between Zooplankton Displacement 
Volume, Wet che -y Dry Weight, and Carbon, 
PB-248 861-04-7/ 
76-08 6C (Order as PB-248 861-04) 





PB-248 868/2GI 


PB-248 861-04-8/Gi 


Effects of Various Concentrations of Dissolved At- 
mospheric a on Juvenile Chinook Saimon and 
Steelhead Tro 
PB-248 ne1-00 4/01 
76-08 6C 


PB-248 861-04-9/Gi 


Biology and Taxonomy of the Genus ‘Nematoscelis’ 
aes. Euphausiacea), 
B-248 861-04-9/GI 
76-08 6C 


PB-248 861-04-10/GI 


Food, Activity, and Habitat of Three ‘Picker-Type’ 
Mic rnivorous Fishes in the Kelp Forests Off 
Santa Barbara, California, 
PB-248 861-04-10/GI 

76-08 6C 

PB-248 861-04-11/Gi 

Fishery Regulation Via Optimal Control Theory. 
PB-248 861-04-11/GI 

76-08 6C 


PB-248 861-04-12/GI 


Differentiation of Freshwater Characteristics of 

Fatty Acids in Marine Specimens of the Atlantic 

Sturgeon, ‘Acipenser oxyrhynchus', 

PB- O08 861-04-12/GI 
76-08 6C 


PB-248 861-04-13/GI 


Zooplankton Abundance and Feeding Habits of Fry 
of Pink Saimon, ‘Oncorhynchus gorbuscha’, and 
Chum Salmon, ‘Oncorhynchus keta’, in Traitors 
Cove, Alaska, with Speculations on the Carrying 
Capacity of the Area, 
PB-248 861-04-13/GI 

76-08 6C (Order as PB-248 861-04) 


PB-248 861-04-14/Gi 


Effects of Trap Selectivity and Some Population 

Parameters on Size Composition of the American 

Lobster, ‘Homarus americanus’, Catch Along the 

Maine Coast, 

PB-248 861-04-14/GI 
76-08 6C 


PB-248 861-04-15/Gi 


Experimental Exploitation of Competing Fish Popu- 

lations 

PB-248 861-04-15/Gi 
76-08 


(Order as PB-248 861-04) 


(Order as PB-248 861-04) 


(Order as PB-248 861-04) 


(Order as PB-248 861-04) 


(Order as PB-248 861-04) 


(Order as PB-248 861-04) 


6C (Order as PB-248 861-04) 
PB-248 861-04-16/G! 


Pheromonal Stimulation and Metabolite Inhibition 
of Ovulation in the Zebrafish, ‘Brachydanio rerio’, 
PB-248 861-04-16/GI 
76-08 6C (Order as PB-248 861-04) 
PB-248 861-04-17/GI 
Activity, Movements, and Feeding Behavior of the 


Cunner, ‘Tautogolabrus adspersus’, and Com- 
parison of Food Habits with You a 
‘Tautoga onitis’, bs Long Island, New Yo 
PB-246 861-04-17/GI 

76-08 6C (Order as PB-248 861-04) 

PB-248 861-04-18/Gi 

Correlation of Upwelling index and Dungeness Crab 
Catch, 
PB-248 861-04-18/GI 


76-08 6C (Order as PB-248 861-04) 
PB-248 861-04-19/GI 
Net Feeding in Mesopelagic Fishes, 
PB-248 861-04-19/Gi 
76-08 6C (Order as PB-248 861-04) 
PB-248 862/5GI 
The Nursing Home Simulation Model Users Manual 


- Simscript 1.5 Version. 
PB-248 862/5G! 76-08 6E PC A10/MF A01 


PB-248 863/3GI 

Personal versus Telephone interviews and the Ef- 

fects of Telephone Reinterviews on Reporting of 

Psychiatric ne. 

PB-248 863/3G 76-07 6E PC AOS/MF A011 
PB-248 864/1Gi 

Effects of Feedback and Reinforcement on the Re- 

rt of Health information in Household Interviews. 
B-248 864/1GI 76-07 5J PC AO6G/MF AO1 

PB-248 865/8GI 

Development of an Experimental Hydrometeorologi- 

cal Data Collection Network. 

PB-248 865/8GI 76-07 48 PC AOS/MF AO1 
PB-248 868/2Gi 

A Study of Selected State Medicaid Programs: An 

Analysis of Utilization, Cost, and Quality: Final Re- 

port Executive Summary. 

PB-248 868/2GI 76-09 6E PC A02/MF A011 
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PB-248 869/0GI 


A Study of Selected State Medicaid Programs: An 
Analysis of Utilization, Cost, and Quality. Final Re- 
port: Appendix A. Statistical Tabulations for the 
State of Connecticut. 
PB-248 869/0GI 


PB-248 870/8GI 


A Study of Selected State Medicaid Programs: An 
Analysis of Utilization, Cost, and Quality. Final Re- 
rt: Appendix B. Statistical Tabulations for the 


tate of New Jer 
76-08 6E PC AOS/MF AOi 


76-09 6E PC A17/MF A01 


sey 
PB-248 870/8G! 
PB-248 871/6G! 
A Study of Selected State Medicaid Programs: An 


Analysis of Utilization, Cost, and Quality. Final Re- 
port: Appendix C. Statistical Tabulations for the 


State of Indiana. 
PB-248 871/6Gi 76-08 6E PC A0S/MF A011 


PB-248 872/4GI 
A Study of Selected State Medicaid Programs: An 
Analysis of Utilization, Cost, and Quality. Final Re- 
pert. Appendix D. Data Base Documentation. 
-248 872/4G! 76-09 PC A06/MF AO1 
PB-248 873/2GI 
A Study of Selected State Medicaid Programs: An 
Analysis of Utilization, Cost, and Quality. Final Re- 
port: Appendix E. Medicaid Coverage in Connec- 
ticut, New Jersey, and indiana. 
PB-248 873/2GI 76-09 6E PC A02/MF A01 


PB-248 874/0GI 
Study on the Structure of the Lungs, Separation of 


the Lung Cells and Culture. 
PB-248 874/0GI 76-07 6C PC A02/MF AO1 
PB-248 875/7GI 


Search for HLA Sera and improvement of Histocom- 

patibility Testing Techniques. 

PB-248 875/7GI 76-08 6E PC A02/MF AO1 
PB-248 876/5Gi 


interindustry Transactions in New Structures and 
Equipment, 1963 and 1967. Volume |. Tables with 
Additional Capital Goods Producing Industry Detail, 

PB-248 876/5GI 76-06 5C PC A04/MF A01 


PB-248 877/3GI 
interindustry Transactions in New Structures and 
Equipment, 1963 and 1967. Volume Ii. Methods and 


Sources for 1967, 
PB-248 877/3GI 76-06 5C PC AO6/MF A011 
PB-248 878/1GI 


U.S. IFYGL woes Data Acquisition System. 
PB-248 878/1GI 76-06 8H PC AO3/MF A0O1 


PB-248 879/9GI 


List of Catalogued invertebrate Species in the Texas 
A and M University Systematic Collection of Marine 


Organisms, 

PB-248 879/9GI 76-06 6C PC A06/MF A01 
PB-248 880/7G! 

Proceedi of Conference on Computers in 


Chemical Education and Research, Held at Dekalb. 

iinois, on 19-23 July, 1971. Volume 1 

PB-248 880/7G! 76-08 5i PC A14/MF A011 
PB-248 681/5G! 


Proceedi of Conference on Computers in 
Chemical Education and Research, Held at Dekalb, 
iilinois, on 19-23 July, er Volume 2. 
PB-248 881/5GI 76-08 5! PC A16/MF A0O1 
PB-248 882/3GI 
Safety Evaluation Report Related to Construction of 
Pilgrim Nuclear Generating Station, Unit No. 
ro Edison Company, et al. Supplement Number 
1. 


2. Docket No. 50-47 

PB-248 882/3G! 76-06 18E PC A03/MF A01 
PB-248 883/1GI 

Case Studies of Selected Components of the Office 

of Education Community Drug a Prevention 

Projects. Volume |. Executive Summ 

PB-248 883/1Gi 76-07 6E p ‘A02/MF A01 
PB-248 884/9G! 

Case Studies of Selected Components of the Office 

of Education Community Drug Abuse Prevention 

a Volume Wt. Study Methodology and 


PB 246 884/9GI 76-07 6E PC AO7/MF AO1 
PB-248 685/6GI 

Zumbro Lake, Olmsted and Wabasha Counties, Min- 

PB.248 885/6G) 76-06 13B PC A03/MF A01 
PB-248 886/4G! 

National Eutrophication Survey Methods 1973-1976. 

PB-248 886/4GI 76-06 13B PC AOQS/MF AO1 
PB-248 887/2Gi 

Cedar Lake, Lake County, Ilinois 

PB-248 887/2G! 76-06 138 PC AO3/MF AO1 
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PB-248 888/0GI 

Lake Decatur, Macon County, lilinois. 

PB-248 888/0GI 76-06 13B PC A04/MF A01 
PB-248 889/8G! 

Depue Lake, Bureau County, Illinois. 

PB-248 889/8G! 76-06 13B PC A03/MF AO1 


PB-248 890/6Gi 

East Loon Lake, Lake County, Illinois. 

PB-248 890/6G! 76-06 13B PC A03/MF A01 
PB-248 691/4Gi 

Horseshoe Lake, Madison County, Illinois. 

PB-248 891/4G! 76-06 13B PC A0Q3/MF A01 
PB-248 892/2GI 

Lake Lou oo ee County, tlinois. 

PB-248 892/ 13B PC AQ3/MF A01 
PB-248 893/0GI 

Old Ben Mine Reservoir, Franklin County, Illinois. 

PB-248 893/0G! 6-06 1 PC A03/MF A01 
PB-248 894/8G! 


A Compendium of Lake and Reservoir Data Col- 
lected by the National Eutrophication Survey in the 
Northeast and North-Central United States 

PB-248 894/8Gi 76-06 13B PC A10/MF A01 


PB-248 895/SGI 


Onshore impacts of Oil and Gas Development in 
Alaska. Volume |. 
PB-248 895/5GI 76-08 
PB-248 896/3G! 
Onshore impacts of Oil and Gas pode ay in 
Alaska. Volume Ii. —— Ooy apps 
PB-248 896/3G! eC. A08/MF AO1 
PB-248 897/1GI 
Effects of Forest Clear-Cutting on the Stability of 
Natural Slopes: Results of Field Studies. 
PB-248 897/1Gi 76-06 2F PC AO7/MF A01 
PB-248 898/9G! 
Proceedings of the TSC Workshop on Attitudinal 
Surveys for Transportation Planning and Evaluation, 
Held at amass. Mass., on January 30, 1975. 
PB-248 898/9GI 76-06 138 A03/MF A01 


PB-248 899/7GI 
The Biological and Ecological Effects of Oil Pollu- 


13B PC AO7/MF AO1 


Pelade BbrFeh ie oe "158 BC ADP Ah 
PB-248 900/3GI 

Commercial Fioor Space: An _ Analysis of 

Methodologies Used to Estimate the National inven- 

PB’ 248 900/361 76-06 SA PC AOS/MF A01 
PB-248 901/1GI 


Problems of the Perigiacial Zone (Zagadnienia 
Strety eaemnainines,-Teasaiatien. 
PB-248 901/1GI 76-07 8. PC A13/MF A01 


Acta Zoologica Cracoviensia. Volume 16, Numbers 
2, 4, 5, 7, 8 and 17. (English articles Numbers 1, 3, 
6, 9-16 and 18 are not included)--Translation. 

PB-248 902/9G! 76-07 6C PC A13/MF A01 


PB-248 903/7GI 


City of Cleveland oemeed Elderly Transporta- 
tion (N.E.T.) Project. Dial-A-Bus. 
PB-248 903/7GI 76-07 138 PC AOS/MF A01 


PB-248 904-01/GI 
aca Volume 60, Number 1, January 
PB B48 varie 
58 PC-GPO/MF AO1-NTIS 
PB-248 904-02/GI 
enna aS - Volume 60, Number 2, February 


PB-248 904-02/G! 


76-11 5B PC-GPO/MF A01-NTIS 

PB-248 $04-03/Gi 

Dimensions (NBS). 

PB-248 904-03/Gi 76-12 5B MF AO1 
PB-248 904-04/Gi 

Dimensions (NBS). 

PB-248 904-04/G! 76-16 5B MF A01 
PB-248 904-05/G! 

Dimensions (NBS). 

PB-248 904-05/G! 76-18 ©&B MF AO 
PB-248 904-06/GI 

Dimensions og Volume 60, > 6. 

PB-248 904-06 76-19 5B MF A01 
PB-248 yas 

Dimensions (NBS). Volume 60, No. 7. 

PB-248 904-07/GI 76-19 5B MF A01 


PB-248 904-08/GI 
Dimensions (NBS). 
PB-248 904-08/G! 

PB-248 904-S/Gi 
Dimensions (NBS). 
PB-248 904-S/GI 

PB-248 905/2GI 
The Experimental and Demonstration Manpower 
Pilot Project on the Special Work Project for the 
Unemployed and Upgrading for the Working Poor 
PB-248 905/2G! 76-06 PC A04/MF A0i 

PB-248 906/0G! 

Proceedings of 1975 Conference on the Detection, 
Prevention, ard Rehabilitation of the Problem 
Drinking Employee in the Railroad industry Heid at 
Evanston, lilinois on ae i. 1975. 


76-22 5B MF Aoi 


76-16 5B MF Adi 


PB-248 906/0GI 51 PC AO4/MF Aoi 
PB-248 907/8GI 

Child Restraint Lateral impact Tests 

PB-248 907/8GI 76-06 13F PC AOS/MF Aoi 


PB-248 908/6G! 


A Feasibility Study Model for Pedestrian Malis. 
PB-248 908/6GI 76-06 138 PC AO4/MF Adi 


PB-248 909/4GI 


international Field Year for the Great Lakes, IFYGL 
Bulletin No. 16. 
PB-248 909/4Gi 


PB-248 911/0GI 


Structural Test Procedures for vee 
PB-248 911/0Gi 76-06 13F PC A03/MF At 


PB-248 912/8GI. 


Electro-Optical Deflection Measuring Device 
PB-248 912/8G! 76-07 20F PC AQ3/MF Aot 


PB-248 913/6GI 


Distribution of Water Through a Vertical Plane from 
Automatic Sprinkler Heads. 
PB-248 913/6GI 76-06 


PB-248 914/4Gi 


A Technique for the Measurements of Flash Fire 
Potential of Polymeric Materials. 
PB-248 914/4Gi 76-07 21B PC AQ3/MF A0i 


PB-248 915/1GI 
ee Reports of the Federal Energy Adminis- 


PB. 248 915/1GI 76-08 10A PC AO5S/MF A0i 
PB-248 916/9GI 
improved Performance Criteria for Use in Nuclear 


age Specifications. 
PB-248 916/9GI 76-08 14B PC AOS/MF A01 
PB-248 917/7Gi 


we Response System to Generate Highway Crash 
ata. 
PB-248 917/7GI 76-06 13. PC A04/MF AO} 


76-06 8H PC AO6/MF Adi 


13L PC AO3/MF AO1 


PB-248 918/5G! 
Evaluation of the Use of Salt Brine for Deicing Pur- 
-248 918/5GI 76-08 138 PC AO2/MF A01 

PB-248 919/3G! 


Electric Power for wena. te Part lil, 
PB-248 919/3GI PC A04/MF A01 


PB-248 920/1GI 


The Potential for Rainfall increases from Convective 
Clouds in the Northern Plains, 
PB-248 920/1GI 76-06 48 PC A04/MF AO! 


PB-248 921/9GI 


System Performance Data Processing for a De- 
mand-Responsive Public Transportation System, 
PB-248 921/9Gi 76-06 138 PC A06/MF AO! 


PB-248 922/7GI 
Technological innovation: A Critical Review of Cur- 


rent yy 

PB-248 922/7GI 76-07 SA PC A99/MF AO! 
PB-248 923/5GI 

Multidisciplinary Accident Investigation - Oklahoma. 

PB-248 /5G! 76-06 PC AOG/MF AO1 
PB-248 $24/3Gi 


Managing the Discovery Life Cycle of a Finite 

Resource: A Case Study of the US Natural Gas In- 

PB.248 

PB-248 924/3G! 76-08 5C PC AO7/MF A01 
PB-248 925/0GI 

A Three-Dimensional Finite Element Ground Water 

PB-248 925/0G! 76-06 8H PC AO7/MF AOI 
PB-248 926/8G! 

Bibliography of United States Geological Susvey 

on the Geology and Water rces oO 


Texas 18867-1974. 


PB-248 926/8G! 76-07 8H PC A0S9/MF A01 
?. 
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PB-248 927/6G! 


Hyperiidea (Amphipoda-Hyperiidea) of the Western 
Part of the Bering Sea. (Giperiidy (Amphipoda - 
) zapadnikh Pawnov Beringova Morya)-- 


Translation. 
PB-248 927/6GI 76-06 8A PC AO4/MF A01 
PB-248 928/4GI 


Kentucky Environmental and Economic Develop- 

ment Policy Project. 

PB-248 928/4GI 76-08 13B PC A12/MF A01 
PB-248 929/2GI 


An Analysis of the Effects of Demand and Supply 
Factors on the Utilization of Health Services in 


Short-Sta sonore itals. 
PB-248 6-08 6E PC A06/MF A01 
PB-248 ~hmiay 


Adult Day Care in the U.S.: A Comparative Study. 
Volume |. Executive — 


PB-248 930/0G! 6E PC A0Q3/MF A01 
PB-248 931/8GI 

Adult Day Care in the U.S.: A Comparative Study 

Volume Ii. 

PB-248 931/8GI 76-08 6E PC A14/MF A01 
PB-248 932/6GI 


Environmental Assessment of the Alaskan Con- 
tinental a. venamne t, Marine Mammals 
PB-248 932/6GI 8A PC A0S/MF AO1 


PB-248 seis 


Environmental Assessment of the Alaskan Con- 
tinental Shelf. Volume 2. Marine Birds. 
PB-248 933/4GI 76-07 8A PC AO8/MF AO1 


PB-248 934/2GI 


Environmental Assessment of the Alaskan Con- 
tinental Shelf. Volume 3. Fish, Plankton, Benthos, 
and Littoral. 

PB-248 934/2GI 


PB-248 935/9G! 
Environmental Assessment of the Alaskan Con- 
tinental Shelf. Volume 4. Effects of Contaminants. 
PB-248 935/9G! 76-07 13B PC AO04/MF A0O1 
PB-248 936/7GI 
Environmental Assessment of the Alaskan Con. 
tinental Shelf. Volume 5. Chemistry and Microbiolo- 


Pb-248 936/7GI 76-07 8A PC AO6/MF A01 
PB-248 937/5GI 


Environmental Assessment of the Alaskan Con- 
tinental Shelf. Volume 6. Physical Oceanography 
and 


Meteoro L 

PB-248 mayen 
PB-248 938/3GI 

Environmental Assessment of the Alaskan Con- 


tinental Shelf. Volume ! - 
PB-248 938/3GI 


PB-248 939/1G! 


Environmental Assessment of the Alaskan Con- 
tinental Shelf. wards’ Sea ice. 
PB-248 939/1GI 6-07 8L PC A06/MF AO1 


PB-248 940/9GI 


Environmental Assessment of the Alaskan Con- 
tinental Shelf. Volume 9. Management/Data 


we 
PB-248 940/9GI 76-07 8) PC A02/MF AO1 
PB-248 942/5G! 


Inventory of G Supported Research Pro- 
jects on Foreign Affairs. “Volume |. American 
Republics, Projects Completed and in Progress in 


FY-1975. 
PB-248 942/5GI 76-07 5D PC A04/MF A01 


PB-248 943/3GI 


inventory of Government-Supported Research Pro- 

jects on Foreign Affairs. Volume ll. East Asia, Pro- 
Completed and in Progress in FY-1975. 

248 943/3GI 76-07 5D PC A06/MF A01 


PB-248 944/1Gi 


Inventory of Government-Supported Research Pro- 

jects on Foreign Affairs. Volume iii. Europe. Pro- 
Completed and in Progress in F Y-1975. 

248 944/16! 76-07 5D PC A08/MF AO1 


PB-248 945/8G! 


inventory of Government-Supported Research Pro- 
jects on Foreign Affairs. Volume IV. Near East, 
South Asia and Africa. Completed and in Progress 
in FY-1975. 
PB-248 945/8GI 
PB-248 946/6G! 
inventory of Government-Supported Research Pro- 
jects on Foreign Affairs. Volume V. International 
Relations. Completed and in Progress in FY-1975. 
PB-248 946/6GI 76-07 5D PC A14/MF A01 


76-07 8A PC A0S/MF AO1 


76-07 8C PC AO7/MF A0O1 


PC A06G/MF A01 





76-07 5D PC A07/MF A01 


PB-248 947/4G! 


Safety and Antigenicity of Respiratory Viral Vac- 
cines in Infants and Children (A). Epidemiology, 
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PB-249 108/2GI 76-07 5B PC A18/MF AO1 


PB-249 110/8GI 


Background Papers on Seafloor 
Volume |. National Needs in Seafioor E 
PB-249 110/8GI 76-09 


Engineering. 
ngineering, 
13J PC A16/MF AO1 





PB-249 133/0GI 


PB-249 111/6GI 


Background Papers on Seafloor se 
Volume Il. State-of-the-Art in Seafloor Engineering. 
PB-249 111/6GI 76-09 13J PC A13/MF AO1 
PB-249 ows ll 
Experimental Housing Allowance Program 
PB-249 112/461 76-08 5K PC AQ4/MF AO1 
PB-249 113/2GI 


pewey + = 98 ~a me Correlation Spectrometer as an 
or. 


PB-249 113/261 76-08 148 PC A06/MF AO1 
PB-249 114/0Gi 

Scientific Irrigation | nner for Salinity Control 

of Irrigation urn F 

PB-249 114/0GI 0176-08 2C PC AOS/MF A01 
PB-249 115/7GI 


Connecticut River Basin Program. Part ill, Phase |. 
Water Quality Reconnaissance for the Connecticut 


River Supplemental Study. 
PB-249 115/7GI 76-07 138 PC A12/MF A01 


PB-249 116/5Gi 
Connecticut River Basin Program. Phase li. Water 
Quality impact Evaluations on Flood Protection 
Measures for the Connecticut River Supplemental 
Study. 
PB-249 116/5GI 
PB-249 117/3GI 
Ancillary Signals for Television. Innovations and im- 


a. 
-249 117/3GI 76-08 178 PC AOS/MF AO1 
PB-249 118/1Gi 


Ancillary Signals for Television. Innovations and Im- 


76-07 8H PC AOS/MF AO1 


plications. Executive Summary, 
PB-249 118/1GI 76-08 17B PC A03/MF A01 
PB-249 119/9GI 


Comparisons of Computer Model Predictions and 
Field Measurements of Subway Environment in the 


Montreal METRO. 
PB-249 119/9Gi 76-08 138 PC A10/MF A0O1 
PB-249 120/7GI 


Plants Hel on Enhanced Tubes for Desalination 
— Held at Washington, 0.C. on 11-12 March 


peas 120/7GI 76-08 7A PC A15/MF AO1 
PB-249 121/5Gi 

City College Studies of the Coaipiex. 

PB-249 121/5GI 76-07 7A PC A0Q2/MF A01 

PB-249 122/3Gi 

Air Pollution and Urban Land Use Polic 

PB-249 122/3GI 76-07 138 PC ‘hoasMF A01 
PB-249 123/1GI 


Experimental Housing Allowance Program of the 
Department of Housing and Urban lopment, 


Jacksonville, Fla. 

PB-249 123/1Gi 76-08 5K PC AO06/MF A01 
PB-249 124/9GI 

Motorcycle Headlighting Research 

PB-249 124/9GI 76-07 13F PC A08/MF AO1 
PB-249 125/6Gi 


Section A009: Rockville Route, Yuma Street Alter- 


natives, Subsurface ae ae 
PB-249 125/6Gi 7 13F PC A04/MF A011 


PB-249 126/4Gi 
Tracked Levitated Research Vehicle. Final Technical 


Report: Aeropropelied, 
PB-249 126/ 76-07 13F PC A06/MF A01 


PB-249 127/2Gi 


SLR(1) Parser Generator. 
PB-249 127/2Gi 


PB-249 128/0G! 


The Consequences of Electronic Funds Transfer. A 
Techno Assessment of Movement Toward A 


9B PC A07/MF A01 


Less Cash/Less Check Society. 
PB-249 128/0GI 76-07 SC PC A16/MF AO1 
PB-249 131/4Gi 
Analysis of Men, Material and Supplies Handling 
7 ems in Underground Metal and Nonmetal 
nes. Volume |. Phase : wor rovements. 
PB-24 249 131/4GI 8I A10/MF A01 


PB-249 132/2GI 


Analysis of Men, Material and Supplies Handling 
Systems in Underground Metal and Nonmetal 
Mines. Volume li. Phase | Report. Present Systems 


Study. 
PB-249 132/2GI 76-07 81 PC A06/MF AO1 
PB-249 133/0GI 


Analysis of Men, 


Material and Supplies Handling 
Systems 


in Underground Metal and Nonmetal 
Appendices Associated with 


Mines. Volume iil. 
Phase | Report. 
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PB-249 133/0Gi 
PB-249 134/8GI 


Deflection Performance Criteria for Floors 
PB-249 134/8Gi 76-07 13M PC A03/MF AO1 


PB-249 135/5GI 


The People's Republic of China. A New industrial 
Power With a Strong Mineral Base 
PB-249 135/5GI 76-08 aI PC AO7/MF A01 


PB-249 136/3GI 
oy a of Private Sector Funding of Energy R 


and DO. 
PB-249 136/3GI 





76-07 8! PC A12/MF A01 


76-08 10A PC AO4/MF AO1 
PB-249 138/9GI 
Research Needs for the Potable Reuse of Municipal 
Wastewater. 
PB-249 138/9GI 76-07 13B PC A10/MF A01 
PB-249 139/7GI 


A Development Program to Determine the Feasibili- 
ty of wee be Compact, Efficient Solenoid as an Ac- 


tuator for Driving a Blood Pump. 

PB-249 139/7GI 76-08 6B PC A03/MF AO1 
PB-249 140/5Gi 

A Directory of Preceptorship Programs in the Health 

Professions, 

PB-249 140/5GI 76-07 6E PC AOS/MF AO1 
PB-249 142/1GI 


An Assessment of the Crashworthiness of 7. 
Urban Rail Vehicles. Volume |: Analyses - As- 
sessments of Vehicles, Chapters 1 Through 

PB-249 142/1GI 76-07 13F PC ADS/MAF A01 


PB-249 143/9GI 


An Assessment of the Crashworthiness of Existing 
Urban Rail Vehicles. Volume ti: Analyses and As- 
sessments of Vehicles, Chapters 8 Through 12 and 


Appendixes and References 

PB-249 143/9GI 76-07 13F PC AO8/MF A01 
PB-249 144/7GI 

Field Strength Calculation for TV and FM Broad- 

—_— (Computer Program a 

PB-249 144/7GI 6-08 17B C A03/MF AO1 
PB-249 146/2GI 


Sudden Cardiac Death and the Onset of Myocardial 
infarction. Relationship of Ventricular Arrhythmias 
= a Death in Survivors of Myocardial Infarc- 


PB-249 146/2GI 76-07 6E PC A10/MF AO1 
PB-249 147/0GI 

Rail Transit Development, 

PB-249 147/0GI 76-08 13B PC A04/MF A01 
PB-249 149/6GI 


Left Ventricular Assist Device: Pre-Clinical Evalua- 

tion of Temporary Assist Pumping. 

PB-249 149/6GI 76-08 61. PC A22/MF A01 
PB-249 150/4Gi 

Light Rail Transit. Proceedings of a National Con- 

ference Conducted the Transportation Research 

Board on June 23-25, 1975, Pennsylvania Univ., 


Philadelphia, 
PB-249 150/4GI 76-07 13B PC A0S/MF A01 
PB-249 151/2GI 


Demonstrated Technology and Research Needs for 
Reuse of Municipal Wastewater 


PB-249 151/2GI 76-08 138 PC A15/MF A01 
PB-249 152/0GI 
Graduate Science Education: Student Support and 
Postdoctorals, Fall 1973. 
PB-249 152/0GI 76-07 5!i PC AOS/MF A01 
PB-249 153/8G! 


Expenditures for Scientific and Engineering Activi- 

ties at Universities and Colleges, Fiscal Year 1973. 

PB-249 153/8GI 76-07 5i PC A06/MF A01 
PB-249 154/6GI 

Detailed yr Tables. Appendix B. Manpower 

Resources for Scientific Activities at Universities 

and leges, January 1975. 

PB-249 154/6GI 76-07 5i PC A04/MF A01 
PB-249 155/3GI 

Detailed Statistical Tables. Appendixes B and C. Ex- 

penditures for Scientific and Engineering Activities 

at Universities and Col , Fiscal Year 1974. 

PB-249 155/3GI 6-07 5I PC AOS/MF A01 


PB-249 156/1Gi 


Detailed Statisticab Tables. Appendixes C and D. 
Federal Funds for Research, Development, and 
Other Scientific Activities, Fiscal Years 1974, 1975. 
and 1976. Volume XXIV. 

PB-249 156/1GI 76-07 5A PC AOB/MF AO1 


PB-249 157/9GI 


Detailed Statistical Tables. 
Science Education: Student 
torals, Fall 1973, 


ndix itt. Graduate 
upport and Postdoc- 
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PB-249 157/9G! 

PB-249 158/7GI 
Detailed Statistical Tables. Appendix ill. Graduate 

Science Education: Student Support and Postdoc- 


torals, Fall 1974. 
76-07 5i PC AQS/MF AO1 


76-07 Si PC A06/MF AO1 


PB-249 158/7GI 
PB-249 160/3GI 
Bibli raphy of infrared Spectroscopy Through 


1960. 
PB-249 “160/36! 76-07 7D PC A99/MF A01 
PB-249 161/1GI 


Bibliography of infrared Spectroscopy Through 

1960. Part 2. 

PB-249 161/1GI 76-07 7D PC A9S/MF A01 
PB-249 162/9Gi 

yy of infrared Spectroscopy Through 

PB-249 162/9GI 76-07 7D PC A9S/MF A0O1 
PB-249 163/7GI 


Smoking and Chronic Airways Obstruction. 
PB-249 163/7GI 76 6E PC A0S/MF A01 
PB-249 164/5GI 


A National Study of Minority Group Barriers to Al- 

lied Health Professions Education in the Southwest. 

PB-249 164/5GI 76-08 5i PC A0S/MF A01 
PB-249 165/2GI 


Development of a Compact, Efficient Solenoid as an 
Actuator for Driving a Blood Pump. 
PB-249 165/2GI 76-07 6B PC A04/MF AO1 


PB-249 166/0GI 


Contro! of Lethal Arrhythmias Associated with 

Coronary Heart Disease. Experimental Studies of 

Arrhythmias in Relation - + Heart Disease 

PB-249 166/0GI 6E PC A02/MF A01 
PB-249 167/8GI 


An implantable Controlled Solenoid Left Ventricular 


Assist System 
PB-249 167/86! 76-07 6B PC AO7/MF A0O1 
PB-249 168/6GI 


An Evaluation of the Models for a North Central 

States Rural Youth Program. 

PB-249 168/6GI 76-07 51 PC A10/MF AO1 
PB-249 169/4Gi 


Contro! of Lethal Arrhythmias Associated with 

Coronary Heart Disease. A Feasibility pasty of 

Propranolol Prophylaxis - A Double Blind 

PB-249 169/4GI 76-08 6E PC A0S/M er 
PB-249 170/2GI 


A Reagentiess Solid Surface Monitoring System for 

Measuring the Frequency of Dialysis. 

PB-249 170/2GI 76-07 6A PC A02/MF AO1 
PB-249 171/0GI 


Sudden Cardiac Death and the Onset of Myocardial 
infarction. Risk Factors Assessed in Multiphasic 


Health Checkups. 
PB-249 171/0GI 76-07 6E PC AOS/MF A01 
PB-249 172/8G!I 


Control! of Lethal Arrhythmias Associated with 
Coronary Heart Disease. Calcium-Membrane in- 


teractions. 
PB-249 172/8GI 76-08 6E PC A03/MF A01 
PB-249 173/6GI 


Control of Lethal Arrhythmias Associated with 

Coronary Heart Disease. Experimental Studies of 

Arrhythmias in Relation to Coronary Heart Disease. 

PB-249 173/6GI 76-08 6E PC A02/MF A01 
PB-249 174/4GI 


Production and Evaluation of Antisera Used for the 
identification of Mosquito Blood Meals 
PB-249 174/4GI 76-08 6C PC A02/MF A01 


PB-249 175/1GI 


Control of Lethal Arrhythmias Associated with 
Coronary Heart Di 
PB-249 175/1GI 


PB-249 176/9GI 
Production of rn Antiserum to Ragweed An- 


ti s in Rabb 
76-07 6C PC A0Q2/MF A011 


ase. 
76-07 6E PC AO3/MF A01 


-249 176/9GI" 

PB-249 177/7GI 

Public Safety a. 

Dispatch Functional 

PB-249 177/7GI 
PB-249 178/5GI 

Public Safety Subsystem. Fire Data — and 

Analysis System F unctional i 

PB-249 178/5Gi 76-08 138 
PB-249 179/3GI 


Safety Evaluation Report Related to Construction of 
Pebble Springs Nuclear Plant, Units 1 and 2, Port- 


Computer Aided Fire 
pecifications. 
76-08 138 PC A10/MF A0O1 


PC ‘A09/ MF AO1 





land General rrr Company. DOCKET-50514 and 
DOCKET- 


PB-249 179/361 76-07 18E PC AOS/MF Ao1 
PB-249 180/1GI 
information Systems Technology in State Govern- 


ment. 
PB-249 180/1Gi 76-09 5B PC E09 
PB-249 181/9GI 


Finite Element Solutions to Two Groundwater Flow 
Problems. One Including Dispersion and the Other 
The Influence of a7 
PB-249 181/9GI 8H PC AO4/MF A01 


PB-249 182/7GI 


The Economics of Geothermal Resources in the im- 


perial Valley: A Preliminary “wr a 
PB-249 182/7GI 76-08 ‘PC AO3/MF A01 


PB-249 183/5GI 
a a industry Grant: Soong Jun University 
Activ 


PB- 249 9 183/56! 76-08 SC PC AOS/MF A01 
PB-249 184/3Gi 

Small-Scale industry Grant: Baseline Data-Areas of 

Brazil Served by Educational Foundation of South 


Santa Catarina. 
PB-249 184/3GI 76-08 5C PC AO3/MF AO1 
PB-249 185/0GI 


Small-Scale industry Grant: Fundacao Educacional 
do Sul de Santa Catarina Activities. 
PB-249 185/0GI 76-08 5C PC AO6/MF AO1 


PB-249 186/8G! 


Small-Scale industry Grant: Administration Project- 
Stimulating the Growth of Small-Scale Industry. 
PB-249 186/8GI PC A03/MF A01 


PB-249 187/6GI 
Small-Scale Industry Grant: Base Line Data 
Republic of Korea and Areas Served by Soong Jun 
University. 
PB-249 187/6GI 76-08 SC PC A03/MF AO1 
PB-249 188/4Gi 
Reprint: Government Patent Policy: Time for Com- 


promise, 
PB-249 188/4Gi 76-08 SA PC A04/MF A01 
PB-249 189/2GI! 
Evaluation of Operation identification, Phase 1 
Volume |. Evaluation of the Program's Effective- 
ness, 
PB-249 189/2Gi 76-08 SK PC A22/MF A01 
PB-249 190/0GI 
Evaluation of Operation identification, Phase 1. 
Volume li. Survey Findings, Other Evaluations of 
epeeeten identification and Evaluation of This 
tudy, 
PB-249 190/0GI 76-08 5K PC A12/MF A01 
PB-249 191/8 


Production of Nitrogen-Phosphorus Compounds. 
PATENT-3 922 157 76-08 7A Not available NTIS 


PB-249 192/6GI 

The Effects of Sewage Effluent on Wetland 
Ecosystems. 

PB-249 192/6G! 76-07 
PB-249 193/4Gi 


Relative Transport Rates of Alkali lon Across Cellu- 
lose Acetate Membranes, 


138 PC A0S/MF AO1 


PB-249 193/4GI 76-08 7A PC AOS/MF A0O1 
PB-249 194/2GI 
Anger Study of ev pe Monkeys. 
PB-249 194/2Gi PC AO7/MF A0O1 
PB-249 195/9GI 


Economical Residential Pressure Sewer System 
with No Effiuent. 
PB-249 195/9GI 76-09 


PB-249 196/7GI 


The National Dialysis Registry Development of a 
Medical Registry of Patients on Chronic Dialysis. 
PB-249 196/7GI 76-08 6E PC A03/MF A01 


PB-249 197/5GI 
An Economic Evaluation of Technical Systems for 


Scrap Tire Recycling. 
PB-249 197/5GI 76-08 138 PC A03/MF A01 
PB-249 198/3GI 


The Effect of Mouthrinse Containing Calcium 

Glycerophosphate on the Chemical Composition 

and Development of Plaque in Humans. 

PB-249 198/3G! 6E PC A04/MF A01 
PB-249 199/1Gi 


Economic Study of the Possible impacts of a Poten- 


13B PC AOS/MF A01 


tial Baltimore Canyon Sale. Technical Paper 
Number 1 
PB-249 199/1GI 769 SC PC A12/MF A01 















































































































PB-249 201/5GI 
Federal Outlays in Alabama. 
PB-249 201/5GI 76-08 SC PC AQ7/MF A01 
ee 202/3GI 
ederal oS in ae on 
PB 249 202 1 5C PC A04/MF A01 
PB-249 203/1GI 
Federal Outlays in Arizona. 
PB-249 203/1GI 76-08 SC PC A0S/MF A01 
PB-249 204/9GI 
Federal Outlays in Arkansas. 
PB-249 204/9GI 76-08 SC PC A0O7/MF A0O1 
PB-249 205/6G! 
Federal Outlays in California. 
PB-249 205/6GI 76-08 5C PC A13/MF A01 
PB-249 206/4GI 
Federal Outlays in Colorado. 
PB-249 206/4GI 76-08 5C PC A07/MF A01 
PB-249 207/2GI 
Federal Outla : in Connecticut. 
PB-249 207/ 76-08 5C PC A05/MF A01 
PB-249 208/0GI 
Federal Outlays in Delaware. 
PB-249 208/0GI 76-08 SC PC A03/MF AO1 
PB-249 209/8GI 
Federal Outlays in District of Columbia. 
PB-249 209/8GI 76-08 PC A03/MF A01 
PB-249 210/6GI 
Federal a in Florida. 
PB-249 210/6GI 76-08 5C PC A08/MF A01 
PB-249 211/4GI 
Federal Outlays in oa. 
PB-249 211/4GI 76-08 5C PC A10/MF A01 
PB-249 212/2GI 
Federal Outlays in Hawaii. 
PB-249 212/2GI 76-08 SC PC A04/MF A01 
PB-249 213/0GI 
Federal Outlays in idaho. 
PB-249 213/0GI 76-08 5C PC A0S/MF A01 
PB-249 214/8GI 
Federal Outlays in Illinois. 
PB-249 214/8GI 76-08 SC PC A10/MF A01 
PB-249 215/5GI 
Federal Outlays in Indiana. 
PB-249 215/5GI 76-08 5C PC A08/MF A01 
PB-249 216/3GI 
Federal Outlays in lowa. 
PB-249 216/3GI 76-08 5C PC A08/MF A01 
PB-249 217/1GI 
Federal Outlays in Kansas. 
PB-249 217/1GI 76-08 5C PC A08/MF A01 
PB-249 218/9GI 
Federal Outlays in Kentucky. 
PB-249 218/9GI 76-08 5C PC A08/MF A01 
PB-249 219/7GI 
Federal Outlays in Louisiana. 
PB-249 219/7GI 76-08 SC PC A06/MF A01 
PB-249 220/5G! 
Federal Outlays in Maine. 
PB-249 220/5GI 76-08 5C PC A04/MF A01 
PB-249 221/3G! 
Federal Outlays in Maryland. 
PB-249 221/3GI 76-08 5C PC A05/MF A01 
PB-249 222/1GI 
Federal Outlays in Massachusetts. 
PB-249 222/1Gi 76-08 5C PC A07/MF A01 
PB-249 223/9GI 
Federal Outlays in Michigan. 
PB-249 223/9GI 76-08 5C PC A09/MF A01 
PB-249 224/7GI 
Federal Outlays in Minnesota. ‘ 
PB-249 224/7GI 76-08 5C PC A08/MF A01 
PB-249 225/4G! 
Federal Outlays in a 
PB-249 225/4GI 5C PC A07/MF A01 
PB-249 226/2G! 
Federal Outlays in Missouri. 
PB-249 226/2GI 6-08 5C PC A09/MF A01 
PB-249 227/0Gi 
Federal Outlays in Montana. 
PB-249 227/0GI 76-08 5C PC A06/MF A01 
PB-249 228/8G! 
Federal Outlays in Nebraska. 
PB-249 228/8G! 76-08 5C PC A07/MF A01 


PB-249 229/6GI 

Federal Outlays in Nevada. 

PB-249 229/6GI 76-08 5C PC AO4/MF A01 
PB-249 230/4Gi 

Federal Outlays in New Hampshire. 

PB-249 230/4GI 76-08 PC A04/MF A0O1 
PB-249 231/2Gi 

Federal Outlays in New Jersey. 

PB-249 231/2GI 76-08 SC PC A07/MF A01 
PB-249 232/0GI 

Federal Outlays in New Mexico. 

PB-249 232/0GI 76-08 5C PC AO0S/MF A01 
PB-249 233/8GI 

Federal Outlays in New York. 

PB-249 233/8GI 76-08 5C PC A09/MF AO1 
PB-249 234/6Gi 

Federal Outlays in North Carolina. 

PB-249 234/6Gi 76-08 SC PC A09/MF A01 
PB-249 235/3GI 

Federal Outlays in North Dakota. 

PB-249 235/3GI 76-08 5C PC A06/MF A01 
PB-249 236/1Gi 

Federal Outlays in Ohio. 

PB-249 236/1GI 76-08 PC A10/MF A01 


PB-249 237/9GI 
Federal Outlays in Oklahoma. 


PB-249 237/9GI 76-08 SC PC A07/MF A01 
PB-249 238/7GI 
Federal Outlays in Oregon. 
PB-249 238/7GI 76-08 SC PC A0S/MF A01 
PB-249 239/5GI 
Federal Outlays in Pennsylvania. 
PB-249 239/5GI 76-08 SC PC A0S/MF A01 
PB-249 240/3GI 
Federal Outlays in Rhode Island. 
PB-249 240/3GI 76-08 5C PC A04/MF A01 
PB-249 241/1GI 
Federal Outlays in South Carolina. 
PB-249 241/1GI 76-08 5C PC A06/MF A01 
PB-249 242/9GI 
Federal Outlays in South Dakota. 
PB-249 242/9GI 76-08 SC PC A06/MF AO1 
PB-249 243/7GI 
Federal Outlays in Tennessee. 
PB-249 243/7GI 76-08 5C PC A08/MF A01 
PB-249 244/5GI 
Federal Outlays in Texas. 
PB-249 244/5GI 76-08 SC PC A16/MF A01 
PB-249 245/2GI ) 
Federal Outlays in Utah. 
PB-249 245/2GI 76-08 SC PC A0S/MF A01 
PB-249 246/0GI 
Federal Outlays in Vermont. 
PB-249 246/0GI 76-08 SC PC A04/MF A01 
PB-249 247/8Gi 
Federal Outlays in Virginia. 
PB-249 247/8GI 76-08 SC PC A09/MF A01 
PB-249 248/6GI 
Federal Outlays in Washington. 
PB-249 248/6GI 76-08 PC A06/MF A01 
PB-249 249/4GI 


Federal Outlays in West Virginia. 
76-08 5C 


PB-249 249/4GI PC A06/MF AO1 


PB-249 250/2Gi 
Federal Outlays in Wisconsin. 
PB-249 250/2GI 76-08 5C PC A08/MF AO1 


PB-249 251/0GI 


Federal Outlays in ee 
PB-249 251/0GI 


PB-249 252/8GI 


Federal Outlays in Territories and Other Areas Ad- 
ministered by the U.S 


PC A04/MF A0O1 


PB-249 252/ 76-08 SC PC A06/MF AO1 
PB-249 253/6G! 

Federal Outlays in Summary. 

PB-249 253/6GI 76-08 5C PC A14/MF AO1 
PB-249 254/4GI 


Protecting Ischemic Myocardium, Minimizing Infarct 
Size, and Enhancing Myocardial Repair. Myocardial 
ischemia: Changes in Energy Conservation, and 
Specific interventions to improve Cardiac Contrac- 
tility. 

PB-249 254/4GI 


76-08 6E PC A06/MF AO1 








PB-249 275/9GI 


PB-249 255/1Gi 


Guide to Improving the Performance of a Manipula- 
tor System for Nuclear Fuel Handling through Com- 


puter Controls 

PB-249 255/1GI 76-08 18) PC A04/MF A01 
PB-249 256/9G! 

Successful Experiences in Teaching Metric: 


Proceedings of Conference in Celebration of the 
One Hundredth Anniversary of the Metric Conven- 
tion, 1875-1975 Held at the National Bureau of 
Standards, Gaithersburg, Maryland, May 20-21, 


1975. 

PB-249 256/9GI 76-09 51 PC A06/MF A0O1 
PB-249 258/5Gi 

Tracked Levitated Research Vehicle Periodic Test 

Summary Report independent Cushion Suspension 

ae oan Guideway. 

PB-249 /5GI 13—F PC AO6/MF AO1 
PB-249 259/3Gi 

Tracked Levitated Research Vehicle Periodic Test 

Summary Report Independent Cushion Suspension 

in Perturbed Guideway. Aeropropelied 


PB-249 259/3GI 76-08 13F PC A11/MF AO1 
PB-249 260/1GI 

Reclamation of Hyperion Secondary Effluent by 

Reverse osis, 

PB-249 260/1Gi 76-08 13B PC A06/MF A01 
PB-249 261/9Gi 


Reprint: Second Indirect Band Gap in Silicon. 
PB-249 261/9GI /6-07 20L Not available NTIS 


PB-249 262/7GI 


Reprint: Investigation of Gas Content of inclusions 
in Glass by Raman Scattering Spectroscopy. 
PB-249 262/76 76-08 118 Not available NTIS 


PB-249 263/5G! 


Reprint: identification of Sulfur renn t in Bubbles 
in Glass by Raman Scattering Spectroscopy. 
PB-249 263/5GI 76-08 11B Not available NTIS 


PB-249 264/3GI 


Reprint: The Response of Phase-Sensitive Detectors 
to Lorentzian and Gaussian Lineshapes. 
PB-249 264/3GI 76-09 9E Not available NTIS 


PB-249 265/0GI 


Reprint: Polarized Raman Study of Lattice Modes in 
Ammonium Perchlorate at Low Temperatures. 
PB-249 265/0GI 76-08 20L Not available NTIS 


PB-249 266/8Gi 
Reprint: Dynamics of Molecular Reorientation Mo- 


tion and Vibrational Relaxation in Liquids. 
Chloroform 

PB-249 266/8GI 76-07 7D Not available NTIS 
PB-249 267/6GI 


Reprint: Chromatographic Analysis of Hydrocarbons 
in Marine Sediments and Seawater. 
PB-249 267/6GI 


PB-249 268/4Gi 
Reprint: Migration of Excitation in Transfer of Spec- 


tral-Line Radiation. 
76-07 7D Not available NTIS 


76-07 8& Not available NTIS 


PB-249 268/4GI 
PB-249 269/2GI 


Reprint: Prediction of Continuum Intensity in Ener- 
-D rsive X-Ray Microanalysis. 
-249 269/2GI 76-07 7D Not available NTIS 


PB-249 270/0Gi 


Reprint: Coherent Anti-Stokes Raman Spectroscopy 
(CARS): Improved Experimental my and Obser- 
vation of New Higher-Order Process 

PB-249 270/0Gi 76-08 7D Not: available NTIS 


PB-249 271/8GI 
Reprint: Diffusion Effects on the Line eeamareee of 


He | and He Ii in the Solar Transition Region 
PB-249 271/8Gi 76-08 38 Not available NTIS 


PB-249 272/6Gi 


Reprint: Improved Techniques for the Measurement 
of + a -Voltage Impulses Using the Electrooptic 
Kerr Effec 

PB-249 272/66 76-09 14B Not available NTIS 


PB-249 273/4Gi 

A Review of Precision Oscillators. 

PB-249 273/4GI 76-08 14B Not available NTIS 
PB-249 274/2GI 


Reprint: The Nature of the Helix-Random Coil 
Transition of Biological Macromolecules Attached 
to a Surface 

PB-249 274/2GI 


PB-249 275/9GI 
Reprint: A Wide-Range High-Voltage Capacitance 
Bridge with One PPM Accuracy. 
PB-249 275/9GI 76-08 14B Not availiable NTIS 


76-08 7C Not available NTIS 
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PB-249 276/7GI 
Reprint: Absorption of Primary X-Rays in Electron 


Probe Microanalysis. 
PB-249 276/7GI 76-08 7D Not available NTIS 
PB-249 277/5G! 


Rageve: Solution of the Comoving-Frame Equation 
of Transfer in Spherically Symmetric Flows. |. Com- 
putational Method for Equivalent-Two-Level-Atom 


Source Functions. 
PB-249 277/5GI 76-08 3B Not available NTIS 
PB-249 278/3GI 


Reprint: The Kapitza Conductance of the (100) Sur- 
face of Copper. 
PB-249 278/3GI 


PB-249 279/1G! 


~ satya Simplified Application of Palmer-Bowlus 
low Mete 
PB-249 279/1GI 76-08 13B Not available NTIS 


PB-249 280/9GI 


—— in Using Surface Analysis Techniques for 
the Depth Profiling of Microelectronic Materials. 
PB-249 280/9GI 76-08 20L Not available NTIS 


PB-249 2862/5GI 


The Manchester, N.H., Experimental Energy Office 
Building. 
PB-249 282/5GI 76-07 13A_ Not available NTIS 


PB-249 283/3GI 
Reprint: Crack ~ 1 interferometry - The Effects 


of Ae ay Refract 
49 283/3GI 6-08 20 Not available NTIS 


76-08 20M Not available NTIS 


oa 284/1GI 
Reprint: Rate Constants for the Reactions of OH 
with CH4 and Fluorine, Chlorine, and Bromine Sub- 
stituted Methanes at 296 K. 
PB-249 284/1GI 76-08 7D Not available NTIS 
PB-249 2865/8GI 
Evaluation of Compaction of Cement Treated 


Bases. 
PB-249 285/8GI 76-07 13C PC AO03/MF AO1 
PB-249 286/6GI 


The Development and Evaluation of the Hollow 
Fiber Blood Oxygenator. 


PB-249 286/6GI 76-08 6L PC AOB/MF AO1 
PB-249 287/4GI 

Problems of inference in Studies of Seat Belt Effec- 

tiveness. 

PB-249 287/4GI 76-07 13F PC A04/MF A0O1 
PB-249 288/2GI 


Land Use Problems and Research Needs in the 

High-Altitude Zone of Ecuador, 

PB-249 288/2Gi 76-07 138 PC AQ3/MF A011 
PB-249 291/6GI 


The Continental Margin off Western Africa: Senegal 
to Portugal 


PB-249 291/6GI 76-08 8) PC A10/MF AO1 
PB-249 292/4GI 

Motor Vehicle Safety Defect Recall Campaigns. 

— Reports from July 1, 1975 to September 30 

PB-249 292/4GI 76-07 13F PC A24/MF AO1 
PB-249 293/2GI 

Occupant Survivability in Lateral Collisions. Sum- 

| 4 ; 

PB-249 /2GI 76-08 13F PC AO3/MF AO1 
PB-249 294/0GI 


Development and Evaluation of Masterbody Forms 
for Three-Year Old and Six-Year Old Child Dum- 


mies. 

PB-249 294/0GI 76-08 6N PC A06/MF A01 
PB-249 295/7Gi 

The Effect of ~ itary Landfilis on Water Quality in 

Southern indiana. 

PB-249 295/761 76-08 13B PC A06/MF A01 
PB-249 296/5GI 


Rear End Collision of Two Texas and Pacific Rail- 

way ane Freight Trains, Meeker, Louisiana, 

PB-249 296/5GI 76-08 13L PC A0Q2/MF AO1 
PB-249 297/3G! 


Study of Flux Force/Condensation Scrubbing of 
Fine Particles. 
PB-249 297/3GI 76-08 13B PC A0S/MF A01 


PB-249 298/1GI , 


Data Flow Requirements for Remote Supervisory 
Control of Continuous Mining Machines 
PB-249 298/1GI 8! PC AO4/MF A01 


PB-249 299/9G! 
Biogenic Extraction of Copper and Molybdenum at 


High Temperature. 
PB-249 299/9GI 76-08 8i PC A04/MF AO1 
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Proceedings of the Polish - U.S. Symposium 

‘Environmental Protection in sy oy Coal Mining’ 

Heid at Denver, Colorado on 27- 1975 

PB-249 300/5GI 76-09 &8i saanae A01 
PB-249 301/3GI 


Flexible Pavement Design and Management - 
wry Approach implementation. 


249 301/3GI 76-08 13B PC A04/MF A01 
PB-249 302/1GI 

Dynamic Behavior of Vinyl Chloride in Aquatic 
Ecosystems, 

PB-249 302/1Gi 76-08 6F PC A04/MF A01 
PB-249 303/9GI 


Toxaphene Effects on Reproduction, Growth, and 
Mortality of Brook Trout. 
PB-249 303/9GI 76-09 6T PC A04/MF A01 


PB-249 304/7GI 


Proceedings of Kentucky Coa! Refuse Disposal and 
Utilization Seminar (ist) Held at Cumberland, Ken- 
we Ayl, on 22 a 1975. 


/7G\ 76-08 81 PC A04/MF A01 
PB-249 305/4GI 
SLAM - Simulation Language for Analogue Model- 
ing. 
PB.249 305/4GI 76-08 98 PC A02/MF A01 
PB-249 306/2Gi 


The Effect of Slab Soaking Temperature on the 
Mechanical Properties of Controlled Rolled, Silicon 
Killed C-Mn-Al, C-Mn-Al-N-V and C-Mn-Al-Nb 


Steels, 
PB-249 306/2G! 76-08 11F PC AO2/MF AO1 


PB-249 307/0GI 


The Effect of Slab Soaking Temperature on the 
Mechanical Properties of a Controlled Rolled Sil- 
icon Killed C-Mn-Al-Nb-V Steel, 

PB-249 307/0Gi 76-08 11F PC AQ2/MF A01 


PB-249 308/8GI 


Some Observations on the Processing of Deep 
Drawing Grades of Low Carbon Low Alloy Ferritic 
Strip Steels, 


PB-249 308/8GI 76-08 11F PC AO7/MF A01 
PB-249 309/6Gi 
= Spectrophotometric Determination of Silicon in 
teels. 
PB-249 309/6GI 76-07 11F PC AOQ2/MF AO1 
PB-249 310/4GI 


The Approval and Status of Standard Methods of 


Chemical Ana ue for Steelworks Materials, 

PB-249 310/4 76-08 11F PC AQ2/MF AO1 
PB-249 311/2Gi 

Controlled Rolling, 

PB-249 311/2GI 76-08 13H PC A02/MF A01 
PB-249 312/0GI 


The Effect of Manganese on the Mechanical Pro- 

ies and Microstructure of Some As-Rolled 
anadium Steels, 

PB-249 312/0GI 76-08 11F PC AQ2/MF A01 


PB-249 313/8GI 


The Effect of Small Titanium Additions on the Grain 
Coarsening Behaviour of Three, Silicon-Killed, C- 
Mn Steels Alloyed with Ail, Al+ Nb and Al+ V 


f \espective , 

PB-249 313/0G! 76-08 11F PC AO2/MF AO1 
PB-249 315/3GI 

Evaluation of Sonics for Fine Particle Control. 

PB-249 315/3GI 76-08 13B PC A04/MF A01 


PB-249 316/1GI 
The Natural and Radiatively Perturbed Troposphere. 


CIAP yous» 4 
PB-249 316/1GI 76-08 4A PC A99/MF A01 
PB-249 317/9GI 


Development of Low-Cost Roofing from indigenous 
Materials in Developing Nations. 


PB-249 317/9GI 13C PC A1S/MF A01 
PB-249 319/5GI 

Urban Goods Movement Demonstration Project 

Design. A Primer on Urban Goods Movement. 

PB-249 319/5GI 76-07 13B PC A12/MF A01 
PB-249 320/3GI 


Urban Goods Movement Demonstration Project 
Design Study. Appendix B. Bibliography and Litera- 
ture Abstracts. 

PB-249 320/3GI 76-07 138 PC AOS/MF AO1 


PB-249 321/1GI 
Urban Goods Movement Demonstration Project 
n. Appendix C. Distribution Logistics Analysis 


and Findings. 
PB-249 321/1GI 76-07 138 PC A10/MF A01 











PB-249 322/9GI 
Urban Goods Movement Demonstration Project 
Design Study. Appendix D. Congestion Analysis. 
Appendix E. Energy come. Se yo F. Air Poliu- 


tion Analysis. Appendix Analysis. 
PB-249 322/9Gi 76-07 138 PC A10/MF A01 
PB-249 323/7GI 


Urban Goods Movement Demonstration Project 
Design. Appendix H. Potential Solutions to Urban 
Goods Movement Probiems. 


PB-249 323/7GI 76-07 138 PC A08/MF A0O1 
PB-249 324/5GI 

CSIRO index. Volume 1, Number 11, November 

1975. 

PB-249 324/5GI 76-08 5B PC A04/MF A01 
PB-249 325/2GI 


Computers in Patient Care and Medical Education. 
PB-249 325/2Gi 76-08 6E PC A0OS/MF A01 


PB-249 326/0GI 


Origin and Deposition of Selected Transition Ele- 
ments in the Seabed 


PB-249 326/0GI 76-08 8) PC A03/MF A0O1 
PB-249 327/8GI 

Budget Estimates for U.S. Nuclear + meng A Com- 

mission, Fiscal Year 1977. Appropriation: laries 

and Expenses, 

PB-249 327/8GI 76-08 5A PC A04/MF A01 
PB-249 328/6GI 


issues and Recommendations Regarding an Emer- 
— Medical Services System for Los Angeles 


unty. Volume |. 
PB-249 328/6GI 76-08 6E PC AO7/MF A01 


PB-249 329/4GI 


issues and Recommendations Regarding an Emer- 
gency Medical Services System for Los Angeles 
County. Volume ti: Technical Appendices 

PB-249 329/4GI 76-08 6E& PC A09/MF A01 


PB-249 330/2GI 


Report to Congress on the Economic impact of 

Energy Actions as Required by Public Law 93-275, 

Section 18(D). 

PB-249 330/2GI 76-08 10A PC A06/MF A01 
PB.249 331/0G! 


eee p& Minorities in Allied Health Professions 


Education. A Report on Seven Southeastern States. 
PB- 949 331/0GI 76-08 5i PC AO7/MF A0O1 
PB-249 333/6GI 


Development of an implantable Oxygen Sensor: In 
Vivo Validation and Refinement. 
PB-249 333/6GI 76-08 6B PC AO6/MF A01 


PB-249 334/4GI 


An Analysis of Benefits and Costs of Ambulatory 
Care Services Offered by the Bureau of Community 
Health Services but not Covered by National Health 


insurance. 
PB-249 334/4GI 76-08 6E PC A06/MF A01 
PB-249 335/161 
Citizen's Role in ee Plannin 
PB-249 335/1GI 138 


PB-249 336/9GI 
Energy Conservation Potential of Urban Mass 
Transit, 
PB-249 336/9GI 76-09 10A PC A03/MF A01 
PB-249 337/7GI 
Development impact of the Kaiparowits New Town 
Project. Kane County, Utah. Case Study. 


PC A04/ MF AO1 


PB-249 337/7GI 76-08 138 PC A03/MF A01 
PB-249 338/5GI 

The Effects of Decontrol. 

PB-249 338/5GI 76-10 5C PC AO3/MF A01 
PB-249 339/3Gi 


Natural Gas Deregulation Analysis Technical Re- 
rt 


PB-249 339/36! 76-10 5C PC A03/MF AO1 
PB-249 340/1Gi 

Study of Mine Fire Fighting Using Inert Gases 

PB-249 340/1Gi 76-08 8! PC A10/MF AO1 
PB-249 342/7GI 

Benefit-Cost Methodology for Evaluating Energy 

Conservation Programs, 

PB-249 342/7GI 76-08 10A PC AO6/MF AO1 
PB-249 343/5GI 

UCAN Manual of Conservation Measures. 

PB-249 343/5GI 76-09 10A PC A09/MF AO1 
PB-249 344/3GI 

Technical and Economic Study of an Underground 

Mining, Rubblization, and in Situ Retorting System 


for Deep Oil Shale Deposits. Phase | Report. 
PB-249 344/3GI 7 8! PC A10/MF A011 
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PB-249 345/0GI 

Conserving Electricity by Ordinance: A Statistical 

Analysis, 

PB-249 345/0GI 76-08 10A PC A0Q4/MF A01 
PB-249 346/8GI 

Future Develo nate in Waste Heat Utilization. 

PB-249 346/ 76-08 10A PC A06/MF A01 
PB-249 347/6GI 

How Business in Los Angeles Cut Energy Use by 20 

Percent, 

PB-249 347/6GI 76-08 10A PC AO2/MF AO1 
PB-249 348/4GI 


Opportunities and incentives for Electric Utility 

Load Management. 

PB-249 348/4GI 76-09 10B PC A14/MF A01 
PB-249 349/2GI 

Environmental Consequences of On-Shore Activity 

in Four New Jersey Coastal Counties Resulting from 

Off-Shore Oil Development. 

PB-249 349/2GI 76-08 81 PC A03/MF A0O1 
PB-249 350/0GI 

Alaskan Methanol Concept. A Pre-Feasibility Study. 

PB-249 350/0GI 76-10 21D PC A11/MF AO1 
PB-249 351/8GI 

Effect of Duck Hepatitis Virus on Pesticide Toxicity. 

PB-249 351/8GI 76-08 6A PC A04/MF A01 
PB-249 352/6GI 


in-vitro Screening Methods Venoetithe the Neu- 
rotoxic Potential of Pesticides 
PB-249 352/6GI 76-08 6T PC A03/MF A01 


PB-249 353/4GI 

Automated Guideway Transit Systems Vehicle- 

Elevated Guideway Dynamics: Multiple-Vehicle Sin- 

as ystems. 

-249 353/4GI 76-09 13B PC A11/MF AO1 

PB-249 354/2GI 

Energy, Environment and Growth Planning Study. 

PB-249 354/2G! 76-08 10A PC A14/MF A0O1 
PB-249 357/5GI 

Vapor-Phase Organic Pollutants - Volatile Hydrocar- 

bons and Oxidation Products. 

PB-249 357/5GI 76-08 13B PC A99/MF A01 
PB-249 358/3GI 


Cumulative Damage of Asphalt Materials Under Re- 
ted-Load indirect Tension. 


B-249 358/3GI 76-07 13B PC A11/MF A01 

PB-249 359/1GI 

Detection of Oil in Sewers. 

PB-249 359/1GI 76-08 13B PC A03/MF A01 
PB-249 360/9GI 

inverted Siphons for Oil Trapping. 

PB-249 /9GI 76-08 13 PC A04/MF AO1 
PB-249 361/7GI 

Evaluation of a Pneumatic Barrier for Oil Contain- 

PB-249 361/76! 76-08 13B PC AQS/MF A01 
PB-249 362/5GI 


Sampling and identification of Pollutant Oils in In- 


dustrial Watercourses. 
PB-249 362/5GI 76-08 7D PC A12/MF A0O1 


PB-249 363/3GI 
arty Restuation Report Related to Construction of 
Springs Nuclear Plant, Units 1 and 2, Port- 


land General | Electric Company. Supplement No. 2. 
Docket Nos. 50514 and 50515. 


PB-249 363/3GI 76-07 18E PC A02/MF AO1 
PB-249 364/1GI 
pigh {7 om Reheat Marine Steam Propulsion 
nt. 1. 
PB-249 364/1GI 76-08 21E PC AO6/MF A011 
PB-249 365/8GI 


Travel Economic impact Model, Volume |: Final 
Economic Analysis Methodology. 
PB-249 365/8GI 76-08 5C PC A06/MF A01 


PB-249 367/4GI 


Employment Generation Through Stimulation of 
Small industries. Provisional Keyword Index of the 
Small-Scale industry Case Studies. 

PB-249 367/4GI 76-08 51 PC A03/MF AO1 


PB-249 368/2G! 


Employment Generation Through Stimulation of 
Small industries. Curricula Research and Develop- 
ment Held at Soong Jun University, Seoul, Korea on 


21 226 June 1974, 
PB-249 368/2GI 76-08 51 PC A05S/MF A01 





omens 369/0GI 
Employment Generation Through Stimulation of 
Small industries. List of Subject Headings Used by 
the International Development Data Center, 
PB-249 369/0GI 76-08 51 PC A04/MF A01 


PB-249 370/8G! 


Health Hazard Evaluation/Toxicity Determination 

Report 73-101-190, Ingersoll Rand-Foundry Divi- 

sion, Athens, Pennsylvania. 

PB-249 370/8GI 76-08 6J PC A02/MF A01 
PB-249 371/6Gi 


Health Hazard Evaluation/Toxicity Determination 
Report 74-49-191, Owens-lillinois Glass Co., East 


Point, Georgia 
PB-249 371 6GI 76-08 6J PC AQ2/MF A01 


PB-249 372/4Gi 


Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 74-113-192, Del Monte Corporation, 


Oakland, California. 
PB-249 372/4GI 76-08 6J PC A02/MF A01 


PB-249 373/2GI 


Health Hazard Evaluation/Toxicity Determination 
Report H.1!.E. 74-134-193, PHC Industries, Inc., 


Camden, New Jer 
PB-249 373/2GI 76-08 6J PC A02/MF A01 


PB-249 374/0GI 
Health Hazard Evaluation/Toxicity Determination 


Report H.H.E. 75-1-194. 
PB-249 374/0GI 76-08 6J PC A0Q2/MF AO1 


PB-249 375/7GI 


Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 74-126-195, Monaghan Company, Lil- 


leton, Colorado. 
PB-249 375/7GI 76-08 6J PC AO2/MF A011 


PB-249 376/5GI 


Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 73-131-196, General Motors Corpora- 


tion, La Gran ~ iMinois. 
PB-249 376/ 6J PC A02/MF A01 


PB-249 377/3GI 
Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 73- 100-197, Pittsbur Plate Glass In- 
dustries, Inc., New Martinsville, W. 
PB-249 377/3GI 76-08 6J ec A02/MF A01 
PB-249 378/1Gi 
Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 73-102-198, Dearborn Stove Com- 
pany, Garland, Texas. 
PB-249 378/1GI 
PB-249 379/9Gi 
Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 73-93-199, Dunlop Tire and Rubber 
Company, Huntsville, Alabama. 
PB-249 379/9GI 76-08 6J PC A02/MF A01 
PB-249 380/7Gi 


Health Hazard Evaluation/Toxicity Determination 
Report, H.H.E. 73-27-200, Gorsuch Foundry Com- 


pany. inc., Jeffersonville, indiana. 
49 380/7GI 76-08 6J PC A03/MF AO1 


PB-249 381/5GI 
Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 73-161-201, Schulmerich Carilions, 
inc., Sellersville, Pennsylvania. 
PB-249 381/5G! 76-08 6J PC A02/MF A01 
PB-249 382/3Gi 
Health Hazard Evaluation/Toxicity Determination 
Report, H.H.E. 74-116-202, United Airlines, Corpora- 
tion, San Francisco, Calif. 
PB-249 382/3GI 7 6J PC A02/MF A01 
PB-249 383/1Gi 


Health Hazard Evaluation/Toxicity Determination 
Report, H.H.E. 74-121-203, Hillerich and Bradsby 
Company, Jeffersonville, indiana. 

PB-249 383/1GI 76-08 6J PC A02/MF AO1 


PB-249 384/9GI 
Health Hazard Evaluation/Toxicity Determination 
Report, H.H.E. 74-115-204, Diamond international 
Corporation, Dixfield, Maine. 
PB-249 384/9GI 76-08 6J PC A02/MF A01 
PB-249 385/6G! 
Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 73-156-205, Goodyear Tire and 
Rubber Com pen St. Mary's, Ohio. 
PB-249 385/ 76-08 6J PC A0Q2/MF A01 
PB-249 386/4GI 


Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 73-160-206, Glyco Chemicals, Incor- 
porated, Williamsport, Pennsy ania. 

76-08 6J PC A02/MF A01 


76-08 6J PC A02/MF A01 


PB-249 386/4GI 
PB-249 387/2Gi 

Health Hazard Evaluation/Toxicity Determination 

Report H.H.E. 74-114-207, Koppers Company, inc., 


Oil City, Pennsylvania. 
PB-249 387/2G! 7 6J PC AQ2/MF A01 




































































PB-249 405/2GI 


PB-249 388/0G! 


Health Hazard Evaluation/Toxicity Determination 
a ee H.H.E. 74-138-208, Frontier Airlines, Denver, 
lorado. 


PB.2a9 388/0G! 76-08 6J PC A02/MF AO} 


PB-249 389/8GI 


Health Hazard Evaluation/Toxicity Determination 
Report, H.H.E. 75-20-209, Richdel Corporation, Car- 
a. 


son City, Nevad 
PB-249 389/8GI 76-08 6J PC A02/MF AO1 


PB-249 390/6GI 


Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 75-28-210, Western States Bankcard 
Association, San Francisco, California. 

PB-249 390/6GI 76-08 6J PC A02/MF A01 


PB-249 391/4GI 


Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 74-144-211, Safeguard Automotive 


Compan , Baltimore, ~ and. 
PB-249 391/4GI 6J PC A02/MF AO1 
PB-249 392/2Gi 


Health Hazard Evaluation/Toxicity Determination 

Report H.H.E. 74-28-212, Westinghouse Air Brake 

Compan ne Pennsylvania. 

PB-249 392/2GI 6-08 6J PC A02/MF A01 
PB-249 393/0GI 

Health Hazard Evaluation/Toxicity Determination 

Report H.H.E. 73-142-213, W. S. Dickey Ciay Manu- 

facturin a a a Kansas 

PB-249 393/ 76 6) PC A03/MF A01 
PB-249 394/8GI 

Health Hazard Evaluation/Toxicity Determination 

Report H.H.E. 75-4-214, Ashland Division of Na- 

tional Mine Services, Ashland, Kentucky 

PB-249 394/8G! 76-08 6 PC. A02/MF A01 


PB-249 395/5GI 


Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 74-125-215, Monaghan Company, 


Denver, Colorado. 
PB-249 395/5GI 76-08 6J PC A02/MF AO1 


PB-249 396/3GI 
Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 74-23-2116, Air Products and Chemi- 
cals, Inc., Hometown, Pennsylvania. 
PB-249 396/3GI PC A02/MF AO1 
PB-249 397/1Gi 
Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 74-59-217, Goodyear Tire and Rubber 
Compan 7, St Marys, Ohio. 
PB-249 397/1GI 76-08 6) PC A0Q2/MF A0O1 
PB-249 398/9G! 
Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 74-118-218, General Tire and Rubber 
Company, Marion, Indiana. 
PB-249 398/9GI 76-08 6J PC A02/MF A01 
PB-249 399/7Gi 


Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 75-94-219, Proto Production Plastics, 


inc., Boulder, Colorado. 
PB-249 399/7GI 76-08 6J PC A02/MF A01 


PB-249 400/3GI 


Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 75-120-220, Storm Products Com- 
pany. Palo Alto, California. 

49 400/3Gi 76-08 6J PC A02/MF A01 


PB-249 401/1Gi 
Health Hazard Evaluation/Toxicity Determination 
Po tl H.H.E. 74-87-221, Industrial Platers, Inc., 
Columbus io. 
PB-249 401/1GI 76-08 6J PC A02/MF AO1 
PB-249 402/9GI . 
Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 74-146-222, American Can Company, 


Lemoyne, Pennsylvania. 
PB-249 402/9G! 76-08 6J PC A02/MF AO1 


PB-249 403/7Gi 
Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 74-106-223, McGraw Edison Com- 
pany, Canonsburg, Pennsylvania. 
PB-249 403/7GI 76-08 6J PC A0Q2/MF A01 
PB-249 404/5GI 
Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 75-82-224, Bokan Brothers Corpora- 
tion, Sacramento, California. 
PB-249 404/5GI 76-08 6J PC AO2/MF A0O1 
PB-249 405/2GI ss 
Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 75-115-225, Fairbanks Weighing Divi- 
sion, Colt industries, Inc., Meridian, Mississippi. 
PB-249 405/2GI PC A02/MF AO1 
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PB-249 406/0GI 


Health Hazard Evaluation/Toxicity Determination 

Report H.H.E. 74-135-226, GAF Corporation, Equip- 

ment Manufacturing Plant, Vestal, New York. 

PB-249 406/0G! 76-08 6J PC A02/MF A01 
PB-249 407/8Gi 

Health Hazard Evaluation/Toxicity Determination 

Report H.H.E. 74-19-227, The Timken Company, 


Columbus, Ohio. 
PB-249 407/8GI 76-08 6J PC A0Q2/MF A01 
PB-249 408/6G! 
Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 75-22-228, Holyoke Hospital, Holyoke, 


Massachusetts. 
PB-249 408/6GI 76-08 6J PC A02/MF AO1 
PB-249 409/4GI 


Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 74-130-229, |. F. Manufacturing Com- 
pany. Division of Ridge Tool, New Philadelphia, 
PB-249 409/4GI 76-08 6J PC AO2/MF A01 

PB-249 410/2Gi 
Health Hazard Evaluation/Toxicity Determination 
rt H.H.E. 74-65-230, General Electric Company, 


Rockford, Ilinois. 
PB-249 410/2GI 76-08 6) PC A02/MF A01 
PB-249 411/0G! 
Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 75-85-231, McLean Trucking Com- 


, Sharonville, Ohio. 
-249 411/0GI 76-08 6J PC AO02/MF A01 
PB-249 412/8GI 
Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 74-61-232, Gates Rubber Company, 


Denver, Colorado. 
PB-249 412/8G! 76-08 6J PC A02/MF A01 
PB-249 413/6GI 
Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 74-73-233, Gates Rubber Company, 


Denver, Colorado 
PB-249 413/6GI 76-08 6J PC A0Q2/MF A01 
PB-249 414/4G! 
Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 75-76-234, Mt. Sinai Hospital, New 


York, New York 
PB-249 ny 76-08 6J PC AQ2/MF AO1 
PB-249 415/1Gi 


Health Hazard Evaluation/Toxicity Determination 

Report H.H.E. 75-84-235, Instant Copy Service, 

Philadelphia, Pennsylvania. 

PB-249 415/1GI 76-08 6/J PC AQ2/MF A01 
PB-249 416/9GI 

Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 75-90-236, Russell Corporation Alex- 


ander City, Alabama. 
PB-249 416/9GI 76-08 6J PC A02/MF A01 
PB-249 417/7GI 


Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 72-96-237, Trans World Airlines Main 
Overhaul —. Kansas City International Airport, 


Kansas a ouri. 
PB-249 417/7GI 76-08 6J PC AOQ3/MF A011 
PB-249 418/5GI 


Health Hazard ry eg Determination 
le 


Report H.H.E. 75-5-238, General ctric Corpora- 

tion, Evendale, Ohio 

PB-249 418/5Gi 76-08 6J PC A02/MF AO1 
PB-249 419/3GI 

Health Hazard Evaluation/Toxicity Determination 

Report H.H.E. 74-148-239, Lange Company Broom- 

field, Colorado. 

PB-249 419/3GI 76-08 6/J PC A02/MF A01 
PB-249 420/1GI 


Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 75-116-240, Carter's Ink Company, 
Cambridge, Massachusetts. 

PB-249 420/1Gi 76-08 6) PC A02/MF A0O1 


PB-249 421/9GI 
Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 75-105-241, H. C. Smith Company, 


Minot, North Dakota. 
PB-249 421/9GI 76-08 6) PC AOQ3/MF AO1 
PB-249 422/7GI 


Health Hazard Evaluation/Toxicity Determination 
Report #.H.E. aaa cama Veneer and 


Po oe are “eos 6) PC A03/MF A01 


PB-249 423/5G! 


Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 73-57-243, U.S. Plywood-Champion, 


Lebanon, oo 
PB-249 423/5G! 76-08 6) PC A03/MF A011 
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PB-249 424/3GI 


Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 73-173-244, Borden Chemical Com- 
pany, Leominister, Massachusetts. 

PB-249 424/3G! 76-08 6) PC A02/MF A01 


PB-249 425/0GI 


Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 75-26-245, Babcock and Wilcox Com- 


pany, Canton, Ohio. 
PB-249 425/0GI 76-08 6J PC AQ2/MF A01 


PB-249 426/8GI 


Health Hazard Evaluation/Toxicity Determination 

Report H.H.E. 74-24,92.95-246, Uncle Bill's Pick-N- 

Pay Market, No. 10, Middleburg Heights, Ohio, Mad- 

sen's Valu Center, Mankato, Minnesota, and Kroger 

ay oy an. West Virginia. 

PB-249 426/ 76-08 6J PC A03/MF A01 
PB-249 427/6GI 


Health Hazard Evaluation/Toxicity Determination 

Report H.H.E. 75- 106-247, inmont Corporation, Pad- 

dock Road Facility, Cincinnati, Ohio. 

PB-249 427/6GI PC AO02/MF A01 
PB-249 428/4GI 


Health Hazard Evaluation/Toxicity Determination 


Report HH.E. 75-108,111,113-248, Fairbanks 

Weighing Division Colt industries, St. Johnsbury, 

Vermont. 

PB-249 428/4G! 76-08 6/J PC AQ2/MF A0O1 
PB-249 429/2Gi 


Health Hazard Evaiuation/Toxicity Determination 
Report H.H.E. hos 133-249, National Lead industries, 


inc., Rowley, U 
PB-249 428/2G\ 76-08 6) PC A02/MF A0O1 


PB-249 430/0GI 
Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 75-15-250, Converse Rubber Com- 
aay yoo ~\ enema yy 
49 76-08 6) PC A0Q2/MF A0O1 
PB-249 nts ty 
Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 74-117-251, Wayhaeuser Treating 
Plant, De Queen, Arkansas. 
PB-249 431/8Gi 76-08 6J PC A02/MF AO1 
PB-249 432/6GI 


Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 75-81-252, Artex Manufacturing Com- 
pany. inc., ae Park, Kansas. 

-249 432 76-08 6J PC A02/MF A01 


PB-249 ae 


Health Hazard Evaluation/Toxicity Determination 
Report H.H.E. 74-94-253, Armstrong Cork Company, 
Jackson, Mississippi. 
PB-249 433/4GI 
PB-249 434/2GI 


Reprint: Observation of Polarized Electrons by 
Davisson and Germer. 


76-08 6) PC A02/MF A01 


PB-249 434/2GI 76-08 201 Not available NTIS 
PB-249 435/9GI 
Reprint: Angle-Resolved Photoemission from 


Crystal-Fieild Split d Shells of Adsorbed Atoms 
PB-249 435/9GI 76-08 20L Not available NTIS 


PB-249 436/7GI 


Reprint: Extra-Molecular Relaxation Energies for H2 
Embedded in an Electron Gas. 
PB-249 436/7GI 76-08 201 Not available NTIS 


PB-249 437/5GI 


Reprint: Observation of Excited States in Ozone 
Near the Dissociation Limit. 
PB-249 437/5GI 76-08 7D Not available NTIS 


PB-249 438/3GI 
Reprint: Energy Absorption by N20 in the 4 to 14 eV 


Region. 
PB-249 438/3GI 76-08 7D Not available NTIS 
PB-249 439/1Gi 


Reprint: Measurement of the Surface Density of 

States by Field lonization. 

PB-249 439/1GI 76-08 7D Not available NTIS 
PB-249 440/9GI 


Reprint: 4s2 4p4 - 4s4p5 Transitions in Five-Times- 
lonized Yttrium (Y VI). 


PB-249 440/9GI 76-08 7D Not available NTIS 
PB-249 441/7GI 

Reprint: Self-Diffusion Through a Liquid-Vapor In- 

terface. 

PB-249 441/7GI 76-08 7D Not available NTIS 
PB-249 442/5Gi 

my Radioactivity Observed in the Sodium 


lodide Gamma-Ray Spectrometer Returned on the 


Apollo 17 Mission. 
PB-249 442/5Gi 76-08 38 Not available NTIS 


PB-249 443/3GI 
Reprint: Excitation of the Mg and a Resonance 
Lines by Electron impact on Mg Atom 
PB-249 443/3GI 76-08 7D Not ‘available NTIS 

PB-249 445/8Gi 

Recommendations for a Synthetic Fuels Speer. 
cialization Program. Volume |. Overview Rep 

PB-249 445/8GI 76-08 10A PC A1O/ME A01 

PB-249 446/6Gi 
Recommendations for a Synthetic Fuels Commer- 
cialization Program. Volume li. Cost/Benefit Analy- 
sis of Alternate Production Levels. 

PB-249 446/6GI 76-08 10A PC A16/MF AOt 

PB-249 447/4GI 
Recommendations for a Synthetic Fuels Commer- 


cialization Program. Volume ill. Technology and 
Recommended incentives. 
PB-249 447/4Gi 76-08 10A PC A99/MF A01 


PB-249 448/2Gi 
Recommendations for a Synthetic Fuels Commer- 
cialization Program. Volume IV. Draft Environmental 


impact Statement. 
PB-249 448/2GI 76-08 10A PC A99/MF A01 
PB-249 449/0Gi 


Model Verification - Aircraft Emissions Impact on 


Air Quality. 

PB-249 449/0GI 76-08 138 PC A12/MF A01 
PB-249 451/6GI! 

Evaluation of the impact of the Film Series ‘One to 

ew On’ on Selected Teachers and Students. Final 

eport. 

PB-249 451/6GI 76-08 SJ PC AO7/MF A01 

PB-249 452/4Gi 


Evaluation of the Impact of the Film Series ‘One to 
Grow On’ on Selected Teachers and Students. Ex- 


ecutive Digest. 

PB-249 452/4GI 76-08 5J PC AO3/MF A01 
PB-249 453/2GI 

— and E RD and D Five Year Master Program 

n. 

PB-249 453/2G! 76-08 10A PC AO8/MF A01 
PB-249 454/0GI 

Fuel Gas Environmental impact: Phase Report 

PB-249 454/0GI 76-08 7A PC A14/MF AO1 
PB-249 455/7GIi 

Summary of interviews: Related to Information Con- 


cerni rtmental Procurement of Research and 
Evaluation. 


PB-249 455/7GI 76-08 SA PC A03/MF A01 
PB-249 456/5GI 

Flood Management ~.. 

PB-249 456/5Gi 13B PC AO7/MF A01 
PB-249 457/3GI 

High-Veloci \ eee Aerosol Filtration. 

PB-249 457/ 76-08 1368 PC A0S/MF A01 
PB-249 458/1GI 


ay oe A a praisal. 
PB-249 458/1GI ef PC A07/MF AO1 


PB-249 459/9G! 
Skid-Resistant Characteristics of Existing Pave- 


ments in Iilinois. 
PB-249 459/9GI 76-08 138 PC A0QS/MF A011 
PB-249 460/7GI 


oe eee Disinfection of nee Sludge Effluent 
ischarg arging to one 
PB. 249 460/7GI 13B PC AOS/MF A01 


PB-249 461/5GI 


Scientific and Technical Assessment Report on 
Viny! Chloride and es * Chloride. 


PB-249 461/5GI 6T PC A06/MF AO1 
PB-249 462/3GI 

Guide to Energy Conservation for Food Service. 

PB-249 462/ 76-09 6H PC AOS/MF A01 
PB-249 463/1GI 

Aerospace Co&t Savings. implications for NASA and 

the Industry. 

PB-249 463/1GI 76-08 15E PC AO7/MF A01 
PB-249 465/6GI 

Airport Landside Neng | Proceedings of a Con- 

cmeeee Held in Tampa, Florida on April 28-May 2, 

PB-249 465/6G! 76-08 1€ PC E07/MF AO1 
PB-249 466/4GI 


Transcript of the Panel Meeting Proceedings (11th), 
on President's Biomedical Research Panel, Held at 


Washington, D.C. on January 26-27, 1976. 
PB-249 466/4Gi 76 6E PC A14/MF AO1 
PB-249 467/2Gi f 


A Review and Synthesis of the Biot and Jacob- 
Cooper Theories of Ground:Water Motion. 
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PB-249 467/2GI 76-08 8H PC AOS/MF A01 


PB-249 468/0GI 
Construction of Washington Public Power Supply 
System Nuclear Projects No. 3 and No. 5. Washing- 
ton Public a & Supply System, et. al. Docket Nos. 


STN 50-508, ST 
PB-249 468/0GI 76-08 18E PC A15/MF AO1 


PB-249 470/6G! 


A Study of the Physical Characteristics, Energy 
Consumption, and Related Institutional Factors in 
the Commercial Sector. 


PB-249 470/6GI 76-09 13A PC AO0S/MF A01 
PB-249 471/4GI 

Opium a, ene. 

Pb-249 47 1/4GI 76-10 6C PC A03/MF A01 
PB-249 472/2GI 

Soil Water Repeliency and the Use of Nonionic Sur- 

factants, 

PB-249 472/2GI 76-09 8H PC AOS/MF A01 
PB-249 473/0GI 


Response to Tides of Coastal Aquifers: Analog 

Simulation vs. Field Observation 

PB-249 473/0GI 76-08 8H PC A04/MF A01 
PB-249 474/8GI 


Evaluation of Agricultural Adjustment to Irrigation 
Water Salinity: A Case Study for Pinal County, 


Arizona. 

PB-249 474/8GI 76-08 2C PC A0O3/MF A011 
PB-249 475/5GI 

Geothermal Water Resources in Arizona: Feasibility 

Pe 20 475/5G) 76-10 8G PC AOS/MF A01 
PB-249 476/3GI 


Coastal Upwelling Ecosystems Analysis. Data Re- 
port 15. CTD/STD Measurements off the NW African 
Coast Near Cabo Corveiro During JOINT-1: 
rs Cruise GS 7401, February 9-April 23, 
1 ‘ 

PB-249 476/3GI 76-08 8C PC A06/MF A01 

PB-249 477/1GI 

Coastal _o—- Ecosystems Ana 


pee art 


is. Data Re- 
OT pe penene of Physical Observations 


PB-249 aTTHIGh 76-08 8C PC A04/MF A01 
PB-249 478/9GI 

Coastal Prvsioal Bicios E tems Analysis. Data Re- 

port 17. Physical/B | Measurements Off the 


0 Coast, July ~w -somelh 6, 1973, 
349 478/96! 76-09 8C PC A06/MF AO1 


PB-249 479/7GI 
Coastal Upweliling Ecosystems Analysis. Data Re- 
port 18. JOINT |-Hydrographic Station Data, R/V AT- 


LANTIS tt Cruise 82, 
PB-249 479/7Gi 76-08 8C PC A11/MF A01 


PB-249 480/5GI 


Preliminary Gas Gheemetenmatie Analysis of 
Pelagic Tar Samples from MARMAP Survey, 
PB-249 480/5GI 76-08 8D PC A03/MF A01 


PB-249 481/3G! 


Evaluation of Retrorefiective Durability of Raised 
Pavement Markers. 
PB-249 481/3GI 76-09 13B PC A03/MF AO1 


PB-249 483/9GI 


Preliminary Findi of the First Health and Nutri- 
tion Examination Survey, United — 1971-1972. 
Dietary intake and Biochemical Findi 

PB-249 483/9G! 76-09 6E P “A09/MF AO1 


PB-249 484/7GI 
Thor V Solventiess Metal Decorating for Three- 
Piece Cans - Background. 
PB-249 484/7GI 76-09 11C PC AO2/MF A01 
PB-249 485/4G! 
wee of the enters and 8 Between Community 
tal Health Centers and State Mental Hospitals. 
P6280 485/4GI 6E PC A11/MF AO1 
PB-249 486/2GI 


Marine Education for Hawaii: A Pro us. A Re- 
for the Hawaii Marine A a pe uncil. 


-249 486/2GI PC AO3/MF A01 
PB-249 487/0GI 
oe raphic Caneieee in the Caribbean Sea 
Summer of 197 
Pee 487/0GI 76-06 8) PC AO7/MF A0O1 


PB-249 488/8G! 
Blue-Green Algae of the Shores and Marshes of 
Southern Delaware, 
PB-249 488/8GI 76-08 6C PC AO7/MF A01 
PB-249 489/6G! 
me of Temperature. South Carolina, 1941 - 


PB-249 489/6G! 76-08 468 PC AO04/MF A01 


PB-249 490/4Gi 
Summary of the Assessment of Operation identifica- 
tion's Effectiveness, and Plans for Evaluating a Sin- 
gle Project, 
B-249 490/4GI 76-08 5K PC A11/MF AO1 
PB-249 491/2G! 


The Nursing Home Simulation Model User's Manual 

- FORTRAN IV Version (Software Ly og 

PB-249 491/2GI 76-08 6E CP TOS 
PB-249 492/0GI 


The Nursing Home Simulation Model User's Manual 

- Simscript 1.5 Version (Software Tape). 

PB-249 492/0GI 76-08 6E CP TOS 
PB-249 494/6Gi 


Hydrologic Data Summary: Clearwater River Basin 
Water Year 1973-1974, 


PB-249 494/6GI 76-08 8H PC A04/MF A01 
PB-249 495/3GI 

Chemical Composition of Snow in the East Central 

Sierra Nevada. 

PB-249 495/3GI 76-09 8. PC A02/MF AO1 
PB-249 496/1GI 

Uptake and Distribution of Trace Metals in Fish. 

PB-249 496/1GI 76-08 138 PC A03/MF A01 
PB-249 497/9GI 


Studies on the Effects of Thermal Additions on 
Selected Zooplankton Populations, 
PB-249 497/9GI 76-08 6F PC A0S/MF AO1 


PB-249 498/7Gi 
Derivation and Evaluation of Reservoir Rule Curves. 
PB-249 498/7GI 76-08 13B PC AOS/MF AO1 
PB-249 499/5GI 


Community Values and Collective Action in Reser- 
voir Development. 
PB-249 499/5GI 76-08 138 PC A09/MF AO1 


PB-249 500/0G! 


Oxidation of Lake and impoundment Hypolimnia. 
PB-249 500/0GI 76-08 8H PC A05S/MF A01 


PB-249 501/8GI 
Analysis of the Sediment Filtering Action of Grassed 


Media, 
PB-249 501/8GI 76-08 8H PC AO04/MF A01 


PB-249 502/6GI 
A Study of Continuous Water Quality Monitoring 
ery 
PB-249 502/6GI 76-08 13B PC A0S/MF A01 
PB-249 503/4G! 


The Economics of Sewerage Pricing and investment 

Policies: The Madison Metropolitan Sewerage Dis- 

trict. 

PB-249 503/4GI 76-08 13B PC AO7/MF A01 
PB-249 504/2Gi 

Development Priorities in the West River Region, 

North Dakota. A Social Attitude and Communication 

Analysis. 

PB-249 504/2Gi 76-08 5K PC A08/MF A01 
PB-249 505/9G! 


Control! of Reclamation (Sinter) Plant Emissions 
Using Electrostatic Precipitators. 
PB-249 505/9GI 76-08 11F PC AOS/MF A01 


PB-249 507/5GI 
The Contrast Pressure Technique for Transcervical 


Female eaten. 
PB-249 507/5GI 76-08 6E PC AO6/MF A01 


Sulfuric Acid Plant Emissions During Start-Up, 
Shutdown, and Malfunction. 
PB-249 508/3GI 76-08 7A PC A16/MF A01 


PB-249 510/9GI 


National Forum (6th) on Electronic Systems Serve 
Transportation Held at Washington, D.C. on 
December 3-4, 1974. 


PB-249 510/9GI 76-08 13B PC A08/MF AO1 
PB-249 511/7Gi 

Ecpeommneneatone Substitutability for Travel: An 

av Yrs: ation Potential. Appendix A 

PB 511/7GI 76-09 178 PC A07/MF A01 
PB-249 512/5Gi 

Numerical Ground image System 

PB-249 512/5GI 76-09 8B PC A08/MF AO1 
PB-249 513/3Gi 

Hydraulic Characteristics of Two Bicycle-Safe Grate 

inlet Designs. 

PB-249 513/3GI 76-08 138 PC A04/MF A01 
PB-249 514/1GI 


Proceedings of a Symposium on Fine Particles, 
Held in Min lis, Minnesota on May 28-30, 1975, 


neapo 
PB-249 514/1Gi ~ 76-08 13B PC A99/MF A01 








PB-249 533-01-02/GI 


PB-249 515/8GI 
The Clean Fuels Deficit - A Clear Air Act Problem. 
PB-249 515/8GI 76-08 10A PC A04/MF AO1 
PB-249 516/6Gi 


Proceedings of a Conference on the Role of the 
Mental Health geen in Helping Juvenile Offenders 
Held at Miami og Florida, on May 16 and 17, 


1974. ‘Who Can Help.’ 
PB-249 516/6GI 76-09 5K PC A08/MF A01 
PB-249 517/4GI 


Control of Water Pollution from oo sey Volume |. 
A Manual for Guideline Developmen 
PB-249 517/4GI 76-09 2C PC A06/MF A01 


PB-249 518/2Gi 
Program for Preventing and Eliminating Oi! Pollu- 


tion of the Buffalo River. 

PB-249 518/2GI 76-08 138 PC A07/MF AO1 
PB-249 519/0Gi 

Reprint: Missing Link Between Milankovitch and 

PB 249. 519/0G! 76-08 4B Not available NTIS 
PB-249 520/8GI 


Reprint: Lag Times for Oceanic Responses to Cli- 
matic Cha 
PB-249 520/8G! 


PB-249 521/6GI 


Transcript of the Meeting (13th) cvesonaaa* Held 
at Bethesda, Maryland on > armed 13, 19 
PB. 249 521/6GI 76-08 PC A08/MF A01 


PB-249 522/4GI 


Proceedings of the Conference on improving Effi- 
ciency in HVAC Equipment and Components for 
Residential and Smali Commercial Buildings, Held 
at Ray W. Herrick Laboratories, Purdue University 
on October 7-8, 1974 


76-08 48 Not available NTIS 


PB-249 522/4GI 76-08 13A PC AT1/MF A01 
PB-249 §23/2GI 

Life Styles and Transportation Needs of the Elderly 

in the Future, 

PB-249 523/2GI 76-08 5K PC A02/MF A01 
PB-249 524/0GI 

— Program Development in Concept and Prac- 

PB. 249 524/0G! 76-08 5A PC A06/MF AO1 
PB-249 525/7GI 

jaa of Community immunization Levels. 

He 249 9 525/7GI 76-08 6E PC A10/MF A01 
PB-249 526/5GI 


Compilation of Air Pollutant Emission Factors. Sup- 


lement Number 5. 
B-249 526/5GI 76-09 21B PC A08/MF A01 


PB-249 527/3GI 


Air Pollution: First Follow-Up Report. Air Pollution 
Pilot Study. (Pollution Atmospherique Premier Rap- 
rt Sur Les Suites a Donner De Letude Pilote Sur 

a Pollution Atmospherique). 
PB-249 527/3GI 76-08 138 PC A03/MF A01 


PB-249 528/1GI 


Study of the Properties of Numerous Odorants and 
t of Their Effectiveness in Various En- 

vironmental Conditions to Alert People to the 

Presence of Natural Gas. 

PB-249 528/1GI 76-09 21D PC AO6/MF AO1 


PB-249 529/9GI 


Modeling the Urban Goods Consolidation Terminal 
Site Selection Decision. Part lil. 
PB-249 529/9GI 76-08 138 PC A07/MF AO1 


PB-249 530/7GI 


Proceedings of a Symposium on Management of 
Data Elements in information Processing (2nd), 
Held at NBS, Gaithersburg, Maryland, on October 


23-24, 1975. 

PB-249 530/7Gi 76-14 9B PC E06/MF A01 
PB-249 531/5GI 

Barrier Free Site Design. 

PB-249 531/5GI 76-08 13B PC A0S/MF A01 
PB-249 532/3G! 


The Development of Environmental Guidelines for 
a Use Policy, Applicable to Flood-Prone and 
ne-Subsidence-Prone Areas in Pennsylvania. 
ne Pr 532/3GI 76-08 13B PC A11/MF A01 

PB-249 533-01-02/GI 
Journal of Research of the National Bureau of Stan- 
dards: B: Mathematical Sciences, Volume 798, 
Numbers 1 and 2, Jan-Jun 75. 
PB-249 533-01-02/GI 
76-10 12A PC-GPO/MF AO1-NTIS 
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PB-249 534/9GI 
Petroleum Market Shares. Historical Report on 
Sales of Propane to Ultimate Consumers. 1972 


Through 1974. 
PB-249 534/9G! 76-13 21D PC AO6/MF AO1 
PB-249 535/6GI 
Reprint: An Antigenic Comparison of Three Strains 
of infectious Pancreatic Necrosis Virus of Salmonid 
PB-249 535/6GI 76-08 6M PC A02 
PB-249 537/2GI 


BOMEX Rawinsonde Atlas. 
PB-249 537/2GI 76-08 48 PC AO06/MF A011 


PB-249 538/0GI 


Trace Hydrocarbon is: The National Bureau 

of Standards Prince William Sound/Northeastern 

Gulf of Alaska Baseline Study. 

PB-249 538/0GI 76-08 7C PC A0S/MF A0O1 
PB-249 539/8GI 


A Survey of Fire Accidents involving Curtains and 


Draperies - Deaths, Injuries and Financial Loss. 
PB-249 539/8GI 76-08 13L PC AO3/MF A01 
PB-249 540/6G! 


——, the Fire Problem: A Pian for Action. 1976 


PB 280 540/6G! 76-08 13L PC AO3/MF AO1 
PB-249 541/4GI 

The NIRA Computer Program Package 

(Photonuclear Data Center). 

PB-249 541/4Gi 76-08 20H PC A03/MF A01 
PB-249 542/2GI 

Directory of United States Standardization Activi- 

PB-249 542/26! 76-08 5A PC A11/MF A01 
PB-249 543/0GI 


Assessment of Flood Management Alternatives 
Against Social Performance Criteria. Phase li Re- 
249 543/0G! 76-08 138 PC A06/MF AO1 
PB-249 544/8G! 
A Public Opinion Survey on Energy and Economic 
Considerations and Air Pollution Controls. Highlight 


Report. Volume XVI, 
PB-249 544/8GI 76-09 13B PC A04/MF A01 
PB-249 545/5GI 
Development of a Prototype instant Working Level 
Meter with Automatic Individual Radon-Daughter 
Readout. 
PB-249 545/5GI 76-08 18D PC AOS/MF AO1 
PB-249 546/3GI 


Further investigation into the Causes of RO ny 
in Aircraft Turbine Engine Emission M 
PB-249 546/3GI 76-08 21E PC AO! A0S/MF "not 


PB-249 547/1Gi 
The Economics of Waste Water--Aquacuiture 


Pb-249 $47/1G1 76-08 13B PC A02 
PB-249 548/9GI 

Reprint: Stability of Rainbow Trout ‘Salmo gaird- 

~ ed Muscle Lysosomes and Their Relationship to 

Po 2a $487 548/9G! 76-08 6A PC A02 
PB-249 549/7GI 


A Bibliography of Regional Planning Reports. 
(Regional Planning Contributions to Coastal Zone 


Planning in New York State), 
PB-249 549/7GI 76-08 13B PC A04/MF A01 
PB-249 550/5GI 


Pathogenicity Studies with a ‘Streptococcus’ sp. 
isolated from Fishes in an Alabama-Florida Fish Kill, 
PB-249 550/5GI 76-08 6M PC A02 


PB-249 551/3GI 
A Case Study of Non-Point Source Pollution in Vir- 
inia, 
Ba-249 551/3GI 76-08 138 PC A04/MF AO1 
PB-249 552/1GI 


Evaluation of Services Offered by Community Men- 
tal Health Centers (CMHCs) and ADAMHA-Funded 
Drug and Alcohol Programs to Juvenile 


Delinquents: Volume 1. 
PB-249 552/1Gi . 76-08 SK PC AOS/MF A01 
PB-249 553/9GI 


The Effect of the Goshen Bay Dike on the Benthos 
of Utah Lake in Relation to Water Qual 
76-08 


PB-249 553/9GI 138 PC /MF A01 
PB-249 554/7G! 

A Study of Uremic Toxicology. 

PB-249 554/7GI 76-08 6A PC A04/MF A01 
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PB-249 555/4GI 
Maryland Highway Drainage Study. Volume !. Sum- 


ma yo 
PB.249 5/4GI 76-08 13B PC A06/MF A01 
PB-249 556/2Gi 
Maryland Highway Drainage Study. Volume Wl. A 
Comparison of Maryland ae Drainage Prac- 


tices with Those of Other Agenc 
PB-249 556/2Gi 76-08 138 PC A06/MF A01 


PB-249 557/0GI 


Maryland Highway Drainage Study. Volume ill. A 
Linked System Model for the Synthesis of Hydro- 
poe in Urban Areas. 


-249 557/0GI 76-08 13B PC AOS/MF AO1 
PB-249 558/8Gi 
Maryland nee Drainage Study. Volume Vi. An 
Experimental Examination of the Subsurface 
Drainage of Roadways. 
PB-249 558/8Gi 76-08 138 PC AQS/MF A0O1 
PB-249 559/6GI 


Annual Review of Aijrcraft Accident Data. U.S. 
General Aviation Calendar Year 1973. 
PB-249 559/6GI 76-08 1B PC A0S/MF A01 


PB-249 560/4GI 
Development of an illumination System for Long- 


wall Coal Mines. 
PB-249 560/4G! 76-08 8! PC AOS/MF A01 
PB-249 562/0GI 
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PB-249 565/3GI 
Some Characteristics of Light-Truck Accidents in 


Texas. 
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PB-249 573/7GI 
— — Measurements of Adsorbed Biood 


Pro 
PB- 249 "673/7G! 
PB-249 574/5GI 
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PB-249 613/1GI 76-08 138 PC A99/MF A011 
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PB-249 669/3GI 
Chemistry and Mode of Action of Insecticides 
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Base. Part li - Appendix, 


r Basin. 
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PB-249 691/7Gi 76-11 4B PC A21/MF A01 
PB-249 692/5GI 
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PB-249 695/8Gi 
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Demonstration Programs, Washington, D.C., Sep- 
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76-11 13L Not available NTIS 
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7 14B Not available NTIS 
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PB-249 710/5 
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Compound 


PATENT-3 928 231 76-09 7C Not available NTIS 





PB-249 712/1 


Primary Plasticizers for Poly(Viny! Chloride). 
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PB-250 169/0Gi 

Truck cone Ore TDOP OUre. Project Field Test Data, 

Series 1, 0016 

PB-250 00/0 76-10 13F CP TO1 
PB-250 170/8Gi 

Truck Design Optimization Project Field Test Data, 

Series 1, Tape TDOP 0017. 

PB-250 170/8GI 76-10 13F CP TO1 
PB-250 171/6Gi 

Truck - n Nees Project Field Test Data, 

Series 1, 

PB-250 71/00 76-10 13F CP TO1 
PB-250 172/4Gi 


Truck Design O -y~-y Project Field Test Data, 


Series 1, Tape TDOP 0019 
PB-250 172/4GI 76-10 13F CP TO1 


PB-250 173/2GI 


Truck Design Optimization Project Field Test Data, 
Series 1, Tape TDOP 0020. 








PB-250 195/5GI 


PB-250 173/2GI 76-10 13F CP TO1 
PB-250 174/0Gi 

Truck Design Optimization Project Field Test Data, 

Series 1, Tape TDOP 0021. 

PB-250 174/0GI 76-10 13F CP TO1 
PB-250 175/7GI 

Truck Gesten timization Project Field Test Data, 

Series 1 On TboP 0022. 

PB-250 1750768 76-10 13F CP TO1 
PB-250 176/5Gi 


Truck Design Optimization Project Field Test Data, 

Series 1, Tape TDOP 0023. 

PB-250 176/5GI 76-10 13F CP TO1 
PB-250 177/3GI 

Truck Design O ayo ete: Field Test Data, 

Series 1, Tape TDOP 0024 


PB-250 177/3GI 76-10 13F CP TO1 
PB-250 178/1Gi 
a ig —— Project Field Test Data, 
ries ape 
PB-250 178/1GI 76-10 13F CP TO1 
PB-250 179/9GI 
—— ab —— Project Field Test Data, 
ries ape 
PB-250 179/9GI 76-10 13F CP TO1 
PB-250 180/7Gi 
—— a Tee i Project Field Test Data, 
ies 1 DOP 0027 
PB-250 180/761 76-10 13F CP TO1 
PB-250 181/5Gi 
—_ rg oe Project Field Test Data, 
ape 
PB-250 181/5G! 76-10 13F CP TO1 
PB-250 182/3Gi 
— Design Optimization Project Field Test Data. 
ries 1, Tape TDOP 0029. 
PB-250 182/3G! 76-10 13F CP TO1 
PB-250 183/1Gi 
Truck rh a Project Field Test Data, 
Series 1, Tape 0030. 
PB-250 183/1GI 76-12 13F CP TO1 
PB-250 184/9Gi 
— Te 9 TBOP 0031" Project Field Test Data, 
eries 
PB-250 184 76-10 13F CP TO01 
PB-250 rte 
Truck Design Optimization Project Field Test Data, 
Series 1, Tape TboP 0032. 
PB-250 185/6GI 76-10 13F CP TO1 
PB-250 186/4Gi 
— conn bo sey nny Project Field Test Data, 
PB-250 186/4GI 76-10 13F CP TO1 
PB-250 187/2GI 
beara go 7 TBOP 0094. Project Field Test Data, 
PB-250 187 '- 76-10 13F CP Tot 
PB-250 aera 
Truck Design Optimization Project Field Test Data, 
Series 1, T TbOP P 0035. 
PB-250 188/0G! 76-10 13F CP TO1 
PB-250 189/8Gi 
—— ab ——— Project Field Test Data, 
PB-250 189/8G! ' - 76-10 13F CP Tot 
PB-250 190/6Gi 
— ab me TBOP 0057. Project Field Test Data, 
r 7. 
PB-250 190/6G 76-10 13F CP TO1 
PB-250 191/4Gi 
Truck Tene Optimization Project Field Test Data, 
Series 1, TboP P 0038. 
PB-250 10104 76-10 13F CP TO1 
PB-250 192/2Gi 
Truck Design Optimization Project Field Test Data, 
Series 1, Tape TDOP 0039. 
PB-250 192/2G! 76-10 13F CP T01 
PB-250 193/0Gi 
Truck —— ore TDOP 0040. Project Field Test Data, 
PB-250, 193/06!  -76-10 13F «CP Tot 
PB-250 194/8Gi 


Truck Design — Project Field Test Data. 

Series 2, Tape TOOP 

PB-250 194/8GI 76-11 13F CP TO1 
PB-250 195/5Gi 

Truck Design oo Project Field Test Data, 

Series 2, Tape TDOP 0042. 

PB-250 195/5Gi 76-11 13F CP TO1 
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PB-250 196/3GI PB-250 218/5G! PB-250 240/96! 2 
Truck Design Optimization Project Field Test Data, Truck Design Optimization Project Field Test Data, Truck Design Optimization Project Field Test Data, oH 
Series 2, Tape TDOP 0043. Series 2, Tape TDOP 0065. Series 3, Tape TDOP 0087. s 
PB-250 196/3GI 76-11 13F CP TO1 PB-250 218/5G! 76-11 13F CP TO1 PB-250 240/9GI 76-11 13F CP To1 : 

PB-250 197/1GI PB-250 219/3GI PB-250 241/7GI i 
Truck Design Optimization Project Field Test Data, Truck Design ———_ Project Field Test Data, Truck Design Optimization Project Field Test Data, : 
Series 2, Tape TDOP 0044. Series 2, Tape TDOP 0066. Series 3, Tape TDOP 0088. z, 
PB-250 197/1GI 76-11 13F CP TO1 PB-250 219/3GI 76-11 13F CP T01 PB-250 241/7GI 76-11 13F CP T01 z 

PB-250 198/9GI PB-250 220/1Gi PB-250 242/5GI , 
Truck Design Optimization Project Field Test Data, Truck Design Optimization Project Field Test Data, Truck Design Optimization Project Field Test Data, # 
Series 2, Tape TDOP 0045. Series 2, Tape TDOP 0067. Series 3, Tape TDOP 0089. 4 
PB-250 198/9GI 76-11 13F CP TO1 PB-250 220/1GI 76-11 13F CP TO1 PB-250 242/5GI 76-11 13F CP TOo1 ui 

PB-250 199/7GI PB-250 221/9GI PB-250 243/3GI F 
Truck Design Optimization Project Field Test Data, Truck Design Optimization Project Field Test Data, Truck Design Optimization Project Field Test Data, on 
Series 2, Tape TDOP 0046. Series 2, Tape TDOP 0068. Series 3, Tape TDOP 0090. ss 
PB-250 199/7GI 76-11 13F CP TO1 PB-250 221/9GI 76-11 13F CP TO1 PB-250 243/3GI 7#12 13F cP TO01 i 

PB-250 200/3Gi PB-250 222/7Gi PB-250 244/1GI : 
Truck Design Optimization Project Field Test Data, Truck Design Optimization Project Field Test Data, Truck Design Optimization Project Field Test Data. : 
Series 2, Tape TDOP 0047. Series 2, Tape TDOP 0069. Series 3, Tape TDOP 0091. : 
PB-250 200/3GI 76-10 13F CP T01 PB-250 222/7Gi 76-11 13F CP TO1 PB-250 244/1GI 76-12 13F CP TO01 : 

PB-250 201/1GI PB-250 223/5GI PB-250 245/8G! ‘ 
Truck Design Optimization Project Field Test Data, Truck Design Optimization Project Field Test Data, Truck Design Optimization Project Field Test Data. * 
Series 2, Tape TDOP 0048. Series 2, Tape TDOP 0070. Series 3, Tape TDOP 0092. id 
PB-250 201/1GI 76-10 13F CP TO1 PB-250 223/5GI 76-11 13F CP TO1 PB-250 245/8GI 76-12 13F CP TO1 ¢ 

PB-250 202/9G! PB-250 224/3GI PB-250 246/6G! ; 
Truck Design Optimization Project Field Test Data, Truck Design Optimization Project Field Test Data, Truck Design Optimization Project Field Test Data. 3 
Series 2, Tape TDOP 0049. Series 2, Tape TDOP 0071. Series 3, Tape TDOP 0093. ; 
PB-250 202/9GI 76-10 13F CP TO1 PB-250 224/3GI 76-11 13F CP TO1 PB-250 246/6GI 76-12 13F CP TO1 4 

PB-250 203/7GI PB-250 225/0GI PB-250 247/4GI 
Truck Design Optimization Project Field Test Data, Truck Design Optimization Project Field Test Data, Truck Design Optimization Project Field Test Data, ‘ 
Series 2, Tape TDOP 0050. Series 2, Tape TDOP 0072. Series 3, Tape TDOP 0094. i 
PB-250 203/7GI 76-11 13F CP TO01 PB-250 225/0G! 76-11 13F CP TO1 PB-250 247/4GI 76-12 13F CP TO1 j 

PB-250 204/SGI PB-250 226/8GI PB-250 248/2GI i 
Truck Design Optimization Project Field Test Data, Truck Design Optimization Project Field Test Data, Truck Design Optimization Project Field Test Data. 3 
Series 2, Tape TDOP 0051. Series 2, Tape TDOP 0073. Series 3, Tape TDOP 0095. 4 
PB-250 204/5GI 76-11 13F CP TO1 PB-250 226/8GI 76-10 13F CP T01 PB-250 248/2GI 76-12 13F CP TO01 i 

PB-250 205/2G! PB-250 227/6GI PB-250 249/0GI 
Truck Design Optimization Project Field Test Data, Truck Design Optimization Project Field Test Data, Truck Design Optimization Project Field Test Data. 

Series 2, Tape TDOP 0052. Series 2, Tape TDOP 0074. Series 3, Tape TDOP 0096. 
PB-250 205/2GI 76-11 13F CP TO01 PB-250 227/6GI 76-11 13F CP TO1 PB-250 249/0GI 76-12 13F CP TO1 

PB-250 206/0GI PB-250 228/4GI PB-250 250/8G! 

Truck Design Optimization Project Field Test Data, Truck Design Optimization Project Field Test Data, Truck Design Optimization Project Field Test Data. 
Series 2, Tape TDOP 0053. Series 2, Tape TOOP 0075. Series 3, Tape TDOP 0097. 
PB-250 206/0GI 76-11 13F CP TO01 PB-250 228/4GI 76-10 13F CP TO1 PB-250 250/8G! 76-11 13F CP TOT 

PB-250 207/8GI PB-250 229/2GI PB-250 251/6GI 
Truck —— Optimization Project Field Test Data, Truck ——— Optimization Project Field Test Data, Truck 3 Tene ey Project Field Test Data. 

Series 2, Tape TDOP 0054. Series 2, Tape TOOP 0076. Series 3, T TDOP 0098. 
PB-250 207/8G! 76-11 13F CP TO01 PB-250 229/2G! 76-10 13F CP TO1 PB-250 251 1/66 76-11 13F CP TO1 

PB-250 208/6GI PB-250 230/0GI PB-250 252/4Gi 
Truck Design Optimization Project Field Test Data, Truck Design a Project Field Test Data, Truck Design ——— Project Field Test Data, 

Series 2, Tape TDOP 0055. Series 3, T TOOP 0077 Series 3, Tape TDOP 0 
PB-250 208/6GI 76-11 13F CP TO1 PB-250 230/0G! 76-11 13F CP TO1 PB-250 252/4GI 76-12 13F CP TO1 

PB-250 209/4GI PB-250 231/8Gi PB-250 253/2Gi 
Truck Design Optimization Project Field Test Data, Truck Design timization Project Field Test Data, Truck Design me TBOP-0108 Project Field Test Data, 

Series 2, Tape TDOP 0056. Series 3, Tape TDOP 0078. a * 3, Ta 
PB-250 209/4G! 76-11 13F CP TO1 PB-250 231/8GI 76-11 13F CP TO1 76-12 13F CP TO1 

PB-250 210/2GI PB-250 232/6GI alae recta 
Truck Design Optimization Project Field Test Data, Truck Design Optimization Project Field Test Data, Truck Design Optimization Project Field Test Data, : 
Series 2, Tape TDOP 0057. Series 3, Tape TDOP 0079. Series 3, Tape TDOP 0104. . 
PB-250 210/2G! 76-11 13F CP TO01 PB-250 232/6GI 76-11 13F CP TO1 PB-250 254/0GI 76-12 13F CP TO1 

PB-250 211/0GI PB-250 233/4GI PB-250 255/7GI 
Truck —— Optimization Project Field Test Data, Truck Design Optimization Project Field Test Data, —_ — —— Project Field Test Data, : 
Series 2, Tape TDOP 0058. Series 3, T TDOP 0080. ww AYR, BR TOOP iY 
PB-250 211/0GI 76-11 13F CP TO1 PB-250 233/4GI 76-11 13F CP TO1 76-12 13F CP TO1 c 

PB-250 212/8GI PB-250 234/2GI Beye 256/5G! 

Truck Design ———, Project Field Test Data, Truck Design Optimization Project Fieid Test Data, Truck Design —— Project Field Test Data, 
Series 2, T OP 0059. Series 3, Tape TDOP 0081. Series 3, Tape TDOP 0106. 
PB-250 212/8G! 76-11 13F CP TO1 PB-250 234/2GI 76-11 13F CP TO1 PB-250 256/5G! 76-12 13F CP T01 

PB-250 213/6GI PB-250 235/9GI PB-250 257/3GI 
Truck Design Optimization Project Field Test Data, Truck Design Optimization Project Field Test Data, Truck Design ——— Project Field Test Data, 

Series 2, Tape TDOP 0060. Series 3, Tape TDOP 0082. Series 3, T TOOP 
PB-250 213/6GI 76-11 13F CP T01 PB-250 235/9G! 76-11 13F CP TO1 PB-250 257/3GI 76-12 13F CP TO1 

PB-250 214/4GI PB-250 236/7GI PB-250 258/1G!i | 
Truck Design Optimization Project Field Test Data, Truck Design Optimization Project Field Test Data, Truck Design Optimization Project Field Test Data, 

Series 2, Tape TDOP 0061. Series 3, Tape TDOP 0083. Series 3, LS TDOP 0108. 
PB-250 214/4GI 76-11 13F CP TO01 PB-250 236/7GI 76-11 13F CP TO1 PB-250 258/1GI 76-12 13F CP TO1 

PB-250 215/1GI PB-250 237/5GI PB-250 259/9GI 
Truck Design Optimization Project Field Test Data, Truck Design yy og Project Field Test Data, Truck Design ——- Project Field Test Data, 

Series 2, Tape TDOP 0062. Series 3, Tape TDOP . Series 3, Tape TDOP 0109. 
PB-250 215/1GI 76-11 13F CP TO1 PB-250 237/5GI 76-11 13F CP TO1 PB-250 259/9GI 76-12 13F CP TO1 

PB-250 216/9G! . PB-250 238/3Gi PB-250 260/7Gi 
Truck Design Optimization Project Field Test Data, Truck —— Optimization Project Field Test Data, Truck Design Optimization Project Field Test Data, 

Series 2, Tape TDOP 0063. Series 3, Tape TDOP 0085. Series 3, Tape TDOP 0110. 
PB-250 216/9GI 76-11 13F CP TO1 PB-250 238/3G! 76-11 13F CP TO1 PB-250 260/7GI 76-12 13F CP TO1 

PB-250 217/7GI PB-250 239/1Gi PB-250 261/5GI 
Truck Design Optimization Project Field Test Data. Truck Design Optimization Project Field Test Data, Truck Design Optimization Project Field Test Data. 

Series 2, Tape TDOP 0064. Series 3, Tape TDOP 0086. Series 3, Tape TDOP 0111. 
PB-250 217/7GI 76-11 13F CP TO1 PB-250 239/1GI 76-11 13F CP TO01 PB-250 261/5Gi s. 76-12 13F CP TO1 
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PB-250 262/3G! 
Truck Design Optimization 
Series 3, Tape TDOP 0112. 
PB-250 262/3GI 


PB-250 263/1GI 


Truck Design Optimization 
eS x. 4 TDOP 0113 


aan oii 
Truck Design Optimization 
Series 3, Tape TDOP 0114. 
PB-250 264/9GI 

PB-250 265/6GI 
Truck Design Optimization 
Series 3, a, AF. TDOP 0115. 
PB-250 265 

PB-250 266/4GI 
Truck Design Optimization 
Series 3, Tape TDOP 0116. 
PB-250 266/4GI 

PB-250 267/2GI 
Truck Design Optimization 
Series 4, Tape TDOP 0124. 
PB-250 267/2GI 

PB-250 268/0GI 
Truck Design Optimization 
Series 4, Tape TDOP 0125. 
PB-250 268/0GI 

PB-250 269/8G! 
Truck Design Optimization 
Series 4, Tape TDOP 0126. 
PB-250 269/8G! 

PB-250 270/6GI 
Truck Design Optimization 
Series 4, T TDOP 0127. 
PB-250 270/6GI 

PB-250 271/4GI 
Truck Design Optimization 
Series 4, Ley TDOP 0128. 
PB-250 271/4G! 

PB-250 272/2Gi 
Truck Design Optimization 
Series 4, Tape TDOP 0129. 
PB-250 272/2GI 

PB-250 273/0GI 
Truck Design Optimization 
Series 4, Tape TDOP 0132. 
PB-250 273/0GI 

PB-250 274/8GI 
Truck Design Optimization 
Series 4, T TDOP 0133. 
PB-250 274/8G! 

PB-250 275/5GI 


Truck Design Optimization 
Series 4, Tape TDOP 0134. 
PB-250 275/5G! 


PB-250 276/3GI 


Truck Design Optimization 
Series 4, TDOOP 0135. 
PB-250 276/3GI 


PB-250 277/1GI 


Truck Design Optimization 
; TDOP 0136. 
PB-250 277/1GI 


PB-250 278/9GI 


Truck Design Optimization 
Series 4, Tape TDOP 0137. 
PB-250 278/9GI 


PB-250 279/7GI 


Truck cone ee 
4, Tape TDOP 0138. 
PB-250 279/7GI 


PB-250 280/5GI 


Truck Design Optimization 
Series 4, Tape TDOP 0139. 
PB-250 280/5G! 


PB-250 2861/3GI 


Truck Design Optimization 
Series 4, Tape TDOP 0140. 
PB-250 281/3G! 


PB-250 282/1GI 


Truck Design Optimization 
Series 4, Tape TDOP 0141. 
PB-250 282/1GI 


PB-250 283/9G! 


Truck Design Optimization 
Series 4, Tape TDOP 0142. 
PB-250 283/9G! 


Project Field Test Data, 


n Project Field Test Data, 


Project Field Test Data, 


Project Field Test Data, 


Project Field Test Data, 


Project Field Test Data, 


Project Field Test Data, 


Project Field Test Data, 


Project Field Test Data, 


Project Field Test Data, 


Project Field Test Data, 


Project Field Test Data, 


Project Field Test Data, 


Project Field Test Data, 


Project Field Test Data, 


Project Field Test Data, 


Project Field Test Data, 


Project Field Test Data, 


Project Field Test Data, 


Project Field Test Data, 


Project Field Test Data, 


Project Field Test Data, 


PB-250 284/7GI 


Truck Design Optimization Project Field Test Data, 

Series 4, Tape TDOP 0143. 

PB-250 284/7GI 76-13 13F CP TO1 
PB-250 285/4Gi 


Truck Design Optimization Project Field Test Data, 

Series 4, Tape TDOP 0144. 

PB-250 285/4G! 76-13 13F CP TO1 
PB-250 286/2GI 

Truck Design Optimization Project Field Test Data, 

Series 4, Tape TDOP 0145. 

PB-250 286/2GI 76-13 13F CP TO1 
PB-250 287/0GI 

Truck Design Optimization Project Field Test Data, 

Series 4, T TDOP 0146. 

PB-250 287/0G! 76-13 13F CP TO1 
PB-250 288/8Gi 

Truck Design Optimization Project Field Test Data, 

Series 4, Tape TDOP 0147. 

PB-250 288/8GI 76-13 13F CP TO1 
PB-250 289/6Gi 

Truck Design Optimization Project Field Test Data, 

Series 4, Tape TDOP 0148. 

PB-250 289/6GI 76-13 13F CP TO1 
PB-250 290/4Gi 

Truck Design Optimization Project Field Test Data, 

Series 4, Tape TDOP 0149. 

PB-250 290/4Gi 76-13 13F CP TO1 
PB-250 291/2Gi 

Truck Design Optimization Project Field Test Data, 

Series 4, Tape TOOP 0150. 

PB-250 291/2GI . 76-13 13F CP TO1 
PB-250 292/0GI 

Truck Design Optimization Project Field Test Data, 

Series 4, Tape TDOP 0151. 

PB-250 292/0G! 76-14 13F CP TO1 
PB-250 293/8Gi 

Truck Design Optimization Project Field Test Data, 

Series 4, Tape TDOP 0152. 

PB-250 293/8G! 76-14 13F CP TO1 
PB-250 294/6GI 

Truck Design Optimization Project Field Test Data, 

Series 4, $4 —_ 0153. 

PB-250 294 76-14 13F CP TO1 
PB-250 re sn 

Truck Design — Project Field Test Data, 


Series 4, ane TDOP 0154 
PB-250 76-14 13F CP TO1 


PB-250 296/1GI 

Truck Design Optimization Project Field Test Data, 

Series 4, Tape TDOP 0155. 

PB-250 296/1GI 76-14 13F CP TO1 
PB-250 297/9GI 

Truck Design Optimization Project Field Test Date, 

Series 4, Tape TDOP 0156. 

PB-250 297/9G! 76-14 13F CP TO01 
PB-250 298/7GI 

Truck Design Optimization Project Field Test Data, 

Series 4, Tape TDOP 0157. 

PB-250 298/7GI 76-14 13F CP TO1 
PB-250 299/5GI 

Truck Design Optimization Project Field Test Data, 

Series 4, Tape TDOP 0158. 

PB-250 299/5GI 76-14 13F CP TO1 
PB-250 300/1GI 

Truck Design ee Project Field Test Data, 

Series 4, Tape TOOP 0159. 

PB-250 300/1G! 76-14 13F CP TO1 
PB-250 301/9GI 

Truck Design Optimization Project Field Test Data, 

Series 4, Tape TOOP 0160. 

PB-250 301/9GI 76-14 13F CP TO1 
PB-250 302/7GI 

Truck Design Optimization Project Field Test Data, 

Series 4, Tape TDOP 0161. 

PB-250 302/7GI 76-14 13F CP TO1 
PB-250 303/5GI 

Truck Design Optimization Project Field Test Data, 

Series 4, Tape TDOP 0162. 

PB-250 303/5G! 76-14 13F CP TO01 
PB-250 304/3GI 

Truck Design Optimization Project Field Test Data, 

Series 4, Tape TDOP 0163. 

PB-250 304/3G! 76-14 13F CP TO1 


PB-250 305/0G! 
Truck Design Optimization Project Field Test Data, 
Series 4, Tape TDOP 0164. 
PB-250 305/0GI 76-14 13F CP TO01 





PB-250 327/4GI 


PB-250 306/8G! 

Truck Design Optimization Project Field Test Data, 

Series 4, Tape TDOP 0165. 

PB-250 306/8G! 76-14 13F CP TO1 
PB-250 307/6Gi 

Truck Design oe Project Field Test Data, 

Series 4, Tape TDOP 

PB-250 307/6G! 76-14 13F CP TO1 
PB-250 308/4Gi 

Truck Design Optimization Project Field Test Data. 

Series 4, Tape TDOP 0167. 

PB-250 308/4Gi 76-14 13F CP TO1 
PB-250 309/2Gi! 

Truck Design Optimization Project Field Test Data, 

Series 4, Tape TDOP 0168. 

PB-250 309/2Gi 76-14 13F CP TO1 
PB-250 310/0Gi 

Truck Design Optimization Project Field Test Data, 

Series 4, Tape TDOP 0169. 

PB-250 310/0GI 76-14 13F CP TO1 
PB-250 311/8GI 

Truck Design Optimization Project Field Test Data. 

Series 5, bey TDOP 0170. 

PB-250 311/8Gi 76-16 13F CP TO01 
PB-250 312/6Gi 

Truck Design Optimization Project Field Test Data. 

Series 5, Tape TDOP 0171. 

PB-250 312/6GI 76-16 13F CP TO1 
PB-250 313/4Gi 

Truck Design Optimization Project Field Test Data, 

Series 5, Tape TDOP 0172. 

PB-250 313/4Gi 76-16 13F CP TO1 
PB-250 314/2GI 

Truck Design Optimization Project Field Test Data, 

Series 5, Mey TDOP 0173. 

PB-250 314/2G! 76-16 13F° CP TO1 
PB-250 315/9G! 

Truck Design Optimization Project Field Test Data, 

Series 5, Tape TDOP 0174. 

PB-250 315/9GI 76-16 13F CP TO1 
PB-250 316/7Gi 

Truck Design Optimization Project Field Test Data, 

Series 5, Wy TDOP 0175. 

PB-250 316 /7G\ 76-16 13F CP TO1 
PB-250 317/5Gi 


Truck Design Py Project Field Test Data, 
Series 5, L TOOP 


PB-250 317/5GI 76-16 13F CP TO1 
PB-250 318/3Gi 

Truck a ——— Project Field Test Data, 

Series a TDOP 0177 

PB-250 76-16 13F CP TO1 
PB-250 319/1Gi 


Truck Design Optimization Project Field Test Data, 

Series 5, Tape TDOP 0178. 

PB-250 319/1G! 76-16 13F CP TO1 
PB-250 320/9Gi 

Truck Design Optimization Project Field Test Data, 

Series 5, T TDOP 0179. 

PB-250 320/9Gi 76-16 13F CP TO1 
PB-250 321/7Gi 

Truck Design Optimization Project Field Test Data, 

Series 5, T TDOP 0180. 

PB-250 321/7GI 76-16 13F CP TO1 
PB-250 322/5Gi 

Truck Design Optimization Project Field Test Data, 

Series 5, Tape TDOP 0181. 

PB-250 322/5G! 76-16 13F CP TO1 
PB-250 323/3Gi 

Truck Design Optimization Project Field Test Data, 

Series 5, Tape TDOP 0182. 

PB-250 323/3G! 76-17 13F CP TO1 
PB-250 324/1Gi 


Truck Design Optimization Project Field Test Data, 
Series 5, Tape TDOP 0183. 


PB-250 324/1GI 76-17 13F CP TO1 
PB-250 325/8Gi 

Truck Design Optimization Project Field Test Data, 

Series 5, Tape TDOP 0184. 

PB-250 325/8Gi 76-17 13F CP TO1 
PB-250 326/6Gi 


Truck Design Optimization Project Field Test Data, 

Series 5, Tape TDOP 0185. 

PB-250 326/6G! 76-17 13F CP TO1 
PB-250 327/4Gi 

Truck Design Optimization Project Field Test Data. 

Series 5, Tape TOOP 0186. 

PB-250 327/4Gi 76-17 13F CP TO01 
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PB-250 328/2Gi 
Truck Design Optimization 
Series 5, Tape TDOP 0187. 
PB-250 328/2GI 

PB-250 329/0GI 
Truck Design Optimization 
Series 5, Tape TDOP 0188. 
PB-250 329/0G! 

PB-250 330/8G! 

Truck Design Optimization 
Series 5 Tape TDOP 0189. 
PB-250 330/8GI 

PB-250 331/6GI 
Truck Design Optimization 
Series 5, T TDOP 0190. 
PB-250 331/6GI 

PB-250 332/4Gi 
Truck Design Optimization 
Series 5, Tape TDOP 0191. 
PB-250 332/4GI 

PB-250 333/2GI 
Truck Design Optimization 
Series 5, Tape TDOP 0192. 
PB-250 333/2GI 

PB-250 334/0GI 
Truck Design Optimization 
Series 5, Tape TDOP 0193. 
PB-250 334/0GI 

PB-250 335/7GI 
Truck Design Optimization 
Series 5, Tape TDOP 0194. 
PB-250 335/7GI 

PB-250 336/5GI 
Truck Design Optimization 
Series 5, Tape TDOP 0195. 
PB-250 336/5GI 

PB-250 337/3GI 
Truck Design Optimization 
Series 5, Tape TDOP 0196. 
PB-250 337/3GI 

PB-250 338/1GI 
Truck Design Optimization 
Series 5, Tape TDOP 0197. 
PB-250 338/1GI 

PB-250 339/9GI 
Truck Design Optimization 
Series 5, Tape TDOP 0198. 
PB-250 339/9G! 

PB-250 340/7GI 
Truck Design Optimization 
Series 5, Tape TDOP 0199. 
PB-250 340/7GI 

PB-250 341/5GI 
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PB-250 647/5Gi 

Columbia County Disaster Housing Plan. 

PB-250 647/5GI 76-11 13B PC AOQ4/MF Ao1 
PB-250 648/3GI 

Montour County Disaster Housing Pian. 

PB-250 648/3GI 76-11 13 PC A04/MF A01 
PB-250 649/1Gi 

Snyder coun ey Housing Plan. 

PB-250 649/ 76-11 13B PC AO4/MF AO1 
PB-250 eos 

Mifflin County Disaster ousing Plan. 

PB-250 650/9Gi 76-11 138 PC AOQ4/MF A01 
PB-250 651/7GI 

Juniata County Disaster “me Plan 

PB-250 651/7GI 76-11 13B PC AO4/MF AOt 
PB-250 652/5Gi 


Hydrochloric Acid Digestion and Solvent Extraction 

of Western Phosphates. 

PB-250 652/5GI 76-11 8! PC AO3/MF A01 
PB-250 653/3GI 


improved Properties of Lead-Antimony Alloys by 
Thermomechanical Treatments. 
PB-250 653/3GI 76-11 11F PC AOQ3/MF A0O1 


PB-250 655/8GI 


The A-95 Review and Comment Process as Applied 
to HEW Programs in New England 
PB-250 655/8Gi 76-10 5A PC AOS/MF AO1 


PB-250 656/6GI 
Connecticut Overview. The A-95 Review Process for 


HEW Applications. 
PB-250 656/6GI 76-10 SA PC A02/MF A01 
PB-250 657/4GI 


Maine Overview. The A-95 Review Process for HEW 


Project a 
PB-250 657/4GI 76-10 5A PC A03/MF A01 


PB-250 658/2GI 


Massachusetts Overview. The A-95 Review Process 
for HEW Ay oy Applications. 
- 658/2GI 76-10 5A PC AO2/MF A01 


PB-250 659/0GI 


Rhode Island Overview. The A-95 Review Process 
for HEW Project Applications. 
PB-250 659/0G! 76-10 SA PC AO2/MF AO1 


PB-250 660/8GI 
New Hampshire Overview. The A-95 Review Process 


for HEW —_ a 
PB-250 6-10 SA PC A02/MF A01 
PB-250 661/6Gi 


Vermont Overview. The A-95 Review Process for 
HEW Project Applications. 
PB-250 661/6GI 76-10 5A PC A0Q2/MF A01 


PB-250 662/4G! 
Testing and Certification for Export Products in In- 


dustrializing Countries. ; 
PB-250 662/4GI 76-10 5C PC A08/MF A01 
PB-250 663/2GI 


An infrared Spectrometer Utilizing a Spin Flip 
Raman Laser, IR Frequency ew Techniques, 
and CO2 Laser Frequency Standard 

PB-250 663/2Gi 76-10 138 PC A04/MF AO1 


PB-250 664/0GI 
Proposed Criteria for Use of the Critical Radiant 


Fiux Test Method. 
PB-250 664/0GI 76-10 13L PC AQ3/MF A01 
PB-250 667/3GI 
Background information for Standards of Per- 
formance: Primary Aluminum industry. Volume 3: 


Sup ntal information. 
PB-250 667/3GI 76-11 13B PC AQ4/MF A01 
PB-250 668/1Gi 


Report of a Study of Control Agency Revenue Fees. 


PB-250 668/1Gi 76-12 13B PC A04/MF A01 
PB-250 669/9GI 

improved Exposure Measurements. 

PB-250 669/9G! 76-10 13L PC AO6/MF A01 
PB-250 670/7GI 


North Carolina Community Mental Health Center 
Evaluation Project: Report of Planning Phase 
PB-250 670/7GI 76-10, 6E PC A09/MF A01 
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PB-250 671/5G! 
t of Water and Related Land Resources 
in the State of Maine 


PB-250671/5GI 76-11 138 PC A10/MF AO1 
PG-250 672/3GI 
ical Studies for Assessing the Impact of Sani- 
<p spontian of Delaware Co., Ohio 
PB.250 672/3G 76-11 13B PC A17/MF A01 
PB-250 673/1GI 
Fuel Efficiency improvement in Rail Freight Trans- 
tion. 
250 673/1GI 76-11 210 PC AOS/MF AQ1 
PB-250 674/9GI 
ae yy Planning and Engineering Chart. 
-250 674/9GI 76-11 17B PC E04 
PB-250 675/6GI 
Gamma Radiation Surveys at Inactive Uranium Mill 
Sites. 
PB-250 675/6GI 76-11 18H PC AOS/MF AO1 
PB-250 676/4GI 
infrared Heating to Prevent Preferential icing of 
Concrete Box Girder Bridges. 
PB-250 676/4GI 76-10 13M PC AOS/MF AO1 
PB-250 677/2GI 
Disaster Recovery Planning Report. 
PB-250 677/2GI 76-11 138 PC A06/MF A01 
PB-250 679/8G! 
Ferric Chioride-Brine Leaching of Galena Concen- 
trate. 
PB-250 679/8GI 76-12 11F PC AQ2/MF A0O1 
PB-250 680/6GI 
Regional Emission P ion - tem (REPS). 
PB-250 680/6GI 6-10 13B PC AO7/MF A0O1 
PB-250 681/4GI 
ae Study and Evaluation of Air Pollution Emis- 
sions R 
PB-250 681/4GI 76-10 138 PC AOS/MF A01 
PB-250 682/2G! 


Characteristics of Trucks in Single and Two-Vehicle 

Fatal Crashes. 

PB-250 682/2G! 76-10 13F PC A02/MF A01 
PB-250 683/0GI 


Economic Analysis of Effluent Guidelines: The Tex- 
tiles, Friction and ey Materials Segment of the 
n 


Asbestos Manufacturing Industry. 

PB-250 683/0GI 6-11 138 PC AO04/MF A0O1 
PB-250 684/8G! 

Demonstration of a Planning Perspective for Waste 

Water  aatiee Disposition. Ohio/Kentucky/Indiana, 

PB-250 684/8GI 76-11 138 PC /MF AO1 
PB-250 685/5G! 


Model Validation and Time-Concentration Analysis 
of Three Power Plants. 


PB-250 685/5GI 76-11 138 PC AO08/MF A0O1 
PB-250 686/3GI 
Meet! Report: Advanced Fossil Fuels Sector 


ng 
Group, Research Triangle Park, 13 November 1975. 


PB-250 686/3GI 6-11 13B PC A03/MF A01 
PB-250 687/1Gi 

Kentucky Energy Resource Utilization Program 

PB-250 bs7/101 76-10 8! PC A03/MF A01 
PB-250 688/9GI 

The Productivity and Screening Effects of Educa- 

tional Attainment. 

PB-250 688/9G! 76-11 5C PC A0S/MF A01 
PB-250 689/7GI 


Directory of Special Transportation Services in the 

Metropolitan Washington Area, 

PB-250 689/7GI 76-11 138 PC A04/MF AO1 
PB-250 690/5GI 

by Pollution Abatement Fochontogy. Sa sepentiaien 

and Costs. Publicly Owned Treatment 

PB-250 690/5GI 76-11 13B PC ASS/MF AO1 

PB-250 691/3G! 


Chatuge Lake, Towns County, Georgia and Clay 
County, North Carolina. 


PB-250 691/3GI 76-11 13B PC AQ4/MF A01 
PB-250 692/1G! 
Waste Glass as a Raw Material for Lightweight Ag- 
692/1G! 76-12 13C PC A02/MF AO1 
PB-250 693/9G! 


og 9) Drilling Holes in Coalbeds for asification. 
PB-250 693/9GI 76-11 8! PC A02/MF A01 
PB-250 694/7GI 
Nitride Intermediates in the Preparation of Columbi- 
um, Vanadium, and Tantalum Metals. 2. Thermal 


Decomposition of the Nitrides. 
PB-250 694/7GI 76-11 11F PC AOQ2/MF AO1 


PB-250 695/4GI 


Electrophysical Considerations of the Activation of 
Sphalerite for Flotation. 


PB-250 695/4GI 76-12 81 PC AO3/MF A01 
PB-250 696/2GI 

Water Pollution Investigation: Cuyahoga River and 

Cleveland Area 

PB-250 696/2G! 76-11 138 PC AO7/MF A0O1 
PB-250 697/0G! 

Bridge Deck Deicing Study. 

PB-250 697/0GI 76-10 13B PC A06/MF A01 
PB-250 698/8G! 

Lake Wee-Ma-Tuk, Fulton = , Minois 

PB-250 698/8G! 76-10 138 PC A03/MF AO1 
PB-250 699/6G! 

Baldwin Lake, ‘a - uae, iinois. 

PB-250 699/6GI 6-11 13B PC AO3/MF A01 
PB-250 700/2Gi 

Lake Bloomington, McLean County, Illinois. 

PB-250 700/2G! 76-10 138 PC A0Q3/MF A01 
PB-250 701/0Gi 

Evaluation ow eae ae Wastes Emplacement in 

Mined O 

PB-250 01/0 . 76-11 138 PC A24/MF A01 
PB-250 702/8Gi 


The impact of Community Programs on State 
Hospital Utilization. 


PB-250 702/8Gi 76-13 6€ PC AOQ4/MF A01 

PB-250 703/6GI 

Burton Lake, Rabun County, Georgia 

PB-250 703/6GI 76-10 138 PC AO3/MF A01 
PB-250 704/4GI 


Nutrient Dynamics and Gas Production in Aquatic 

Ecosystems: The Effects and Utilization * ae 

and Nitrogen in Sediment-Water Microcos 

PB-250 704/4GI 76-11 8H PC A07/MF A01 
PB-250 705/1GI 


Recovering Polyurethane Foam and Other Plastics 


from Auto-Shredder Reject. 
PB-250 705/1GI 76-11 13B PC A02/MF A0O1 
PB-250 706/9GI 


Commercial Fisheries Survey and Development. 
PB-250 706/9GI 76-10 6C PC A06/MF AO1 


PB-250 707/7GI 
A Study of Commercial Shrimp, Rock Shrimp, and 
Potential Commercial Finfish. 
PB-250 707/7GI 76-10 6C PC AO05S/MF A01 
PB-250 708/5Gi 


Report of the Ocean Policy Research Workshop 
Held at Dulles Airport, Virginia on February 11-12, 


1975, 

PB-250 708/5GI 76-10 8) PC A04/MF A01 
PB-250 709/3Gi 

Development of Snow Water Equivalent Survey 

Methods Usin ‘amen Gamma Measurements. 

PB-250 709/ 76-10 8L PC AO3/MF A01 
PB-250 710/1GI 

Proceedings of the international Environmental in- 

formation Workshop Held at U.S. Department of 

Commerce, Washington, D.C. on May 28-30, 1975. 

PB-250 710/1GI 76-10 8&8 A04/MF A01 
PB-250 711/9Gi 

Eastern Pacific Cut-Off Low of April 21-28, 1974. 

PB-250 711/9GI 76-10 48 PC A03/MF AO1 
PB-250 712/7GI 


Electromagnetic Response of a Current Pulse 
Ay pe, Along a me pe Channel, 


712/7G! A03/MF A01 

PB-250 714/3GI 
oe Study - Industrial Park in Northeast 
PB-250 74/3 76-11 5C PC AOS/MF A01 


PB-250 715/0Gi 


A Feasibility Study for the Location of . Tanning In- 
dustry in Oklahoma. Tannery: Oklahom 
PB-250 715/0GI 76-11 5C PC “A07/MF A01 


PB-250 717/6GI 
A Study of Selected Landfills Designed as Pesticide 


Disposal Sites 
PB-250 717/6GI 76-11 13B PC AO7/MF A01 
PB-250 718/4GI 


Development of a Contingency Plan for Certification 


of Pesticide a icators. 
PB-250 718/4GI 76-10 Si PC A02/MF A01 


PB-250 719/2Gi 


Development of Methodology for the Assessment of 
BART's impacts Upon Economics and Finance 
Research Plan. 

PB-250 719/2GI 76-10 13B PC AO3/MF A01 








PB-250 743/2GI 


PB-250 720/0Gi 
Annual Report Water Resources Research Institute. 
(1974-1975). 
PB-250 720/0GI 76-10 138 PC AQ4/MF AO1 
PB-250 721/8Gi 


The Cause of Trout Fish Kills Occurring i. hey 

Water from the Aerated Hypolimnion of Deep L 

PB-250 721/8GI 76-11 6C PC A03/MF noi 
PB-250 722/6G! 


Evaluation of Self-Contained Anthropomorphic 
Dummy Data Acquisition System. 


PB-250 722/6GI 76-11 148 PC AQ7/MF AO1 
PB-250 723/4GI 

Earth Resources Management for Regional 
Development. 

PB-250 723/4GI 76-11 138 PC A12/MF A01 
PB-250 724/2G! 


Evaluation of R and D Investment oe sogee for 
SOx Air Pollution Control Processes, Part 2. 
PB-250 724/2GI 76-11 138 PC. A taser AO1 


PB-250 725/9GI 
Heat Transfer and Fiow of Helium in Channels - 
Practical Limits for Applications in Superconductivi- 
Pe-250 725/9G! 76-11 20M PC AO3/MF AO1 
PB-250 726/7GI 
DOTG: Functional Specification for the RTPP Moni- 


tor/Debugger. 

PB-250 726/7GI 76-11 9B PC AOQS/MF A01 
PB-250 727/5Gi 

ice Sensors and Information Signing. 

PB-250 727/5GI 76-10 148 PC AO2/MF AO1 
PB-250 728/3Gi 

Coal Mine Combustion Products: Conveyor Belts. 

PB-250 728/3GI 76-11 8! PC AOQ2/MF AO1 
PB-250 729/1GI 

Individual and Population Doses for 1972 


Discharges from the Ginna Nuclear Power Plant, 

Unit Number One. 

PB-250 729/1GI 76-11 6F PC AO3/MF AO1 
PB-250 730/9Gi 


Naturally Occurring Organic Compounds and Algal 
Growth in a Eutrophic Lake, 


PB-250 730/9GI 76-11 8H PC AO7/MF AO1 
PB-250 731/7Gi 

Development of wareg Fire Models 

PB-250 731/7GI 6-10 13L PC A04/MF AO1 


PB-250 732/5GI 


Reuse of Power Plant em ge ge Waste Water. 
PB-250 732/5GI 6-12 13B PC A07/MF AO1 


PB-250 733/3GI 


Thermodynamics of Sait Solutions and Geothermal 
Brines at Elevated Temperatures. 
PB-250 733/3GI 76-11 7D PC AOS/MF AO1 


PB-250 734/1GI 
Transportation — Program for Ap- 


alachia: Pr gies _ 
B-250 734/1 76-11 138 PC A13/MF A011 
PB-250 737/4Gi 


Pittsburgh Burn Study: A Study of Burn Injuries In- 


volving Clothing in Pittsburgh and Allegeheny 

a. Pennsylvania, June 1, 1970 to April 15, 

PB-250 737/4GI 76-12 13L PC A12/MF A01 
PB-250 738/2GI 


Mental Health Program Evaluation Conference, Held 
- — Airport Hotel, Tampa, Florida on May 29-31, 


PB-250 738/2G! 76-11 6E PC A21/MF AO1 
PB-250 739/0GI 

Se System for Randon ye 

PB-250 739/0G! 76-11 18D PC A02/MF A01 
PB-250 740/8Gi 

Copper Cementation in a Revolving-Drum Reactor, 

A Kinetic Stu 

PB-250 740/ 76-11 11F PC AO3/MF AO1 
PB-250 saaliide. 

perenne for Computer-Based Patient Monitoring 

Pon 250 741/6GI 76-10 6E& PC AO03/MF AO1 
PB-250 742/4GI 

Compendium of Computer-Based Patient Monitor- 

Systems. 

PB-250 742/4GI 76-10 6E PC A04/MF AO1 

PB-250 743/2GI 


Computer Programs for Structural Chemistry: 
MATCH! and MATCH2, FORTRAN Programs to Pre- 


dict and Evaluate Mutual Orientation of 
Polycrystals. 
PB-250 743/2GI 76-10 20B PC A08/MF A01 
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PB-250 744/0GI 
impact of an Evaluation Methodology Report: Reac- 
tions of Community Mental Health Centers to a 
Handbook on Evaluation of Consultation and Edu- 


cation Activities in is. 

PB-250 744/0GIi 76-11 6E PC AOS/MF A01 
PB-250 745/7G!I 

a Dissipation from Turbulent Open Channel 

PB-250 745/7GI 76-11 13B PC AOS/MF A01 
PB-250 746/5GI 

Lake Storey, Knox County, iilinois. 

PB-250 746/5GI 76-11 138 PC AOQ3/MF AO1 
PB-250 747/3GI 


Residue-Removal Methods for Pesticides and in- 

dustrial Chemicals Found in Aquatic Environments, 

PB-250 747/3GI 76-12 7D PC AQ2/MF A01 
PB-250 748/1GI 

Mine Power Distribution. Proceedings of Bureau of 

Mines Technology Transfer Seminar Held at Pitt- 

sburgh, Pa., on March 19, 1975. 

PB-250 748/1GI 76-12 81 PC AO6/MF A01 
PB-250 749/9GI 

A Rational Approach to Decision Making in the Re- 


ionalization of Wastewater Treatment S Ss. 
50 749/9GI 76-11 13B PC /MF A0O1 
PB-250 750/7GI 
Water as a Factor in Energy Resources Develop- 
ment, 
PB-250 750/7GI 76-12 13B PC A06/MF A01 
PB-250 751/5GI 
— Removal from Uranium Ores and Mill 
lings. 
PB-250 751/5GI 76-11 8! PC A02/MF A01 
PB-250 752/3GI 


Rural Residential Water Demand in Kentucky: An 
Econometric and Simulation Analysis 
13B PC AOS/MF AO1 


PB-250 752/3GI 76-11 
PB-250 753/1GI 

The Clinical Testing of Male Gonad Shields. 

PB-250 753/1GI 76-11 6R PC AO3/MF A01 
PB-250 754/9GI 


A Computer Model to Determine Low Cost 
Techniques to Comply with the Privacy Act of 1974. 
PB-250 754/9GI 76-11 9B CP TO3 


PB-250 755/6GI 
A Computer Model to Determine Low Cost 


ee. ues to Comply with the Privacy Act of 1974. 

PB-250 755/6Gt 76-11 9B PC A04/MF A01 
PB-250 756/4GI 

Marine (Telephone) Radio Station License Data 

PB-250 756/4GI 76-11 178 CP T99 
PB-250 757/2GI 

Citizens Radio Service Master File. 

PB-250 757/2GI 76-11 17B CP T99 
PB-250 758/0GI 

Consumers’ Perceptions of Adverse Reactions from 

Cosmetics. 

PB-250 758/0GI 76-11 6T CP TO1 
—— 759/8GI 


ederal Domestic Assistance, = one 
Age) 759/8GI 


PB-250 760/6GI 
Federal Domestic Assistance: 1975 Catalog - User's 


Guide (Update). 
PB-250 760/ 76-11 SC PC A02/MF A01 


CP T01 


PB-250 761/4GI 
+ oy yr Order Processing System (POPS). Release 
1 


PB-250 761/4GI 76-12 138 CP T03 
PB-250 762/2G! 

Wichita Falis, Texas USAC Vehicle Maintenance 

M 


odule. 
PB-250 762/2GI 76-12 136 CP T03 
PB-250 763/0G! 
The Telecommunication/Data Management System 
(TCDMS) '68M Assembier Longuae® Computer 
oo Tape, Release No. 2. 
250 763/ 76-11 17B CP TO06 
PB-250 rac! . 


of Reference | Data a Com- 
mercial — Reactor Analysis an 


PB-250 764/8GI 76-11 181 “PC 4/MF A01 
PB-250 765/5GI 

A Limited Entry Collage: Some Published Aspects, 

1974/1975, 

PB-250 765/5Gi 76-10 6C MF A01 
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PB-250 766/3GI 


& ey of the Ways in Which Community Mental 
Ith Center Services are integrated into Other 
Caregiving Functions. 


PB-250 766/3GI 76-11 6E PC A13/MF A01 
PB-250 767/1GI 

Corrosion of Metallic Piping on Military Bases - A 

rey. 

PB-250 767/1Gi 76-12 11F PC AQ2/MF A01 
PB-250 768/9GI 

Measurements and Observations of the Toxicologi- 

cal Hazard of Fire in a Metrorail interior Mock-Up. 

PB-250 768/9G! 76-11 PC A02/MF A01 
PB-250 769/7GI 

Finite Element Analysis of Spotweided, Bonded and 

Weldbonded Lap Joints. 

PB-250 769/761" 76-12 13& PC AOQ2/MF A01 
PB-250 770/5GI 

Protection from Ineffective Pesticides. 

PB-250 770/5GI 76-11 6F PC AO3/MF A01 
PB-250 771/3GI 

yy Design Criteria for iniand Waterways. 

-250 771/3GI 76-12 138 PC AQ3/MF A0O1 

PB-250 772/1Gi 

Data Analysis for Driver Performance Studies. 


Volume |. PDP-8 Data a System for Driver 

Simulation Laborator 

PB-250 772/1GI 76-11 5J PC A12/MF A01 
PB-250 773/9GI 

Salt and Nonelectrolyte interactions in Water. 

PB-250 773/9GI 76-11 148 PC AOS/MF A0O1 
PB-250 774/7GI 


Southern Union Gas Company Gas Transmission 
ine Failure Near Farmington, New Mexico, 
March 15, 1974. 


PB-250 774/7GI 76-10 13 PC AO3/MF AO1 
PB-250 775/4Gi 

enone al of BERDIS Bearing and Distance 

Computer Program 

PB-250 775/ i 76-10 9B PC A02/MF A01 
PB-250 776/2GI 


DOT Test Train Program, System instrumentation 
Manual. Sixth Edition. 
PB-250 776/2Gi 76-11 13F PC AO7/MF A01 


PB-250 780/4Gi 
California Water Resources Center Annual Report 1 


July 1974-30 June 1975, 
PB-250 780/4GI 76-11 138 PC A06/MF A01 


PB-250 781/2G! 
Cutting Experiments Using a Rotating Water Jet in 
a Borehole. 
PB-250 781/2GI 76-12 81 PC A03/MF A01 
PB-250 782/0GI 


Adhesive Sealant Field Trial in a Fluoridated Area. 
PB-250 782/0GI 76-11 6E PC AO3/MF A01 


PB-250 783/8GI 


Construction-Mineral regate Availability in the 
Baltimore, Md., Metropolitan Area. 
PB-250 783/8GI 76-11 13C PC AO3/MF AO1 


PB-250 785/3GI 
Kentucky Coal ~~~ oe Effects on Coal industry 


Structure and Outpu 

PB-250 785/3G! 76-10 81 PC AO3/MF A01 
PB-250 786/1GI 

Statement of Concerns of the Lake Michigan Toxic 

Substances Committee Related to Polychlorinated 

a. 

-250 786/1GI 76-11 138 PC AO3/MF A01 

PB-250 787/9GI 

Development and Fabrication of an Aseptic Fluid 


Transfer System (AFTS). 

PB-250 787/9GI 76-11 6L PC AO6/MF A01 
PB-250 788/7GI 

Section 208 Program Review 

PB-250 788/7GI 76-11 
PB-250 790/3GI 

Transportation for Seniors and err Per- 


sons in St. Louis. Volume li. Append 
PB-250 790/3GI 76-10 138 PC AOT/MF A01 


PB-250 791/1GI 


Transportation for Seniors and Handicapped Per- 
sons in St. Louis. Volume |. Main Report 
13B PC A0S/MF A011 


“138 PC AO4/MF A01 


PB-250 791/1Gi 76-10 
PB-250 792/9Gi 

Characterization of Porcine Factor Vill. 

PB-250 792/9GI 76-11 6A PC AQ2/MF AO1 
PB-250 793/7GI 


Shear-induced Hemolysis: Materials, and Blood 
Composition. 


PB-250 793/7GI 76-11 


6L PC AO04/MF AO1 
PB-250 795/2GI 


Recruitment, Counseling and Related Activities in 
the Health Occupations. 


PB-250 795/2GI 76-10 5i PC AOS/MF AO1 
PB-250 797/8GI 

Americium. its Behavior in Soil and Plant Systems. 

PB-250 797/8GI 76-11 6C PC AQ2/MF A01 
PB-250 798/6GI 


Analysis of Demand and Supply for Secondary Fiber 
in the U.S. Paper and Paperboard Industry. Volume 
One. Sections I-Vill and X. 


PB-250 798/6Gi 76-10 11L PC A17/MF A01 
PB-250 799/4Gi 

Cosmetic Adverse incident File. Tape Layout and 

Code Book. 

PB-250 799/4GI 76-11 6T PC AOS/MF A01 
PB-250 800/0Gi 

Subsurface investigation, Section F003, Branch 

PB 280 800/0GI 76-11 13F PC AOS/MF AO1 
PB-250 802/6Gi 


Analysis of Demand and Supply for Secondary Fiber 
in the U.S. Paper and Paperboard Industry. Volume 


Three. Appendices. 

PB-250 802/6GI 76-10 11L PC A18/MF AO1 
PB-250 807/5GI 

Blood Transfusion and ene my infection. 

PB-250 807/5GI 6E PC AO3/MF A01 
PB-250 808/3GI 


Thunderstorm-Outflow Kinematics and Dynamics. 
PB-250 808/3GI 76-10 4B PC A04/MF AO1 


PB-250 809/1GI 


Development of Two New Oxygen Self-Rescuers. 
PB-250 809/1GI 76-10 6K PC AOQ3/MF A01 


PB-250 810/9G! 


An Analytical and Experimental Study of the Per- 
formance and Emissions of a Hydrogen Fueled 


ane 
76-10 138 PC AO7/MF A01 
PB-250 811/7GI 
Retrofit Air Conditioning of Subway Cars 
PB-250 811/7GI 76-11 13F PC "A02/MF AO} 
PB-250 813/3GI 


Annual Review of Aircraft Accident Data. U.S. Air 
Carrier Operations 1974. 
PB-250 813/3GI 76-10 1B PC AOS/MF AO1 


PB-250 814/1GI 
Comprehensive Analysis of Time-Concentration 
Relationshi & one Validation of a Single-Source 


Dispersion 
PB-250 anten 76-10 138 PC AO8/MF A01 
PB-250 815/8Gi 


industrial Sound Level Meter ey indicator Test, 
PB-250 816/8G! 76-11 148 PC A02/MF AO1 


PB-250 816/6Gi 
industrial Sound Level Meter Slow Dynamic Charac- 


teristic Test, 
PB-250 816/6GI 76-11 14B PC AQ2/MF A01 
PB-250 818/2GI 


Subsidence Monitoring in Conjunction with Un- 
ay ty Mine pe oe 
81 PC A0S/MF A01 


PB-250 819/0GI 
A Study of Agents Affecting the Adherence of 
Cari ic Microorganisms. 
PB-250 819/0GI 76-11 6M 
PB-250 820/8GI 
The Evaluation of Poly(Vinyl Acetate-CO-Crotonic 
a lonomer Hydrogel Coatings for Biomedical 


PC A03/MF AO1 


+ geosey 820/8G! 76-11 6L PC AO3/MF AO1 
PB-250 821/6GI 

Reservoir Simulation Manual. 
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PB-250 822/4Gi 


Transcript of the Meeting Proceedings (14th) Held 
at Bethesda, Maryland on January 9-10, 1976. 


PB-250 822/4GI 76-12 5K PC A19/MF A01 
PB-250 823/2GI 

Vital Statistics Design Completion 

PB-250 823/2GI 76-10 138 “eo A10/MF A01 
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PB-250 824/0G! 76-1G, 13A PC A19/MF A01 





ee 


oe 3 


7 es a Aa 























































































































































































































» f' ar —. 
tlt a A oe ee 


PB-250 825/7GI 
Comprehensive Evaluation of Energy Conservation 


Measures, , 
PB-250 825/7GI 76-10 13A PC AO7/MF AO1 
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PB-250 827/3GI 
Application of Radioactive Isotopes in the Study of 
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micheskimi ‘Prevpashcheniyami)--Translatio 

PB-250 827/3GI 76-11 11F PC ‘A02/MF A01 
PB-250 828/1GI 


On the Effect of Small Additions of Antimony on in- 
terdiffusion of Silver in Poly-crystallic Copper-An- 
timony Alloys (O Viiyanii Malykh Primesei Surmy Na 


Ae oe sy Diffuziyu Serebra V_ Polikristal- 
Med)-- Translation. 
Pe 250 828/16 76-11 11F PC AQ2/MF A01 
PB-250 829/9G! 


X-Ray Study of Diffusion Reactions in the Copper- 
Selenium and Copper Tellurium System 

eskoe Issiedovanie Reaktsionnoi 
Diffuzii a " Sistemakh Med-Selen i Med-Tellur)-- 
<Transiat 


PB-250 829/961 76-11 11F PC AO2/MF AO1 


PB-250 830/7GI 


Electron Microscopic Study of thn Surface Diffusion 
of Barium on the Faces of a Large Tungsten Single 
Crystal (issledoyanie Poverkhnostoii va na Granyakh 
Krunogomonokristalla Volframaelektron- 
nomikroskop Icheskim Metodom)--Translation. 

PB-250 830/7GI 76-11 11F PC A02/MF AO1 
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A Study into Surface Diffusion of Copper 
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PB-250 833/1GI 


An investigation of the Temperature Dependence of 

Hydrogen Permeability through Cu and its Alloys 

(issledovanie Temperaturnoii Zavisimosti Pronit- 

saemosti Vodoroda Skvozmedi Splavy na ee 

Osnove)--Translation. 

PB-250 833/1GI 76-11 11F PC AOQ2/MF AO1 
PB-250 834/9GI 


influence of Certain Dissolved Alloying Additions on 
Silver Diffusion in bag emg Copper (Sbornik 
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sorbstii ve Metallakh Slivakli)--Transiation. 

PB-250 834/9GI 76-12 11F PC AO02/MF A01 


PB-250 835/6G! 
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Study of Diffusion of Cadmium in the Molten Alloys 
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PB-250 842/2GI 76-11 148 PC A0Q2/MF A01 
PB-250 843/0Gi 
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PB-250 76-11 13L PC A03/MF AO1 
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CODATA Recommendations. 
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PB-250 847/1Gi 


Semiconductor Measurement 
Destructive Bond Pull Test. 
PB-250 847/1GI 76-11 


PB-250 848/9GI 


FY7S5 Progress Report on Design Criteria and 
Methodology for Construction of Low-Rise 
Buildings to Better Resist Typhoons and Hur- 


Technology: The 
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Carbon Monoxide Measurements in the Vicinity of 
rts Stadiums. 
-250 850/5GI 76-11 13B PC A0S/MF A01 
PB-250 852/1Gi 
Four Perspectives on the Status of Child Abuse and 
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Report and Plan on Recommended Approaches and 
Methods for Determination of National Incidence of 

Child Abuse and pe. Volume |. 

PB-250 853/9GI 76-12 SK PC AO6/MF A01 


PB-250 854/7G! 


Report and Pian on Recommended Approaches and 
Methods for Determination of National incidence of 
Child Abuse and Neglect. Volume Il. 

PB-250 854/7GI 76-12 SK PC A11/MF A0O1 


Energy Conservation Program Guide for industry 
and Commerce (EPIC). ged 


PB-250 855/4GI 76-12 10A PC AOS/MF AO1 
PB-250 856/2GI 

The Center for Buildin seneay: A Perspective 

PB-250 856/2GI 6-10 13M PC A03/MF A01 
PB-250 857/0Gi 


Effect on insulation on the Surface Temperature of 
Roof Membranes. 


PB-250 857/0G! 76-10 13M PC AO02/MF A01 
PB-250 858/8Gi 

— Energy Authority and Regulations Survey: 

PB- 858/8G! 76-10 13A PC AOQ4/MF A01 
PB-250 859/6Gi 

Liquid Level instrumentation in Volume Calibration. 

PB-250 859/6GI 76-11 14B PC A03/MF AO1 
PB-250 860/4Gi 


| of Diffusion of Mercury in Molten Alloys of 
Lead - Mercury (issiedovanie Diffuzii Rtuti v 
Splavakh Svinets- rtut v Zhidkom Sostoianii)-- 


Translation. 
PB-250 860/4GI 76-11 11F PC AOQ2/MF AO1 
PB-250 861/2GI 


On Diffusion Constants (O Konstantakh Diffuzii)-- 
Translation. 
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PB-250 862/0Gi 

Determination of the Diffusion Coefficient of Car- 
bon in Molten iron by the Electro-Motive Forces 
Method (Opredelenie Koeffitsientov Diffuzii 
Ugleroda v Zhidkom Zheleze Metodom Elektrodviz- 
hushchikh Sil)--Transiation 

11F PC AQ2/MF AO1 


11F PC AO2/MF AO1 


PB-250 862/0GI 76-11 
PB-250 863/8GI 


Self-Diffusion and  Heterodiffusion in Non- 

Homogeneous Porous Bodies (Samodiffuziya i 

Geterodiffuziya v Neodnorodykh Poristykh Telakh)-- 

Translation. 

PB-250 863/8G! 76-11 

PB-250 864/6GI 

On the Diffusion of Hydrogen in Metals (O Nekoto- 

kh Modelyakh Diffuzii Vodoroda v Metallakh)-- 


ransiation. 
11F PC AOQ2/MF AO1 


11F PC AO2/MF AO1 


PB-250 864/6GI 76-11 
PB-250 865/3GI 

Mechanism of Diffusion in Molten Zinc and Cadmi- 

um (O Mekhanizme Diffuzii v Zhidkikh Tsinke i Kad- 


mii)--Translation. 
PB-250 865/3GI 76-11 11F PC AO3/MF AO1 
PB-250 866/1Gi 


influence of the Third ¥— of Diffusion in Solid 
State (Vliyanie Tret Elementa na Diffuziyu v 


Tverdom oyanii)-- cansiation 
PB-250 866/1GI 76-11 11F PC AOQ2/MF AO1 
PB-250 867/9Gi 


Guidelines for Documentation of Computer Pro- 
rams and Automated Data Systems. 
B-250 867/9GI 76-11 98 PC AOQ4/MF AO1 


PB-250 868/7GI 


Reprint: Photoelectron Spectroscopic Studies of 
Adsorption of CO and Oxygen on Ru(001). 
PB-250 868/7GI 76-11 7D Not available NTIS 


PB-250 869/5G! 
Reference Coordinate Systems Requirements for 
Geophysics. 
PB- 869/5GI 76-11 8E Not available NTIS 
PB-250 870/3GI 


Reprint: A Note on the Measurement of Propor- 

tional Limit Under Multiaxial Stresses. 

PB-250 870/3GI 76-10 148 Not available NTIS 
PB-250 871/1GI 

Reprint: A Probe for Measuring Temperature in 

Radio-Frequency-Heated Material. 

PB-250 871/1GI 76-12 148 Not available NTIS 
PB-250 872/9GI 


Reprint: Direct integration of the Field Equations 
for Electroacoustic Transducers. 


PB-250 872/9Gi 76-12 9A _ Not available NTIS 
PB-250 873/7Gi 

Reprint: Phase Transition and Melting Pressures of 

Solid Ethane. 

PB-250 873/7GI 76-11 7C Not available NTIS 
PB-250 874/5GI 


Reprint: Prospects for Rapid Realization of a Quasi- 

Earth-Fixed Coordinate System. 

PB-250 874/5GI 76-11 8E Not available NTIS 
PB-250 875/2Gi 


Reprint: Study of the Scattering Correction for 
Thick Uranium-Oxide and Other ailpha-Particle 


Sources. ll. E rimental. 
PB-250 875/2G! 76-11 20H Not available NTIS 
PB-250 876/0GI 


Reprint: Study of the Scattering Correction for 
— Uranium- ———- and Other ailpha-Particle 


rces. |. Theoret 

PB-250 | 876/0G! 96.11 20H Not available NTIS 
PB-250 877/8GI 

— A Study of Flow Stability in Helium Cooling 

eb so 4 877/8GI 76-12 13A Not available NTIS 
PB-250 878/6Gi 

wee Oil Furnace System Optimization-Phase 

PB-250 878/6G! 76-11 138 PC A10/MF A01 
PB-250 879/4Gi 

Household Water Use. 

PB-250 879/4GI 76-11 138 PC A06/MF A01 
PB-250 880/2GI 

Current Housing Reports: Housing Vacancies. 

Vacancy Rates and Characteristics of Housing in 

the United States: Annual Statistics 1974. 

PB-250 880/2GI 76-11 SK MF AO1 
PB-250 881/0GI 


ATS-6 Maritime Satellite Experiments (Technical 
Section). 
PB-250 881/0GI 


76-12 
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AR-1175 








PB-250 882/8GI 


Economic Censuses of Outlying Areas Wholesale 
Trade, Retail Trade, Selected rvices Industries 
Puerto Rico, Subject Statistics ae 9 

PB-250 882/8G! 5C 


intercity wegen ot Transportation: Mode/Energy 
Conservati ume |. Executive Summary. 


PB-250 883/6GI 76-12 10A PC AO3/MF AO1 
PB-250 884/4GI 

intercity Passenger Transportation: Mode/Energy 

Conservation. Volume tl: Analysis. 

PB-250 884/4GI 76-11 10A MF AO1-NTIS 
PB-250 885/1GI 


The Economic Value of Water for Selected Uses in 
Dakota 


rn North ota. 

PB-250 885/1GI 76-11 138 PC AOS/MF AO1 
PB-250 886/9GI 

Development Priorities in the West River Region, 

North Dakota. 

PB-250 886/9GI 76-11 138 PC A06/MF A01 
PB-250 887/7GI 

Environmental Analysis of Water Resources 

Development in Southwestern North Dakota 

PB-250 887/7Gi 76-11 13B PC AOS/MF AO1 
PB-250 888/5GI 

General Development Pian for the Baltimore Re- 

gion. 

PB-250 888/5GI 76-10 13B PC AO7/MF AO1 
PB-250 889/3Gi 


Cost Sharing to induce Efficient Techniques of 

Abating Wastewater Pollution. 

PB- 889/3GI 76-11 138 Not available NTIS 
PB-250 890/1Gi 


Reprint: Cross Sections for lonization of inner-Shell 
Electrons by Electrons. 
PB-250 890/1GI 76-12 7D Not available NTIS 


PB-250 891/9GI 
Reprint: Photoemission for Xe ewer ome 
W(100): Evidence for Surface Crystal- fold Effects. 
PB-250 891/9GI 76-15 7D Not available NTIS 
PB-250 892/7GI 
Pseudopotential Calculations for Na2(+ ), Na, and 
Na2 


(-). 
PB-250 892/7G! 
PB-250 893/5G! 
~ <y° ed Transter Reactions eomus rg 
ons and CCI3(+ 
OCIF( + ), "Craci ), CF2H(+ ), oF: + ), te} 
C2H5(+ ), sec-C3H7(+ ) and t-C4H 
893/5GI 76-11 7D Not available NTIS 


76-11 7D Not available NTIS 


PB-250 894/3 
Removal of Trace Copper tons from Water. 
PAT-APPL-650 395/Gi 76-11 7A PC A02/MF A0O1 
PB-250 895/0 
Unitary Drill Bit and Roof Bolt. 
PAT-APPL-647 522/Gi 76-12 
PB-250 896/8 
Steelmaking by the Electrosiag Process Using 
Prereduced iron Ore Pellets. 


PAT-APPL-647 309/GI 
76-12 


8i PC A02/MF A01 


11F PC A02/MF AO1 
PB-250 897/6 

Desorption of Gold from Activated Carbon. 

PAT-APPL-660 942/Gi 

76-12 11F PC A02/MF A01 

PB-250 8968/4 

pany Aer ag Release with Electrical Reset for Cir- 

cuit Brea 

PAT-APPL-660 192/Gi 76-12 9A PC AO2/MF A01 
PB-250 899/2GI 

The influence of Vanadium on Submerged-Arc Weld 


Meta! Toughness, 
PB-250 890/26) 76-12 11F PC AO3/MF A01 
PB-250 900/8GI 
Survey of Spark Source Mass Spectroscopy and its 
lication to the Iron and Steel ey! 
PB-250 8G! 76-12 11F PC AQ3/MF AO1 
PB-250 901/6GI 


The Effect of Stress-Relief on the ~ ee Pro- 
ies of BS 1501-271 Grade Materia 
-250 901/6GI 76-12 11F PC A02/MF A01 


PB-250 902/4Gi . 
An investigation into os Effect of Enclosed Lamina- 


tion in Larssen Sheet 

PB-250 902/4GI 7612 13M PC AQ2/MF A01 
PB-250 903/2GI 

Electrosiag Processes. Part 1, Remeliting. A Bibliog- 

raphy of the Literature Published During 1974, 
PB-250 903/2Gi 76-12 11F PC AQ3/MF AO1 
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PB-250 904/0GI 
Electrosiag Processes. Part 2, Welding. A Bibliog- 
raphy of the Literature Published During 1974, 

-250 904/0GI 76-12 13H PC A03/MF AO1 

PB-250 905/7GI 


Analysis of Demand and Supply for Secondary Fiber 
in the U.S. Paper and yen industry. Volume 
2. Section IX - Process Eco 


PB-250 905/7Gi 76-11 TL PC A12/MF A01 
PB-250 907/3GI 

eee Water Conversion Engineering Data Book - 

PB-250 907/3GI 76-11 7A PC A99/MF A01 
PB-250 909/9 


Continuous Process for Purification of Gases from 
Thermal Decomposition of Carbonaceous Matter. 
PAT-APPL-653 815/G! 76-11 7A PC AOQ2/MF A0O1 
PB-250 911/5 
Detection of Potential on High-Voltage Transmis- 
sion Lines 
PAT-APPL-650 640/GI 


76-12 14B PC AO2/MF A01 


PB-250 912/3 
Receiver System for Locating Transmitters. 
PAT-APPL-652 347/GI 
76-12 17C PC AOQ2/MF A0O1 
PB-250 913/1 


Method and System for a Continuous Radon Gas 
onitor. 
PAT-APPL-653 314/GI 
76-11 18D PC AQ2/MF A0O1 
PB-250 914/9 
Flexible Shaft Drilling System. 
PAT-APPL-653 315/Gi 76-12 81 PC A02/MF A0O1 
PB-250 915/6 
Electrodeposition of Copper. 
PAT-APPL-657 894/GI 
76-12 11F PC A02/MF AO1 
—- 916/4 
ular Copolyamides as Desalination Membranes. 
PA ENT-3 935 172 76-11 7A Not available NTIS 
PB-250 917/2 


Process for Eluting Adsorbed Gold and/or Silver 
Values from Activated Carbon. 
PATENT-3 935 006 


76-13 11F Not available NTIS 


PB-250 918/0 


Acoustic Method and meen wed for Determining Ef- 
fectiveness of Mine Passage 
PATENT-3 934 219 76-12 al ‘Not available NTIS 


PB-250 919/8 


Method for Removing Soluble Selenium from Acidic 
Waste Water. 
PATENT-3 933 635 


76-11 138 Not available NTIS 


PB-250 920/6 
Method for the Decomposition of Hydrogen Sulfide. 
PATENT-3 933 608 76-11 7A Not available NTIS 
PB-250 921/4 
hy y~ 4-4 in Recovery of Metal Values. 


Use 
PATENT. 3 932 170 
76-13 11F Not available NTIS 


PB-250 922/2 
Process for Manufacturing Wallboard and the Like. 
PATENT-3 929 947 
76-13 13C Not available NTIS 
PB-250 923/0 
Active Negative Sequence Cable Monitor. 
PATENT-3 938 006 
76-12 14B Not available NTIS 
PB-250 924/8Gi 
Environmental impact Assessment. 
Analysis. Connecticut River. 
PB-250 924/8G! 76-10 
PB-250 925/5GI 


Environmental impact Assessment Water Quality 
Analysis Susquehanna River. 
13B PC A14/MF A0O1 


Water Quality 
13B PC A12/MF AO1 


PB-250 925/5GI 76-11 
PB-250 926/3GI 


Environmental impact Assessment Water Quality 
Analysis, Housatonic River. 
PB-250 926/3GI 76-11 


PB-250 927/1GI 


Water Quality Analysis - Columbia River. 
PB-250 927/1Gi 76-10 138 PC AO6/MF A01 


PB-250 928/9GI 


Water Quality Analysis - Santee River Basin. 
PB-250 928/9GI 76-10 138 PC AO7/MF A01 


138 PC A14/MF AO1 








PB-250 929/7GI 


Water Quality Analysis - Snake River, idaho. 
PB-250 929/7GI 76-10 138 PC AO6/MF Aoi 
PB-250 930/5GI 


Environmental impact Assessment. Water Quality 
Analysis. Lower Missouri River Basin 
PB-250 930/5GI 76-10 13B PC A10/MF Ao1 


PB-250 931/3GI 
Water sooo be pactetesoue -Cedar River Basin. 
PB-250 931/ 76-10 138 PC AO8B/MF Aoi 
PB-250 ch og 


Environmental impact Assessment. gl Quality 
Analysis. Utah Lake - Jordan River Bas 
PB-250 932/1GI 76-10 138 PC ‘AI7/MF A01 


Environmental Impact Assessment. 
Analysis. Yadkin - Pee Dee River Basin 
PB-250 933/9GI 76-10 13B PC A11/MF Ao1 


PB-250 934/7GI 


Water Pollution Control Act of 1972. Environmental 
impact Assessment. Potomac River. 
PB-250 934/7GI 76-10 1368 PC A10/MF A01 


PB-250 935/4GI 
Texas Oil and Gas Corporation, 6-inch Natural Gas- 
mar a Ee Pipeline Failure, Meridian, Mississippi, 
974 


May 21 
76-11 13L PC AO3/MF AO1 


Water Quality 


PB-250 935/4GI 
PB-250 936/2GI 


Demonstration of a Planning Perspective for Waste 
Water Sludge Disposition, Knoxville/Knox County, 
PB-250 936/2GI 76-11 138 PC A0QS/MF A01 


PB-250 937/0GI 


Aes emery on Use of Fresh Water for Cooling 
yy of Thermoelectric oe a3 in Florida. 
250 937/0GI 76-11 10B PC A0Q3/MF A01 


PB-250 938/8GI 
Chemica! Characteristics of the Lower Kissimmee 


River, Florida With Emphasis on Nitrogen and 

Phosphorus. 

PB-250 938/8GI 76-11 138 PC AO7/MF A01 
PB-250 939/6Gi 

Bibliography of the Cat: Revised Edition, 

PB-250 939/6GI 76-11 6C PC A99/MF AO1 
PB-250 940/4Gi 

men of institutional Differences in Postoperative 

orta 

PB-250 940/4GI 76-12 6E& PC A99/MF A01 

PB-250 941/2Gi 


Automatic Brakes for y ey el Transportation 
Systems in Underground Coal M 
PB-250 941/2GI 76-12 al 


PB-250 942/0GI 


Environmental “owe Assessment Water Quality 
anveee, S 7 ae iver (Maine). 
PB-250 76-12 138 PC A16/MF A01 


I PC A05/MF A01 


PB-250 sap 
Recovery of Lead from Battery Scrap. 
PATENT-3 940 265 
76-12 11F Not available NTIS 
PB-250 944/6 
Adhesive Guard Hair Removal. 
PATENT-3 939 676 


76-12 11E Not available NTIS 


PB-250 945/3 


Method of Reducing Water Content of Emulsions, 
Suspensions, and Dispers 
bent Starch-Containi a 
PATENT-3 935 099 7 


PB-250 946/1 


7C Not available NTIS 


Ammonium Polyphosphates. 

PATENT-3 912 802 76-11 7B Not available NTIS 
PB-250 947/9GI 

Lake Springfield, Sangamon County, Illinois. 

PB-250 947/9GI 76-11 138 PC A0Q3/MF AO! 
PB-250 948/7Gi 


The Environmental Fate of Selected Polynuclear 


Aromatic Hydrocarbons. 
PB-250 948/7Gi 76-11 138 PC AO7/MF A01 
PB-250 949/5Gi 


Lake Vermilion, Vermilion County, Itlinois. 
PB-250 949/5Gi 76-11 138 PC AO3/MF AO1 


PB-250 950/3GI 
Carlyle Reservoir, Bond, Clinton, and Fayette Coun- 
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PB-250 950/3G! 76-10 138 PC A04/MF A01 
PB-250 951/1GI ° 
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improvement of Nuclear Reactor Component 
Materials by Application of Hot lsostatic Processing 


HIP). 
ag 952/9GI 76-12 13H PC AO4/MF A01 
PB-250 953/7GI 

Health Practices, and Socioeconomic 


Status: The Role of Education. 
PB-250 953/7GI 76-11 6E PC A03/MF AO1 


PB-250 954/5GI 

Residual Waste Management Research and 

Planning Project. 

PB-250 954/5GI 76-11 138 PC A15/MF A01 
PB-250 955/2Gi 

Study of the National Standards for Directional and 

Other Official Signs 

PB-250 955/2GI 76-10 138 PC A03/MF AO1 
PB-250 956/0GI 

Study of the National Standards for Directional and 

Other Official S 

PB-250 956/0GI 76-11 13B PC A03/MF A01 
PB-250 957/8GI 


Study of the National Standards for Directional and 


Other Official Signs. Overview of Their Adequacy. 
PB-250 957/8GI 76-11 13B PC A05/MF AO1 
PB-250 958/6GI 


A Prototype Semi-Automated System for Measuring 
Air infiltration in Buildings Using Sulfur Hex- 


afluoride as a Tracer. 
PB-250 958/6GI 76-12 13A PC A03/MF A01 
PB-250 959/4GI 
Manual for Training in the Application of the Princi- 
ples and Standards of the Water Resources Coun- 
cil. 
PB-250 959/4GI 76-12 5i PC A23/MF AO1 


PB-250 960/2Gi 
Wood Procurement Practices and Problems of Ili- 


linois Pulpmilts. 
/2GI 76-11 11L PC AO2/MF A01 
PB-250 961/0GI 
Preliminary Assessment of ——— Carcinogens 
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PB-251 271/3Gi 76-12 138 PC AOS/MF AO1 
PB-251 272/1Gi 
Advanced New Community Simulation System 
NUCOMS). Industrial Demand Model. 
B-251 272/1GI 76-12 138 PC AOS/MF AO1 
PB-251 273/9GI 
Advanced New Community a System 
NUCOMS). Residential Scoring Model 
B-251 273/9GI 76-12 138 PC AOS/MF AO1 
PB-251 274/7GI 
Advanced New Community Simulation System 
(NUCOMS). Financial Model. 
PB-251 274/7GI 76-12 
PB-251 275/4GI 
Advanced New Community Simulation System 
(NUCOMS). Executive Summary. 
PB-251 275/4GI 76-12 138 PC A03/MF AO1 
PB-251 276/2GI 


Advanced New Community Simulation System 
oe any 3 Fiscal Impact Model 


138 PC AO7/MF A01 


B-251 276/2GI 76-12 138 PC A03/MF AO1 
PB-251 277/0GIi 
Advanced New Community Simulation System 
(NUCOMS). Sector Model Design. 
B-251 277/0GI 76-12 138 PC A04/MF AO1 


PB-251 278/8Gi 

Analysis of the Feasibility, Costs and Computer 

Resource Requirements for a Health Credit System 

Under National Health Insurance. 

PB-251 278/8GI 76-11 6E& PC AO8/MF A01 
PB-251 279/6GI 

An Analysis of Motorcycle Side Impact. 

PB-251 279/6GI 76-12 13F PC AOS/MF A01 
PB-251 280/4GI 

Certification of Antisera for Arthropod Blood Meals. 


PB-251 280/4GI 76-12 6C PC A02/MF AO1 
PB-251 281/2GI 

Control of Pneumococcal Pneumonia Among 
Navajo Indians. : 

PB-251 281/2GI 76-12 6E PC A03/MF AO1 


PB-251 2862/0GI 


Evaluation of Influenza Temperature Sensitive Mu- 
tants for Phenotype, Genetic Defects and Infectious 
Potential. 

PB-251 282/0GI 


76-12 6M PC AO2/MF AO1 


AR-1181 





PB-251 283/8GI 


Hepatitis Testing Laboratory: Annual Report and 
Statistical Summary, 1974-75. 
PB-251 283/8GI 76-12 6M PC AO2/MF AO1 


PB-251 284/6GI 


Health Manpower issues. A Presentation at the 
White House, November 13, 197 
PB-251 284/6GI 76-12 6E PC A03/MF AO1 


PB-251 285/3GI 


Sampling Survey Related to Possible Emission of 
Polychlorinated Biphenyls (PCBs) from the Incinera- 
tion of Domestic Refuse, 

PB-251 285/3G! 76-12 


PB-251 286/1Gi 

MULAP: A Multi-Linear Analysis Program for 
Ground Motion Studies of Horizontally Layered 
Systems. 
PB-251 286/1GI 
PB-251 287/9GI 
Advanced New Community Simulation Systems 


(NUCOMS). Economic/Financial Interface. 
PB-251 287/9GI 76-12 138 PC AOS/MF AO1 


PB-251 288/7GI 
Advanced New Community ee System 
(NUCOMS). System Design Repo 
PB-251 288/7GI 76-12 
PB-251 289/5GI 


Advanced New Community Simulation System 

(NUCOMS). Office Space Demand Model. 

PB-251 289/5Gi 76-12 13B PC A04/MF A01 
PB-251 290/3GI 


Advanced New Community Simulation System 
(NUCOMS). Residential Demand Model. 
PB-251 290/3GI 76-12 13B PC AOS/MF AO1 


PB-251 291/1GI 


Evaluation of Small Modular incinerators in Mu- 

nicipal Plants. 

PB-251 291/1GI 76-12 
PB-251 292/9GI 

An implementation Plan for Suspended Particulate 

Matter in the Los Angeles Region. 

PB-251 292/9GI 76-12 13B PC A12/MF A0O1 
PB-251 293/7GI 


Mobility of People and Goods in the vot ~~ 
ment. Mobility of the Handicapped and E 
PB-251 283/7GI 76-12 13B PC AI0/MF A01 


PB-251 294/5GI 
identification of Dynamic Characteristics of Nuclear 
Reactor Systems. 
PB-251 294/5Gi 76-11 18! 
PB-251 295/2GI 
Longitudinal Control and Crashworthiness for Small 
Automated Transit Vehicles. 
PB-251 295/2GI 76-12 
PB-251 296/0GI 


Extension of the College-Going/College-Choice 
Model to the NLS Class of 1971 Data. 
PB-251 296/0GI 76-12 5! PC AOS/MF A01 


PB-251 297/8GI 


Report of the interior Study Mision on Rock Tunnel- 
og. and Rapid Excavation in Sweden 
251 297/8GI 76-12 138 "PC A0S5/MF A01 


PB-251 298/6G! 
An implantable Controlled Solenoid Energy System 


13B PC A04/MF AO1 


76-12 8M PC A03/MF AO1 


138 PC A11/MF A01 


13B PC A08/MF A01 


PC A07/MF A01 


13B PC A12/MF A01 


for Driving an Artificial Heart. 
PB-251 /6GI 76-12 6L PC AOS5/MF AO1 
PB-251 299/4GI 


Airlie Xii Conference Held at Warrenton, Virginia on 
29-31 January 1976. 
PB-251 299/4GI 
PB-251 300/0GI 
interferon Bibliography from MEDLARS (Medical 
Literature Analysis and Retrieval System), Sep- 


tember 1974 - August 1975. Annex to November 
1975. interferon Scientific Memoranda 


76-12 13B PC A07/MF A01 


PB-251 300/0GI 76-12 6M PC A07/MF AO1 
PB-251 301/8Gi . 

Fluid Dynamics of Blood Cells and Applications to 

Hemodialysis. 

PB-251 301/8GI 76-12 6B PC AO4/MF A01 


PB-251 302/6GI : 

Multiple Risk Factor intervention Trial. 

PB-251 302/6GI 76-12 6E& PC AO2/MF A01 
PB-251 303/4GI 


Report of US. Scientific Group on Visits to Tu- 
berculosis Institutions in india, 18-30 May 1975, 
PB-251 303/4Gi 76-12 6& PC A02/MF AO1 





AR-1182 


PB-251 304/2GI 


Field Trial of the Efficacy of Dodecavalent Pneu- 
mococcal Vaccine at the Kaiser-Permanente Medi- 
cal Center, San Francisco, California. 

PB-251 304/2GI 76-12 6E PC AO2/MF AO1 


PB-251 305/9GI 


Alternative Methods of Financing Wastev.ater Treat- 


ment. Report to Congress. 
PB-251 305/9G! 76-12 13B PC AO7/MF A0O1 


PB-251 306/7GI 


Environmental! Trust Funds: An Evaluation. 
PB-251 306/7GI 76-12 13B PC AO6/MF AO1 


PB-251 307/5GI 


Assessment of industrial Hazardous Waste Prac- 
tices, Organic Chemicals, Pesticides, and Explo- 
sives Industries. 
PB-251 307/5GI 


PB-251 308/3G! 
Oxystarch in Uremia 
PB-251 308/3GI 

PB-251 309/1GI 


Effect of Low Protein Diet on Albumin Metabolism 
in Chronic Uremia. 
PB-251 309/1GI 


PB-251 310/9GI 


User Manual for Geographic Base Maintenance. 
PB-251 310/9G!I 76-12 13B PC AOS/MF AO1 


PB-251 311/7GI 


Chronic Pulmonary Disease and Tobacco Smoking 
(Animal Model). 
PB-251 311/7GI 76-11 


PB-251 312/5Gi 
Measurement of Strontium-89 and Strontium-90 in 
Environmental Waters. A Tentative Reference 


Method. 
PB-251 312/5GI 76-11 18H PC AO3/MF AO1 
PB-251 313/3GI 


Measurement of Total Radium and Radium-226 in 
Environmental Waters. A _ Tentative Reference 


76-12 7A PC A17/MF A01 


76-13 6E PC A02/MF A01 


76-13 6E PC AOS/MF A01 


6E PC A03/MF A01 


Method. 
PB-251 313/3GI 76-11 
PB-251 314/1GI 


President's Biomedical Research Panel. Transcript 

of the Meeting Proceedings (14th), Held at 

Washington, D.C. on March 13, 1976. 

PB-251 314/1Gi 76-12 6& PC AO6/MF A0O1 
PB-251 315/8GI 

Production and Packaging of Rhinovirus Seed and 

Specific Antiserum 

PB-251 315/8GI 
PB-251 316/6GI 


Evaluation of Medicaid Spend-Down. Volume |. Ex- 
ecutive Summary and Overall Evaluation of 


Medicaid Spend-Down. 
PB-251 316/6GI 76-12 6E PC A15/MF A01 
PB-251 317/4GI 


Assessing Ambulatory Care: The Use of an Enriched 
Encounter Form. 
PB-251 317/4Gi 


PB-251 318/2GI 


18H PC AO3/MF A01 


76-12 6M PC AO3/MF A01 


76-12 6E PC Al1/MF A0O1 


Selenium. 
PB-251 318/2GI 
PB-251 319/0GI 


Water Pollution Control Act of 1972, Regional im- 
pects, Puget Sound/Lake Washington 
B-251 319/0GI 76-11 13B PC A10/MF AO1 


PB-251 320/8GI 

Environmental impact Assessment, Water Quality 

Analysis, Hawaii. 

PB-251 320/8GI 76-11 
PB-251 321/6GI 

Water Pollution Control Act of 1972, Demographic 


and Quantitative Analysis. 
PB-251 321/6GI 76-11 13B PC AO6/MF A0O1 


PB-251 322/4GI 


Environmental impact Assessment, Water Quality 
Analysis, Gulf of Alaska. 
PB-251 322/4GI 76-11 


PB-251 323/2GI 
Environmental impact Assessment, Water Quality 


Analysis, Puerto Rico. 
13B PC A11/MF A01 


76-12 6T PC A14/MF AO1 


13B PC A12/MF AO1 


13B PC A12/MF A01 


PB-251 323/2GI 76-11 
PB-251 324/0GI 


Water Pollution Control Act of 1972, Environmental 

impact Assessment, Columbia River 

PB-251 324/0GI 76-11 138 PC A10/MF A011 
PB-251 325/7GI 


Service and Methods Demonstration Program. 
PB-251 325/7GI 76-12 13B PC A11/MF AO1 





PB-251 326/5GI 


Economic impact of Fiscal Constraints on Water 

Project Construction. User's Guide. 

PB-251 326/5GI 76-12 13B PC AQ7/MF A01 
PB-251 327/3GI 

Economic impact of Fiscal Constraints on Water 

Project Construction. 

PB-251 327/3GI 76-12 138 CP T04 
PB-251 328/1GI 

Air Pollution: Proceedings of the International 

Technical Meeting on Air Pollution Modeling and Its 

Application (6th) Held at Frankfurt am Main (West 

Germany) on 24-26 September 1975. 

PB-251 328/1GI 76-12 138 PC A99/MF AO1 


PB-251 329/9GI 


Readings in Concepts and Methods of National iIn- 
come Statistics. 
PB-251 329/9GI 


PB-251 330/7GI 

Standards on Noise Measurements. 

PB-251 330/7GI 76-12 20A PC AOS/MF AO1 
PB-251 331/5GI 


Self-Study Manual on Optical Radiation Measure- 
ments: Part |. Concepts, Chapters 1 to 3. Chapter 1 
- introduction. Chapter 2 - Distribution of Optical 
Radiation with Respect to Position and Direction - 
Radiance. Chapter 3 - Spectral Distribution of Opti- 


cal Radiation, 
76-13 20F PC AOQS/MF A011 


76-12 5C PC A1S/MF A01 


PB-251 331/5GI 
PB-251 332/3GI 


Guidelines for Quality Assurance Programs for Mo- 
bile Source Emissions ) er ea Systems 
Phase Il. Heavy-Duty Diese! Engine 

PB-251 332/3GI 76-12 13F * PC A13/MF A01 


PB-251 333/1GI 


Guidelines for Quality Assurance Programs for Mo- 
bile Source Emissions Measurement Systems. 


Phase li. Heavy-Duty Diesel Engines-Test 
Procedures. 
PB-251 333/1GI 76-12 13F PC AQS/MF AO1 
PB-251 334/9GI 


Research on Quality of Life in Urban Settlements in 
Sweden. 
PB-251 334/9GI 


PB-251 335/6GI 


Swedish Aid to Post-Disaster Reconstruction. Case 
Studies from Peru, Turkey and the Democratic 
Republic of Vietnam. 

PB-251 335/6GI 76-12 

PB-251 336/4GI 

Performance Requirements for Buildings - A Study 
Based on User Activities (Prestationskrav pa 
Byggnader - En Studie med Utgangspunkt fran Bru- 


karens Aktiviteter). 
76-14 13M PC AOS/MF AO1 


76-12 SK PC AO6/MF AO1 


13L PC AO6/MF A01 


PB-251 336/4GI 
PB-251 337/2G! 


A System for the Description and Classification of 
Movement Behaviour (Beskrivnings- och Klassifika- 


tions-Systgm for Rorelsebeteende). 
PB-251 337/2GI 76-12 SE PC AO4/MF AO1 
PB-251 338/0G! 


Reinforcement of Concrete with Sisal and Other 
Vegetable Fibres (Armering av Betong med Sisal 


och Andra Vaxtfibrer). 
PB-251 338/0GI 76-12 13C PC AOQ4/MF A01 
PB-251 339/8Gi 
Enroliment Patterns Under Modifications to the 
Basic Grant Program. 
PB-251 339/8GI 


PB-251 341/4GI 


Environmental Studies, South Texas Outer Con- 
tinental Shelf. Geology. Part |. Geologic Description 
and interpretation. Part li. Inventory of Data 
Archived and Analyzed 
PB-251 341/4GI 


PB-251 342/2GI 
OECaystem-10, SIMULA Language Handbook. Part 


PB- 251 342/2GI 76-12 968 PC A17/MF A01 
PB-251 343/0GI 

Primary System Shutdown Radiation Levels at 

Nuclear Power Generating Stations 

PB-251 343/0GI 76-12 18€ PC A13/MF AO1 
PB-251 344/8GI 


Annual National Conference on Radiation Control 
(7th): Assuring Radiation Protection, Held at Hyan- 
nis, Mass. on April 27-May 2, 1975. 

PB-251 344/8GI 76-12 18H PC A14/MF A01 


PB-251 345/5GI 


Comparison of Fatigue Test Methods for Asphalt 
Materials. 
PB-251 345/5GI 


76-12 Sit PC A13/MF AO1 


76-12 8G PC A17/MF AO1 
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PB-251 346/3GI 


Messages and Codes Manual. A Description of 
TCOMS Messages and Return Codes 


PB-251 346/3GI 76-12 
PB-251 347/1GI 
Pyramidal Slip on (11(-2)3)< (-1) 100> and Basal 
Twinning in Al203. 
PB-251 347/1GI 


PB-251 348/9GI 
Reprint: Solution of the Comoving-Frame Equation 
of Transfer in Spherically Symmetric Flows. li. 
Picket-Fence Models. 
PB-251 348/9GI 76-12 368 Not available NTIS 
PB-251 349/7GI 
Semiconductor Measurement Technology: 
ARPA/NBS Workshop IV. Surface Analysis for Sil- 


icon Devices. 
PB-251 349/7GI 76-12 9A PC A11/MF AO1 
PB-251 350/5GI 


Survey of Irrigation Canal Ecological Parameters in- 
fluencing Aquatic Weed Growth, 
PB-251 350/5GI 76-12 2C PC A04/MF A01 


PB-251 351/3GI 


A Limited Index to the Manpower Literature. 
PB-251 351/3GI 76-12 5t PC A99/MF A01 


PB-251 352/1GI 
Law Enforcement Design Completion Report. 


13B PC AO9/MF AO1 


76-12 208 Not available NTIS 


PB-251 352/1GI 76-12 13B PC A99/MF A011 
PB-251 353/9GI 
Test Procedure for Coal-Mine-Dust-Personal-Sam- 
oy Units, 
-251 353/9GI 76-12 6J PC A02/MF A011 
PB-251 354/7GI 


raw Pollution Control Act of 1972, “<a 


impact Assessment, Santee River Basi 
PB-251 354/7GI 76-11 138 PC ‘A13/MF A01 
PB-251 355/4GI 


Care of Old Buildings. An Annotated Bibliography. 


Part |. 
PB-251 355/4GI 76-12 13M PC A10/MF A01 
PB-251 356/2GI 


Heat Pump Applications in Sweden: Research “1 
en a we Hong (Va 
a oU-behov) 
PB-251 356/2GI 
PB-251 357/0GI 

Proceedings of the European Symposium on 
Penetration Testing (ESOPT) Held at Stockholm on 
5-7 June 1974. Volume 2, Part 1, General Reports, 


Discussions and Other Activities. 
PB-251 357/0GI 76-12 8M PC A12/MF A01 


PB-251 358/8GI 


Proceedings of the European Symposium on 
Penetration Testing (ESOPT) ry oe ~ eeaeea on 
5-7 June 1974. Volume 2, Part 2, P 

PB-251 358/8GI 76-12 aM eC. A18/MF A01 


PB-251 359/6GI 


Coupling and Coupling Sensitivity in Linear Dis- 
crete Time-invariant Dynamical Systems 
PB-251 35 12A PC A04/MF A01 
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' 76-13 13A PC AO9/MF A01 


9/6GI 76-11 
PB-251 360/4G! 


indians in the Northern Great Plains. Anticipated 
Socio-Economic Impacts of Coal Development. 
PB-251 360/4GI 76-12 5C PC /MF AO1 


PB-251 361/2GI 
Behaviour of Piled Strip Footings Subject to Con- 


centrated Loads. 
PB-251 361/2GI 76-14 13M PC AO3/MF AO1 
PB-251 362/0Gi 


An Efficient Method of Analysis for the Drained and 

Undrained Behaviour of an Elastic Soil 

PB-251 362/0GI 76-14 8M PC A03/MF A01 
PB-251 363/8G! 


a Numerical Solution of Visco-Elastic Problems 
ng Laplace Transforms. 


PB i 363/8G! 76-11 20L PC AO2/MF AO1 
PB-251 364/6GI 

Effect of Shape of Cut on Growth-Stress induced 

Cracking in Cut Timber. 

PB-251 /6GI 76-12 11L PC A12/MF A01 
PB-251 365/3G! 


Federal Supply Code for Manufacturers U.S. and 
Canada, Name Sequence. 
PB-251 365/3GI 

PB-251 366/1GI 


Federal Supply Code for Manufacturers U.S. and 
Canada, Code Sequence. 
76-12 5B CP T04 


76-12 5B CP T04 


PB-251 366/1GI 


PB-251 367/9GI 


NATO Supply Code for Manufacturers Excluding 

U.S. and Canada, Name Sequence. 

PB-251 367/9GI 76-12 5B CP T01 
PB-251 368/7GIi 


NATO Supply Code for Manufacturers Excluding 
U.S. and Canada, Code Sequence. 


PB-251 368/7GI 76-12 5B CP TO1 
PB-251 369/5GI 

Multi-Regional Input-Output Basic Data Tape, 
DOTR 


PB-251 369/5GI 
PB-251 370/3Gi 
Multi-Regional 
TR 


76-12 SC CP T01 


Input-Output Basic Data Tape, 


DOTRE. 
PB-251 370/3GI 
PB-251 371/1GI 


Report to the National Commission on Water Quali- 
ty on the Environmental Impact of the Disposal of 
Wastewater Residuals. Volume 1 and 2. 

PB-251 371/1GI 76-12 138 °C A99/MF A01 


PB-251 372/9GI 


Assessment of the Costs and Capabilities of Water 

Pollution Control Technology for the Steam Electric 

Power Indust 

PB-251 372/ 76-11 
PB-251 nee 


Salt Transport in Soil Profiles with Application to Ir- 
rigation Return Flow. The Dissolution and Transport 


of Gypsum in Soils, 
76-12 2C PC A06/MF A0O1 


76-12 SC CP TO1 


13B PC A99/MF A01 


PB-251 373/7GI 
PB-251 374/5GI 
An Economic Analysis of Water Use in Colorado's 
Economy, 
PB-251 374/5GI 
PB-251 375/2Gi 


Nature and Stability of Complex Mercury Com- 
pounds in Surface and Ground Waters. Phase Il. 
PB-251 375/2GI 76-12 7D PC AOQ4/MF AO1 


PB-251 376/0GI 
Restoring the Quality of Urban Receiving Waters: 
interfacing Upgraded Treatment Facilities with the 
Stream. 
PB-251 376/0GI 
PB-251 377/8Gi 


Multi-Objective Water Resources Planning: 

ee to Achieve Compatibility Between wy 

vironmental Amenities and Economic Developme 

PB-251 377/8GI 76-12 13B PC A10/MF A01 
PB-251 378/6GI 

Some of the Effects of Domestic Sewage 

Discharged into Hickman and Jessamine Creeks in 

Jessamine County, Kentucky. 

PB-251, 378/6GI 76-12 13B PC AO3/MF AO1 
PB-251 379/4GI 

Institutional Constraints and a, Manage- 

ment of Water Resources in West Texa 

PB-251 379/4GI 76-12 13B PC A07/MF AO1 
PB-251 380/2GI 


Unsteady Laminar-Flow Separation in Tubes. |. The 
Effect of Non-Linear ———.... 
PB-251 380/2GI 76-12 PC A04/MF AO1 


PB-251 381/0GI 
Control of Nitrogen Transformations in Soils. 
PB-251 381/0GI 76-12 13B PC AOS/MF AO1 
PB-251 382/8GI 


Decentralized Tomato Processing: Plant Design, 
Costs, and Economic Feasibility. 
PB-251 382/8GI 76-12 6H PC A04/MF AO1 


PB-251 383/6GI 


Proceedings of the East-West Co aa Trade 
Symposium, Held on November 19, 1975 
PB-251 383/6GI 76-13 5C PC AO7/MF AO1 


PB-251 384/4Gi 
Earth Resources Technology Satellite. Cumulative 
U.S. Standard Catalog 1972/1973. Volume |: Obser- 


vation ID Listing. 
PB-251 384/4GI 76-13 8F PC E03/MF E03 
PB-251 385/1GI 


Earth Resources Technology Satellite Cumulative 

Catalog, 1972/1973. Volume ll: Coordinate ey 

PB-251 385/1GI 76-13 8F PC E03/MF E03 
PB-251 386/9GI 


Earth Resources Technology Satellite. Cumulative 
Non-U.S. Standard Catalog, 1972/1973. Volume 1: 


Observation ID. 
PB-251 386/9GI 76-14 8F PC E03/MF E03 


76-12 138 PC AO7/MF A01 


76-12 13B PC A09/MF AO1 








PB-251 408/1GI 


PB-251 387/7GI 


Earth Resources Technology Satellite. Cumulative 
Non-U.S. Standard Catalog, 1972/1973. Volume 2: 


Observation ID. 
PB-251 387/7GI 76-14 8F PC E03/MF E03 


PB-251 388/5GI 


Earth Resources Technology Satellite. Cumulative 
Non-U.S. Standard Catalog, 1972/1973. Volume 3: 
Coordinate Listing. Revision. 

PB-251 388/5GI 76-14 8F PC E03/MF E03 


PB-251 389/3GI 
Earth Resources Technology Satellite. Cumulative 
Non-U.S. Standard Catalog, 1972/1973. Volume 4: 
Coordinate Listing. Revision. 
PB-251 389/3GI 76-14 8F PC E03/MF E03 
PB-251 390/1Gi 
Cartographic Automatic Mapping (CAM), Program 
Documentation - Version 4. User's Guide, 
PB-251 390/1GI 76-12 8B PC A06/MF A01 
PB-251 391/9Gi 


impact of Coal ny Sew. on Water Quality and 

Hydrology in East Tennesse 

PB-251 391/9GI 76-12. 
PB-251 392/7Gi 

Modeling the Effects of Waste Discharges in a 

Small Mountain Stream. 

PB-251 392/7GI 76-12 
PB-251 393/5GI 

Vertical Electrical Resistivity Soundings to Locate 

Ground Water Resources: A Feasibility Study 

PB-251 393/5GI 76-12 8H PC A04/ MF AO1 
PB-251 394/3GI 

A Preliminary Analysis of the Economic Impact on 

the Electric Utility Industry of Alternative Ap- 

proaches to Significant Deterioration. 

PB-251 394/3GI 76-13 138 PC AQ4/MF AO1 
PB-251 395/0GI 

Acid Base Chemistry and Human Bo 

PB-251 395/0GI 76-12 6E PC A03/MF A0O1 
PB-251 396/8G! 


international Symposium on Energy, Resources and 

the Environment (5th) Held at Kuala Lumpur, Malay- 

sia on 17-20 February 1975, 

PB-251 396/8GI 76-13 10A 
PB-251 397/6GI 


A Two-Stage Heat Sterilizable Connector for Use in 
Processing Frozen Biood. 
PB-251 397/6GI 76-11 


PB-251 398/4Gi 
Ostedystrophy and Divalent tons in Kidney Failure. 
PB-251 398/4GI 76-12 6E PC A03/MF AO1 
PB-251 399/2GI 
Runaways. 
PB-251 399/2GI 
PB-251 400/8G! 
Freight Car Truck Design Seeeneatian: 
Economic Data Collection and Analysis 
PB-251 400/8GI 76-12 13F PC AOS/MF AO1 
PB-251 401/6GI 
Theoretical and Experimental Investigations of 
Point Set Structures, 
PB-251 401/6Gi 
PB-251 402/4GI 
Regional Housing and Labour Markets. A Model for 
the Knife Edge Problem, 
PB-251 402/4GI 76-12 5K PC AOS/MF AO1 
PB-251 403/2Gi 


Conservation of Old Buildings--Translation. 
PB-251 403/2GI 76-12 13B PC AQ2/MF A01 


138 PC AQ4/MF AO1 


138 PC AOS/MF AO1 


PC A21/MF A01 


6L PC A03/MF A01 


76-12 SK PC A04/MF A01 


Truck 


76-14 13M PC AO9/MF AO1 


PB-251 404/0GI 

Evaluation of Planned Environment, 

PB-251 404/0GI 76-12 138 PC AO02/MF AO1 
PB-251 405/7GI 


Earthquake Research in China. 
PB-251 405/7GI 76-12 8K PC A03/MF AO1 
PB-251 406/5GI 
Environmental Aspects of Chemical Use in Printing 
Operations Held at King of Prussia, Pa. on Sep- 
tember 22-24, 1975 
PB-251 406/5GI 76-12 
PB-251 407/3GI 
Office of Research and Development Program 
Guide. Fiscal Year 1976. 
PB-251 407/3GI 76-12 5A PC AO04/MF AO1 


PB-251 408/1GI 


138 PC A20/MF A01 


Some Considerations in Choosing an Occupational 
Noise Exposure Regulation, 
PB-251 408/1GI 


76-12 6J PC AOS/MF AO1 
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PB-251 409/9GI 

SO2 Control Processes for Non-ferrous Smeliters. 

PB-251 409/9GI 76-12 13B PC A17/MF AO1 
PB-251 410/7GI 

A Compliance Testing System for NILECJ. 

PB-251 410/7GI 76-12 148 PC AO2/MF A01 
PB-251 411/5GI 


The CPSC (Consumer Product Safety Commission) 

Road Test of Bicycle Braking Performance - Kinetic 

and Error Analyses. 

PB-251 411/5GI 76-12 13F PC AO4/MF AO1 
PB-251 412/3GI 

Machine-Readable Mapping from National Network 

Simulation (NNS) Zones to Bureau of Economic 

Analysis (BEA) Areas. 

PB-251 412/3Gi 76-12 13B PC AOS/MF AO1 
PB-251 413/1GI 

Radiative ignition of Some Typical Floor Covering 

Materials. 

PB-251 413/1GI 76-12 13 PC AOQ2/MF A01 
PB-251 414/9GI 

Space Heater involvements in Fabric Fires. 

PB-251 414/9Gi 76-12 13A PC AOQ2/MF A0O1 
PB-251 415/6GI 

A New Concept for Automatic Detection and Extinc- 

tion of Fires--Transiation. 

PB-251 415/6GI 76-12 134 PC AOQ2/MF AO1 
PB-251 416/4GI 

Survey of Ground Fault Circuit interrupter Usage for 


Protection Against Hazardous Shock. 
PB-251 416/4GI 76-13 13L PC AOQ2/MF AO1 
PB-251 417/2GI 


Final Evaluation Report of Toward an Allied Health 
Career Today (Operation TACT). 
PB-251 417/2GI 76-12 6E PC A07/MF A01 


PB-251 418/0GI 


Ammonia Removal from Wastewater by Ligand 
Exchange. 
PB-251 418/0GI 76-12 138 PC AQ5S/MF AO1 


PB-251 419/8GI 
Preparation - Evaluation of Optimized Hemodial- 


is Membran 
B 251 419/8GI 76-12 6L PC AOS/MF A01 
PB-251 420/6GI 
Earth Resources Technology Satellite. Cumulative 
U.S. Standard Catalog, 1973/1974. Volume 1: Ob- 


servation ID Listing. 
PB-251 420/6GI 76-14 8F PC E03/MF E03 
PB-251 421/4GI 
Earth Resources Technology Satellite. Cumulative 
U.S. Standard Catalog, 1973/1974. Volume 2: Coor- 


dinate Listing. 
PB-251 421/4GI 76-14 8F PC E03/MF E03 
PB-251 422/2GI 


LANDSAT | Cumulative U.S. Standard Catalog, 

1974/1975. Volume 1: Observation ID Listing. 

PB-251 422/2GI 76-13 8F PC E03/MF E03 
PB-251 423/0GI 

LANDSAT | Cumulative U.S. Standard Catalog, 

1974/1975. Volume 2: Coordinate Lait. 

PB-251 423/0GI 76-13 8F /MF E03 
PB-251 424/8GI 

Earth Resources Technology Satellite. Cumulative 

Non-U.S. Standard Catalog, 1973/1974. Volume 1: 

Observation ID Listing. 

PB-251 424/8GI 
PB-251 425/5GI 


Earth Resources Technology Satellite. Cumulative 
Non-U.S. Standard Catalog, 1973/1974. Volume 2: 


Observation ID Listing. 
PB-251 425/5GI 76-14 8F PC E03/MF E03 
PB-251 426/3GI 
Earth Resources Technology Satellite. Cumulative 
Non-U.S. Seated Catalog, 1973/1974. Volume 3: 


Coordinate Listing 
PB-251 426/3GI 76-14 8F PC E03/MF E03 


PB-251 427/1GI 


Earth Resources Technology Satellite. Cumulative 
Non-U.S. Standard Catalog, 1973/1974. Volume 4: 
Coordinate Listing. 
PB-251 427/1GI 
PB-251 428/9GI ; 


Western North Dakota High School Senior Profiles, 

PB-251 428/9GI 76-12 5J PC AO4/MF A01 
PB-251 429/7GI 

A Medical Evaluation of the Safety of Non-Hospital 

Detoxification. 

PB-251 429/7GI 


76-14 8F PC E03/MF E03 


76-14 8F PC E03/MF E03 


76-12 6E PC A04/MF A01 
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PB-251 430/5GI 
Speed and Power Prediction Techniques for High 
— Ships Applied in Nagasaki Experimental 
PB-251 430/5Gi 76-12 133 PC AQ2/MF A01 
PB-251 431/3GI 


Evaluation of Turbulent Agglomeration for Fine Par- 
ticle Control. 
PB-251 431/3GI 76-13 13B PC A02/MF A01 


PB-251 432/1Gi 


Evaluation of Thermal Agglomeration for Fine Parti- 
cle Control. 
PB-251 432/1GI 76-13 13B PC A02/MF A01 


PB-251 433/9GI 


Assessment of Wastewater Management, Treatment 
Technology, and Associated Costs for Abatement of 
PCBs Concentrations in industrial Effiuents. Task I. 


PB-251 433/9G! 76-12 13B PC A13/MF A01 
PB-251 434/7GI 

ischemic Heart Disease SCOR Progress Reports. 

PB-251 434/7GI 76-12 6E PC A1S/MF AO1 
PB-251 435/4Gi 


Environmental impact Assessment, Water Quality 
Analysis, S. California Bight. 
PB-251 435/4GI 76-11 


PB-251 436/2GI 
Federal Water Pollution Control Act Amendments of 
1972. The Annualized Cost of Pollution Control, 


State Tax incentives. 
138 PC AO04/MF A01 


138 PC E06/MF A01 


PB-251 436/2GI 76-11 
PB-251 437/0GI 


Water Poliution Abatement Technology Capabilities 

and Costs Selected industries: industry Category 

1a. Ore Mining and Milling. 

PB-251 437/0GI 76-12 13B PC A99/MF AO1 
PB-251 438/8GI 


Literature Study of Selected Potential Environmen- 
tal Contaminants, Antimony and Its Compounds. 
PB-251 438/8G! 76-12 6T PC /MF AO1 


PB-251 439/6GI 
Mental and Perceptual Performance in Heat. 


(Mental Och Perceptuell Prestation i Varme). 

PB-251 439/6GI 76-12 6S PC A13/MF A0O1 
PB-251 440/4GI 

Special Watershed Projects. 

PB-251 440/4GI 76-12 13B PC AOS/MF AO1 
PB-251 441/2GI 

A Study of Fiame Retardants for Textiles. 

PB-251 441/2Gi 76-12 11E PC AOS/MF A01 
PB-251 442/0GI 


Low BTU Gas Study. 
PB-251 442/0GI 76-13 10B PC A11/MF AO1 


PB-251 443/8GI 
Radioiodine Source and Other Radionuclide Ef- 
fluent Measurements at Nuclear Power Plants. 
PB-251 443/8GI 76-12 18H PC AO7/MF AO1 
PB-251 444/6GI 
Proceedings on Forecasting pope for Time- 
Of-Day and Seasonal Electric Utility Load 
76-13 


PB-251 444/6GI 10A PC A12/MF A01 
PB-251 445/3GI 

A Preliminary Forecast of Energy Consumption 

Through 1985. 

PB-251 445/3G! 76-13 10A PC AOQ4/MF A0O1 
PB-251 446/1Gi 


Environmental impact Assessment, Water Quality 
Analysis, South Platte; Biota and Water Quality of 
the South Platte River, Past, Present, Projected. 

PB-251 446/1GI 76-11 138 PC A20/MF AO1 


PB-251 447/9GI 


Environmental impact Assessment, Water Quality 
Analysis Escambia River and Bay. 
PB-251 447/9GI 76-11 136 PC A12/MF AO1 


PB-251 448/7 
A Single-Treatment Process for imparting Durable 
Soil-Release Properties to Cotton and Cotton- 
Potyester Blend Fabrics of Several Constructions 
and Compositions. 
PAT-APPL-656 038/GI 
76-12 11E PC AQ3/MF A0O1 
PB-251 449/5 
imparting Paramagnetic Susceptibility to Cotton 
PAT-APPL-660 882/GI 
76-12 11E PC AO2/MF A01 
PB-251 450/3 


in-Field Boll Weevil Trap. 
PAT-APPL-598 493/Gi 76-12 6F PC AQ2/MF A01 





PB-251 451/1 

Polyester Grafts and Crosslinks to Cotton by Reac- 

tion with Heterocyclic Carbonate, Glycol, and 

Dibasic Acid. 

PAT-APPL-611 373/GI 

76-12 11E PC AOQ2/MF A0o1 

PB-251 452/9 

Chicken Coop Lifting Device. 

PAT-APPL-604 851/Gi 76-12 6H 
PB-251 453/7 


Textiles Flame Retarded with Hydrox- 
ymethyiphosphorus Compounds in Combination 
with Poly(Ethyleneureas) and Poly(N- 
ee ow ye a 

069/GI 


PAT-APPL 
76-12 11E PC AOQ2/MF AO1 


PC AO02/MF A01 


PB-251 454/5 
Fiame Retardant Blend Materials. 
PAT-APPL-618 188/GI 
76-12 11E PC AOQ2/MF AO1 
PB-251 455/2 
Durable Press tee on, with Catalysis by 
r 


ivatives. 
PAT-APPL-614 994/Gi 
76-12 11E PC AOQ2/MF A01 





PB-251 456/0 
Process for Producing Gelled and Textured Cotton- 
seed Protein Products. 

PAT-APPL-615 034/GI 76-12 6H PC A02/MF A01 

PB-251 457/8 
insect Antenna Vibrating Frequency Moduiator and 
Resonating Maserlike IR Emitter 
PAT-APPL-616 212/G! 76-12 6F PC A0Q2/MF A01 

PB-251 458/6 
Centrifugal Filtration Tube for Removal of the 
Mother Liquor from the Crystals in the Purification 
of a Chemical Compound by Recrystallization. 
PAT-APPL-615 039/GI 

76-12 14B PC AQ2/MF AO1 

PB-251 459/4 
2,4,6-Tris(Carbamoyimethylamino)-1 ,3,5-s-Triazine. 
PAT-APPL-615 015/G!i 76-12 7C PC A0Q2/MF A01 

PB-251 461/0 
New Holding Device for Tensile Testing Fabrics. 
PAT-APPL-629 479/GI 

76-12 11€ PC AOQ2/MF A01 

PB-251 462/8 
tee pe by Yarn Spinning Apparatus. 
PAT-APPL 066/GI 

76-12 131 PC. A0Q2/MF A01 

PB-251 463/6 

— Blending, Subdividing, 


ystem. 
PAT-APPL-647 244/GI 
76-12 13H PC AQ2/MF AO1 


and Distributing 


PB-251 464/4 


omen of Urea-Ammonium Sulfate from Sul- 
furi idg Ammonia, and Urea. 
PATENT. 3928015 76-12 2A Not available NTIS 


PB-251 465/1 
+ay~ > laa Method for Determining Fat Content 


in at. 
PATENT-3 877 818 76-12 6H Not available NTIS 
PB-251 466/9 


Doctoring Apparatus and System. 
PAT-APPL-665 588/Gi 76-12 6H PC A02/MF A01 


PB-251 467/7 


ne and Method for Treating Waste Products. 
AT-APPL-665 586/G!I 76-12 2E PC A0Q2/MF A01 


PB-251 468/5 


Air Dropped Bait Dispensers for Attracting and 
Killing the Cotton Boll Weevil. 
PAT-APPL-615 035/G!i 76-12 6F PC A0Q2/MF A01 


PB-251 469/3 


Tris(Ureidomethy!)Phosphine Oxides and Their Use 
in Flame Retarding Cellulosic Materials. 
PAT-APPL-611 460/G! 76-12 7C PC AOQ2/MF A01 


PB-251 470/1GI 
Water Quality Impacts of Uranium Mining and 
ae Activities in the Grants Mineral Belt, New 
PB-251 470/1GI 76-11 13B PC AOQ9/MF A01 
PB-251 471/9GI 


Feasibility Test of an Approach and Prototype for 
Ultra Low Cost Housing. 
PB-251 471/9GI 76-12 SK PC AO6/MF A0O1 
PB-251 472/7 

Retracting Tooth Processing Cylinder Apparatus. 
PAT-APPL-656 031/GI 

76-13 131 PC AO2/MF AO1 

7. 
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PB-251 473/5 


Aluminum Chiorhydroxide-Phosphoric Acid Catalyst 
System for Flash Cure Treatments to Give Improved 
Durable-Press Properties in Cellulose-Containing 


Textiles. 
PAT_APPL-656 033/GI 
76-12 11E PC A02/MF A01 
PB-251 474/3 
Durable-Press Properties in Cotton Containing 
Fabrics Via Polymeric N-Methylol Reagents. 
PAT-APPL-633 067/GI 
76-12 11E PC AOQ2/MF A01 
PB-251 475/0 


Composite Silver Forming Assembly. 
PAT-APPL-604 857/GI 
76-12 11E PC AQ2/MF A0O1 
PB-251 476/8 
Cellulose Reagents Incorporating t-Amino Groups. 
PAT-APPL-625 722/GI 
76-12 11& PC AOQ2/MF A01 
PB-251 477/6 
Flame Retarded Textiles via Deposition of Polymers 
from Oligomeric Vinylphosphonate and Polyamino 
Compounds. 
PAT-APPL-629 478/GI 
76-12 11E PC AO2/MF AO1 
PB-251 478/4 
Milk-Like Products from Peanuts. 
PAT-APPL-627 325/G!I 76-12 6H PC A02/MF A01 
PB-251 479/2GI 
Stratified Charge Engines 


PB-251 479/2GI 76-12 21G PC A06/MF AO1 
PB-251 480/0G! 

Analysis and Design of Highway Cuts in Rock. 

PB-251 480/0GI 76-14 13B PC A04/MF A01 
PB-251 482/6G! 


Application of Systems Management Techniques to 
Fire Protection Operations. Volume 
PB-251 482/6GI 76-11 13L PC A10/MF AO1 


PB-251 483/4GI 
Application of Systems yo ey Techniques to 


Fire Protection Operations. Volum 
PB-251 483/4GI 76-11 138. PC A06/MF A01 


PB-251 484/2GI 
Application of Systems Management Techniques to 


Fire Protection Operations. Volume 
PB-251 484/2GI 76-11 13B PC AO8/MF AO1 


PB-251 485/9GI 

Southern Pacific Transportation Company Freight 

Train/Automobile Grade Crossing Collision, Tracy, 

California. March 9, 1975. 

PB-251 485/9GI 76-12 13L PC A03/MF A01 
PB-251 486/7GI 

Test Procedures for Characterizing Dynamic Stress- 

Strain Properties of Pavement Materials. 

PB-251 486/7GI 76-12 14B PC AO3/MF A01 
PB-251 487/5GI 

Charlottesville: What We Say, What We Do, What 

We Hope For. 

PB-251 487/5GI 76-12 13B PC A12/MF A01 
PB-251 488/3GI 

New Communities U.S.A 

PB-251 488/3GI 76-11 138 PC A99/MF AO1 
PB-251 489/1G! 

Railroad Accident Report. Rear End Collision of an 

Alaska Railroad Freight Train with a Passenger 

Train Near Hurricane, Alaska July 5, 1975. 

PB-251 489/1GI 76-12 13 PC AO3/MF A01 
PB-251 490/9GI 

Near-Term Energy Storage Technologies: The Lead- 

Acid Batte 

PB-251 490/9G! 76-13 10C PC A11/MF A01 


PB-251 491/7GI 


The Application of Land-Based Computerized Spec- 

trometers for Effluent Monitoring Aboard Nuclear 

Powered Ships. 

PB-251 491/7GI 76-12 14B PC AOS/MF AO1 
PB-251 493/3GI 

Survey of a Hydraulic Coal Mining 

Technology. Volum 

PB-251 493/3G! 
PB-251 494/1Gi 

Survey of Underground Hydraulic Coal Mining 

Technology. Volume li. mg A: Data on Un- 

derground Hydraulic Coal Mines 

PB-251 494/1GI 76-13 81 PC AQS/MF A01 


76-13 81 PC AO7/MF A0O1 


PB-251 495/8G! 

Survey of Underground Hydraulic Coal Mining 
Technology. Volume ill. Appendix B: Data on 
Hydraulic Mining Equipment and Components. 


PB-251 495/8GI 
PB-251 496/6Gi 


Survey of Underground Hydraulic Coal Mining 
Technology. Volume IV. Appendix C: References 
and aa” with Abstracts. 

PB-251 4 76-13 81 PC A13/MF AO1 


PB-251 497/4Gi 


Comparative Analysis of Utilization of Research 
Reactors in a Number of Developing Asian and 
Latin American Countries. 


76-13 81 PC A20/MF AO1 


PB-251 497/4GI 76-12 181 PC AO4/MF AO1 
PB-251 498/2GI 

Air Service to Small Communities. 

PB-251 498/2GI 76-12 18 PC AO7/MF A011 


PB-251 499/0GI 
Evaluation of Commercial Zone Activity at Atlanta 
and Boston. 
PB-251 499/0Gi 76-12 138 PC AO06/MF A01 
PB-251 500/5GI 


Regional Economic Development Center - Memphis 
State University. 


PB-251 500/5GI 76-12 5C PC AOS/MF AO1 
PB-251 501/3Gi 

Smali City Transit Characteristics: An Overview. 

PB-251 501/3GI 76-12 13B PC A03/MF A01 
PB-251 502/1Gi 


Small City Transit: Amherst, Massachusetts Free 

Fare, Student Operated Transit in a University Com- 

munity. 

PB-251 502/1GI 76-12 138 PC AO02/MF AO1 
PB-251 503/9GI 

Small City Transit: Ann Arbor, Michigan, Pilot Dial- 

A-Ride Project in a Sector of the City. 

PB-251 503/9GI 76-12 138 PC A02/MF A01 
PB-251 504/7GI 

Small City Transit: Bremerton, Washington: Private- 

ly — Subscription Bus Service to an Industri- 

PB 251 504/7GI 76-12 138 PC AO2/MF AO1 
PB-251 505/4GI 

Small City Transit: Chapel Hill, North a 

Public Transit Serving a University and Tow 

PB-251 505/4Gi 76-12 13B PC A02/MF A01 
PB-251 506/2GI 


Small City Transit: East Chicago, Indiana. Free-Fare 
Transit in a Hi 1 — industrialized Area. 
PB-251 506/ 6-12 138 PC A02/MF A01 


PB-251 507/0Gi 


Small City Transit: El Cajon, California. City-Wide 
Shared-Ride Taxi Service. 
PB-251 507/0GI 76-12 13B PC A02/MF A01 


PB-251 508/8GI 


Small City Transit: Eugene/Springfield, Oregon. Ex- 
tensive Coun ata Transit —— 
PB-251 508/ 76-12 B PC A02/MF AO1 


PB-251 509/6GI 


Small City Transit: Evansville, indiana: A Low Sub- 
— a or 
PB-251 76-12 138 PC A02/MF AO1 


PB-251 51 ang 


Small City Transit: Merced, California. Dial-A-Ride 
Transit in an Agricultural Communi nity. 
PB-251 510/4G 76-12 138 PC A02/MF A01 


PB-251 511/2GI 


Small City Transit: Merrill, Wisconsin, Point Devia- 
tion Service in a Rural Community. 
PB-251 511/2GI 76-12 138 PC A02/MF AO1 


PB-251 512/0GIi 


Small City Transit: Sudbury, Massachusetts. A 
Short-Lived Suburban Transit Service. 
PB-251 512/0GI 76-12 138 PC A02/MF A01 


PB-251 513/8Gi 
Small City Transit: Westport, Connecticut. Com- 
prehensive Transit Service in an Affluent Suburban 
Community. 
PB-251 513/8GI 76-12 13B PC A02/MF AO1 
PB-251 514/6GI 


Small City Transit: Xenia, Ohio. Transit Service for a 
Rebuilding Comm unity. 
PB-251 514/6GI 76-12 13B PC A02/MF AO1 


PB-251 515/3GI 
Small City Transit: Summary of State Air Programs. 
PB-251 515/3GI 76-12 138 PC A06/MF A01 
PB-251 516/1GI 


Diagnostic Studies of Turbulent Heating in the 
Texas Turbulent Torus and the Relevance of Turbu- 
lent Heating to Fusion Experiments and Reactors. 

PB-251 516/1GI 76-12 18A PC A04/MF A01 








PB-251 538/5GI 


PB-251 517/9GI 
Preliminary Report on Water Availabili 
Lower Ship Creek Basin, Anchorage, Alaska - With 
Special Reference to the Fish Hatchery on Fort 
Richardson and Proposed Fish-Hatchery Site Near 
the Eimendorf Air Force Base Powerplant. 
PB-251 517/9GI 76-12 8H A03/MF A01 
PB-251 518/7GI 
Recent Developments in Accelerated Testing and 
Maturity of Concrete. Thirteen Reports Prepared for 
the 54th a Meeting of the Transportation 
Research 
PB-251 st8/70I 76-13 13C PC E06/MF AO1 
PB-251 519/5GI 
Critical Review of Air Pollution Dose-Effect Func- 


tions. 

PB-251 519/5GI 76-12 6F PC A10/MF A01 
PB-251 520/3Gi 

Natural Products for Sri Lanka's Future. Report of a 

ee Held at Colombo, Sri Lanka, on 2-6 June, 

PB- 251 520/3G! 76-12 SC PC AQ4/MF A0O1 
PB-251 521/1Gi 


Critique and Response to Coal Transportation. A 
Portion of the Coal Future: Economic and 
Technological Analysis of Initiatives and innovations 
to Secure Fuel Supply independence 

PB-251 521/1GI 76-13 110A PC A02/MF A01 


PB-251 522/9Gi 
Coastal Upwelling Ecosystems Analysis, CUE-! 


in the 


Meteorological Atlas. Volume Two, 
PB-251 522/9GI 76-12 48 PC A0OS/MF AO1 
PB-251 523/7GI 


Affirmative Fair Housing Marketing Techniques: 

Final Project Report. Volume |. 

PB-251 523/7GI 76-12 
PB-251 524/5GI 

Developer's Guide to the Design and implementa- 

tion of Affirmative Fair Housing Marketing Plans. 

Volume il. 

PB-251 524/5GI 76-12 5K PC AO3/MF AO1 
PB-251 526/0GI 

HUD Guide to Evaluating Affirmative Fair Housing 

Marketing Plans. Volume lil. 

PB-251 526/0GI 76-12 SK PC A04/MF A01 
PB-251 528/6GI 


Saint Lawrence Seaway System Plan for All-Year 
Navigation. Summary Report. 
PB-251 528/6GI 76-12 17G PC A03/MF AO1 


PB-251 529/4GI 
Saint Lawrence Seaway System Plan for All-Year 


5K PC A08/MF AO1 


Navigation. Appendix A. Methodology. 
PB-251 529/4GI 76-12 17G PC A17/MF A01 
PB-251 530/2G! 


Saint Lawrence Seaway System Plan for All-Year 
—— ation. Appendix B. a Simulation. 
1 5§30/2G! 76-12 G PC A10/MF A0O1 
PB-251 531/0GI 


Saint Lawrence Seaway System Plan for All-Year 
Navigation. Appendix C. Environmental impact. 
PB-251 531/0GI 76-12 17G PC AOS/MF AO1 


PB-251 532/8GI 


Saint Lawrence Seaway System Plan for All-Year 
mae ation. Appendix D. Economics. 
1 532/8GI 76-12 17G PC A13/MF A01 


mete 533/6GI 


A Program of Management and _ Technical 
Assistance in Designated EDA Counties in Georgia. 
PB-251 533/6GI 76-12 SC PC A06/MF A01 


PB-251 534/4 


Laminated Carbon-Containing Silicone Rubber 
Membrane for Use in Membrane Artificial Lung. 
PAT-APPL-663 127/Gi 76-12 6. PC A03/MF A0O1 


PB-251 535/1 


improved Durable Press Treatment by Addition of 
yd Dihydrogen Phosphate to Aluminum Sulfate 
ata 
PAT-APPL-604 853/GI 
76-12 11E PC AO2/MF A01 


PB-251 536/9 


Furrow Opener _ pesca for No-Tillage Trans- 
planters and Plant 
PAT-APPL-618 9717 76-12 2C PC AO03/MF AO1 


PB-251 537/7GI 
Land Use, Energy Flow, and Policy Making in 


Society. 
PB-251 537/7GI 76-13 138 PC A17/MF A01 
PB-251 538/5Gi 


a emg Effects on Motor Vehicle Exhaust 
m 
PB-251 538/5GI 76-12 13—F PC A11/MF A01 
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PB-251 539/3GI 


Seismic Studies of the Articulation for the Dumbar- 
ton Bridge Replacement Structure. Volume 1. 
Description, Theory, and Analytical Modeling of 
Bridge and Components, 

PB-251 539/3GI 76-12 13B PC AOQ7/MF AO1 

PB-251 540/1GI 

Seismic Studies of the Articulation for the Dumbar- 
ton Bri Replacement Structure. Volume 2. Nu- 
—- tudies of Steel and Concrete Girder Al- 


PB2sT 540/1G! 76-12 13B PC A10/MF AO1 


PB-251 541/9GI 
Substitute Chemical 
Review of Cacodylic Ac 
PB-251 541/9GI 

PB-251 542/7GI 
Report of the Aldrin/Dieldrin Advisory Committee to 
William D. Ruckelshaus, Administrator, Environmen- 
tal Protection 
PB-251 542/7GI 

PB-251 543/5GI 
Thermodynamic Properties of Bulk — Occluded 


Scientific 
id. 
76-12 6F PC AO7/MF A011 


Program. initial 


cy. 
76-12 6F PC AO6/MF AO1 


Supercooled Water and lonic Solutio 
PB-251 543/5GI 76-12 7D PC A03/MF AO1 
PB-251 544/3GI 


Socioeconomic Analysis of a Major Rehabilitation 
of Irrigation and Water Management System in 
Eastern idaho. 


PB-251 544/3GI 76-12 2C PC A03/MF A01 
PB-251 545/0GI 

Kansas Groundwater Policy Seminar. 

PB-251 545/0GI 76-12 13B PC A04/MF A011 
PB-251 546/8GI 


Negotiability Determinations by Federal Labor Rela- 
tions Council (FLRC). January 1, 1970 to January 1, 


1976. 
PB-251 546/8GI 
PB-251 547/6GI 


76-12 Si PC AO2/MF AO1 


Bicycle Compliance Test Manual, Document No. 

502496, Regulatory Documents, an July 16, 1974, 

November 13, 1975, January 28, 1976 

PB-251 547/6GI 76-12 13F PC A06/MF AO1 
PB-251 548/4GI 

Field Testing and Evaluation of Methods for Mea- 

suring Visibility. 

PB-251 548/4GI 76-13 13B PC A05/MF A01 
PB-251 549/2GI 


Nitrogen, Phosphorus and Carbon Fiux in Ches- 


apeake a he = 
PB-251 /2G 76-12 8) PC AO0S/MF A01 
PB-251 550/0GI 


Public Groundwater Supplies in Putnam Coun 
PB-251 550/0GI 76-12 8H PC A02/MF AO1 


PB-251 551/8GI 
Salinities of Ambient and interstitial Waters of Some 


Massachusetts North Shore Salt-Marshes. 
PB-251 551/8GI 76-12 13B PC A02/MF AO1 
PB-251 552/6GI 


Economic and Legal Analysis of Alternative Flood 


Control Strategies: Phase |. 
PB-251 552/6GI 76-12 8H PC AO2/MF A011 
PB-251 553/4GI 


Comparative Methylation Chemistry of Platinum, 

Palladium, Lead, and Manganese 

PB-251 553/4GI 76-12 6A PC AO3/MF AO1 
PB-251 554/2GI 

Regional Distribution of the Major Dissolved Solids 

in the Streams of Illinois 

PB-251 554/2GI 76-12 13B PC AO04/MF AO1 
PB-251 555/9GI 


Calculation of Emission Factors for Agricultural 
Burning Activities 


PB-251 555/9GI 76-13 13B PC AO04/MF A01 
PB-251 556/7GI 

Disposal of Soluble Inorganic Salts. 

PB-251 556/7Gi 76-12 138 PC AQ2/MF A01 
PB-251 557/5GI 


Applications of Linear Time Series Models and 
Stepwise Regression Models to eee Water 
Quality Data on the Connecticut Riv 

PB-251 557/5GI 76-12 138 PC E03/MF A01 


PB-251 558/3GI ° 
Guidelines for Evaluating Supplementary Control 


Ss. 
251 558/3GI 76-12 13B PC AOS/MF A01 
PB-251 559/1GI 


Manual of instructions for Projecting Emissions in 
Smal! Geographic Areas - Preliminary Test Using 
Baltimore AQMA Data. 


AR-1186 





PB-251 559/1GI 76-12 138 PC AOS/MF AO1 
PB-251 560/9GI 

Economics of Public Transit Operation 

PB-251 560/9GI 76-12 138 PC A04/MF AO1 


PB-251 561/7GI 
Circuit a for Multiple-Satellite-Hop User Reac- 


tion Tes 
PB-251 551/761 76-13 


PB-251 562/5GI 


Guidelines for Quality Assurance Programs for Mo- 
bile Source Emissions Measurement Systems: 
Phase iil. Light-Duty Diesel-Powered Vehicles - 
Quality Assurance Guidelines. 

PB-251 562/5GI 76-12 13F PC AO02/MF AO1 


PB-251 563/3GI 
Guidelines for Quality Assurance Programs for Mo- 
bile Source Emissions Measurement Systems: 
Phase Ill. Light-Duty Diesel-Powered Vehicles - Test 
Procedures. 
PB-251 563/3GI 76-12 
PB-251 564/1GI 


Guidelines for Quality Assurance Programs for Mo- 
bile Source Emissions Measurement Systems: 
Phase IV. ee ae Gasoline Engines - Quality 


Assurance Guidelin 
°F 6-12 13F PC AO3/MF AO1 


17B PC A10/MF A01 


13F PC AO3/MF AO1 


PB-251 564/1GI 
PB-251 565/8GI 


Guidelines for Quality Assurance Programs for Mo- 

bile Source Emissions Measurement Systems: 

Phase !V. Heavy-Duty Gasoline Engines - Test 
res. 
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PB-251 565/8GI 76-12 13F PC AO3/MF AO1 
PB-251 566/6GI 


Substitute Chemical Program. 

Review of MSMA/DSMA. 

PB-251 566/6GI 76-12 6F PC E0S/MF A01 
PB-251 567/4GI 


A Marginal Cost Basis for Metropolitan Water 
Supply Allocation and Operation. 


initial Scientific 


PB-251 567/4GI 76-12 13B PC AOS/MF A01 
PB-251 568/2GI 

San Mateo Coast Corridor Evaluation. 

PB-251 568/2GI 76-12 13B PC AOQ7/MF AO1 
PB-251 569/0GI 


San Mateo Coast Corridor Evaluation. Summary. 
PB-251 569/0GI 76-12 138 PC A03/MF A01 


PB-251 570/8GI 
— of the ODT Advisory Committee, September 
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PB-251 570/8G! 76-12 6F PC A04/MF AO1 
PB-251 571/6GI 


BART impact Program. impacts of BART on the 


Natural Environment: interim Service Findings 


PB-251 571/6G! 76-12 13F PC AOS/MF A01 
PB-251 572/4GI 

A Methodology for Comparative Evaluation of Water 

Quality Indices 

PB-251 572/4GI 76-14 13B PC AO8/MF AO1 
PB-251 573/2GI 

Guidelines for Conducting Surveys Concerning 

Transportation. 

PB-251 573/2GI 76-12 13B PC AO4/MF A01 


PB-251 574/0GI 


Determination of Particulate Emission Factors for 
Boilers and incinerators - Bronx and Manhattan. 


PB-251 574/0GI 76-12 13B PC A06/MF A01 
PB-251 575/7GI 

Desaiting Plants Inventory Report No. 4 

PB-251 575/7GI 76-12 7A PC AO3/MF A01 
PB-251 576/5GI 

Toxaphene Status Report. 

PB-251 576/5GI 76-12 6F PC A0B/MF A01 
PB-251 577/3GI 


Versatile Gas Filter Correlation Spectrometer. 
PB-251 577/3GIi 76-12 148 PC AO04/MF A01 


PB-251 578/1GI 
Proceedings of Conference on ‘Perspectives on 
Formulating State Water Policy’. 
PB-251 578/1GI 76-12 1368 PC A04/MF A01 


PB-251 579/9GI 


Development of a Biologica! Test System for Quan- 

titating the Respiratory Hazard of Ambient Concen- 

trations of Air Pollutants and Evaluation of Vitamin 

E in the Prevention of Oxidant Induced Impairment. 

PB-251 579/9GI 76-12 6E PC AOQ4/MF A01 
PB-251 580/7GI 

Effects of Gaseous Pollutants on Materials--A 


Chamber Study, 
76-12 


PB-251 580/7GI 148 PC AOS/MF A01 


PB-251 581/5GI 


Radionuclide Production, Transport, and Release 
from Normal Operation of Liquid-Metal-Cooled Fast 


Breeder Reactors. 
PB-251 581/5GI 76-12 18H PC A11/MF A0o1 
PB-251 582/3GI 


Report of the Advisory Committee on 2,4,5-T to the 


Administrator of the Environmental Protection 
ency. 
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PB-251 583/1GI 


Report of the Mercury Advisory Committee of the 

Environmental Protection Agency to the Administra- 

tor. 

PB-251 583/1GI 76-12 138 PC A0O3/MF Aoi 
PB-251 584/9GI 


The Ralph M. Parsons Company Conceptual Design 
of a 50 MGD Desalination Plant. 
PB-251 584/9GI 76-12 7A 


PB-251 585/6GI 


Evaluation of Nonthrombogenic Fiuoropolymer 
Membranes in Blood - ow" 
PB-251 585/6GI 12 6L PC AQ4/MF A01 


PB-251 586/4GI 


Mass Emissions from Ten Pre-Controlled Gasoline 
Trucks, and Comparisons Between Different Trucks 
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ee a Particulate Formation in Photochemical 
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PB-251 588/0 
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76-12 148 Not available NTIS 
PB-251 589/8 


Esophageal Transducer. 
PATENT-3 939 823 76-12 6L Not available NTIS 
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Blood Plasma and Additives 
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PB-251 591/4 
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PB-251 593/0 


Stable Antigen-Erythrocytes for 

tibodies against Toxoplasma Organis 

PATENT-3 914 400 76-12 6M Not ¢ available NTIS 
PB-251 594/8GI 


Law’ Entgrcement Standards Program: NILECJ 
Standard for Batteries for Personal/Portable Trans- 


ceivers. 
PB-251 594/8GI 
PB-251 595/5GI 
National Evaluation of Selected Patrol Strategies 
Specialized Patrol Operations Under the Nationa! 
Evaluation Program, Phase |. Product 3 - Project 
Families, Synthesis Framework and Measurement. 
PB-251 595/5GI 76-12 SK PC AO6/MF A01 
PB-251 596/3GI 


National impact Program Evaluation: A Primary 
Source Description of Impact City Felony Courts 
Prior to Program Initiation, 

PB-251 596/3Gi 76-12 5C PC AOS/MF AO1 
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Construction of Palo Verde Nuclear Generating Sta- 

tion Units 1, 2 and 3. Arizona Public Service Com- 

pany, et al. Supplement No. 2. Docket Nos. STN 50- 
50-530. 
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PB-251 597/1Gi 
PB-251 598/9GI 


Construction of Koshkonong Nuclear Plant, Units 1 
and 2. Wisconsin Electric Power Company, Wiscon- 
sin Power and Light Company, Wisconsin Public 
Service Corporation, Madison Gas and Electric 
Company. Supplement No. 1. Docket Nos. STN-50- 
502, STN-50-503. 
PB-251 598/9GI 


PB-251 599/7GI 


Construction of Hartsville Nuclear Plants, Units A}. 

A2, B1 and B2. Tennessee Valley Authority. Docket 

Nos. STN 50-518, STN 50-519, STN 50-520, STN 50- 
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PB-251 601/1GI 
Multihospital Systems: An Evaluation. Part One: 
Overview. 
PB-251 601/1GI 76-12 6E PC AO4/MF A01 
PB-251 602/9GI 
Multihospital Systems: An Evaluation. Part Two: Or- 


izational Studies. 
-251 602/9GI 76-12 6& PC A23/MF AO1 
PB-251 603/7GI 


Multihospital Systems: An Evaluation. Part Three: 


Cost Studies 
PB-251 603/7G! 76-12 6E PC A11/MF AO1 


PB-251 604/5GI 
Multi ital Systems: An Evaluation. Part Four: 
tudies 


Related 

PB-251 604/5GI 76-12 6& PC AOS/MF AO1 
PB-251 605/2GI 

A evapo * a Practice: ener, 

PB-25 76-12 6E PC A04/MF AO1 
PB-251 ano 


A Prepaid Group Practice: Risk Vulnerability, En- 

roliment, and Disenroliment. 

PB-251 606/0GI 76-12 6E& PC A04/MF AO1 
PB-251 607/8GI 


Jacksonville Emergency Medical Services Systems 
Outcome Measurement Research 


PB-251 607/8G! 76-12 6E PC A16/MF A01 
PB-251 608/6GI 

Test Procedure for Gas Detector Tube Certification, 

PB-251 608/6GI 76-12 148 PC AQ2/MF AO 
PB-251 609/4GI 


Finite Element Analysis of Automotive Structures 


Under Crash Loadings. Volume |. Summary. 
PB-251 609/4GI 76-12 13F PC AQ2/MF A01 
PB-251 610/2GI 


Finite Element Analysis of Automotive Structures 
Under Crash Loadings. Volume ll. Technical Report. 


PB-251 610/2GI 76-12 13F PC AO08/MF AO1 
PB-251 611/0GI 

Amitrole Advisory Committee Report, 

PB-251 611/0GI 76-13 6F PC A02/MF AO1 
PB-251 612/8GI 


Preliminary Emissions Assessment of Conventional 
Stationary Combustion Systems. Volume |. Execu- 
tive Summary. 

PB-251 612/8GI 76-12 13B PC AO0S/MF A01 


PB-251 613/6GI 
Drilling and Preparation of Reusable, Long Range, 
Horizontal Bore Holes in Rock and in Gouge. 
Volume li. Estimating Manual for Time and Cost 
Requirements. 
PB-251 613/6GI 76-12 13B PC A06/MF A01 
PB-251 614/4Gi 
The Aerometric and Emissions Reporting System 
(AEROS) Manual Series. Volume |. AEROS Over- 


view. 
PB-251 614/4GI 76-12 13B PC A04/MF AO1 


PB-251 615/1GI 


A Survey and ee of the Effectiveness of Surge 
Buildings in ment of Health Science 


Educational Facilities Volume |. 

PB-251 615/1GI 76-12 6E PC A04/MF AO1 
PB-251 616/9GI 

Older Adult Volunteers in Schools. 

PB-251 616/9G! 76-12 Si PC AO2/MF A01 
PB-251 618/5GI 

Background information for Standards of Per- 

Coa > ee Piants. Volume 3. Sup- 

plemental inform 

PB-251 618/5GI "76-12 13B PC A04/MF A01 
PB-251 619/3GI 

Guidelines for Air Quality Maintenance Planning 

and Analysis. Volume 9. Evaluating Indirect 

Sources. 

PB-251 619/3GI 76-12 13B PC A22/MF A01 
PB-251 620/1GI 


Subsurface Investigation, Sections E006 to E008, 
Greenbelt Route. 


PB-251 620/1GI 76-12 13F PC AO6/MF A01 
PB-251 621/9GI 

Evaluation of Eight Novel Fine Particle Collection 

Devices. 

PB-251 621/9GI 76-12 7A PC AO0S/MF AO1 
PB-251 622/7GI 

Comparison of Fossil and Wood Fue 

PB-251 622/7GI 76-13 108 ~ A12/MF A01 
PB-251 623/5GI 


Assessment of Particle Control Technology for En- 
closed Asbestos Sources--Phase I! 


PB-251 623/5GI 76-12 7A PC AO7/MF AO1 


PB-251 624/3GI 


A Short-Term Forecast of U.S. Oceanborne Exports. 
PB-251 624/3GI 76-12 5C PC A10/MF AO1 


PB-251 625/0GI 
b+ al ee Program for the Colville 


Reserv 
PB- O51. 625/06! 76-12 5C PC A12/MF AO1 


PB-251 626/8GI 
Flocculant Use on Tankers. 
PB-251 626/8G! 76-13 13B PC AO3/MF AO1 


PB-251 627/6GI 


Combustion Experiments ~ —e Spacecraft. 
PB-251 627/6GI 76-12 218 PC AQ4/MF AO1 


PB-251 628/4GI 


Water Pollution Control Act of 1972, Economic im- 
pa acts, Pilot Study, Five Industries. 
B-251 628/4GI 76-12 13B PC A99/MF AO1 


PB-251 629/2GI 


Alternative Sites for LNG Facilities in the Cook 

inlet/Kenia Peninsula, Alaska Area. 

PB-251 629/2GI 76-13 13B PC A24/MF AO1 
PB-251 630/0GI 

Report of the Secretary's Commission on Pesticides 

and Their Relationship to Environmental Health. 


Parts | and ll, 
PB-251 630/0GI 76-12 6F PC A99/MF AO1 
PB-251 631/8GI 
incentives and Decisions Underlying Hospitals’ 
Adoption and Utilization of Major Capital Equip- 


ment. 
PB-251 631/8GI 76-13 6L PC A13/MF AO1 


PB-251 632/6GI 

Effects of Electric Fields on Large Animals. A Feasi- 

bility Study. 

PB-251 632/6GI 76-12 6S PC AO08/MF AO1 
PB-251 633/4GI 

CENTS-AID ll, User's Manual, Revision |, 

PB-251 633/4GI 76-12 5K PC E06/MF AO1 
PB-251 634/2GI 


Wilderness Area User's Simulation Model (WAUSM), 
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1975. 

PB-251 634/2GI 76-12 5K CP TO3 
PB-251 635/9GI 

Simulation Model of Wilderness-Area Use Model- 

Users Manual and Program Documentation, 

PB-251 635/9GI 76-12 5K PC A21/MF AO1 
PB-251 636/7GI 

Review and Analysis of Employee incentives in 

Health Care institutions Project. Volume |. 

PB-251 636/7GI 76-13 5i PC AO08/MF A0O1 
PB-251 637/5GI 

Review and Analysis of Employee incentives in 

Health Care Institutions Project. Volume Il. 

PB-25t 637/5GI 51 PC A0S/MF AO1 
PB-251 638/3Gi 

Spin Modulation Statistics of the Geostationary 

Operational Environmental Satellite (GOES) Data 

Collection System, 

PB-251 638/3GI 76-13 17B PC A03/MF A01 
PB-251 639/1GI 

Systems Analysis and Operations Research: A Tool 

for Policy and Program Planning for Developing 


Countries. 
PB-251 639/1GI 76-13 5A PC AO6/MF A01 
PB-251 640/9GI 


Computational Methods Applicable to the Coupled 

VTE/MSF Distillation System, 

PB-251 640/9G 76-13 7A PC AOQS/MF A01 
PB-251 642/5GI 

New York City Transit Authority Design Guidelines. 

Transportation Planning and Environmental. 

PB-251 642/5GI 6-13 13F PC AOS/MF AO1 
PB-251 643/3Gi 

New York City Transit Authority Design Guidelines. 

Station Planning. 

PB-251 643/3GI 76-13 13F PC AO4/MF A0O1 
PB-251 644/1Gi 

New York City Transit Authority Design Guidelines. 

Structural Design. 

PB-251 644/1G 76-13 13F PC AO06/MF AO1 
PB-251 645/8Gi 

New York City Transit Authority Design Guidelines. 

Construction. 

PB-251 645/8GI! 76-13 13—F PC A0QS/MF AO1 


PB-251 646/6GI 


New York City Transit Authority Design Guidelines. 
Signals and Com munication. 
PB-251 646/6Gi ~ 76-13 13F PC A11/MF AO1 








PB-251 669/8G! 


PB-251 647/4Gi 

New York City Transit ong ney | Design Guidelines. 

aon on Electric Ducts and Plumbing 

-251 647/4GI 76-13 13F PC. A04/MF A01 

PB-251 648/2GI 

New York City Transit Authority Design Guidelines. 

Track and Contact Rail. 

PB-251 648/2GI 76-13 13F PC AQ4/MF A01 
PB-251 649/0GI 


New York City Transit Authority Design Guidelines. 
Equipment. 


PB-251 649/0GI 76-13 13F PC A11/MF AO1 
PB-251 650/8GI 
— York City Transit Authority Design Guidelines. 
ower. 
PB-251 650/8GI 76-13 13F PC AO3/MF AO1 
PB-251 651/6GI 


New York City Transit Authority Design Guidelines. 

New Car Engineering. 

PB-251 651/6GI 76-13 13F PC A12/MF A01 
PB-251 652/4Gi 

New York City Transit Authority Design Guidelines. 

Materials inspection-1. 

PB-251 652/4GI 76-13 13F PC A14/MF AO1 
PB-251 653/2GI 

New York City ae Authority Design Guidelines. 

Materials ——- 


PB-251 653/ 76-13 13F PC A18/MF AO} 
PB-251 654/0GI 

Quarry Blast Noise Study. 

PB-251 654/0GI 76-14 81 PC AO5S/MF AO1 
PB-251 655/7GI 

Grain Elevator Noise Control: Two Case Studies. 

PB-251 655/7GI 76-14 13M PC AOQ3/MF AO1 
PB-251 656/5GI 


Underexploited Tropical Plants with Promising 


Economic Value. 
PB-251 656/5Gi 76-12 2D PC AOS/MF AO1 
PB-251 657-T/Gi 


Longitudinal Forces in Railroad Track--Translation. 
PB-251 657-T/GI 76-14 13F PC A10/MF AO1 


PB-251 658/1Gi 
Health Services Data System: 1-9. 9. The Communi- 
pp ne Flow (CFF) Data System. 
-251 658/1GI 76-13 6E PC A13/MF AO1 

PB-251 659/9GI 
Organizational Correlates of Disadvantaged Worker 


Retention. 
76-12 51 PC A11/MF AO1 
PB-251 660/7GI 


Economic Impact of Oil Resource Development on 
the Alaskan Economy 1975-1985, 
PB-251 660/7GI 76-16 5C PC A0S/MF AO1 


PB-251 661/5GI 
Demonstration of Acoustical Underground Survey 


— in the Washington Metropolitan Area. 
251 661/5GI 6-12 1 PC A07/MF A011 
PB-251 662/3Gi 


Evaluation of Pest Management Programs for Cot- 
ton, Peanuts and Tobacco in the United States, 


PB-251 662/3GI 76-12 6F PC A06/MF AO1 
PB-251 663/1GI 

Cost Estimati Methodology for Once-Through 

Cooling Water Discharge Modifications. 

PB-251 663/1GI 6-13 13A PC A14/MF A01 
PB-251 664/9GI 

Flare Systems Stu 


dy. 
PB-251 664/9GI 76-13 138 PC AO7/MF A01 
PB-251 665/6GI 


sty impact Study of the Appliance Efficiency 
r 
PB-251 665/6GI 76-13 10A PC A13/MF AO1 


PB-251 666/4GI 
Performance of 2 1/2 Inch 15-Gauge Duo-Fast Pal- 


let Stap 

PB-251 666/4G! 76-13 13& PC AO2/MF AO1 
PB-251 667/2GI 

Comparative Performance of Southern Pine Pallets, 

PB-251 667/2GI 76-13 13D PC A0Q3/MF A0O1 
PB-251 668/0Gi 


MIX2: A Computer Program for Modeling Chemical 
Reactions in Natural Waters. 

PB-251 668/0GI 76-13 70 PC AO04/MF AO1 

PB-251 669/8Gi 

Assessment of Industrial Hazards Waste Practices, 
Paint and Allied Products industry, Contract Solvent 
Reclaiming Operations, and Factory Application of 
Coatings. 

PB-251 669/8GI 76-13 11C PC A14/MF A011 
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Mode of Action of Cyclodiene insectic 
PB-251 670/6GI 76-13 6T PC At AOS/MF AO1 


PB-2§1 671/4GI 
oo EGER of Gas Phase Ozonolysis Reac- 


PB251 671/4GI 76-12 7C PC A04/MF AO1 
PB-251 672/2GI 

Survey of Protective Canopy Design. 

PB-251 672/2GI 76-12 81 PC A0S/MF A01 
PB-251 673/0GI 


Urban Physician Attributes and the Diagnosis of 


eae. 
-251 673/0GI 76-12 6E PC A14/MF AO1 
PB-251 674/8GI 


Public Groundwater Supplies in Macoupin County, 
PB-251 674/8GI 76-13 138 PC AOQ2/MF A01 


PB-251 675/5GI 


Assessment of the Degree of Flexibility in Fuel Dis- 
tribution Patterns. 


PB-251 675/5GI 76-12 13B PC AOS/MF A011 
PB-251 676/3GI 

Scale Effects and Price Relations in the Provision of 

Chronic Hemodia 

PB-251 676/3GI 76-12 6E PC AOQ3/MF AO1 
PB-251 677/1GI 


Estimation of Earthquake Losses to Single Family 


ings. 
PB-251 677/1GI 76-13 13B PC A0S/MF A01 
PB-251 678/9GI 
poe Manufacture and Use of Selected Ary! and Alky! 


a hate Esters. 
-251 678/9GI 76-12 7A PC AO7/MF AO1 
PB-251 679/7GI 


in-Use Heavy Duty Gasoline Truck Emissions. Part 
ll. Surveillance Study of Control Equipped Heavy- 


Duty Gasoline-Powered Vehicles. 
PB-251 679/7GI 76-12 13B PC A19/MF AO1 
PB-251 680/5G! 


Truck Noise Ili-H. Final Report on the Freightliner 


Quieted Truck Program 
PB-251 680/5GI 76-14 13F PC A04/MF A01 
PB-251 681/3GI 


Proceedings of Roadbed Stabilization Lime Injec- 


tion we wg —_ at Little Rock, Arkansas, on 

August 21-22, 1 

PB-251 yl 76-13 13F PC A12/MF A011 
PB-251 682/1GI 


Characterization of the Stanford Research institute 

Large-Scale Heat-Release-Rate Calorimeter. 

PB-251 682/1GI 76-13 148 PC AOS/MF AO1 
PB-251 683/9GI 


Federal Funding of Civilian Research and Develop- 
ment. Volume 2. Case Studies. 
PB-251 683/9GI 76-13 5A PC A15/MF A01 


PB-251 684/7GI 
~ Quality Analysis Workshop. Volume li. Executive 


Pe 25) 064/7GI 76-13 138 PC AO03/MF AO1 
PB-251 685/4GI 

Trade Wind Speed Estimation at Selected Stations 

og Using Honolulu Wind Observations, A Pilot 

PB-251 685/4GI 76-12 48 PC A02/MF A01 
PB-251 686-T/GI 


Experimental Research on Flexure Distortion and 
Stress in Railroad Superstructure--Translation. 
PB-251 686-T/GI 76-14 13F PC A10/MF A01 


PB-251 687/0GI 
Vertical Tube nee Desalting, State-of-the-Art 
Booklet. 


(1971), —— 

PB-251 76-13 7A PC AOS/MF AO1 
PB-251 688/8G! 

Water information Systems Catalog. 

PB-251 688/8GI 76-13 13B PC AO7/MF AO1 
PB-251 689/6G! 


Evaluation, Revision and Application of the NBS 
Stylus/Computer System for the Measurement of 


Surface Roughness 
PB-251 689/6G!I 76-12 9B PC A06/MF A01 
PB-251 690/4GI 


Preliminary a of the Ground-Water Data 


Network in indiana 
PB-251 690/4GI 76-13 13B PC AO4/MF A01 


PB-251 691/2G! 


Proceedings from the Workshop to _ identify 
Research and Data ~—_= to Plan ony North 
American Long-Term Coal Supply Analysis Heid in 
Tampa, Florida on December 9-10, 1975. 

PB-251 691/2GI 76-13 8! PC AO4/MF A01 
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PB-251 692/0GI 
Health Manpower in Four Countries: An Annotated 


iography, 
PB-251 692/0GI 76-13 6E PC AOS/MF A01 

PB-251 693/8GI 
Health Manpower in the Changing Australian Health 


Services Scene, 

PB-251 693/8G! 76-13 6E PC AOS/MF AO1 
PB-251 694/6GI 

Parametric Data for Long Term Operation of a Ver- 

tical, Plane Surface, Falling Film, Vapor Compres- 


sion Evaporator. 
PB-251 694/6G! 76-13 7A PC AO3/MF AO1 
PB-251 695/3GI 
Operating Data of a Vertical Plane Surface, Falling 
Film pompertias Using Slurry and High Concentra- 


tion F 
PB- 251 69 695/3G! 76-13 7A PC AO6/MF A01 
PB-251 696/1GI 


Modeling of ye Effects of Pollutants and Disper- 


sion in Urban Atmospheres. 

PB-251 e9e/1Gi- 76-12 138 PC AO7/MF A011 
PB-251 697/9GI 

BART impact Program. Public Policy Project: 

Research 

PB-251 697/9GI 76-12 138 PC AO3/MF AO1 
PB-251 698/7GI 

Jacksonville Telemedicine Network 

PB-251 698/7GI 76-12 6E PC AO7/MF A01 
PB-251 699/5Gi 


informal Working Papers for the Report: Alternative 

Futures for Environmental Policy Planning: 1975- 

PB-251 699/5G! 76-13 13B PC A16/MF A01 
PB-251 701/9GI 


Design of the Sulfate Regional a (SURE). 

Volume |: Sup mepertng Oe Data and Analy 

PB-251 701/ 76-13 7A Po A13/MF AO1 
PB-251 702/7GI 

Design of the Sulfate Regional a (SURE). 

Volume ll: Pro - ae Te ey 


PB-251 702/7 7A PC A06/MF A01 
PB-251 703/5GI 
Design of the oie Regional Experiment (SURE). 
Volume Ill: 
PB-251 703/ 76-13 7A PC A10/MF AO1 
PB-251 eae” 


Design of the Sulfate Regional Experiment (SURE). 
Volume IV: Executive Summary. 


PB-251 704/3GI 76-13 7A PC AO02/MF AO1 
PB-251 705/0GI 

Seismic Mine Monitor System. 

PB-251 705/0GI 76-13 81 PC AO3/MF A01 
PB-251 706/8Gi 

Centre County Disaster ww 

PB-251 706/8GI 76-13 + Og PC A04/MF A01 
PB-251 707/6GI 

A tw | of the ae of Viscosity-Graded Asphalt Ce- 

ts in Experi tal Sections of Pavement 
PB; 251 707/6G\ 76-13 13C PC A04/ME A01 


PB-251 708/4GI 
Evaluation of Eight Long Term Care Charts of Ac- 


counts. 
PB-251 708/4GI 76-13 6E PC AOS/MF A01 
PB-251 709/2GI 


— of Mixed Function Oxidases in insecticide Ac- 


PB. 251 709/2G! 76-12 6A PC AO3/MF A01 
PB-251 710/0GI 

A Study of Automotive Aerodynamic Drag. 

PB-251 710/0GI 76-13 13F PC /MF AO1 
PB-251 711/8G! 


An Estimation of a Towboat Air Pollution in 


Saint Louis, Missou 
PB-251 711/8GI 76-13 13B PC A04/MF A01 
PB-251 712/6GI 


Development of Blood-Compatibie Materials: 


a Surfaces and Platelet Protective 
ents. 
ey 712/6GI 76-13 6. PC AO5S/MF AO1 
PB-251 713/4GI 
Background Document for Railroad Noise Emission 
Standards. 
PB-251 713/4GI 76-12 138 PC A24/MF A011 
PB-251 714/2GI 


Design of Reusable Explosion-Proof Bulkheads for 
a Crosscut Refuge Chamber. 


PB-251 714/2GI 76-12 8! PC A13/MF A01 


PB-251 715/9GI 
Fire Alert Systems for Metal and Nonmetal Mines. 
PB-251 715/9GI 76-12 8! PC AOS/MF AO1 

PB-251 716/7GI 


A Technical and Economic Study of Waste Oil 
Recovery. Part iV. Energy Consumption in Waste Oil 
Recovery. Part V. A Field Test of the Quality of Re- 
— — Oils. Part Vi. A Review of Re-refining 


Econo 
PB-251 : 716/7G! 76-12 11H PC AO7/MF AO1 
PB-251 717/5GI 


Caiculation of Releases of Radioactive Materials in 
Gaseous and Liquid Effluents from Boiling Water 


Reactors (BWR-GALE Code). 
PB-251 717/5GI 76-12 18G PC AO7/MF AO1 
PB-251 718/3GI 


Calculation of Releases of Radioactive Materials in 

Gaseous and Liquid Effiuents from Pressurized 

Water Reactors (PWR-GALE Code). 

PB-251 718/3GI 76-12 18G PC AO7/MF A01 
PB-251 719/1GI 

Descriptive Study of Salaried Medical Schoo! Facul- 


3-251 719/1GI 76-13 6E PC AOS/MF AO1 
PB-251 720/9GI 


Guidelines for the Development and implementation 
of Community Involvement Prog ams. 
PB-251 720/9GI 76-13 138 PC A04/MF AO} 


PB-251 721/7GI 
Properties of Coal-Water Slurries. 


PB-251 721/7GI 76-13 81 PC AOS/MF AO1 
PB-251 722/5GI 
Particulate Control Mobile Test Units: First Year's 
Operation, 
-251 722/5GI 76-12 7A PC AO4/MF AO1 
PB-251 723/3GI 


Mobile Lidar Study of the Los Angeles Mixing 


yer. 
PB-251 723/3GI 76-13 
PB-251 724/1GI 
information Requirements for Evaluation of Impact 
of a Planning Services on Reduction of Un- 
wanted Fertility Among Welfare Recipients. 
PB-251 724/1Gi 76-13 
PB-251 725/8GI 


Computer Traffic Control. A Report of the 
Workshop Held March 20-22, 1974, Spring Hill Con- 
ference, Wayzata, Minnesota, 

PB-251 725/8GI 76-13 1368 PC AO4/MF AO1 


PB-251 726/6GI 


Evaluation of Cost-Effectiveness of Services Pro- 
vided to Abused and lected Children and Their 
Families Under Titles IV-A and IV-B. Volume I. 

PB-251 726/6GI 76-13 5K PC AOS/MF AOi 


PB-251 727/4GI 
Drinki Practices and Problems of Urban Amer- 


ican In mae ng . 
PB-251 7 76-13 SK PC A18/MF A01 
PB-251 728/2GI 


Underplatform Exhaust Tests in the Toronto Sub- 


way. 
PB-251 728/2GI 76-13 13A PC A10/MF A01 
PB-251 729/0GI 


Effects of Oxidant nl races 
Production of Lung Lesio 
PB-251 729/0GI 


PB-251 730/8G! 


Transcript of the ny roceedings (15th) Held 
at Belmont Conference Center, Elkridge, Maryland 
on February 13-16, 1976. 

PB-251 730/8GI 76-13 6E PC A18/MF AO1 


PB-251 731/6GI 


Applications of ERTS Products in Range and Water 
Management Problems, Sahelian Zone, Mali, Upper 


13B PC A11/MF A01 


5K PC A03/MF AO1 


Interaction on 


76-13 6T PC A03/MF AO1 


Volta, and Niger. 

PB-251 731/6GP 76-12 13B PC AOS/MF A0O1 
PB-251 732/4Gi 

1108 Sort/Merge Processors. 

PB-251 732/4GI 76-13 9B PC A04/MF AO1 
PB-251 733/2Gi 

NEWECL. Economic Computer Language Data Han- 

rs. 

PB-251 733/2GI 76-13 9B PC A04/MF A01 

PB-251 734/0GI 


Input-Output Interface for ay Stren V Under the 

Univac 1100 Series Operating System 

PB-251 734/0GI 76-13 9B PC A03/MF AO1 
PB-251 735/7GI , 


A Cooperative Program of Experiments involving 
Changes in Railroad Operations. 
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PB-251 735/7GI 76-13 13F PC A08/MF AO1 


PB-251 736/5GI 
Actual and Recommended Maintenance Practices 
for Light-Duty Vehicles for 1975 and Later Model 
Years. Volume |. 
PB-251 736/5GI 76-12 138 PC A0S/MF AO1 


PB-251 737/3GI 
Actual and Recommended Maintenance Practices 
for Light-Duty Vehicles for 1975 and Later Model 
Years. Volume Ii. 
PB-251 737/3GI 76-12 13F PC A99/MF A01 
PB-251 738/1GI 


Biological Services Program, Fiscal Year 1975. 
PB-251 738/1GI 76-13 6F PC A04/MF AO1 


PB-251 739/9GI 


Operation of William B. McGuire Nuclear Station, 
Units 1 and 2. Duke Power Company. Docket Nos. 
50-369, 50-370. 

PB-251 739/9G! 76-12 18E PC AO0S/MF A01 


PB-251 740-001/GI 


Switzerland: international Customs Journal. 12th 
Edition. Supplement 2, 1975-1976. 
PB-251 7 1/GI 76-15 5C PC A04/MF AO1 


PB-251 740-012/GI 
Malaysia: international Customs Journal. 3rd Edi- 
tion, Year 1975-1976. 
PB-251 740-012/GI 76-14 5C PC A10/MF AO1 
PB-251 740-014/GI 
European Economic Community (E.E.C.): Interna- 
ional Customs Journal. 6th Edition, Year 1975- 


t 
1976. Number 14. 
PB-251 740-014/Gi 76-15 5C PC A16/MF A011 
PB-251 740-020/GI 
Greece: international Customs Journal. 9th Edition, 
Year 1975-1976. 
PB-251 740-020/G! 


PB-251 740-026/GI 


Singapore (Republic of): International Customs 
Tariffs. 5th ed. Year 1975-1976. 
PB-251 740-026/Gi 76-14 5C PC A10/MF A01 


PB-251 740-037/GI 


Republic of Rwanda: International Customs Journal. 
4th Edition, Year 1975-1976. 
PB-251 740-037/GI 76-14 5C PC A04/MF A01 


PB-251 740-041/Gi 
israel: International Customs Journal. 8th Edition, 


Year 1975-1976. 
PB-251 740-041/GI 76-14 5C PC A10/MF A01 
PB-251 740-041-S/GI 


israel: international Customs Journal. 8th Edition, 
Supplement 1, Year 1975-1976. 
PB-251 740-041-S/G!i 76-14 5C PC AO03/MF A01 


PB-251 740-047/Gi 


Republic of Burundi: International Customs Journal. 
3rd Edition, Year 1975-1976. 
PB-251 740-047/G! 76-14 5C PC AO06/MF AO1 


PB-251 740-059/GI 
Ecuador: international Customs Journal. 16th Edi- 


tion, Year 1975-1976. 
PB-251 740-059/G! 76-14 5C PC A0B8/MF A01 
PB-251 740-073/Gi 


Democratic Republic of the Sudan: international 
Customs Journal. 7th Edition, Year 1975-1976. 
PB-251 740-073/GI 76-14 5C PC AO7/MF AO1 


PB-251 740-166/GI 
Australia, international Customs Journal. 11th Edi- 


tion. Year 1975-1976. 
PB-251 740-166/GI 76-16 5C PC A14/MF A01 
PB-251 740-179/GI 


British Solomon Islands Protectorate: International 
Customs Journal. 9th Edition, Year 1975-1976. 
PB-251 740-179/G!I 76-14 5C PC AO3/MF A0O1 


PB-251 740-191/GI 
Austria: International Customs Journal. 8th Edition, 


Year 1975-1976. 
76-14 5C PC A10/MF A01 


76-20 5C PC A17/MF AO1 


PB-251 740-191/GI 


PB-251 741/5GI 

Evaluation of Fission Product After-Heat. 

PB-251 741/5GI 76-12 18G PC A04/MF A011 
PB-251 742/3GI 


Toxicity of Components of Plastic Having Contact 
Blood. 


with B 
PB-251 742/3GI 76-13 6T PC A15/MF A011 


PB-251 743/1GI 
Evaluation of Pressure Drop Across Area Changes 
During Blowdown. 
PB-251 743/1GI 76-14 181 PC A02/MF AO1 


PB-251 744/9GI 
Sampling and Analytical Strategies for ery aera 
in Petroleum Refinery Streams. Volume 
PB-251 744/9GI 76-13 7A PC AO7/MF A01 
PB-251 745/6GI 


oo mpling and eneniens Strategies for Compounds 
um Refinery Streams. Volume li. Process 
pee. of Petroleum Refinery Streams. 


PB-251 745/6GI 76-13 7A PC AOQS/MF A01 
PB-251 746/4GI 

User's een for the Static Analysis of Curved 

Bridge Girde 

PB-251 746/46) 76-14 13M PC A06/MF A01 
PB-251 747/2GI 

A Su of Soviet Programming. 

PB-251 747/2GI 76-13 88 PC A06/MF AO1 
PB-251 748/0G! 


The = ote and Thermodynamics of Subway 

Design Con ; 

PB-251 748/ x 76-13 13F PC AO0B/MF A01 
PB-251 749/8Gi 

Drilling and Preparation of Reusable, Long Range, 

Horizontal Bore Holes in Rock ane in Gouge. 

Volume |. State-of-the-Art Assessm 

PB-251 749/8GI 76-14 138 “PC A12/MF A01 
PB-251 750/6G! 

The Application of Nonstructural Measures to 

Coastal Flooding. 

PB-251 750/6G! 76-13 138 PC AO5S/MF A01 
PB-251 751/4Gi 

Cognitive STRAWMAN: Public input to a Water 

Resources Planning System. 

PB-251 751/4GI 76-12 5B PC A11/MF AO1 
PB-251 752/2GI 


System for Tabulating Selected Measures of State 
Air Programs Status. 


PB-251 752/2Gi 76-12 138 PC A12/MF A01 
PB-251 753/0GI 

ea te Rigid a one. 

PB-251 753/0G 6-13 13D PC AOS/MF AO1 


PB-251 754/8Gi 


Design and Operating Parameters as ~grones 
Control Studies: White Pine Copper Sme 
PB-251 754/8GI 76-12 7A PC ‘A03/MF A01 


PB-251 755/5Gi 
Design and Operating Parameters for Emission 
Contro! Studies: Kennecott, Hayden, Copper 
Smelter. 
PB-251 755/5GI 76-12 7A PC A04/MF AO1 
PB-251 756/3GI 


Design and Operating Parameters for Emission 
Contro! Studies: Kennecott, McGill, C r Smelter. 
PB-251 756/3GI 76-12 7A PC /MF AO1 


PB-251 757/1GI 


Desigh and Operating Parameters for Emission 
Control Studies: Kennecott, Hurley, Co Smelter. 
PB-251 757/1GI 76-12 7A PC /MF AO1 


PB-251 758/9GI 

Design and Operating Parameters for Emission 

Control Studies: Magma, San Manuel, Copper 

Smelter. 

PB-251 758/9GI 76-12 7A PC AO3/MF A01 
PB-251 759/7GI 

Design and Operating gy for Emission 

Control Studies: Phelps Dodge, Ajo, Copper 

Smelter. 

PB-251 759/7GI 76-12 7A PC AO4/MF AO1 
PB-251 760/5GI 

Design and Operating Parameters for Emission 

Ysa we Studies: Phelps Dodge, Morenci, Copper 

melter. 

PB-251 760/5GI 76-12 7A PC AO2/MF A01 
PB-251 761/3GI 

Design and Operating Parameters for Emission 

ee Studies: Phelps Dodge, Douglas, Copper 

melter. 

PB-251 761/3GI 76-12 7A PC AO03/MF A01 
PB-251 762/1GI 

Design and Operating Parameters for Emission 

Control! Studies: ASARCO, El Paso, Copper Smelter. 

PB-251 762/1GI 76-12 7A PC A03/MF AO1 
PB-251 763/9GI 


Design and Operati Oo Hayden C for Emission 


Control Studies: ASARCO Smelter. 
PB-251 763/9GI 12 7A 7A. A03/MF A0O1 
PB-251 764/7GI 
Design and Operati Parameters for Emission 
» mr Studies: RCO, Tacoma, Copper 
m 
PB-251 764/7Gi ~ 76-12 7A PC A03/MF A01 


PB-251 787/8 


PB-251 765/4Gi 
Lean Mixture Engines Testing en Evaluation Pro- 
ram. Volume |: Executive Summ 
-251 765/4GI 76-13 2B ‘oc A03/MF A01 
PB-251 766/2GI 
Lean Mixture Engines Testing and a Pro- 
ram. Volume li: Comprehensive Discuss 
B-251 766/2GI 76-13 21B PC A06/MF AO1 
PB-251 767/0GI 
Lean Mixture Engines we and Evaluation Pro- 
i. Volume lil: Append 
B-251 767/0GI 76-13 21D PC A0S/MF AO1 
PB-251 768/8Gi 
identification of Proteins Interacting at Blood or 
Piasma/Biomaterial Interfaces: Relation to Platelet 
and White Cell Adhesion, and to aan 
PB-251 768/8GI 76-14 6L 05/MF A0O1 
PB-251 769/6Gi 
Report of Fire Tests on Eight TGS Semiconductor 


Gas Sensor Residential Fire/Smoke Detectors 
PB-251 769/6GI 76-13 13L PC A02/MF A01 
PB-251 770/4GI 


Lincoin Laboratory LTS-3S Training System: Appii- 

cation to Teaching Essential wey Skills 

PB-251 770/4G! 76-12 PC A03/MF A01 
PB-251 771/2GI 

Technical Data Bases Report. Ballast and Founda- 

tion Materials Research Program 


PB-251 771/2GI 76-12 13F PC A0Q9/MF AO1 
PB-251 772/0GI 

Blue Ridge Lake, Fannin re Georgia 

PB-251 772/0GI 76-13 138 PC A03/MF AO1 


PB-251 773/8GI 
Executive Summary: A Survey of Consumer Health 
Education Programs. 
PB-251 773/8GI 
PB-251 774/6GI 


Appendix of Project Descriptions for a Survey of 
Consumer Health Education Programs. 
PB-251 774/6GI 76-13 PC A19/MF A01 


PB-251 775/3Gi 
A Survey of Consumer Health Education Programs. 


76-13 6& PC A02/MF A01 


PB-251 775/3GI 76-13 6E PC A10/MF A01 
PB-251 776/1Gi 

Lake Sid Lanier, Dawson, Forsyth, Gwinnett, 

Hall, and Lum ws Counties, Georgia 

PB-251 776/1 76-13. 138 PC AOS/MF AO1 
PB-251 777/9GI 


Badin Lake, Montgomery and Stanley Counties, 

North Carolina. 

PB-251 777/9GI 76-13 138 PC A03/MF AO1 
PGB-251 778/7Gi 

Biewett Falis Lake, Anson and Richmond Counties, 

North Carolina. 

PB-251 778/7GI 76-13 13B PC A03/MF A0O1 
PB-251 779/S5GI 

Lake Hickory, Alexander, Caldwell, and Catawba 

Counties, North Carolina. 


PB-251 779/5GI 76-12 138 PC A04/MF A01 
PB-251 780/3GI 

Delaware Reservoir, Delaware caer, Sie. 

PB-251 780/3GI 76-12 138 A03/MF A01 
PB-251 781/1Gi 

Holiday Lake, Huron County, O 

PB-251 781/1GI 76-12 138 PC A03/MF A01 
PB-251 782/9GI 

Mosquito Creek Reservoir, Trumbull County, Ohio. 

PB-251 782/9Gi 76-12 138 PC AO3/MF A01 
PB-251 783/7Gi 

Po erm Reservoir, Nicholas County, West Vir- 

nia. 

Bp-251 783/7G! 76-13 138 PC A03/MF AO1 

PB-251 784/5GI 


The National Flood insurance Program and Coastal 
Real Estate Development: The Experience of 


Weste Charlestown, and South Kingstown, 

Rhode nd. 

PB-251 784/5GI 76-13 SC PC A03/MF AO1 
PB-251 785/2GI 

Herbicide Toxicity in Mangroves. 

PB-251 785/2GI 76-13 6F PC AOQ3/MF AO1 
PB-251 786/0Gi 


— ation of Safety Standards for Flame-Fired 


ters. Calspan Technical Report. 
*251 786/0GI 76-13 13A PC A06/MF A01 
Fa 787/8 


Synthetic Hormones for insect Control. 
PAT-APPL-592 682/G! 76-13 7C PC A03/MF A0O1 


AR-1189 








PB-251 788/6 
+ - —~—_arne in the Short Milk Tube of a Milking 


PAT-APPL- 589 802/G! 76-13 2C PC A02/MF A01 
PB-251 789/4 


Arthropod Maturation Inhibitors. 
PAT-APPL-561 586/Gi 76-13 7C PC A0Q2/MF A01 


PB-251 790/2 


Arthropod Maturation Inhibitors. 
PAT-APPL-561 585/G! 76-13 7C PC A02/MF A01 


PB-251 791/0 


Preparation of Enol Esters. 
PAT-APPL-565 890/Gi 76-13 7C PC A02/MF A01 


PB-251 792/8 


Apparatus and oeene for Rapid Analyses of Plu- 
rality of Sample 
PAT-APPL-594 893/Gl 

76-13 14B PC A02/MF AO1 
PB-251 7983/6 


insect Maturation Inhibitors. 
PAT-APPL-599 731/G! 76-13 6F PC A0Q2/MF AO1 


PB-251 794/4 


insect Maturation Inhibitors. 
PAT-APPL-605 353/G! 76-13 6F PC A0Q2/MF A0O1 


PB-251 795/1 


Preparation of Enoi Esters. 
PAT-APPL-565 989/Gi 76-13 7C PC A02/MF A01 


PB-251 796/9 


Automatic Explosive Puffing Apparatus. 
PATENT-3 456576 76-13 6H Not available NTIS 


PB-251 797/7 


Method of Producing Resins from Nonterminal 
Epoxy Phenolic Esters. 
PATENT-3 437642 76-13 7C Not available NTIS 


PB-251 798/5 


Process for the Preparation of Stearone. 
PATENT-3 375 281 76-13 7C Not available NTIS 


PB-251 799/3 

Rapid Quantitative Removal of Natural Sterols from 

PATENT-3 450 541 
PB-251 800/9 

Self-Cleaning Venting Orifice. 

PATENT-3 430643 76-14 6H Not available NTIS 
PB-251 801/7 

Process for Purifying Stearic Acid. 

PATENT-3 429902 76-13 7C Not available NTIS 
PB-251 802/5 

Food Processing Apparatu 

PATENT-3 392 660 76-13 6H Not available NTIS 
PB-251 803/3 


Radiation Sample Celis. 
PATENT-3 379 093 
76-13 14B Not available NTIS 


76-13 7C Not available NTIS 


PB-251 804/1 


———. - Continuous Liquid-Solid Phase Chro- 
mat 
PATE iT <j 666 105 

76-13 14B Not available NTIS 


PB-251 805/8 


Rhizobitoxine as a Post-Emergent Herbicide. 
PATENT-3 672 862 76-12 6F Not available NTIS 


PB-251 806/6 


Rotary Punch for Excising Uniform Diopsy 


Specimens. 
PATENT-3 692 020 76-12 61 Not available NTIS 
PB-251 808/2 


insect Chemosterilants Derived from Boron. 
PATENT-3 463 851 76-13 7C Not available NTIS 


PB-251 809/0 


insect Maturation Inhibitors. 
PAT-APPL-605 354/G! 76-13 6F PC A02/MF A01 


PB-251 8610/8 


Hormonal Control! of insects 
PAT-APPL-668 102/GI 76-13 7C PC A02/MF AO1 


PB-251 811/6 


Synthetic Hormones for insect Control. 
PAT-APPL-592 698/G! 76-13 7C PC A03/MF AO1 


PB-251 812/4 


improved Cheesemaking Process. 
PAT-APPL-594 167/G!I 76-13 6H PC A02/MF A01 


PB-251 8613/2 


Vaccine Production Process. 
PAT-APPL-610 472/GI 
76-12 6M PC A02/MF A011 


AR-1190 





PB-251 814/0 


Control of Nematodes and Other Helminths. 
PAT-APPL-631 259/G!i 76-13 7C PC A0Q2/MF AO1 


PB-251 8615/7 
Preparation and Uses of Stable, Bound Stationary 


Phases. 
PAT-APPL-554 052/G! 76-13 7C PC A02/MF A01 
PB-251 816/5 


Physiochemically Designed Fat Compositions from 
Tallow and Process for Making. 
PAT-APPL-642 837/GI 

76-13 14B PC AO3/MF AO1 


PB-251 817/3GI 


Development of Tissue interfacing Nonthrom- 
bogenic Cannula. 
PB-251 817/3GI 


PB-251 818/1GI 
identification of Proteins and Formed Elements 
Deposited During Dialysis. Significance of Adsorp- 
tion and Orientation of Proteins to Platelet and 


White Cell Deposition. 
PB-251 818/1GI 76-12 6A PC A04/MF A01 


PB-251 819/9GI 


Study on Chemical Substances from information 
Concerning the Manufacture, Distribution, Use, 
Disposal, Alternatives, and Magnitude of Exposure 
to the Environment and Man. Task Ii. The Manufac- 
ture and Use of Selected Alkyitin Compounds. 

PB-251 819/9GI 76-12 7A PC AO7/MF AO1 


PB-251 820/7GI 


Study on Chemical Substances from information 
Concerning the Manufacture, Distribution, Use, 
Disposal, Alternatives, and Magnitude of Exposure 
to the Environment and Man. Task tll. The Manufac- 
ture and Use of Selected inorganic Cyanides. 

PB-251 820/7GI 76-12 7A PC A11/MF AO1 


PB-251 821/5GI 
improved Effectiveness of Traffic Signal Systems. 
PB-251 821/5GI 76-12 13B PC AO2/MF AO1 
PB-251 822/3GI 
Thermophysical Properties of Matter and Sub- 
stanges--Translation. 
PB-251 822/3GI 
PB-251 823/1GI 


Gasification/Combined-Cycle System for Electric 
Power Generation 
PB-251 823/1GI 
PB-251 824/9GI 

Membrane and Materials Evaluation: Validation of 
Test Methods for Sheet Membranes and Hollow 
Fibers, Evaluation of Amicon, Dow and Enka-Glanz- 
stoff B2-AH Hollow Fibers. 

PB-251 824/9GI 76-13 6L PC AOS/MF AO1 


76-13 6L PC AO3/MF A0O1 


76-14 7D PC A0S/MF AD1 


76-13 7A PC A03/MF A01 


PB-251 825/6GI 

Metabolic Studies in Uremia. 

PB-251 825/6GI 76-13 6E PC AO03/MF A01 
PB-251 826/4GI 

ees Regenerative Peritoneal Dialysis 

PB-251 826/46! 76-13 6E PC AO4/MF AO1 
PB-251 827/2GI 

Nitrogen Metabolism in Uremia. 

PB-251 827/2Gi 76-13 6E PC AOS/MF A01 
PB-251 828/0GI 


Wastewater Laboratory Procedures and Chemistry. 
PB-251 828/0GI 76-13 1486 PC A10/MF AO1 


PB-251 829/8GI 
Electrical Energy as an Alternate to Clean Fuels for 


Stationary Sources. Volume |. 
PB-251 /8GI 76-13 10B PC AOS/MF A01 
PB-251 830/6GI 


Electrical Energy as an Alternate to a Fuels for 
Stationa a Volume Il. Append 
PB-251 76-13 8I 


PB-251 pen 
ideas Underlying Soil Systematics--Translation. 
PB-251 831/4GI 76-12 8M PC A24/MF AO1 
PB-251 832/2GI 


Fauna of U.S.S.R. Lepidoptera. Volume IV, Number 
3. True Moths (Tineidae), Part 3. Subfamily Tineinae 
(Podsemeistvo Tineinae)--Transiation. 

PB-251 832/2GI 76-14 6C PC A20/MF A0O1 

PB-251 833/0GI 

Oil Preparations of Neguvon (Bayer) in Warble Con- 
trol (Primjena Uljanih Pripravaka Neguvona (Bayer) 
u Suzbijanju Hipodermoze)--Translation. 

PB-251 833/0GI 76-13 2E °C AO2/MF AO1 


PC "A21 /MF AO1 


PB-251 834/8Gi 


Our Experience in Application of Neguvon in Con- 

trol of Warbies (Nasa Iskustva u Primjeni Neguvona 

pri Suzbijanju Hipodermoze)--Translation. 

PB-251 834/8GI 76-14 2E PC AQ2/MF AO1 
PB-251 835/5Gi 

A Very Dangerous Poppy Disease - Pleosporosa 

(Pleospora Calvescens (Fr.) Tul.) (Jedna Vrio 

Opasna Bolest Maka - Pleosporoza (Pleospora Cal- 

vescens (Fr.) Tul.))--Translation. 

PB-251 835/5GI 6-13 6C PC AO2/MF AOo1 

PB-251 836/3GI 


Study of the Fungus Pleospora calvescens’ (Fr.) 
Tulasne on Poppy (Prilog Poznavanju Gliive 
‘Pleospora calvescens' (Fr.) Tulasne na Maku)-- 
Translation. 
PB-251 836/3GI 
PB-251 837/1GI 


Fungi Destroying Railroad Ties in Poland (Grzyby 

Niszczace Podklady Kolejowe w Polsce)--Transla- 

tion. 

PB-251 837/1GI 76-13 
PB-251 838/9GI 

Methods of Direct Conversion of Thermal Energy 

into Electrical Energy (Metodei Pryamogo 

Preobrazovaniya Teplovoi Energii v_ Elec- 

tricheskuyu)--Translation. 

PB-251 838/9GI 76-12 108 PC A11/MF A01 
PB-251 839/7GI 


Determination of Height for Stack near Building-- 


Wind Tunnel Stu 
76-12 20D PC AO3/MF A011 


76-14 6M PC AO2/MF A01 


13F PC A06 


dy 
PB-251 839/7G! 
PB-251 840/5GI 


Multidisciplinary Accident Investigation Summaries. 

Volume 7, Number 2 

PB-251 840/5GI 
PB-251 841/3GI 

Special Technical Facilities at the National Bureau 

of Standards, 1976 Edition, 

PB-251 841/3GI 76-13 14B PC AO4/MF AO1 
PB-251 842/1GI 

Development of a Study Plan for Definition of PCBS 

Usage, Wastes, and Potential Substitution in the In- 

vestment Casting Industry. Task Ill. 

PB-251 842/1GI 76-12 7A PC AOQ3/MF A01 
PB-251 843/9GI 

Methods of Direct Conversion of Thermal Energy 

into Electrical Energy (Metodei Pryamogo 

Preobrazovaniya Teplovoi Energii v_ Elec- 

Sy ry ransiation. 

PB-251 843/9GI 76-12 6C PC AOS/MF AO1 
PB-251 844/7GI 


Semiconductor Measurement Technology: Progress 


76-13 13L PC A16/MF AO1 


Report Janua \ to June 30, 1975. 
PB-251 844/7 76-13 148 PC AOS/MF A01 
PB-251 845/4GI 


A Contribution to Computer Typesetting 
beeen oe 2 Bon of Coordinates for Hershey's 
° 


Reperto Occidental Type Fonts and Graphic 
——. 
-251 845/4GI 76-13 9B PC AOS/MF AO1 
PB-251 846/2GI 


Role of Glucagon and Amino Acids in the Abnor- 
malities of Carbohydrate Metabolism in Chronic 


Uremia. 

PB-251 846/2GI 76-13 6A PC A03/MF A01 
PB-251 847/0GI 

Project Completion Report. 

PB-251 847/0GI 76-13 13B PC A07/MF A01 
PB-251 848/8GI 


Life Cycle Cost-Benefit Analysis. A Basic Course in 
Economic Decision Making. 


PB-251 848/8GI 76-13 5C PC AOS/MF A01 
PB-251 849/6GI 

General Plant Geography--Translation. 

PB-251 849/6GI 76-14 6C PC A20/MF A01 


PB-251 850/4GI" 
User Manual for Standard Permit Processing 
odule 


Module. 
PB-251 850/4GI 76-13 13B PC A10/MF A01 


PB-251 851/2GI 
An Ordering of the NIOSH Suspected Carcinogens 
List Based Only on Data Contained in the List. 
PB-251 851/2GI 76-12 6T PC A99/MF A01 
PB-251 852/0GI 
— Resources Data for Louisiana, Water Year 
1 ; 
PB-251 852/0GI 76-12 8H PC A99/MF A01 
PB-251 853/8GI , 


Water Resources Data for Kentucky, Water Year 
1975. o. 
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76-12 8H PC A15/MF AO1 


PB-251 853/8GI 
PB-251 854/6G! 
Water Resources Data for Alabama, Water Year 


1975. 

PB-251 854/6GI 76-12 8H PC A17/MF AO1 
PB-251 855/3GI 

Water Resources Data for South Carolina, Water 

Year 1975. 

PB-251 855/3GI 76-12 8H PC A10/MF A01 


PB-251 856/1GI 
Water Resources Data for Georgia, Water Year 


1975. 

PB-251 856/1GI 
PB-251 857/9GI 

Water Resources Data for Kansas, Water Year 1975. 


76-12 8H PC A17/MF A01 


PB-251 857/9GI 76-12 8H PC A18/MF A0O1 
PB-251 858/7GI 

Water Resources Data for lowa, Water Year 1975. 

PB-251 858/7GI 76-12 8H PC A14/MF A0O1 
PB-251 859/5GI 


Water Resources Data for indiana, Water Year 1975. 


PB-251 859/5GI 76-13 8H PC A16/MF AO1 
PB-251 860/3GI 

Water Resources Data for North Carolina, Water 

Year 1975. 

PB-251 860/3GI 76-12 8H PC A19/MF AO1 
PB-251 861/1GI 


Water Resources Data for South Dakota, Water Year 


1975. 

PB-251 861/1GI 76-12 8H PC A13/MF A01 
PB-251 873/6GI 

Preliminary Engineering Analysis, Yuma Desalting 

Plant. Colorado River Basin, Salinity Control Pro- 


ject, 
PB-251 873/6GI 76-13 7A PC AOS/MF A01 


PB-251 874/4Gi 
Environmental Contamination from Hex- 
achlorobenzene. 
PB-251 874/4GI 76-13 6F PC AO3/MF AO1 
PB-251 875/1GI 


Mechanism of Hyperlipidemia in Chronic Renal 
Failure 

PB-251 875/1GI 
PB-251 876/9GI 


Disposal of Flue Gas Cleaning Wastes: EPA 
Shawnee Field Evaluation. Initial Report. 
PB-251 876/9GI 76-13 13B PC A10/MF AO1 


PB-251 877/7 


Direct Cleavage of Epoxides to Produce Aldehydes. 
PATENT-3 405 149 76-12 7C Not available NTIS 


PB-251 878/5 


Alpha-Sulfo Branched Chain Fatty Acids and 
for Preparing Them 
PATENT-3 408 373 76-12 7C Not available NTIS 


PB-251 879/3 


Process for Manufacturing Rapidly Rehydratable 
rated Fruits and Vegetables of High Density. 
PATENT-3 408 209 76-12 6H Not available NTIS 


PB-251 880/1 
Hard, High-Melting Waxes from Long-Chain N-Al- 


m 
RATENT.3 403 172 76-12 7C Not available NTIS 
PB-251 881/9GI 


Network Model Studies for Automated Guideway 
Transit: Advanced Group Rapid Transit Models. 


76-13 6A PC A02/MF A01 


PB-251 881/9GI 76-13 13B PC AO9/MF A01 
PB-251 882/7GI 

Transbus Public Testing and Evaluation Program. 

PB-251 882/7Gi 76-13 13F PC A11/MF A0O1 
PB-251 883/5GI 


Self-Diffusion of Nb in Some of Its Alloys with 
Molybdenum (Samodiffuziya Niobiya v Nekotorykh 
Ego Splavakh s Molidenom)--Translation. 

-251 883/5GI 76-14 11F PC AO2/MF A01 


PB-251 884/3G! 


Effect of Carbon Content on Diffusion of Arsenic in 
Austenite (Vliyanne Ugleroda Na Diffuziyu Myshyaka 
v Auctenite)--Translation. 

PB-251 884/3GI 76-14 11F PC AOQ2/MF A01 


PB-251 885/0GI 
Baseline Levels of Platinum and Palladium in 


Human Tissue 


PB-251 885/0G! 76-13 6T PC A12/MF AO1 


PB-251 886/8G! 
TeleCommunications/Data Management System 
(TCDMS) Detail Design Initial Task Completion Re- 
port. Volume 1. Telecommunications Component. 
PB-251 886/8GI 76-12 13B PC A99/MF A01 


PB-251 887/6GI 


TeleCommunications/Data Management System 
(TCDMS) Detail Design and Development initial 
Task Completion Report. Volume Ii. Data Manage- 
ment Component. 

PB-251 887/6GI 76-12 13B PC A03/MF AO1 


PB-251 888/4GI 


A Standardized Procedure for Estimating Costs of 
Saline Water Conversion. 
PB-251 888/4GI 


PB-251 889/2GI 


Systematic Design of Legal Regulations for Optimal 
Surface-Groundwater Usage - Phase 
PB-251 889/2GI 76-13 8H PC A11/MF AO1 


PB-251 890/0GI 


The Effect of Land Use On the Chemical and Physi- 
cal Quality of Surface and Ground Waters in Small 
Water Sheds, 

PB-251 890/0GI 


PB-251 891/8GI 
Evaluation Guidelines for Service and Methods 


Demonstration Projects 
PB-251 891/8GI 
PB-251 892/6GI 

Analysis of the Future Effects of Fuel Shortage and 
ge Small Car Usage Upon Traffic Deaths and 
mt urie 

-251 892/6GI 76-13 13L PC AO9/MF AO1 
PB-251 893/4GI 
Analysis of the Future Effects of Fuel Shortage and 
Increased Small Car Usage Upon Traffic Deaths and 


Injuries. Executive Summary. 

PB-251 893/4GI 76-13. 13L PC AO3/MF A0O1 
PB-251 894/2GI 

Scots Pine - ‘Pinus sylvestris L’. (Sosna zwyczajna - 

‘Pinus silvestris L')--Translation. 

PB-251 894/2GI 76-14 2F PC A14/MF A0O1 
PB-251 895/9GI 

On Yeasts from the Larvae of Healthy Honeybee 

Colonies (O Kvasnicama iz Licinaka Zdravih 

Pcelinijin Zajednica)--Transiation. 

PB-251 895/9GI 76-13 6M PC AO2/MF A0O1 
PB-251 896/7GI 

Application Programmer's Manual Assembler Lan- 

guage. A Reference Guide for TCDOMS Application 

rogrammers Coding in IBM System 360/370 OS 

and VS Assembler Language. 

PB-251 896/7GI 6-13 17B PC A06/MF AO1 
PB-251 897/5GI 

Application Programmer's Manual COBOL. A 

Reference Guide for TCDMS Application Program- 

mers Coding in IBM ANS COBOL. 

PB-251 897/5GI 76-13 17B PC AOQS/MF AO1 
PB-251 898/3GI 

User Manual for Sewer and Water Accounts 

Processing Module. 

PB-251 898/3GI 76-13 13B PC A08/MF A01 
PB-251 899/1GI 

How to Plan an Inservice Education Program for 


Your Nursing Home. 
76-13 6E PC A03/MF A01 


76-13 7A PC A04/MF AO1 


76-13 2C PC AO2/MF AO1 


76-13 5A PC A09/MF A01 


PB-251 899/1GI 


PB-251 905/6GI 

Cannabinoid Assays in Humans. 

PB-251 905/6GI 76-23 60 PC A07/MF AO1 
PB-251 906/4GI 


10,000,000 Galion Per Day Secondary Refrigerant 

Freeze Desalting Plant. 

PB-251 906/4GI 
PB-251 907/2GI 

Reorientation of Urban Water Resources Research. 

PB-251 907/2GI 76-12 13B PC AO04/MF AO1 
PB-251 908/0GI 

Reorientation of Urban Water Resources Research. 

Executive Summary. 

PB-251 908/0GI 76-12 138 PC AO2/MF AO1 
PB-251 909/8GI 

Environmental Assessment and 

Proceedings of a Seminar. 

PB-251 909/8GI | 76-12 13B PC A0Q4/MF AO1 
PB-251 910/6GI 

Emissions from Hot-Dip Galvanizing Proces 

PB-251 910/6GI 76-13 7A PC A04/ME A01 
PB-251 911/4GI 

Semiconductor Measurement Technology: Defects 

in PN Junctions and MOS Capacitors Observed 

Using Thermally Stimulated Current and 

Capacitance Measurements, 

PB-251 911/4GI 76-13 20L PC AO2/MF A01 
PB-251 912/2 

Soldering Nonmetals to Metals. 


76-13 7A PC A0S/MF A01 


Design: 








PB-251 934/6GI 


PATENT-3 391 447 
76-12 11C Not available NTIS 

PB-251 913/0 

Process for Making Animal Feed Blocks from Whey 

PAT-APPL-545 291/Gi 76-12 2E PC A0Q2/MF A01 
PB-251 914/8 

Method and Compounds for Disrupting Normal in- 

sect Maturation. 

PAT-APPL-527 335/G!I 76-13 6F PC A0Q2/MF A01 
PB-251 915/5GI 

Two-Phase Pressure Drop Across Restrictions and 

Other Abrupt Area Changes, 

PB-251 915/5GI 76-13 20D PC AO6/MF AO1 
PB-251 916/3GI 

Enhancement of Lead Sulfide Volatilization from 

Lead Concentrates. 

PB-251 916/3GI 76-13 11F PC AOQ2/MF AO1 
PB-251 917/1GI 

Interaction of Blood Proteins with Solid Surfaces. 

PB-251 917/1GI 76-13 64 PC AOQ3/MF AO1 
PB-251 918/9GI 

NBS InterAgency Transducer Project. 

PB-251 918/9GI 76-14 148 PC AO2/MF A01 
PB-251 919/7GI 

Guidelines for Burner Adjustments of Commercial 

Oil-Fired Boilers, 

PB-251 919/7GI 76-13 13A PC AO3/MF AO1 
PB-251 920/5GI 

U.S. International Aviation Policy at the Crossroads. 

A Study of Alternative Policies and Their Con- 

sequences. Volume | 

PB-251 920/5GI 76-13 1B PC A14/MF A01 
PB-251 921/3GI 

U.S. International Aviation Policy at the Crossroads 

A Study of Alternative Policies and Their Con- 

sequences. Volume Ii. 


PB-251 921/3GI 76-13 1B PC A23/MF AO1 
PB-251 922/1 

Attractants for Yellow Jackets (Vespula spp 

Vespidae). 

PATENT-3 485 868 76-13 7C Not available NTIS 
PB-251 923/9 


Production of Lactation by Nonsedative 
Phenothiazine Derivatives. 


PATENT-3 492 403 76-13 60 Not available NTIS 
PB-251 924/7 


Liquid Zone Electrophoresis Apparatus. 
PATENT-3 533 935 
76-13 14B Not available NTIS 


PB-251 925/4 


ee mes ol for Scanning Thin-Layer and Other Chro- 
mat 
PATE iT. 3 562 539 

76-13 14B Not available NTIS 


PB-251 926/2 

insect Control Process with Synthetic Hormones. 

PATENT-3 563 982 76-13 7C Not available NTIS 
PB-251 927/0 

The Reaction Product of lsopropenyl Stearate with 

Diethyimalonate or Methyistearate and the Cata- 

lyzed Production Thereof. 

ATENT-3 567 748 76-13 7C Not available NTIS 

PB-251 928/8 

Mechanical Soil Sampler. 

PATENT-3 625 296 76-12 13! Not available NTIS 
PB-251 929/6Gi 

The Operation of the Humeca Uranium Mill, Rio 

Algom Corporation. Docket No. 40-8084. 

PB-251 929/6GI 76-12 8! PC A99/MF A01 
PB-251 930/4GI 

Analysis of Multiple Party Vehicle Occupancy in an 

Automated Guideway System 

PB-251 930/4GI 76-13 13F PC AOS/MF AO1 
PB-251 931/2GI 

A Quanitative Method for Toxaphene by GC-Ci-MS 

Specific lon Monitoring. 

PB-251 931/2GI 76-14 7D PC AO3/MF AO1 
PB-251 932/0GI 


Rolling Resistance of Tires Measured Under 
Transient and Equilibrium Conditions on Calspan's 
Tire Research Facility. 

PB-251 932/0GI 76-13. 13F PC A11/MF AO1 


PB-251 933/8GI 
Degradation of ogee 4 Algae 
PB-251 933/8GI 

PB-251 934/6GI 
A Technique for Estimating the Time of Travel of 
Water in Indiana Streams. 
PB-251 934/6GI 76-13 8H PC A03/MF A0O1 


er PC A04/MF AO1 


AR-1191 








PB-251 935/3GI 


Some Aspects of the Prevention of Cladestine 
ent of Nuclear Weapons in Connection 
with Peaceful Nuclear Explosions 


PB-251 935/3G! 76-13 18C PC A02/MF AO1 
PB-251 936/1GI 

‘+ ys ag Circadian Rhythms: A Litera- 

PB-251 936/1GI 76-13 5J PC AO3/MF A0O1 
PB-251 937/9GI 


Computerized Literature Scanning - A Possible 
for Verification of a Chemical Disarmament 
Treaty, 
PB-251 937/9GI 
PB-251 9$38/7Gi 


Collision of Reading Company Commuter Train and 
Tractor-Semitrailer Near Yardley, Pennsylvania, 


76-13 SB PC A02/MF A01 


June 5, 1975. 

PB-251 938/7GI 76-13 13 PC AO3/MF AO1 
PB-251 939/5GI 

Owasco Lake and Its Watershed. 

PB-251 939/5Gi 76-14 13B PC A10/MF AO1 
PB-251 940/3GI 


Water Quality Model for Small Agricultural 
rshed. 


Wate 
PB-251 940/3GI 76-13 2C PC AO7/MF A01 
PB-251 941/1GI 


Lake Management Conference 
PB-251 941/1Gi 76-13 ‘8H PC A10/MF A01 


PB-251 942/9GI 
The Influence of Flood Hazards Upon Residential 
Property Values. 
PB-251 942/9GI 76-14 13B PC AOS/MF A01 
PB-251 943/7Gi 


State Driver improvement Analysis Report on Pro- 
— Status/Recommendations. Volume Ill. Appen- 
ices. 
PB-251 943/7GI 76-12 Si PC A17/MF AO1 
PB-251 944/5GI 
a on the Preparation of Silicon Density Ar- 


PB.251 944/5GI 76-13 20. PC AOQ2/MF AO1 
PB-251 945/2GI 


Strength of Emissions from Citizens Radio Service 
Transceivers 
PB-251 945/2GI 76-13 178 PC AO2/MF AO1 


PB-251 946/0 


— for Treating P-388 or L-1210 Leukemia 
t 
PATENT-3 914 424 76-13 60 Not available NTIS 


PB-251 947/8 


Semi-Solid Fermentation of Straw. 
PATENT-3 937 845 76-13 2E Not available NTIS 


PB-251 948/6 


Process for mprang the Digestibility of Hemiceliu- 
lose-Free Stra 
PATENT-3 937 | 849 76-13 2E Not available NTIS 


PB-251 949/4 
th: peat > mma a acaea as a 


uito Larvi 
PATENT-3 939 273, 76-13 6F Not available NTIS 


PB-251 950/2 
Removing Heavy Metal lons from Water. 
PATENT-3 944 415 
76-13 13B Not available NTIS 
PB-251 951/0 


P ration of Ailpha-Amylase Inhibitor. 
PATENT-3 944537 76-13 6F Not available NTIS 


— 952/8 


ory ee as Mosquito Larvicides. 
047 76-13 6F Not available NTIS 


ad 953/6 


Preformed Potato Products. 
PATENT-3 946 116 76-13 6H Not available NTIS 


PB-251 954/4 
Process for improving Quality of Protein-Fortified 


Baked Ss. 
PATENT-3 949 093 76-13 6H Not available NTIS 
PB-251 955/1 


Method for Pasteurizing a Liquid 
PATENT-3 949099 76-13 6H Not available NTIS 


PB-251 956/9GI . 
An REA Analysis of ‘Economic impact of S.2310's 


Pricing Provisions’, 
PB-251 956/9G! 76-16 SC PC A02/MF A01 
PB-251 957/7GI 


Analysis of — 1974/1975 Decline in Petroleum 
Consumptio 
PB-251 957/76! 76-16 10A PC A03/MF AO1 


AR-1192 





PB-251 958/5GI 


international Telecommunications Bibliography. 
PB-251 958/5GI 76-13 17B PC A08/MF A01 


PB-251 961/9GI 


Performance of Digital Modems with Cochannel In- 
terference and Gaussian Noise. 


PB-251 961/9GI 76-13 17B PC AO4/MF A01 
PB-251 963/5GI 

Project Label: Aiphabetical Listings by Drug 

Product. 

PB-251 963/5Gi 76-13 60 PC A99/MF A01 
PB-251 964/3GI 


The Measurement of Pile Driving Forces and Its Ap- 


plication to Wave Equation Analysis of Piles. 
PB-251 964/3GI 76-15 138 PC AO7/MF AO1 
PB-251 965/0GI 


Drug Usage and Arrest Charges. A Study of Drug 

Usage and Arrest Char Among Arrestees in Six 

Metropolitan Areas of the United States. 

PB-251 965/0GI 76-13 SK PC A21/MF AO1 
PB-251 966/8GI 

Development and Mechanical Characterization of 

Anisotropic Polymeric Biomaterials. 

PB-251 966/8GI 76-13 6L PC AO3/MF AO1 
PB-251 967/6Gi 

interactions of Natural and Chemically Modified 

Biopolymers with B 

PB-251 967/6GI 
PB-251 968/4Gi 


South Dakota Statewide Core Curriculum, Career 
Ladder and Challenge System. Volume |. 
PB-251 968/4Gi 6-13 5I PC A04/MF A01 


PB-251 969/2GI 


South Dakota Statewide Core Curriculum, Career 
Ladder and Challenge System. Volume Ii 
PB-251 969/2G! 6-13 51 PC A11/MF AO1 


PB-251 970/0GI 


Operating Costs of Rail Rapid Transit. 
PB-251 970/0GI 76-13 13F PC A04/MF AO1 


PB-251 971/8GI 
Radioactivity Associated with Geothermal! Waters in 
the Western United States - Basic Data. 
PB-251 971/8GI 76-14 18H PC AQ3/MF A0O1 
PB-251 972/6GI 


Survey of Aicohol Related oe Among Ru- 
naway Youth Seen in Runaway Cente 


76-13 6L PC AOS/MF A01 


PB-251 972/6GI 76-13 5K PC A08/MF A01 
PB-251 973/4GI 

The Performance of Lapped Splices Under Rapid 

Loading. 

PB-251 973/4GI 76-14 13M PC A06/MF A01 
— 974/2GI 


> Sate ~ Ventura Over Water Ozone Trans- 


me |. 
port 251 "9 a2et 76-13 13B PC A04/MF A01 
PB-251 975/9GI 


Evaluation of interface Between Vehicle Fuel Fill- 


eo and Vapor Recovery Nozzies. 
251 975/9GI 76-13 13B PC AO08/MF AO1 


PB-251 977/5GI 


Cost of Retrofitting Coke Oven Particulate Controls. 
PB-251 977/5GI 76-14 13B PC AO3/MF AO1 


PB-251 978/3GI 


An Economic Analysis of Upgrading Rail Branch 

Lines: A Study of 71 Lines in lowa. 

PB-251 978/3GI 76-13 13B PC A25/MF AO1 
PB-251 979/1GI 


me Television Financial a — 
odel Description and Detailed Flow Di 


Po. 251 979/1GI 76-13 17B PC 9/MF A01 
PB-251 980/9GI 

Birth Expectations and Working Plans of Young 

Women: Chan in Role Choices. 

PB-251 980/ 76-13 5K PC AO6/MF A01 
PB-251 981/7GI 


A Guide to the Preparation of the ee ogy Well-Being 
Account - Social Assessment Man 
PB-251 981/7GI 76-13 SK “ec A13/MF A01 


PB-251 982/5GI 


Coal Surface Mining Reclamation Costs -- Ap- 
lachian and Midwestern Coal Supply Districts. 
B-251 982/5Gi 76-13 8 A04/MF A01 


PB-251 983/3Gi 
Geologic and Ground-Control Aspects of an Experi- 
mental Shortwall Operation in the Upper Ohio Val- 


PB-251 983/3GI 76-14 81 PC AO3/MF AO1 


PB-251 984/1GI 

Taxicab User Characteristics in Small and Medium- 

Size Cities. 

PB-251 984/1GI 76-13 13B PC AO4/MF AO1 
PB-251 985/8GI 

Combustion of Wood Residue in Conical (Wigwam) 

Burners, Emission Controls and Alternatives. 

PB-251 985/8GI 76-13 13B PC AOS/MF AO1 
PB-251 986/6GI 

Uranium from the Chattanooga Shale: Some 

Problems Involved in Development. 

PB-251 986/6GI 76-14 81 PC AOS/MF AO1 
PB-251 987/4GI 


The Evaluation of Unsuccessful Applicants to Medi- 
cal Schools as a Health Manpower Resource. 


PB-251 987/4GI 76-14 6E PC AO8/MF AO} 
PB-251 988/2GI 

Certification of Viral Reagents. 

PB-251 988/2GI 76-13 6M PC AOQS/MF A01 
PB-251 989/0GI 

Dispersion from Tall Stacks. 

PB-251 989/0GI 76-14 13B PC A02/MF AO1 
PB-251 990/8GI 


Electrothermal Fracture of Copper Shale. 


PB-251 990/8G! 76-14 81 PC A02/MF A0O1 
PB-251 991/6GI 

Reduction of Zinc Sulfide with tron. 

PB-251 991/6GI 76-14 11F PC AOQ2/MF AO1 
PB-251 992/4GI 


Maintain and Disseminate Data on Arboviruses and 
Certain Other Viruses of Vertebrates. 
PB-251 992/4GI 76-15 6K PC AO2/MF AO1 


PB-251 993/2GI 


Continuous Longitudinal Manpower Survey. Report 
No. 2. Characteristics of Enrollees Who Entered 
CETA (Comprehensive Employment and Training 


Act) Programs During Fourth Quarter of FY 1975. 
PB-251 993/2GI 76-13 Si PC AOS/MF A01 
PB-251 994/0GI 


New Retaining Wall Design —— Based on 
Lateral Earth Pressure Measuremen 
PB-251 994/0GI 76-14 13M PC AO06/MF A0O1 


PB-251 995/7GI 
Macroscopic Benthic Fauna of oe Tidal Creeks 


Adjoining the Rhode River, ed 

PB-251 /7GI 76-13 PC AO3/MF A01 
PB-251 996/5G! 

Study on Current Practices, Technologies, 


Problems, and Recommendations Relating to the 
Overall Safe 1 Gas Pipeline Distribution Systems. 
PB-251 996/ 76-13 13B PC AO6/MF AO1 


PB-251 997/3GI 


Developing a Framework for the Dissemination of 
Educational and R and D Products. 
PB-251 997/3GI 76-13. 51 PC AOQ7/MF AO1 


PB-251 998/4GI 
Testing for the Impact Resistance of Ophthalmic 


nses. 
PB-251 998/1GI 76-13 20F PC AO3/MF A01 


PB-251 999/9GI 
State and Municipal Noise Control Activities, 1973- 
1974. 
PB-251 999/9GI 76-12 13B PC AO8/MF AO1 
PB-252 000/5G! 


Economic Evaluation of a Process for Ferric 
Chloride Leaching of Chalcopyrite Concentrate. 


PB-252 000/5GI 76-14 11F PC AO3/MF AO1 
PB-252 001/3GI 

Dewatering Electrochemical — Sludge. 

PB-252 001/3GI 76-14 pe A02/MF A01 
PB-252 002/1Gi 

9 yon Probabilities for East Tennessee, 

PB-252 002/1Gj 76-13 4B PC A03/MF A01 
PB-252 003/9GI 

Precipitation Probabilities for Middle Tennessee, 

PB-252 003/9GI 76-13 4B PC AQ3/MF AO1 
PB-252 004/7Gi 

Precipitation Probabilities for West Tenn 

PB-252 004/7GI 76-13 4B PC "A03/MF A01 
PB-252 005/4GI 


Project Label: Alphabetical Listings by Drug Dis- 
tributors. 
PB-252 005/4GI 


PB-252 006/2GI 


Methy! Mercury and the Metabolic Responses of 
Brain Tissue. 
PB-252 006/2GI 


76-13 60 PC A99/MF AO1 


76-14 6T PC A03/MF AO1 
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PB-252 007/0GI 
Effects of Mirex, Methoxychior, and Malathion on 
Development of Cr . 
PB-252 007/0GI 76-14 6T PC AO5/MF AO1 
PB-252 008/8G! 


isotopic Composition of Carbon Monoxide in St. 
Louis, Missouri Area. 
PB-252 008/8GI 76-13 13B PC AO4/MF AO1 


PB-252 009/6GI 

Methodology for Inventorying Hydrocarbons. 

PB-252 009/6GI 76-14 138 PC AOS/MF A01 
PB-252 010/4G! 


Public Official Liability: A Trending Tower Ad- 
ministrative Malpractice. 


PB-252 010/4GI 76-13 5A Not available NTIS 
PB-252 011/2GI 

Racial Steering: Equal Opportunity and the Dual 

Housing Market. 

PB-252 011/2GI 76-13 5K Not available NTIS 
PB-252 012/0GI 


PCBs in the United States industrial Use and En- 
vironmental Distribution. 
PB-252 012/0GI 76-14 6F PC A21/MF AO1 


PB-252 013/8Gi 
Semi-Annual Report on Materials Research in Sup- 


port of cna Machinery 

PB-252 013/8GI 13 11F ‘PC A08/MF AO1 
PB-252 014/6GI 

Railroad Research Bulletin, Spring 1976. Volume 3, 

Number 1. 

PB-252 014/6GI 76-13 13F PC A14/MF AO1 
PB-252 015/3GI 


Bridge Vibration Study. 

PB-252 015/3GI 76-16 13B PC A05S/MF A01 
PB-252 016/1GI 

Aicohol/Safety Public information Materials Catalog 


PB-252 016/1G! 76-13 13L PC A10/MF AO1 
PB-252 017/9GI 

North Dakota Selective Traffic Enforcement Pro- 

— (STEP). Project Director's Report. 

252 017/9GI 76-13 13B PC AO4/MF AO1 

PB-252 018/7GI 

North Dakota Selective Traffic Enforcement Pro- 

ram (STEP). Final Evaluation. 
252 018/7GI 76-13 13B PC A09/MF A01 

PB-252 019/5GI 

Flight Data Recorder Readout Experience in Aircraft 

Accident investigations 1960-1973. 

PB-252 019/5GI 76-13 1B PC A04/MF A01 
PB-252 020/3GI 

A Conceptual Design and Feasibility Study of a 

Variable Wall Mining Machine. 

PB-252 020/3GI 76-18 81 PC A06/MF A01 
PB-252 021/1GI 

Psychological Deterrents to Nuclear Theft: A 

Preliminary Literature Review and Bibliography. 

PB-252 021/1Gi 76-13 15F PC /MF AO1 
PB-252 022/9Gi 


Consolidated Edison Company Explosion at 305 
oo 45th Street, New York, New York, April 22, 


1974 
PB-252 022/9G! 76-13 13. PC AO03/MF A01 
PB-252 023/7GI 


Chemically Generated Supplemental Oxygen 
eee in 9 ” and L-1011 Aircraft. 
76-13 1B PC A03/MF AO1 


PB-252 tg 
Economic Evaluation of Special Metallurgy Rails. 
PB-252 024/5Gi 76-13 11F PC A06/MF A01 
PB-252 025/2G! 


Renovation of Industrial Inorganic ba spear by 
Evaporation with Interface Enhancem 


PB-252 025/2GI 76-13 138 PC AOa/MF A01 
PB-252 026/0GI 

Techniques for Optimizing a Quadrupole 

GC/MS/Computer System, 

PB-252 026/0GI 76-14 148 PC A03/MF A0O1 
PB-252 027/8GI 

- aera Avoidance Skill Training and Performance 

Peost 027/8GI 76-14 5i PC A1S/MF A01 
PB-252 028/6G! 


Collaborative Study of Particulate Emissions Mea- 


surements by EPA Methods 2, 3, and 5 Using Paired 
— Sampling Trains (Municipal Incinera- 
ors 

PB-252 028/6GI 76-14 13B PC AOS/MF A01 


PB-252 029/4Gi 
City cn Selective Traffic Enforcement Pro- 
am ; 
Bp-252 029/4GI 76-13 138 PC AOS/MF AO1 
PB-252 030/2Gi 
Performance Requirements for Turn and Hazard 
Warning Signals. 
PB-252 030/2G! 76-13 13F PC AO6/MF AO1 
PB-252 031/0Gi 


Background information for Standards of Per- 
formance: Electric Submerged Arc Furnaces for 
Production of Ferroalloys. Volume 3: Supplemental 
information. 


PB-252 031/0GI 76-13 138 PC A06/MF AO1 
PB-252 032/8GI 

Pavement Friction Test Tire Correlatio 

PB-252 032/8GI! 76-13 13F pC ‘A09/MF A01 
PB-252 033/6GI 

ee Enforcement Test Reports index for 

PB-252 033/6GI 76-13 13F PC A25/MF A01 
PB-252 034/4Gi 


First Year Work Plan for a ee — 
of Western Energy Resource Developm 
PB-252 034/4GI 76-14 10A PC A AIS/MF A011 


PB-252 035/1GI 


Regional Air Pollution Study: Expeditionary 
Research Pr - Summer 1975. 
PB-252 035/1 76-13 13B PC AO6/MF AO1 


PB-252 036/9 
The Purification of Enkephalin, an Endogenous 
comoagnes in the Human Body and Synthesis of 


Sam 
PAT-APPL-666 647/GI 
76-13 60 PC A02/MF A01 


PB-252 037/7 


Method and Apparatus for Low Temperature Ashing 
Using Radio Frequency Excited Gas Plasma. 
PAT-APPL-665 878/GI 

76-13 14B PC AO2/MF AO1 


PB-252 038/5GI 

Water Quality Analysis. The Potomac River. 

PB-252 038/5GI 76-13 138 PC AO6/MF A01 
PB-252 039/3Gi 


Water Pollution Control Act Ss coe. Costs and 
Capabilities. Water Treatment 7 


PB-252 039/3GI 76-13 oe ae "PC A04/MF A01 
PB-252 040/1Gi 

Review of the Staff Draft Report: Review and Com- 

ment, November 1975 

PB-252 040/1GI 76-13 13B PC AO4/MF A01 
PB-252 041/9Gi 

Strategic Environmental Assessment System 

Residuals + yaaa An Analysis of Results 

PB-252 04 76-13 13B PC A04/MF AO1 
PB-262 damn 

oa Markets and Water Quality Needs: 1975- 

PB-252 042/7GI 76-13 13B PC A0S/MF A01 
PB-252 043/5Gi 

Desalination Materials Manual. 

PB-252 043/5GI 76-14 7A PC A15/MF A01 
PB-252 044/3Gi 

A Bibliography on Automated Measurements (July 

1, 1969 to July 1, 1974), 

PB-252 044/3GI 76-13 148 PC A06/MF A01 
PB-252 045/0Gi 

Arkabutia Reservoir, DeSoto and Tate Counties, 

Mississippi. 

PB-252 045/0GI 76-13 138 PC A03/MF A01 
PB-252 046/8GI 

Lake Norman, Catawba, Iradell, Lincoln, and 

Mecklenburg Counties, North Carolina. 

PB-252 046/8GI 76-13 13B PC A04/MF A0O1 
PB-252 047/6Gi 

ae Waccamaw, Columbus County, North 

na 

PB-252 047/6GI 76-13 138 PC A03/MF A01 
PB-252 048/4Gi 

Waterville Lake, Haywood County, North Carolina. 

PB-252 048/4GI 76-13 13B PC A03/MF A01 
PB-252 049/2Gi 


Berlin Reservoir, Mahoning, Portage, and Stark 
Counties, Ohio. 
PB-252 049/2G! 76-13 13B PC A03/MF AO1 


PB-252 050/0G! 


Deer Png Reservoir, Fayette and Pickaway Coun- 
ties, 
PB-252 050/0G! 76-13 13B PC A0Q3/MF A01 


PB-252 073/2GI 


PB-252 051/8GI 

Lake Shawnee, Greene County, O 

PB-252 051/8GI 76-13 38. “eC A03/MF AO1 
PB-252 052/6GI 

Tappan Reservoir, Harrison Com, 'S 

PB-252 052/6GI 76-13 138 PC A03/MF AO1 
PB-252 053/4Gi 


Lake Chesdin, Amelia, Chesterfield, and Dinwiddie 
Counties, Virginia. 


PB-252 053/4GI 76-13 138 PC A03/MF A01 
PB-252 054/2Gi 

Claytor Lake, Pulaski County, Virginia. 

PB-252 054/2Gi 76-13 138 PC AO4/MF AO1 
PB-252 055/9GI 


John a Flannagan Reservoir, Dickenson County. 
Vi 
Pe se 252 055/9G! 76-13 138 PC AO03/MF AO1 


PB-252 056/7GI 
Bluestone Reservoir, Mercer, Monroe, and Sum- 
mers Counties, West Virginia and Giles County, Vir- 
Bp-252 056/761 76-13 138 PC AOS/MF A01 
PB-252 057/5GI 
Analysis and Optimization of a Muilti-Effect Muilti- 


Stage Flash Distillation System. 
PB-252 057/5GI 76-14 7A PC AOQ2/MF AO1 
PB-252 058/3GI 


A Method for en eee in Rivers. 
PB-252 058/3G 138 PC A1l1/MF AO1 


PB-252 059/1GI 
Wildlife, 1 and Planning in a Proposed Irriga- 


tion System 
PB-252 059/1GI 76-13 6F PC AQ4/MF A01 
PB-252 060/9GI 


Comparative Studies of Some iniand Saline Aquatic 
Ecosystems in North Dakota. Part |. 
PB-252 060/9GI 76-13 6F PC AOQ4/MF AO1 


PB-252 061/7GI 
Comparison of the Georgia Tech.. Kansas, Ken- 
tucky, Stanford and TVA Watershed Models in 
aa 
PB-252 061/7GI 76-13 8H PC AO7/MF A01 
PB-252 062/5GI 


Disposition of Water from Fruit po and Ap- 
roaches to Increase Water Use Efficie 


B-252 062/5GI 76-13 2C PC. A06/MF Ao1 
PB-252 063/3Gi 
Overland Flow Treatment of Swine Manure Lagoon 
Effluent. 
PB-252 063/3GI 76-13 2C PC AO08/MF AO1 
PB-252 064/1GI 


The Submersed Macrophytes of the Pamlico River 
9 ‘entiva Carolina, 
GI 76-13 8A PC A11/MF AO1 
revo sain 


Community Response to the Flood Disaster Protec- 
tion Act of 1973 


PB-252 065/8GI 76-14 138 PC A02/MF AO1 
PB-252 066/6GI 

Poultry Processing Plant Wastewater Disposal on 

PB-252 066/6G! 76-13 2C PC A0S/MF AO1 
PB-252 067/4GI 


An Exploratory Application of Two Methods of 
Analyzing Water Use Time Series. 


PB-252 067/4GI 76-13 13B PC A02/MF AO1 
PB-252 068/2GI 

Experimental Studies of Wing-Wall Mixing Control. 

PB-252 068/2GI 76-13 20D PC A0S/MF AO1 
PB-252 069/0GI 


The Precipitation Chemistry of Western New York 

State: A Meteorological Interpretation. 

PB-252 069/0GI 76-14 48 PC AO04/MF AO1 
PB-252 070/8Gi 


Lake Harding, Harris County, Georgia and Cham- 
bers and Lee Counties, Alabama. 


PB-252 070/8GI 76-13 138 PC A03/MF AO1 
PB-252 071/6G) 

Jackson Lake, Butts, Jasper, and Newton Counties, 

Georgia. 

PB-252 071/6GI 76-13 138 PC A04/MF A01 
PB-252 072/4GI 

Nottely Reservoir, Union a Georgia 

PB-252 072/4GI 76-13 13B PC A03/MF AO1 


PB-252 073/2GI 


Sinclair Lake, Baldwin, Hancock, and Putnam 
Counties, Georgia. 
PB-252 073/2GI 76-13 138 PC AOQ4/MF AO1 


AR-1193 











PB-252 074/0GI 


Long Lake, Lake County, illinois. 
PB-252 074/0GI 76-13 13B PC AO3/MF AO1 


PB-252 075/7GI 


Proceedings of the interagency Symposium on 
University Research in Transportation Noise (3rd) 
Held at University of Utah, Salt Lake City, Utah on 


November 12-14, 1975. 
PB-252 075/7GI 76-13 13B PC A99/MF A01 
PB-252 076/5GI 


Effects of Ozone on Nitrogen Fixation in Ladino 


lover. 
PB-252 076/5GI 76-15 2D PC AOQ3/MF A011 


PB-252 077/3GI 

Elasto Plastic Consolidation of Soil. 

PB-252 077/3Gi 76-13 8M PC A03/MF AO1 
PB-252 078/1GI 


Lateral Response of a Pile Near a Cut or Slope. 
13B PC A03/MF A0O1 


PB-252 078/1GI 76-15 
PB-252 079/9GI 

Design of Pile Foundations. 

PB-252 079/9GI 76-15 13M PC AO6/MF AO1 
PB-252 080/7GI 


Analysis of Creep Settlement of Pile Foundations. 


PB-252 080/7GI 76-15 13B PC AQ3/MF AO1 
PB-252 081/5GI 

ae Term Creep Settlement and Simplified Predic- 

PB. 252 081/5G! 76-15 13B PC AO04/MF A01 
PB-252 082/3GI 

The Behaviour of Composite Beams. 

PB-252 082/3GI 76-15 13M PC A0O3/MF AO1 
PB-252 083/1GI 

Trace Substances and Tobacco Smoke in Interac- 

tion with Nitrogen Oxides. Biological Effects. 

PB-252 083/1Gi 76-13 6T PC AO3/MF A01 
PB-252 084/9GI 

an tat of Thermal Reflection Cracking in West 

PB-252 084/9GI 76-13 13B PC AO6/MF AO1 
PB-252 085/6GI 


Rend Lake, Franklin and Jefferson Counties, Illinois. 
! 


PB-252 085/6G 76-13 13B PC A04/MF AO1 
PB-252 086/4GI 

Shelbyville Reservoir, Moultrie and Shelby Counties, 

Pp 252 086/4GI 76-13 13B PC AOQ4/MF AO1 
PB-252 087/2GI 

The Flora and Ecology of Assateague Isiand. 

PB-252 087/2G! 76-14 6C PC AOS/MF A01 
PB-252 088/0GI 

industrial Sound Level Meter Attenuator Tolerance 

PB 352 088/0G! 76-15 14B PC A02/MF A01 
PB-252 089/8GI 

industrial Sound Level Meter internal Noise in dBA 

PB 352 089/8G! 76-15 148 PC AG2/MF AO1 
PB-252 090/6GI 


Environmental Effects of Trace Elements from 


Ponded Ash and Scrubber Siud 
PB-252 090/6G! 76-13 13B PC A16/MF A01 
PB-252 091/4GI 


a Planned implementation of Mutual Agreement 
ramming in a Correctional System 
O01/4G! 76-13 5K PC AOS/MF AO1 


‘eins 092/2G! 


Selected Bibliography of Educational Materials: Al- 
ia, Libya, Morocco, and Tunisia. Volume 8, 
umber 2, 1974-- Translation. 
PB-252 092/2Gi 76-13 5i PC AO3/MF A01 


PB-252 095/5GI 


Environmental impact Assessment, 
Analysis, Biscayne Bay. 
PB-252 095/5G! 76-13 


PB-252 096/3GI 
Environmental impact Assessment, 
is, Chesapeake 
PB-252 096/3G!I 
PB-252 097/1GI . 
Environmental impact Assessment, Water Quality 


Water Quality 
138 PC A11/MF A0O1 


Water Quality 


Bay. 
76-13 13B PC A24/MF A01 


Analysis, Trinity River. 

PB-252 097/1GI 76-13 138 PC A12/MF A01 
PB-252 0986/9GI 

Environmental im Assessment, Water Quality 

Analysis, Charlies River/Boston Harbor. 

PB-252 098/9G! 76-13 13B PC A23/MF AO1 


AR-1194 








PB-252 099/7GI 
Public Law 92-500 Assessment Regional impacts. 


Technical Volume. 
PB-252 099/7GI 76-13 138 PC A98/MF A011 
PB-252 100/3G! 


Water Pollution Control Act of 1972. Economic im- 
x acts. Municipal Bond Market. 


-252 100/3G! 76-13 138 PC A11/MF AO1 
PB-252 101/1GI 
inherently Safe Mining Systems. Phase li. interim 
Report (Conventional). 
PB-252 101/1GI 76-20 81 PC A17/MF A01 
PB-252 102/9 
Flame Resistant Wool. 
PAT-APPL-408 037/GI 
76-13 11E PC AOQ2/MF AO1 


PB-252 103/7 


Process for Separating DOPA from Tyrosine. 
PAT-APPL-484 195/G 
76-13 60 PC A0Q2/MF A01 


PB-252 104/5 
Preparation of Soluble Edible Protein from Leafy 


Green Crops. 
PAT-APPL-486 703/Gi 76-13 6F PC A02/MF A0O1 
PB-252 105/2 


Repelients for the Confused Flour Beetle. 
PAT-APPL-604 854/Gi 76-13 6F PC A02/MF A01 


PB-252 106/0 


Preparation of icings. 
PAT-APPL-604 859/G! 76-13 6H PC A02/MF A01 


PB-252 107/8GI 


World Survey of Current Research _ Develop- 
ment on Roads and Road Transport (1975). 


PB-252 107/8Gi 76-14 13B PC A99/MF AO1 
PB-252 108/6Gi 

Municipal Watershed Management Symposium 

Proceedings 

PB-252 1 76GI 76-14 13B PC A10/MF AO1 
PB-252 109/4 


Friction Separato 
PAT-APPL-618 921/GI 76-13 2C PC AQ2/MF AO1 


PB-252 110/2 
System for Treating Particulate Material with Gase- 


ous Media. 

PAT-APPL-625 721/G!i 76-14 6H PC A0Q2/MF A01 
PB-252 111/0 

Process for Rapid - of Textiles. 


PAT-APPL-657 011/G 
76-13 11E PC A02/MF A01 
PB-252 112/8 


Control of Marine Borer Attack on Wood. 
PAT-APPL-667 056/GI 
76-13 11L PC AOQ2/MF AO1 


PB-252 113/6GI 


Advanced New Community Simulation System 
(NUCOMS). Retai! Model. 
PB-252 113/6GI 76-14 13B PC AO6/MF AO1 


PB-252 114/4GI 
Extensions and Refinements of the Crash Computer 


Program Part |, Analytical Reconstruction of 
Highway Accident 

PB-252 114/4Gi 76-13 13L PC AOQ3/MF A01 
PB-252 115/1Gi 


Extensions and Refinements of the Crash Computer 

Program Part li, User's Manual for the Crash 

puter. 

PB-252 115/1GI 76-13 13L PC AO4/MF A01 
PB-252 116/9GI 


Extensions and Refinements of the Crash Computer 
Program Part lili, Evaluation of the Accuracy of 
Reconstruction Techniques for Highway Accidents. 

PB-252 116/9GI 76-13 13L PC AO3/MF AO1 


PB-252 117/7GI 


Projection of Potential National Ambient Air oe 
Standards ——— ee on the 


1974 Highwa rk. 

PB-252 117/7G 76-14 13B PC A03/MF A0O1 
P6-252 aides 

oumene the Region: A Plan/Program for Southeast 

Pee 1 118/5GI 76-14 5K PC A04/MF AO1 
PB-252 119/3GI 


Summary Statement of the 1990 san names 

Pian for the Southeast Michigan Regio 

PB-252 119/3GI 76-14 138 PC A0S/MF A01 
PB-252 120/1Gi 

Regional Parking inventory and Analysis: Part |. 


Supply and Costs. 
PB-252 120/1GI 76-14 13B PC A14/MF AO1 





PB-252 121/9GI 


The Housing Filtering Process in Southeast 
Michigan. 

PB-252 121/9GI 76-14 5K PC AQ4/MF A0O1 
PB-252 122/7GI 


Test of Vehicle Seating Reference Using the SAE 

J826b H-Point Machine. 

PB-252 122/7GI 76-14 13F PC AOS/MF A0O1 
PB-252 124/3GI 

A National Study of Treatment Facilities for 

Nonopiate Abuse. Volume |. The State of the Art in 

the Treatment of Nonopiate Abuse 


PB-252 124/3G! 76-14 6E PC A12/MF At 
PB-252 125/0GI 
A National Study of Treatment Facilities for 


Nonopiate Abuse. Volume li. The Nature and Treat- 
ment of Nonopiate Abuse: A Review of the Litera- 


ture. 

PB-252 125/0GI 76-14 6E PC AO6/MF A01 
PB-252 126/8G! 

A National Study of Treatment Facilities for 

Nonopiate Abuse. Volume Ill. Evaluation of Treat- 

ment Programs for Abusers of Nonopiate Drugs: 

Problems and Approaches. 

PB-252 126/8Gi 76-14 6E PC AOS/MF A01 
PB-252 127/6 


Arthropod Maturation Inhibitors. 
PATENT-3 914 260 76-13 7C Not available NTIS 


PB-252 1286/4 


Cis-1-Hexadecen-1-01 Acetate as an Attractant for 

Adult Male Pink Bolilworm Moths. 

PATENT-3 702 358 76-13 6F Not available NTIS 
PB-252 129/2 

Mothproofing Wool. 

PATENT-3 746 767 

76-13 11E Not available NTIS 

PB-252 130/0 


Mixtures of Cyclohexanealkanoic Acids, Their 
aonose and Eugenol as Attractants for the Japanese 


tle. 
PATENT-3 743719 76-13 6F Not available NTIS 
PB-252 131/8 
Apparatus for Automatically Adding Preselected 


Patterns of Eluent Solutions to a Chromatographic 
— and Monitoring and Collecting Eluted Frac- 


PATENT- 3 701 609 


76-13 14B Not available NTIS 


PB-252 132/6 
Separator for Negatively Phototactic Housefly Lar- 
vae from Chicken Hen Excreta. 
PATENT-3 716 371 76-13 2C 
PB-252 133/4 


Process for Acylating Functional Groups Bearing 
Active Hydrogen with ltsopropeny! Esters of Long 
Chain Fatty Acids. 
PATENT-3 894 839 


Not available NTIS 


76-13 11E Not available NTIS 
PB-252 134/2 
Synthetic Terpenoid Compounds for insect Control. 
PATENT-3 904 763 76-13 7C Not available NTIS 
PB-252 135/9 


Process for Acylating Functional Groups Bearing 
Active Hydrogen with lsopropeny! Esters of Long- 
Chain Fatty Acids. 
PATENT-3 880 830 


76-13 11E Not available NTIS 


PB-252 136/7 
Greases Thickened with Keto Fatty Acid Lithium 
Soaps or Keto Cyanoethylated Fatty Acid Lithium 


aps. 
PATENT-3 836 468 

76-13 11H Not available NTIS 
PB-252 1137/5 . 


Cyanoethoxylated Fatty Acid Metal Soap Thickened 


Greases. 
PATENT-3 835 051 
76-13 11H Not available NTIS 
PB-252 138/3 
Synthetic Hormones for Insect Control. 
PATENT-3 908 016 76-13  7C Not available NTIS 
PB-252 139/1 


Nutritional lron-Protein Complexes from Waste Ef- 
fluents 
PATENT-3 823 127 76-13 6H Not available NTIS 


PB-252 140/9 . 


Cured Tobacco Leaf Stripper. 


PATENT-3 765 424 76-13, 2C Not available NTIS 














PB-252 141/7 
Process for the Preparation of Dianions and of 
os meee ey oe Acids and Their 
Qroatenaee Derivat 
PATENT-3 652 612 13 7C_ Not available NTIS 


PB-252 142/5 


Process for the Preparation of lsopropeny! Stearate. 
PATENT-3 666 781 76-13 7C Not available NTIS 


PB-252 143/3 
Certain Terpenoid Compounds for Insect Control. 
PATENT-3 928619 76-13 7C Not available NTIS 
PB-252 144/1 


Composition for Preventing Deterioration of Hides 


from Freshly Slaughtered Animals. 
PATENT-3 
76-13 11G Not available NTIS 
PB-252 145/8 


Certain Epoxy Compounds for Insect Control. 
PATENT-3 914 429 76-13 7C Not available NTIS 


PB-252 146/6 


Attractants for SPP.: 


Vv ). 

PATENT-3 912810 76-13 6F Not available NTIS 
PB-252 147/4 

Process for 

Hydracrylic Acids and Aipha-Alky! Acrylic Acids. 

PATENT-3 912 772 76-13 7C Not available NTIS 
PB-252 150/8 


Synthetic Hormones for insect Contro 
PAT-APPL-592 688/Gi 76-15 6F PC A03/MF A01 


PB-252 151/6GI 
Problems of Agricultural Doers in implementing P.L. 


Yellow Jackets (Vespula 


the Preparation of Alpha-Alky/ 


92-500. 

PB-252 151/6GI 76-13 138 PC A11/MF AO1 
PB-252 152/4GI 

Water Pollution Control Act of 1972, 

Macroeconomic Impacts. 

PB-252 152/4GI 76-13 13B PC A16/MF A01 
PB-252 153/2Gi 


SEDA-COG Regional Flood Recovery Pian 
PB-252 153/2GI 76-13 138 PC A16/MF AO1 


PB-252 155/7GI 


Report of the Southeastern New England Study. A 
Strategy for Balanced Development and Protection 
of Water 8 Related Land Resources in omens 
Massachusetts and Rhode Island. Regional Re 

PB-252 158/761 76-13 13B PC A14/M aot 


PB-252 156/5GI 


of the Southeastern New England Study. A 
Strategy for Balanced Development and Protection 
of Water and Related Land Resources in Eastern 
Massachusetts and Rhode Island. 1. ipswich-North 


Shore Planni Report. 
PB-252 156/ 76.13 1368 PC AO04/MF A01 


PB-252 157/3GI 


Report of the Southeastern New England Study. A 
Strategy for Balanced Development and Protection 
of Water and Related Land Resources in Eastern 


Massachusetts and Rhode Isiand. 2. Boston 

Metropolitan Planning Area Report. 

PB-252 157/3GI 76-13 138 PC A04/MF A01 
PB-252 158/1GI 


Report of the Southeastern New England Study. A 
Strategy for Balanced Development and Protection 
of Water and Related Land Resources in Eastern 
Massachusetts and  ‘eaiane island. 3. South Shore 
Planning Area Re 
PB-252 158/1GI 


PB-252 159/9GI 
Report of the Southeastern New England Study. A 
Strategy for Balanced Development and Protection 
of Water and Related Land Resources in Eastern 
Massachusetts and Rhode island. 4. Cape Cod and 
Islands Planning Area R 
138 PC AO03/MF A0O1 


"16-13 13B PC A03/MF A01 


eport 
PB-252 159/9GI 76-13 
PB-252 160/7GI 
Report of the Southeastern New England Study. A 
Strategy for Balanced Development and Protection 
of Water and Related Land Resources in Eastern 
Massachusetts and Rhode Island. 5. Buzzards Bay 


Planning Area Report. 
PB-252 160/7GI 76-13 138 PC AO3/MF AO1 


PB-252 161/5GI 


Report of the Southeastern New England Study. A 
Strategy for Balanced Development and Protection 
of Water and Related Land Resources in Eastern 
Massach and Rhode isiand. 6. Taunton 
Planning Area 


Report. 
PB-252 161/5GI 76-13 13B PC A03/MF AO1 


PB-252 162/3GI 


Report of the Southeastern New England Study. A 
Strategy for Balanced Development and Protection 
of Water and Related Land Resources in Eastern 
Massachusetts = Rhode Isiand. 7. Blackstone and 


Vicinity Planning Area Report. 
PB-252 162/3GI 76-13 13B PC A04/MF A01 
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Oakland Un University. 

PB-252 619/2GI 76-16 5!i PC A04/MF AO01 
PB-252 620/0GI 

Asbestos in the Water Supplies of the Ten Regional 

Cities. Part |. 

PB-252 620/0G! 76-15 13B PC AO4/MF AO1 
PB-252 621/8Gi 


Braking Efficiency Test Techniq 
PB-252 621/8G! 76-15 13F PC A10/MF A01 


PB-252 622/6GI 
Objective Procedures for Optimum Location of Air 


Poliution Observation Stations 
PB-252 622/6GI 76-15 138 PC A10/MF AOt1 
PB-252 623/4G! 


An implantable Controlied Solenoid Energy System 
for Driving an Artificial Heart. 
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PB-252 623/4GI 76-14 6B PC A04/MF A01 
PB-252 624/2GI 

Tunnel Cost Model. 

PB-252 624/2GI 76-16 138 PC AOQ2/MF A01 
PB-252 625/9GI 


improved Utilization of Immobilized Enzymes Using 

Fiuidized Bed Reactors 

PB-252 625/9GI 
PB-252 626/7GI 


instrumentation for the Omnibus Experiment in 
Home Energ Sontenien. 


76-15 7C PC AO3/MF AO1 


PB-252 626/7G 76-16 13A PC AO4/MF A01 
PB-252 627/5Gi 

An Evaluation of the National Pituitary Agenc 

PB-252 627/5G! 76-17 6P PC R07 /MF AO1 
PB-252 628/3Gi 

Soviet Leader Appearances File. January - 

December 1975. 

PB-252 628/3GI 76-16 5D CP TO1 
PB-252 629/1GI 


Foreign Production, Supply and Distribution of 
—— Products. 
-252 629/1GI 
PB-252 630/9GI 


Violation Information Processing System (VIP) - Mu- 
nicipal COBOL Computer Programs Module Mag- 


76-15 26 CP TO1 


netic Tape. Release No. 1. 
PB-252 /9GI 76-14 138 CP T03 
PB-252 631/7GI 


Project Management System (PMS) Through the 
Use of the Critical Path Method (CPM). 
PB-252 631/7GI 76-14 5A CP T03 


PB-252 632/5GI 
Survey of Graduate Science Student Support, 1972. 
Fall 1972, Plus 1966 Through 1971. 
PB-252 632/5GI 76-14 Si CP TO1 


PB-252 633/3GI 
gd of Graduate Science Student Support, Fall 
197 


PB-252 633/3GI 
PB-252 634/1GI 

Survey of Graduate Science Student Support, Fall 

a Handbook of Editing Procedures. User's 

uide. 

PB-252 634/1GI 76-14 5!i PC AOS/MF A01 
PB-252 635/8GI 

Representation of Irregular Stress Time Histories by 

Equivalent Uniform Stress Series in Liquefaction 


Ana 
76-16 8K PC A03/MF A01 


76-14 5t CP T01 


is, 

PB-262 635/8GI 

PB-252 636/6GI 
Differential Bed Kinetic Analysis of Heavy Metal 


Removals by Biological Slimes. 
PB-252 636/6G! 76-16 13B PC AO7/MF A01 
PB-252 637/4GI 


Draft Environmental impact Statement - Trade 
Regulation Rule - The Failure to Post Minimum Oc- 
tane Numbers on Gasoline Dispensing Pumps Con- 
stitutes he Unfair — Practice and an Unfair 


petitio 
PB-252 637/4G! 76-16 21D PC AO2/MF AO1 


PB-252 638/2GI 
Brackish Water Desalting Testing, Field Evaluations, 
Test Facilty and Maintenance Conducted at Roswell 

. Roswell, New Mexico, December 1, 
ie74-July 1975 
PB-252 3/26) 


PB-252 639/0GI 


Energy Conservation in New Building Design. An 
impact Coceeemont of ASHRAE Standard 90-75. 


76-15 7A PC A0S/MF AO1 


PB-252 639/0G! 76-16 13A PC A12/MF A01 
PB-252 640/8GI 

An investigation of Heat Exchangers for Ocean 

Thermal E y Conversion (OTEC) am, 

PB-252 640/ 76-15 10A A07/MF A01 
PB-252 641/6GI 


Technical Literature Search Systems of EPA. 
Any s and Recommendations. 


641/6GI 76-14 5B PC A0S/MF A01 
PB-252 642/4GI 
The Supply of Coal in the Long Run: The Case of 
Eastern Deep Coal 
PB-252 642/4Gi 76-15 81 PC AOS/MF A01 
PB-252 643/2G! 


Enroliment of Minority Graduate Students at Ph. D. 
Granting institutions. 


PB-252 643/2GI 76-14 Si PC A03/MF A01 





PB-252 644/0GI 
Preliminary <5 a of ry BRAUN SAR Turbine 
Island Standard . F. Braun and Company. 
Docket No. STN-50- 


PB-252 644/0GI 7e-14 18E PC A0Q4/MF AO1 
PB-252 645/7GI 

The U.S. Nuclear R meg | Commission's Antitrust 

Review of Nuclear Power Plants: The Conditioning 

of Licenses, 

PB-252 645/7GI 76-14 18E PC AO4/MF AO1 
PB-252 646/5GI 


Preliminary Design of the SWESSAR-P! Standard 
PWR Reference Nuclear Power Plant (And its Rela- 
tionship to the RESAR-41 Standard Reference 
System). Stone and Webster Engineering Corpora- 
tion. Docket no. STN-50-495. 

PB-252 646/5G! 76-14 18E€ PC AOS/MF AO1 


PB-252 647/3GI 


Two Stochastic Simulators for Testing Fixed Route 
_s Demand Actuated Transportation System Rout- 
and Scheduling Policies. 
-252 647/3GI 76-14 138 PC A15/MF A01 


PB-252 648/1Gi 
The Generation and Dissipation of Pore Water Pres- 
sures During Soi! Liquefaction, 
PB-252 648/1Gi 76-16 8M PC AO3/MF A01 
PB-252 649/9GI 
Atmospheric Pollution Potential from Fossil Fuel 
Resource peeenen, On-Site Processing, and 


Transportatio 

PB-252 649/9G! 76-16 21D PC A13/MF AO1 
PB-252 ese/7G! 

Technol _ Problems of Burning Low-Sulfur 

Western 

PB-252 650/76! 76-15 10B PC A0Q4/MF AO1 
PB-252 651/5GI 

An Ecological Study of Hexachlorobenzene (HCB). 

PB-252 651/5Gi 76-16 6F PC A04/MF A01 
PB-252 652/3Gi 


Research and Development of an Airborne Hygro- 

scopic Spray System. 

PB-252 652/3Gi 76-16 7A PC A04/MF A01 
PB-252 653/1GI 

University of Washington 

Scrubber Evaluation. 

PB-252 653/1Gi 76-16 7A PC AOS/MF A0O1 


PB-252 654/9GI 


Research Training and Career Patterns of 
Bioscientists: The Training Programs of the Na- 
tional yoy Health. 


Electrostatic Spray 


PB-252 654/9G 76-17 5i PC AOS/MF AO1 

PB-252 655/6G! 

yee onanvan of wa Ov , a 
PB-252 656/4GI 

Cascade impactor Calibration Guidelines 

PB-252 696/46! 76-15 148 PC A03/MF A01 

PB-252 657/2GI 

Baseline investigation of Deepwater Dumpsite 106 

PB. 2 657/261 76-14 13B PC A17/MF AO1 
PB-252 658/0GI 


The Florida Area Cumulus Experiment: Rationale, 
n, Procedures, Results, and Future Course 
PB- 2 658/0GI 76-14 48 PC A10/MF AO1 
PB-252 659/8GI 
Ecological Succession of Breeding Birds in Rela- 
tion to Plant Succession on Dredge Islands in North 


Carolina. 
PB-252 659/8GI 76-14 6F PC AO6/MF AO1 
PB-252 660/6GI 
Hawaii's Floating City Development Program. Trans- 
rtation Aspects of Offshore Complexes 
B-252 660/6Gi 76-15 138 PC A A06/MF A01 
PB-252 661/4Gi, 
— Resources Development and Management: 
rt on the Woods Hole Oceanographic Institu- 
Grant Program, July 1974 - June 1975. 


Pe. 252 661/4GI 76-14 8A PC AO3/MF AO1 
PB-252 662/2Gi 

Reprint: Underwater Habitats for Scientific 

Research in the Great Lakes, 

PB-252 662/2GI 76-14 6F PC A02 
PB-252 663/0GI 

The Causes of Erosion to Siletz Spit, O 

PB-252 663/0GI 76-14 13B PCA 2/ MF A01 
PB-252 664/8GI 


Canada at the Third Law of the Sea Conference: 
Policy, Role, and Prospects. 
PB-252 664/8Gi 76-34 SD PC A03/MF AO1 
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PB-252 665/5G! 
Oregon Coastal Zone Land: Use, Ownership and 
Value Chan 


PB-252 665 5GI 76-14 138 PC AO4/MF AO1 
PB-252 666/3G! 
Normative ts of ee) Research in the 


of Mexic 


Oceans, 
PB-252 666/3GI 76-14 5D PC A0O3/MF A0O1 
PB-252 667/1GI , 


Design, Fabrication, and Test of a Heliostat for a 


Central Receiver Solar Thermal Power Plant 

PB-252 667/1GI 76-16 10B PC A12/MF A01 
PB-252 668/9GI 

vem Transit District: Operations, Fare System and 

ehicle a 

PB 252 668/ 76-15 13B PC A13/MF A01 
PB-252 669/7GI 

Shotcrete: Structural Testing of Thin Liners. 

PB-252 669/7GI 76-16 13B PC A10/MF A01 
PB-252 670/5GI 


Radiation Survey in Beatty, Nevada, and Surround- 
ing Area (March 1976). 


252 670/5GI 76-14 18H PC A04/MF AO1 
PB-252 671/3GI 
An Ecological Study of Hexachlorobutadiene 
HCBD). 
be 252 671/36! 76-16 6F PC AQ4/MF A01 
PB-252 672/1GI 


Field-Oriented Investigation of Conventional and 
Experimental Shotcrete for Tunnels. 


PB-252 672/1GI 76-16 13B PC A99/MF A01 
PB-252 673/9GI 

Acute Toxicity of Certain Pesticides to ‘Acartia 

tonsa’ Dana. 

PB-252 673/9GI 76-16 6T PC AO3/MF AO1 
PB-252 674/7GI 

Licensee Contractor and Vendor Inspection Status 

PB-252 674/7GI 76-15 181 PC AQ4/MF AO1 
PB-252 675/4GI 

improved Marine Boiler Reliability. 

PB-252 675/4GI 76-16 13) PC A21/MF A01 
PB-252 676/2GI 

bn tom impregnated Hardened Cement Pastes and 

PB-252 676/26! 76-16 13C PC A0Q2/MF A01 
PB-252 677/0GI 


Laser Attenuators for the Production of ot Power 
Beams in the Visible and 1.06 micron Region 
PB-252 677/0GI 76-16 20E PC A03/ME A01 


PB-252 678/8G! 
A Test Method for Determining the Effect of Ther- 


mal Transients on Pressure-Transducer Response 
PB-252 678/8GI 76-16 14B PC AO4/MF A A01 
PB-252 679/6GI 
Liquid-in-Glass Thermometry. 
PB-252 679/6GI 76-16 14B PC AO3/MF AO1 
PB-252 680/4G! 
interpretation of Data in the Network Measurement 
em. 
252 680/4GI 76-16 9B PC A03/MF A0O1 
PB-252 681/2GI 
Investigation of Wind poe At in - Metropolitan 
yey oy D.C. Area, April 3-4, 
PB-252 681/2GI 76-15 13M "PC A04/MF A01 


PB-252 682/0GI 


Semiconductor Measurement Technology: Per- 
manent Damage Effects of Nuclear Radiation on the 
X-Band Performance of Silicon Schottky-Barrier 
Microwave Mixer Diodes. 

PB-252 682/0GI 76-16 9A PC AO3/MF AO1 


PB-252 683/8G! 


Wind and Seismic Effects - Proceedings of the Joint 
Panel Conference of the U.S.-Japan Cooperative 
Program in Natural Resources (6th) Held at National 
ag Hy of Standards, Gaithersburg, Md. on May 15- 


PB-252 683/8G! 76-16 13M PC A20/MF AO1 
PB-252 684/6G! 

- Analysis of Federal R and D Funding by Func- 

ion. 

PB-252 684/6G! 76-16 5C PC A05S/MF A01 
PB-252 685/3G! 


Residential Hot Water Solar Energy Storage 


PB-252 685/3GI 76-16 13A PC A06/MF AO1 
PB-252 686/1G! 


Summer Air Conditioning and Appliance Use Pat- 
terns: A Graphical Analysis, 
PB-252 686/1GI 76-18 10B PC A03/MF A01 


PB-252 687/9G! 


Bibliography of Low Energy Electron and Photon 
Cross Section Data (through December 1974). 
PB-252 687/9G! 76-15 7D PC A11/MF AO1 


PB-252 688/7GI 


A Numerical Method for Generating Earth Coverage 
Footprints from weeee ~~ ty Antennas, 
PB-252 688/7GI 76-16 178 PC AOS/MF AO1 


PB-252 689/5GI 
Study of Error Control Coding for the U.S. Postal 


Service Electronic Message S 
PB-252 689/5GI 76-16 oO PC AOQS/MF A01 
PB-252 690/3GI 


Network Capacity and Spee Aspects of USPS 
Electronic Message Sys' 
PB-252 690/3G! E18 178 PC A0S/MF AO1 


PB-252 691/1GI 


Technological Ad pangate to Natural Hazards. 
PB-252 691/1GI 76-14 13L PC AO4/MF A01 


PB-252 692/9GI 


Exhalation Vaive Lea 
PB-252 692/9G! 


PB-252 693/7GI 
instrumentation Guide for Seawater Distillation 


Plants, 

PB-252 693/7GI 76-15 7A PC A10/MF A01 
PB-252 694/5Gi 

Procedure for Continuous-Flow Respirator Flowrate 


Determination, 
76-15 6K PC AO2/MF A01 


Test. 
6-16 6K PC AO2/MF A01 


PB-252 694/5GI 
PB-252 695/2GI 


Determination of Facepiece Carbon-Dioxide Con- 
centration Levels of Self-Contained Breathing Ap- 


aratus 

PB-252" 695/2G! 76-15 6K PC AQ2/MF A01 
PB-252 696/0GI 

Procedure for Testing Strength of Hose and 

a 

PB-252 696/0GI 76-15 6K PC AQ2/MF A01 
PB-252 697/8GI 


Development and Evaluation of a Transportation 
Control Plan for the Massachusetts Portion of the 
Hartford-New Haven-Springfield Air Quality Control 
Region. Volume |. Proposed Transportation Control 
an. 
PB-252 697/8GI 76-14 13B PC A14/MF A01 
PB-252 698/6Gi 


tte Emission Sources in Pioneer Valley. 
olu 

PB-252 698/6GI 76-14 13B PC A10/MF A01 
PB-252 699/4GI 


New Approach to the Study of Planar Plasma 


A 
Pinch Stability. 
PB-252 699/4GI 76-16 201 PC AOQ3/MF A01 
PB-252 700/0Gi 
Guidelines for identification and Evaluation ol _ 
calized Violations of Carbon Monoxides Standa 
PB-252 700/0GI 76-14 13B PC AO6/MF_ Ao 
PB-252 701/8Gi 
Development of Guidelines for identification and 
Evaluation of Localized Violations of Carbon 
Monoxide Standards. 
PB-252 701/8GI 76-14 13B PC A10/MF AO1 
PB-252 703/4GI 
investigation of Acid Mine Drainage Effects on 
Reservoir Fishery Populations. 


PB-252 703/4GI 76-15 8H PC AO7/MF A01 
PB-252 704/2GI 

Statistical Frequency-Distance Curves, Initial Model. 

PB-252 704/2Gi 76-16 17B PC A10/MF A01 
PB-252 705/9GI 


— ” A Revised Model for Tsunami Applica- 


PB. 352 705/9G! 76-14 8C PC AOS/MF AO1 
PB-252 706/7Gi 

Program for industrial Development in the City of 

Harrisburg, Pennsylvania. 

PB-252 706/7GI 76-15 5C PC AOS/MF A0O1 
PB-252 707/5GI 

Surface Extensom eter installation Procedure 

PB-252 707/5GI 76-15 148 PC A03/MF A01 
PB-252 709/1Gi 

Siting Energy Facilities at Glasgow Air Force Base. 

Executive Summary. 

PB-252 709/1GI 76-15 10A PC AOQ3/MF AO1 
PB-252 710/9G! 

Siting Energy Facilities at Glasgow Air Force Base. 

Volume |. . 

PB-252 710/9GI 76-15 10A PC A14/MF AO1 








PB-252 730/7GI 


PB-252 711/7GI 
a Energy Facilities at Glasgow Air Force Base. 
PB-252 ri1/761 76-15 10A PC AOS/MF A01 
PB-252 712/SGi 


Siting Energy Facilities at Glasgow Air Force Base. 

Volume Ill. 

PB-252 712/5GI 76-15 10A PC AO8/MF AO1 
PB-252 713-T/Gi 

About the Dentine Penetration Capabilities of 

Chlorine and Ozone (Ueber die Dentindurchdrin- 

gu faehigkeit von Chior und Ozon)--Transiation. 

2 713-T/GI 76-16 6E PC A02/MF A01 

PB-252 714-T/Gi 

Automatic Determination of Serum Ornithine Car- 

bamy! Transferase. Study and Technique (La Deter- 

mination de L'ornithine Carbamy! Transferase 


Serique par Voie Automatique. Etude et 
Technique)--Transiation. 

PB-252 714-T/GI 76-16 6A PC AOQ2/MF AO1 
PB-252 715-T/Gi 


Automatic Determination of Ammonia Nitrogen in 

Mineral Compounds Sneeees Automatique de 

Azote Ammoniacal dans les Mineralisats), 

PB-252 715-T/Gi 76-16 78 PC AOQ2/MF A01 
PB-252 716-T/GI 

Can and Must the Official Specifications for the 

Chromium Content in Waste Water be Maintained-- 

Translation. 

PB-252 716-T/GI 76-16 138 PC A0Q2/MF AO1 
PB-252 717-T/GI 

Contribution to the Study of the immunological 

Aspects of Chronic Beryiliosis (Contribution a 

letude des ts » i apace de la Beryiliose 


Chronique)--Transia 
PB. 252 717-T/GI 76-17 6E PC A02/MF AO1 


PB-252 718-T/GI 


Methods for Measuring the intensities of Aitken 
Nuclei Sources in the Atm re (Methodes de 
Mesure de I'intensite des urces de Noyaux 
d'Aitken dans | Atmosphere)--Transiation. 

PB-252 718-T/GI 76-16 7A PC AO3/MF A01 


PB-252 719/0GI 


A Study of Competitive ot canon a Telecommu- 
nications by the Federal Governm 
PB-252 719/0Gi 76-16 78 "PC A15/MF A01 


PB-252 720/8Gi 
Analysis and Measurement of the Effects of Materi- 


als on Blood Leukocytes, Erythrocytes and 
Platelets. 

PB-252 720/8GI 76-16 6 PC AOS/MF AO1 
PB-252 721/6GI 


A Manual on Prediction of Pile Downdrag on End 
Bearing Piles. 
PB-252 721/6GI 76-16 13M PC A03/MF AO1 


PB-252 722/4Gi 
Reprint: Thermomigration of interstitial-Solute- 


veeenee Pairs in a Dilute fcc — 
PB-252 722/4Gi 76-16 11F PC AO2/MF A01 
PB-252 723/2GI 


Photoabsorption of the 4d Electrons in Xenon and 


Barium: A Comparison. 
PB-252 723/2Gi 76-16 7D PC AQ2/MF A01 
PB-252 724/0GI 


Reprint: Effect of Ground-State and Excitation 
Potentials on Energy Levels of Ni Metal. 
PB-252 724/0GI 76-16 201 PC AO2/MF AO1 


PB-252 725/7GI 
Properties of ae gah + Ie Technical Solids 


at Low Temperatures - 
PB-252 725/7GI 76-16 20L PC A02/MF A01 
PB-252 726/5GI 


Reprint: Spinodal Decomposition in Nickel Based 
Nickel - Titanium Alloys. 
PB-252 726/5GI 76-16 11F PC AQ2/MF AO1 


PB-252 727/3GI 


Reprint: 4f Excitation Energies in Rare-Earth 
Metals: Relativistic Calculations. 
PB-252 727/3GI 76-16 70 PC A02/MF A01 


PB-252 728/1Gi 


Reprint: Biological and Nonbiological Transforma- 
tions of Mercury in Aquatic bs ae 
PB-252 728/1Gi 76-16 6M PC A02/MF AO1 


PB-252 729/9Gi 
Energy Exchanges Between Two Escaping Elec- 
trons. 
PB-252 729/9GI 76-16 7D PC AOQ2/MF AO1 
PB-252 730/7Gi 
Theory of Low- natay Electron-Atom Collisions and 


Related rocesses 
76-16 7D PC A0Q2/MF AO1 
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PB-252 731/5GI 


Reprint: Resonance Trapping at Low Pressures 
PB-252 731/5GI 76-16 7D PC AQ2/MF AO1 


PB-252 732/3GI 
Reprint: Changes in Metering Covered by Revised 
ANSI Code 


PB-252 732/3GI 76-16 14B PC A02/MF AO1 
PB-252 733/1G! 


Reprint: Comments on Possible ‘B-Site’ Disorder in 
A15 (Beta-W Type) Compounds. 
PB-252 733/1GI 76-16 11F PC AQ2/MF AO1 


PB-252 734/9GI 


Fluorescence Measurements of Carcinogenic and 
pela ros Aromatic Hydrocarbons in Water. 
PB-252 734/9GI 76-16 7C PC A02/MF AO1 


PB-252 735/6GI 


The Accurate Determination of Millimeter-Wave An- 
tenna Characteristics by Deconvolution and Ex- 
trapolation Techniques 


PB-252 735/6GI 76-16 9E PC AO2/MF AO1 
PB-252 736/4GI 
ae A Circle Fitting Procedure and Its Error 
nalysis. 
ag be 736/4G! 76-16 12A PC AO2/MF AO1 
PB-252 737/2G!I 


Reprint: Optically Strobed Sampling Oscilloscope. 


PB-252 737/2GI 76-16 148 PC AOQ2/MF AO1 
PB-252 738/0Gi 
Reprint: Mismatch Considerations in Evaluating 


Amplifier Noise Performance. 


PB-252 738/0GI 76-16 9E PC A02/MF A01 
PB-252 739/8G! 

a Applied Superconductivity Conference 

Pe. 252 739/8GI 76-16 113A PC A02/MF AO1 
PB-252 740/6GI 


Reprint: Psychological Characteristics of Fireset- 
ters 


PB-252 740/6G! 76-16 5J PC AQ2/MF AO1 
PB-252 741/4G! 

Reprint: Standardization and Ground-State 

Branching of Selenium-75. 

PB-252 741/4GI 76-16 18D PC AO2/MF AO1 
PB-252 742-T/Gi 


Simple Method for the Preparation of Standard 
Diluted Gas Mixtures in the Microgram/cu m to Mil- 
ligram/m Range (Methode Simple pour la Prepara- 
_ de Dilutions de Gas Etalon dans le Domaine du 
a m au Milligram/m), 
742-T/GI 76-16 14B PC A02/MF AO1 


PB-252 743-T/GI 


Automatic Determination of Sulfates by an im- 
proved Nephelometric Method. Application to the 
Determination of SO2 in the Ambient Air and of 
Sulfates in Rainwater (Dosage Automatique des 
Sulfates par un Meth Nephelometrique 
Amelioree. Application au Dosage du SO2 dans I’Air 
Ambiant et des Suifates dans les Eaux de Pluie), 


PB-252 743-T/GI 76-16 148 PC A02/MF AO1 
PB-252 744-T/GI 

Ss of the Epidermis of the Leaf by the Microre- 

lief (Studium Listove Epidermis Mikrore- 

liefovou Metodou)--Transiation. 

PB-252 744-T/GI 76-17 6C PC A0Q2/MF A01 
PB-252 745-T/Gi 


Application of Some Pattern Recognition Methods 
in interpreting Mass Spectra (Anwendung Einiger 
Methoden der Zutomatischen Zeichenerkennung 
=f - interpretation von Massenspektren)--Trans- 


ie 745-T/GI 76-17 7D PC AOQ2/MF A01 
PB-252 746-T/GI 

The Mineral Content of the Arterial Wall of infants 

and its Relation to Arterial Caicinosis in Childhood 

(Der Mineraigehalt der Kindlichen Arterienwand und 

Seine Beziehung zur Kindlichen Arterienkalzinose)-- 


Transiation. 
PB-252 746-T/Gi 76-16 6E PC A02/MF AO1 


PB-252 747-T/GI 


Studies on the Influence of Chromium Compounds 
on the Biological Treatment of Effluent in the 
Presence of Tannery Effluent (Untersuchungen 
— den Einfluss von Chromverbindungen auf die 

iologische a in Gegenwart von 
Gerbereiabwasser )--Transiatio : 
PB-252 747-T/GI 76-16 


PB-252 748/9GI 


Proceedings of the Workshop on Sampling, Analy- 
sis, and Monitoring of Stack Emissions, Held at Dal- 
las, Texas, on October 2-3, 1975. 

PB-252 748/9G! 76-16 13B PC A15/MF AO1 


138 PC A03/MF A01 
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PB-252 749/7GI 
Review and Analysis of State-Of-The-Art of Mul- 
——_ — ee 
PB-252 749/7G! 76-14 13K PC AOQS/MF AO1 
PB-252 750/5GI 
a 4 me Pump Performance Program Preliminary 


Test P 
PB-252 750/5Gi 76-16 181 PC AO7/MF A01 
PB-252 751/3Gi 


Present Status of ECC Combined 
Literature Survey. 
PB-252 751/3GI 76-16 


PB-252 752/1Gi 
U.S. Coal Resources and Reserves 
PB-252 752/1GI 76-14 8G PC A02/MF AO1 
PB-252 753/9GI 
Proceedings of Wetlands Conference on Delinea- 
tion of Wetlands (2nd), Held at Storrs, Connecticut, 


on January 9, 1 
76-14 138 PC AOQ7/MF A0O1 


injection: A 
181 PC AO3/MF A01 


, 19 
PB-252 753/9GI 
PB-252 754/7GI 


Proceedings of the Workshop on Dry Cooling 
Systems, Held at the Franklin institute Research 
Laboratories, in Philadelphia, Pennsylvania, July 15- 


16, 1975, 
PB-252 754/7G! 76-16 13A PC AO6/MF A01 


PB-252 756/2GI 


An Evaluation of State-Of-The-Art Two-Velocity 
Two-Phase Flow Models and Their Applicability to 
Nuclear Reactor Transient Analysis. Volume |. Sum- 


PB.252 756/2GI 76-16 181 PC AO4/MF A01 
PB-252 757/0GI 


An Evaluation of State-Of-The-Art Two-Velocity 
Two-Phase Flow Models and Their Applicability to 
Nuclear Reactor Transient Analysis. Volume 2. 
Theoretical Bases 
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to the Scapegoat Wilderness, Powell and Lewis and 

Clark yor Montana. 

PB-253 190/3G 76-16 8D CP TO1 


PB-253 191/1GI 
Temperature, infectious Diseases, and the Immune 


yy in Salmonid Fish. 
PB- 191/1GI 76-17 6C PC AOS/MF AO1 


PB-253 192/9GI 
Data Analysis and Instrumentation Requirements for 
Evaluating Rail Joints and Rail Fasteners in Urban 
PB-253 192/9G! 76-17 13F PC A08/MF AO1 
PB-253 193/7GI 


Continued Evaluation of in situ-Formed Condensa- 
tion Polymers for Reverse Osmosis Membranes. 


76-17 13M PC A06/MF A01 


76-16 5B PC E13 


PB-253 193/7GI 76-16 7C PC A05S/MF A01 
PB-253 194/5GI 
"sno Utilization of Resources within a Regional 
ramew 
PB-253 194/5GI 76-16 13B PC A13/MF AO1 
PB-253 195/2G! 


The Grand Rapids Dial-A-Ride. A Demand Respon- 
sive Community Service Transportation Project. 
PB-253 195/2Gi 76-16 13B PC AO6/MF A01 


PB-253 196/0GI 

Chlorine and Hydrogen Chloride 

PB-253 196/0G! 76-16 7A PC A17/MF A01 
PB-253 197/8G! 


Report on the Railroad Technology Program (9th), 
1975, by the Secretary of Transportation to the Pre- 
a. the Senate, and the House of Representa- 


PB-253 197/8GI 76-17 13F PC AQS/MF A01 
PB-253 198/6GI 


Environmental Noise Measurements on Interstate 57 


During and After Truck Strike, 
PB-253 198/6GI 76-17 138 PC AO4/MF AO1 


PB-253 199/4Gi 
Changing Career Patterns for the Vocationally Dis- 
advantaged in a Polyethnic, Multicultural Model Ci- 


ties Area. 
PB-253 199/4GI 76-15 51 PC AO6/MF A011 
PB-253 200/0GI 


Preparation and Clinical 
Gamma Globulin. 
PB-253 200/0GI 


PB-253 201/8GI 


Examination of Some Solar Radiation Records from 
the Mauna Loa Observatory 
PB-253 201/8GI 761 15 4A PC AO3/MF AO1 


PB-253 202/6GI 


Scientific and Technical Information Services in 
Eight Latin American Countries: Development 
Technical Assistance Opportunities for Cooperation. 
PB-253 202/6GI 76-15 5B PC A06/MF A01 


PB-253 203/4GI 
Reprint: Bacterial Destruction of Channel Catfish 


Egos. 
PB-253 203/4GI 76-16 6M PC A02 
PB-253 204/2Gi 


Reprint: Vortex Splitting in the Mesocycione and 
the Occurrence of Tornado Families. 
PB-253 204/2GI 76-15 4B PC A02 


PB-253 205/9GI 
Wind Energy Flux Calculated from idaho National 
frat Laboratory (INEL) Sensor Network 
PB-253 205/9G! 76-15 4B PC A04/MF A01 
PB-253 206/7GI 
Fisherman and Fish Consumer Income Under the 


200-Mile Limit, 
76-16 6C PC AOQ3/MF AO1 


intravenous 


76-16 6E PC AO2/MF A01 


Trials of 


PB-253 206/7GI 
PB-253 207/5Gi 
Quantitative Evaluation of Acoustic Echoes from the 


Planetary Boundary Layer. 

PB-253 207/5GI 76-15 4A PC AO3/MF AO1 
PB-253 208/3GI 

Estimating the Effects of Urban Travel Policies. 

PB-253 /3G) 76-16 138 PC AOQS/MF A01 
PB-253 209/1Gi 

Bioassay Procedures for the Ocean Disposal Permit 

ny choy 

PB- 209/1Gi 76-17 6T PC A06/MF A01 
PB-253 210/9G! 

Research on Ultrafiltration Systems Under Seawater 

Desaltin emewene 

PB-253 210/9GI 76-16 7B PC A06/MF A01 
PB-253 211/7Gi 

Case Studies of Transit Energy and Air Pollution 

impacts. 

PB-253 211/7GI 76-16 13B PC AOS/MF A01 
PB-253 212/5GI 

Load and Voltage Control Algorithms for Grand 

Coulee Powerplant, 

PB-253 212/ 76-16 108 PC AO5S/MF A01 


PB-253 214/1GI 
Feasibility of Utilizing Highway Bridges to Weigh 
Vehicles in Motion. Volume |. Exotic Sensors on the 


Bridge Deck. 
PB- 214/1GI 76-16 13F PC A12/MF AO1 


PB-253 215/8GI 
Feasibility of Utilizing Highway Bridges to Weigh 
Vehicles in Motion. Volume li. Strain Gages on Main 
' Longitudinal Members 


PB-253 215/8GI 76-16 13F PC AQS/MF AO1 
PB-253 216/6GI 

Feasibility of Utilizing ee Bridges to Weigh 

Vehicles in — Volume ill. Strain Gages at 

Bridge Bearin 

PB-253 216/ 76-16 13F PC A06/MF A01 


PB-253 217/4GI 


Estimation of Consolidation Settlement 
PB-253 217/4GI 76-18 8M oC A03/MF AO1 


PB-253 218/2GI 
Transportation of Highly Volatile, Toxic, or Corro- 
sive Liquids by Pipeline. 
PB-253 218/2GI 76-16 7A PC A14/MF AO1 
PB-253 219/0GI 


Researching the Use of Using Research. 
PB-253 219/0GI 76-16 5t PC AO4/MF A01 


PB-253 220/8GI 


An instruction Program in the Art of Glass Design. 
PB-253 220/8GI 76-16 5K PC AQ2/MF AO1 


PB-253 221/6GI 


Measurement of Outcomes. A Report from the 
Study Group on Measurement of Outcomes Held at 





PB-253 243/0GI 


First institute on Rehabilitation 

Colorado on 15-17 April 1974, 

PB-253 221/6GI 76-16 5K PC AQS/MF A01 
PB-253 222/4GI 

The Characteristics and Rehabilitation Experience 

of Homebound Applicants for State Vocational 

Rehabilitation Agency Service. A Monograph of the 

Programmatic Research Project on the Rehabilita- 

tion of Homebound Persons. 

PB-253 222/4GI 76-16 5K PC AO6/MF AO1 
PB-253 223/2GI 

The Effect of Free Gases on Pressure Transients. 


issues, Denver. 


PB-253 223/2G! 76-16 20D PC A11/MF AO1 
PB-253 224/0GI 

Chicanos in Utah: An Exploratory Study. 

PB-253 224/0GI 76-17 5K PC A20/MF AO1 
PB-253 225/7GI 


Reprint: Comparative Feeding Ecology of a Kelp- 

bed Embiotocid (‘Embiotoca lateralis’). 

PB-253 225/7GI 76-15 6C PC AO2 
PB-253 226/5GI 


Survey Results for Fire Loads and Live Loads in Of- 
fice Buildings. 


PB-253 226/5GI 76-17 13M PC AO08B/MF AO1 
PB-253 227/3GI 

The Calibration of a Pentaprism. 

PB-253 227/3GI 76-16 20F PC AO3/MF AO1 
PB-253 228/1Gi 


Development of a Solid Sorption Tube and Analyti- 
cal Procedure for Hydrogen Cyanide in the Work- 


place Atmosphere. 
PB-253 228/1GI 76-16 61 PC A02/MF AO1 
PB-253 229/9GI 


Procedural Options for Modification of Architectural 

Glass in Residences to Improve Occupant Safety 

PB-253 229/9GI 76-15 134 PC AQ4/MF A01 
PB-253 230/7Gi 

Correlation of Floor Vibration to Human Response. 

PB-253 230/7GI 76-15 13M PC AO3/MF AO1 
PB-253 231/5GI 


Selected Tables of Atomic spew. Atomic Energy 
Levels and Multiplet Tables O |, 


PB-253 231/5GI 76-16 7D PC A03/MF AO1 
PB-253 232/3GI 

Double Track Porosity Testing. 

PB-253 232/3GI 76-17 13F PC AO3/MF AO1 
PB-253 233/1GI 


An Examination of the Potential Benefits of Small 
Automobiles. 


PB-253 233/1GI 76-16 13F PC A06/MF A01 
PB-253 234/9GI 

National Services aaa ae 1973-74. 

PB-253 234/9GI 5B PC A02/MF A0O1 
PB-253 235/6GI 

Home Management Service Center Repo 

PB-253 235/6GI 76-16 5K PC A A06/MF Aol 
PB-253 236/4Gi 


An Analysis of Domestic and Foreign Small Earth 
Station Markets 
PB-253 236/4GI 76-16 


PB-253 237/2GI 


City of Cleveland vy -_rce, Elderly Transporta- 
tion any fe Dial-A-B 
PB-253 237/2G 76-16 138 PC A06/MF A0O1 


PB-253 238/0GI 
CSIRO index, Volume 2, Number 4, April 1976. 


17B PC A08/MF AO1 


PB-253 238/0GI 76-17 5B PC AO3/MF AO1 
PB-253 239/8Gi 
ae Reservoir, Carroll and Tuscarawas Coun- 
ies, Ohio 
PE 253 239/8GI 76-16 138 PC AO3/MF AO1 
PB-253 240/6Gi 


Rocky Fork Reservoir, Highland County, Ohio. 


PB-253 240/6G! 76-16 138 PC A03/MF AO1 
PB-253 241/4GI 

Grand Lake = St. Marys, Auglaize and Mercer 

Counties, Ohi 

PB-253 241/46! 76-16 13B PC AO3/MF AO1 
PB-253 242/2Gi 


A Survey of Manufacturers’ Views on the ETIP 
Procurement Experiment. Volume One: Refrigera- 
tor-Freezers. 

PB-253 242/2GI 


PB-253 243/0GI 


A Survey of Manufacturers’ Views on the ETIP 
Procurement Experiment. Volume Three: Ranges. 
PB-253 243/0GI 76-15 SC PC A0Q3/MF A01 


76-15 SC PC AOQ3/MF AO1 
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PB-253 244/8GI 
A System for the Optimum Design of Highway 


Bridges. 
PB-253 244/8GI 76-16 138 PC AOQS/MF A0O1 
PB-253 245/5GI 
improved Services to Puerto Ricans. A Project of 
the Puerto Rican ~ Cecenee Council, End of Pro- 
ooo) — 
76-16 5K PC AO7/MF AO1 
eae roewry 


Engineering and Economic Study of Reverse Osmo- 
ln ‘Brackish Water Desaiting Plants. Phase Ii. 
Design of 1-5 MGD Plants. Phase ill. PLants for 


— Product Recovery. 
253 246/3GI 76-16 7A PC A14/MF AO1 
PB-253 247/1GI 


Engineering and Economic Study of Reverse Osmo- 

sis Brackish Water Desalting Plants. Design of 3-25 

MGD Low Pressure Plants 

PB-253 247/1GI 76-16 7A PC A10/MF AO1 
PB-253 248/9GI 


National Conference on Polychlorinated Biphenyils 
sep oes. 1975, Chicago, Illinois), 


76-16 6F PC /MF AO1 
PB-253 249/7GI 


The impact of Manpower Training on Earnings: An 
Econometric Anal 
PB-253 249/7GI 76-16 5 


PB-253 250/5G! 
identification, Measurement, and incorporation of 
Environmental Quality Objectives in Natural 


urce Development. 
PB-253 250/5GI 76-16 13B PC A13/MF A01 
PB-253 251/3GI 


innovation in Vocational Rehabilitation Through 
Research Utilization. 
PB-253 251/3GI 


PB-253 252/1GI 
Development of Thin Calibration Standards for X- 


Ray Fluorescence Ana 
"17 14B PC AQ2/MF A0O1 


PC A07/MF A01 


76-16 SK PC A06/MF A01 


PB-253 252/1GI 
PB-253 253/9G!I 

Residential Water Conservation. 

PB-253 253/9GI 76-17 138 PC A20/MF AO1 
PB-253 254/7GI 


impact of Significant Deterioration J aaa Upon 
Western Surface Coal Mining Operatio 


PB-253 254/7Gi 76-16 8 PC A04/MF AO1 
PB-253 255/4GI 

Vehicle Barrier Systems 

PB-253 255/4Gi 76-16 138 PC E03/MF A01 
PB-253 256/2GI 

Motor Vehicle Safety Defect Recall Campaigns- 

ua Reports from October 1 to December 31 

1975. 

PB-253 256/2GI 76-16 13F PC A22/MF A01 
PB-253 257/0GI 

Noise Control in Surface Mining Facilities: Chutes 

and Screens. 

PB-253 257/0GI 76-17 81 PC A08/MF AO1 
PB-253 258/8GI 


interim Radiochemical Methodology for Drinking 


Water, 
PB-253 258/8GI 76-17 7D PC AO4/MF A01 
PB-253 259/6GI 


Research and Development to Accelerate the Appli- 
cation, Production, and Evaluation of Prosthetic 
and Orthotic Devices 


PB-253 259/6GI 76-17 6L PC AOS/MF A01 
PB-253 260/4Gi 

Life Cycle Costing in the Procurement of Refrigera- 

tor-Freezers. 

PB-253 260/4Gi 76-15 5C PC AO3/MF AO1 
PB-253 261/2Gi 


Effects of Vertical Motion on Vector Averaging 
(Savonius Rotor) and Electromagnetic Type Current 


PB-253 261/2G! 76-17 8C PC A03/MF AO1 
PB-253 262/0G! 

Reprint: improved aang Apparatus for 
Photoelastici ‘oes * 

PB-253 262/ 716. * 148 PC AQ2/MF A01 
PB-253 263/8GI 

Reprint: Laser-Excited Raman Spectroscopy for 


Nondestructive Partial Analysis of individual Phases 
in Fluid Inclusions in Minerals. 
PB-253 263/8GI 76-16 8G PC A0Q2/MF A01 


PB-253 264/6G! 


Reprint: Second-Harmonic Generation in KB508 . 
4H20 from 217.1 to 315.0 nm. 


AR-1212 








PB-253 264/6GI 
PB-253 265/3GI 


Development of a National Bureau of Standards En- 
vironmental Radioactivity Standard: River Sediment. 
PB-253 265/3GI 76-17 14B PC AQ2/MF AO1 


PB-253 266/1Gi 
Development of Specifications for a Motorcycle 
Dynamometer and Motorcycle Cooling System: 


Volume ll. Specifications 
76.17 21D PC AO3/MF AO1 


76-17 208 PC AQ2/MF A01 


PB-253 266/1Gi 
PB-253 267/9Gi 

Conference on Econometrics and Mathematical 

Economics. Workshop on Energy-Related — 

Research in Micro-Economics. Workshop on Co 

modity Prices, nore. and Inflation. 

PB-253 267/9G! 76-16 5C PC AO03/MF A01 
PB-253 268/7Gi 


An Economic Analysis of the Environmental impact 
of Highway Deicing. 


PB-253 268/7GI 76-16 13B PC AO7/MF AO1 

PB-253 269/5GI 

Barriers to Foster Care in the Black ogee | 

PB-253 269/5GI 76-16 5K PC A14/MF A01 
PB-253 270/3GI 

The Chic - ae for the Deaf. 

PB-253 270/ 76-16 5K PC AO7/MF A01 


PB-253 271-01 i 


Environmental Satellite Imagery. January 1976. 
PB-253 271-01/GI 76-16 4B PC AOS 


PB-253 271-02/GI 
Environmental Satellite imagery. Are | 1976. 
76-16 4B 


PB-253 271-02/GI PC A05 
PB-253 271-04/GI 

Environmental Satellite imagery. qe 1976. 

PB-253 271-04/GI 48 PC A05 
PB-253 272/9GI 

A Survey of Research Concerns on Women's Issues, 

PB-253 272/9GI 76-17 SK PC A03/MF AO1 
PB-253 273/7GI 


Case Studies in the Use of Restricted Bands of 

Frequencies in Auditory Rehabilitation of Deaf. 

PB-253 273/7GI 76-17 6E PC A12/MF A01 
PB-253 274/5GI 


Perceptions of Health of Spanish Speaking Spanish 
Surname Women of Somerton, Arizona. 


PB-253 274/5GI 76-17 6E PC AOQ3/MF A01 
PB-253 275/2GI 

A Plan for Change. 

PB-253 275/2GI 76-16 SA PC A0S/MF A01 
PB-253 276/0GI 


Report to the cone on the Feasibility of Lower- 
ing the Price of U.S. Oil imports by Providing iIncen- 
tives to Domestic Producer/importers. 

PB-253 276/0GI 76-16 10A PC AQS/MF A0O1 

PB-253 277/8Gi 

Home Heating Conservation Alternatives and the 
Solar Collector meex 

PB-253 277/8GI 6-16 13A PC A02/MF A01 


PB-253 278/6GI 
Temperature and Eddy Diffusivity Distributions in 
Fully Turbulent Pipe Flow. 
PB-253 278/6Gi 76-17 20D PC AOS/MF A0O1 
PB-253 279/4GI 
Energy Conservation Site Visit a Toward 
More Effective Energy Managemen 


PB-253 279/4Gi 76-16 10A “pc AOS/MF A01 
PB-253 280/2Gi 

Policy Analysis Source Book for Social Programs, 

Volume |, 

PB-253 280/2GI 76-16 5B PC A25/MF A01 
PB-253 281/0GI 

Policy Analysis Source Book for Social Programs, 

Volume Ii, 

PB-253 281/0GI 76-16 5B PC A23/MF A01 
PB-253 282/8G! 

MUMPS aoe Standard 

PB-253 2862 76-16 98 PC A08/MF A01 
PB-253 283/6GI 


Research Designs for Evaluating Health Programs. 
PB-253 283/6GI 76-16 "be PC A03/MF A01 


PB-253 284/4GI 
Performance of Automated Diagnosis in Multiphasic 


Screening. 

PB-253 /4GI 76-16 6E PC A02/MF A0O1 
PB-253 265/1GI 

Project to improve Utilization of Radiologic Man- 


power. 
PB-253 285/1GI 76-16 6E PC AOS/MF A0O1 





PB-253 286/9GI 


Tactile Television System. 
PB-253 286/9GI 


PB-253 287/7GI 


Reprint: The Reference intensity Ratio, 1/1 sub c, for 

Computer Simulated Powder Patterns. 

PB-253 287/7GI 76-17 208 PC AO2/MF Aoi 
PB-253 288/5Gi 


Measuring Photoelastic and Elastic Constants of 
a gus Materials by Application of Static 
t 


76-16 6B PC AOS/MF Aot 


ress. 
PB-253 288/5GI 76-17 20F PC AOQ2/MF Ao1 
PB-253 2869/3GI 
Program Analysis of {oj Extender Algorithms: 
Volume |. Description of Four Algorithm Projects. 
PB-253 289/3G! 76-17 6E PC A12/MF A01 
PB-253 290/1GI 


Program Analysis of Physician Extender Algorithms 
Volume tt. Comparison of Algorithm Developments 
by Four Programs. 
PB-253 290/1GI 


PB-253 291/9GI 
Program Analysis of Physician Extender Algorithms 
Volume tt. Comparison of Algorithm Developments 


Four Programs: Appendices A and B. 
Ph.263 291/86! 76-17 6E PC A13/MF A0O1 


76-17 6E PC AOS/MF AO1 


PB-253 292/7GI 
Program Analysis of Physician Extender Algorithms 
Volume til. Experimental Design to — the im- 
pact of Aigorithm Use on Medical Car 
PB-253 292/7GI 76-17 6E PC A04/MF A01 
PB-253 293/5Gi 
Program Analysis of vy oe Extender Algorithms: 
Volume IV. Annotated Bibliography of Articles Re- 
wen pe ton Extenders. 
76-17 6E PC A14/MF AO1 
PB-253 ng 
Water Resources Research Activities Under Public 
Law 88-379, Fiscal Year 1975. 
PB-253 294/3GI 76-18 138 PC A06/MF A01 
PB-253 295/0G! 
National Support for Science and Technology: An 
Examination of Foreign Experience. Summary. 
PB-253 295/0GI 76-16 SA PC AO7/MF A01 


PB-253 296/8GI 


National Support for Science and Technology: An 
Examination of Foreign Experience. Volume |. 
PB-253 296/8GI 76-16 SA PC A99/MF A01 


PB-253 297/6G! 


National Support for Science and Technology: An 
Examination of Foreign Experience. An Annotated 
Bibliography with index for Technology Policy Stu- 
d 


PB-253 297/6GI 


PB-253 296/4Gi 


Clearance: The Giomerular Filtration Rate (P-2628- 
X) Self-instructional Unit, 


76-17 SA PC A18/MF AO1 


-253 4G! 76-18 6P PC A02/MF AO1 
PB-253 299/2G! 
Flow Resistivity and Porosity Testing of Surface 
Materials. 
PB-253 299/2GI 76-18 13C PC AO3/MF A01 
PB-253 300/8G! 


Nitric Oxide and Composition Profiles Around Burn- 

=a Droplets of Ethanol and Ethanol-Pyridine Mix- 

PB.253 300/8G! 76-17 21D PC A06/MF AO} 
PB-253 301/6GI 


Area and Point Source inventories in the States of 
Alaska, idaho and Washington. 
PB-253 301/6GI 76-16 138 PC AO6/MF AO! 


PB-253 302/4GI 


Advances in Storm and Combined Sewer Pollution 
Control Abatement Technology, 
PB-253 302/4Gi 76-16 13B PC A03/MF A0O1 


PB-253 303/2G! , 


Solar Heating Experiment on the Grover Cleveland 
School, Boston, Massachusetts. 
PB-253 303/2GI 76-17 13A PC AO8B/MF A0O1 


PB-253 304/0GI 


Comparing Conventionally we Solid Waste 
with Processed Landfilled Solid Was 
PB. 253 304/0GI 76-17 138 PC A07/MF AO1 


PB-253 305/7GI 
Manpower Analysis: Municipal Wastewater Treat- 


ment Facilities in New England, 
PB-253 305/7GI 7 17 51 PC A10/MF A011 
PB-253 307/3GI 


Effectiveness Evaluation of Operator Training Con- 
ducted Under the PSC Program. 
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PB-253 307/3GI 76-18 51 PC AO4/MF AO1 
PB-253 308/1G! 

Rapid Test Methods of Bituminous Materials. 

PB-253 308/1G! 76-17 13C PC AOQ3/MF AO1 
PB-253 309/9GI 


Truck Noise IV-F: An Economic Study of Reducing 
the Exterior Noise Level on the International Har- 


vester Quieted Truck. 
PB-253 309/9GI 76-18 20A PC AOS/MF A01 


PB-253 310/7GI 
Techniques for Estimating Flood Depths for 


Oklahoma Streams 
PB-253 310/7GI 76-17 8H PC AO3/MF AO1 


PB-253 311/5GI 
Pollution of Lake Michigan and Its Tributary Basin. 
Proceedings of nference, Session (3rd) 
(Reconvened), Held at Chicago, Illinois, on March 
24-25, 1971. Volume 1. 
PB-253 311/5GI 76-17 13B PC A13/MF A01 


PB-253 312/3GI 


Air Program Policy Statement: A Status Report and 
Discussion of Future Program Considerations In- 
— in implementing the Clean Air Act. First Edi- 


PB.253 312/3GI 76-16 138 PC AOS/MF A01 
PB-253 313/1GI 

Decision Related Research on Technology Utilized 

by Local Government: Research Triangle institute 

Phase | Final Report on Overview, Evaluation and 

Coordination of Awardees Under NSF/RANN Pro- 


ram Solicitation 74-4, 
BB-253 313/1GI 76-17 6G PC A10/MF AO1 


PB-253 314/9GI 


The Third Full-Scale Bedroom Fire Test of the 
Home Fire Project (July 30, 1975). Volume |. Test 
Description and Experimental Data, 


PB-253 314/9GI 76-16 13 PC A10/MF AO1 
PB-253 315/6GI 
Alternative Energy Leasing Strategies and 


Schedules for the Outer Continental Shelf. 


PB-253 315/6GI 76-18 21D PC AOQS/MF AO1 
PB-253 316/4GI 

Subsurface Investigation, Section A016a, Rockville 

te. 

PB-253 316/4Gi 76-18 13F PC AO04/MF A01 
PB-253 317/2GI 

Assessment of Noise Exposure Produced by 

C in Approach Procedure at Los Angeles in- 

ternational Airport, 

PB-253 317/2GI 76-17 13B PC AO3/MF AO1 
PB-253 3186/0GI 


Alternative institutional and Financial Arrangements 

for Areawide Waste Treatment Management, 

PB-253 318/0GI 76-17 138 PC AOS/MF AO1 
PB-253 319/8G! 


New York State Coastal Zone Management Pro- 
ney Public Participation and Public Information. 


253 319/8GI 76-16 13B PC A02/MF AO1 
PB-253 321/4G! 

System for Numerically Rating Water Supply 

s, 

-253 321/4GI 76-16 13B PC A13/MF AO1 
PB-253 322/2GI 

 — and Distillate Shortage Situation: 1972- 

PB-253 322/2GI 76-17 21D PC A08/MF A01 
PB-253 323/0GI 


Functional Performance of the Helical Coil Steam 
Generator, Consolidated Nuclear Steam Generator 


(CNSG) IV System 
PB-253 323/0G! 76-18 21F PC AO4/MF AO1 

PB-253 324/8GI 
Functional Performance of the Helical Coil Steam 
tor, Consolidated Nuclear Steam Generator 


(CNSG) IV System. 
PB-253 324/8GI 76-18 21F PC A0S/MF A01 
PB-253 325/5GI 


Loading Functions for Assessment of Water Pollu- 
tion from Non apne Sources 
PB-253 325/ 76-17 138 PC A20/MF A01 


PB-253 326/3GI 
Markets and Technology for Recovering Energy 


from Solid Waste. 
PB-253 326/3GI 76-19 21D PC AO3/MF AO1 
PB-253 327/1GI 


Basic Data and Analyses: Selected Aspects of Great 
Lakes Enforcement. 


PB-253 327/1Gi 76-16 13B PC AO5S/MF A01 
PB-253 328/9G! 

Water Quality Monitoring in Distribution System 

PB-253 328/9GI 76-18 13B PC A10/MF “A01 


PB-253 329/7GI 


Manual for Methods of Quickly Vegetating Soils of 
Low Productivity, Construction Activities 
PB-253 329/7GI 76-16 138 PC I A21/MF AO1 


PB-253 330/5GI 
Recovering Resources from Solid Waste Using Wet 
a EPA's Franklin, Ohio Demonstration 
PE. O53 330/5G! 76-19 138 PC AO3/MF A01 
PB-253 331/3GI 


A Study on Disposal of Campground Wastes Ad- 
jacent to Waido Lake, Oregon, 


PB-253 331/3GI 76-17 138 PC AOQ3/MF AO1 
PB-253 332/1Gi 

Waste Oil Study. Preliminary Report to the Con- 

PB-253 332/16! 76-18 13B PC AO4/MF AO1 
PB-253 334/7GI 

A Survey of Truck Noise Levels and the Effect of 

Regulations. 

PB-253 334/7GI 76-18 13F PC AOQ3/MF A01 
PB-253 335/4Gi 


Proceedings of Environmental impact Statement 
Conference, Held at Kansas City, Missouri on 8-9 
November 1972. 


PB-253 335/4GI 76-17 138 PC A06/MF AO1 
PB-253 336/2GI 

Report on Aircraft-Airport Noise. 

PB-253 336/2GI 76-18 13B PC AO06/MF A01 
PB-253 337/0GI 


Guidelines to Career Development for Waste Water 


Plant Personnel. 
PB-253 337/0GI 76-17 5t PC AO6/MF AO1 
PB-253 338/8Gi 


Silicon Schottky Photovoltaic Diodes for Solar 
Energy Conversion. 


PB- 338/8GI 76-17 108 PC A03/MF AO1 
PB-253 339/6G! 

Study of Alaskan Wind Power and Its Possible Ap- 

plications. 

PB-253 339/6G! 76-18 108 PC A0S/MF A01 
PB-253 340/4GI 


Seaway Information System Management and Con- 

trol Requirements. 

PB-253 340/4GI 76-17 133 PC AOS/MF AO1 
PB-253 341/2GI 


Preliminary Control of African Rue (‘Peganum har- 
maia’ L.) with Various Herbicides. 


PB-253 341/2Gi 76-18 138 PC AOQ2/MF A01 
PB-253 342/0GI , 

Pavement Patching eae and Materials. 

PB-253 342/0GI 76-17 13C PC AOQ6/MF A01 
PB-253 343/8G! 

The Nutrition of Great Lakes Cladophora. 

PB-253 343/8GI 76-17 6C PC A06/MF AO1 
PB-253 344/6GI 

Ternary Compound Thin Film Solar Celis. 

PB-253 344/6GI 76-18 108 PC A0Q3/MF A01 
PB-253 345/3G! 

Thermic Controls to Regulate Solar Heat Flux into 

Buildings. 

PB-253 345/3GI 76-17 10A PC A04/MF AO1 
PB-253 346/1Gi 


Taconite Tailings Disposal, Reserve Mining Com- 
oy bypvn Silver fv Minnesota 
76-18 81 PC AOS/MF A01 
PB-253 eesti 
An Anthology of Selected Readings for the National 
Conference on Managing the Environment. 


PB-253 347/9GI 6-16 5A PC A13/MF A0O1 
PB-253 348/7GI 

PSRO Effect on Frequency of Laboratory Testing. 

PB-253 348/7GI 76-18 6E PC A0S/MF A01 


PB-253 349/5GI 
Measurement of Atmospheric Sulfates: Evaluation 


of the Methyithymo! Biue Method. 
PB-253 349/5GI 76-17 138 PC AO03/MF A01 
PB-253 350/3G! 


A New Determination of the Faraday by Means of 
the Silver Coulometer. 


PB-253 350/3G! 76-17 7D PC A02/MF AO1 
PB-253 351/1GI 

Reprint: Managing Computes for Public Service. 

PB-253 351/1GI 6-16 9B PC AO2/MF AO1 
PB-253 352/9GI 

Reprint: Gas Chromatography. 

PB-253 352/9GI 76-17 148 PC AO3/MF AO1 








PB-253 374/3GI 


PB-253 353/7GI 
Reprint: Domain Wall —— Contrast in the SEM 
PB-253 353/7GI 76-18 20L PC A02/MF A01 
PB-253 354/5GI 


— Analysis of the Fourth Spectrum of Terbi- 


PB- 354/5G! 76-17 7D PC AO02/MF A01 
PB-253 355/2Gi 

Reprint: infrared Spectrum of H12C14N and 
H12C15N1. 

PB-253 355/2GI 76-17 70 PC AO2/MF AO1 
PB-253 357/8Gi 


Union Representation Provisions in Federal Labor 


reements. 

PB-253 357/8Gi 76-17 5t PC A03/MF AO1 
PB-253 358/6G/ 

Molecular Sieve Tests for Control of NOx Emissions 

from a Nitric Acid Plant. Volume |. 

PB-253 358/6G! 76-17 7A PC AOQ4/MF AO1 
PB-253 359/4GI 

Automobile Collision with and Collapse of the Yad- 

kin River Bridge Near Siloam, North Carolina. 

February 23, 1975. 

PB-253 359/4G! 76-17 13 PC AO3/MF AO1 
PB-253 360/2Gi 

Rear End Collision of Three Massachusetts Bay 

Transportation Authority Trains, Boston. Mas- 

sachusetts, August 1, 1975. 


PB-253 360/2G 76-18 13L PC AO3/MF AO1 
PB-253 361/0GI 

Pe 2ss p Ay ty energy ton bc naTi/tee A01 
PB-253 362/8G! 


Procedures for the identification and Assessment of 
Community Odor Probiems. 
PB-253 362/8G! 76-17 138 PC AO04/MF AO1 


PB-253 363/6GI 


Protocol! to Characterize oy od bors nga as a 
Function of Fuel and Additive Com 
PB-253 363/6G! 76-17 21D a A07/MF AO} 


PB-253 364/4Gi 
National Support for Science and Technology: An 
Examination of Foreign Experience. Volume ii. 
Country cae 
PB-253 364/4GI 76-17 SA PC A99/MF A01 
PB-253 365/1Gi 
Sea-Level Nante by WAT the Incineration of Organic 
/T Vulcanus in the Northern 


r 2. 
138 PC ‘A04/MF A01 


PB-253 365/1GI 76-17 
PB-253 366/9Gi 
The Production of cis- and trans-Caronic Acids 
delta-3-Carene 
PB-253 366/9GI 76-17 7C PC E03/MF AO1 
PB-253 367/7Gi 


National Public Hearings on Power Plant Com- 
liance with Sulfur Oxide Air Pollution Regulations. 
-253 367/7GI 76-17 7A PC AO6/MF AO1 


PB-253 368/5Gi 
Assessment of Noise Exposure Produced by Varia- 
tions in Landing Approach Procedures at San Jose 
Municipal Airport, 
PB-253 368/5G! 76-18 1E& PC AOQ4/MF AO1 
PB-253 369/3GI 
Project SAFEGUARD: Safe Pesticide Practices. 
Sa Handbook 


PB-253 369/3GI__ 
PB-253 370/1Gi 
Manpower and Training Needs of State Water Pollu- 


tion Control ncies. 
76-17 5i PC AO6/MF AO1 


76-18 13L PC A03/MF AO1 


PB-253 370/1Gi 
PB-253 371/9Gi 

implementation of an initial Network for an EPA 

Ocean Waste Disposal information Center in the 


New York Bight 
PB-253 371/ 76-18 5B PC A0Q2/MF AO1 
PB-253 372/7GI 


Cost-Effectiveness Studies of —— Sewerage 
Ss s. Methodology and Demonstration. 
-253 372/7GI 76-17 138 PC A06/MF A011 


PB-253 373/5GI 
The Stratosphere and Mesosphere: Dynamics, 
Physics and ea Volume 1. Principal Lec- 


tures and Semina 
PB-253 373/5Gi 76-18 4A PC A19/MF A01 
PB-253 374/3GI 
The Stratosphere and Mesosphere: Dynamics, 
Physics, and Chemistry. Volume 2. Satellite 


Workshop, 
PB-253 374/3GI 76-18 4A PC A08/MF AO1 
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PB-253 375/0GI 


Chemical and Physical Characterization of Automo- 

tive Exhaust Particulate Matter in the Atrnosphere. 

PB-253 375/0GI 76-17 13B PC AO6/MF AO1 
PB-253 376/8GI 

Economic Evaluation of Proposed Water Conserva- 

tion Practices on Established Irrigation Districts: A 

General Methodology and Application to Three Dis- 


tricts in Oregon, 
PB-253 376/8GI 76-17 2C PC A06/MF A01 
PB-253 377/6GI 


Nuclear Medicine Environmental Discharge Mea- 

surement. 

PB-253 377/6GI 
PB-253 378/4GI 

Background Papers for a Drilling Da ad 

Workshop. Park City, Utah, June 25-27, 1975. 

PB-253 378/4GI 76-17 81 PC A19/MF AO1 
PB-253 379/2GI 

Detection of ee Cavities by Surface 

Remote Sensing Techni 

PB-253 379/2GI 7618 13B PC AO7/MF A01 
PB-253 380/0GI 

Evaluating Oceanic Farming of Seaweeds as 

Sources of Or pales and ore. 

PB-253 380/ 76-17 8A PC AO7/MF AO1 
PB-253 381/8GI 


Evaluation of Electrostatic Augmentation for Fine 
Particle Control. 


76-18 18G PC AOS/MF AO1 


PB-253 381/8GI 76-17 7A PC A13/MF AO1 
PB-253 382/6GI 

CDHS Executive Summary Report. 

PB-253 382/6GI 76-17 13B PC A03/MF A011 
PB-253 383/4GI 


A Passive Flow Measurement System for Storm and 
Combined Sewers 


PB-253 383/4GI 76-16 13B PC AO7/MF A011 
PB-253 384/2GI 

Development of an Economical Silicon Solar Cell. 

PB-253 384/2GI 76-17 10B PC A0O3/MF AO1 
PB-253 385/9GI 


Current Industrial Reports: Shipments of Defense- 

Oriented industries, 1972. 

PB-253 385/9GI 76-16 5C PC-GPO 
PB-253 386/7GI 

Economic Censuses of Outlying Areas (1972). Con- 

struction Industries Manufactures Wholesale Trade, 

Retail Trade, Selected Service Industries. Virgin 

islands of the United States. 

PB-253 386/7GI 

76-16 5C PC-GPO/MF A01-NTIS 

PB-253 387/5GI 


Current Industrial Reports, Manufacturers’ inventory 

and Sales Expectations, First and Second Quarters 

1976. 

PB-253 387/5GI 
PB-253 388/3G! 

Construction Reports: Characteristics of New One- 


Family Homes, 1974. 
PB-253 388/3GI 76-16 5K PC-GPO 
PB-253 389/1GI 
Current Population Reports: Population Charac- 
teristics. Mobility of the Population of the United 
States, March 1970 to March 1975. 
PB-253 389/1Gi 76-16 5K PC-GPO 
PB-253 390/9G! 
Minority-Owned Businesses (1972). Survey of 
Minority-Owned Business Enterprises. Bureau of 
the Census —_— Report. 


PB-253 390/ 
76-16 5C PC-GPO/MF A01-NTIS 


76-17 5C Not available NTIS 


PB-253 391/7GI 
Current Population Report: Population Estimates 
and Projections. Projections of the Population of 
the United States. 1975 to 2050. 
PB-253 391/7GI 76-16 5K PC-GPO 
PB-253 392/5GI 
Economic Censuses of Outlying Areas (1972). Con- 
struction industries, Manufactures, Wholesale 
Trade, Retail Trade, Selected Service industries. 
Guam. 
PB-253 392/5GI 
76-16 5C PC-GPO/MF A01-NTIS 
PB-253 393/3GI ae 
Forest Harvest, Residue Treatment, Reforestation 
and Protection of Water Quality. 
PB-253 393/3GI 76-17 13B PC A13/MF AO1 
PB-253 394/1GI 
nay em Methodology for Fire Departments. 
How Station Locations and Dispatching Practices 
Can Be Analyzed and improved, 
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PB-253 394/1GI 
PB-253 395/8GI 


The Deployment of Emergency Services: A Guide to 

Selected Methods and Models, 

PB-253 395/8GI 76-17 5A PC AO4/MF A01 
PB-253 396/6GI 


NO and NO2 Formation in a Turbulent Hydrocar- 
bon/Air Diffusion Flame, 
PB-253 396/6GI 76-17 21B PC AOQ2/MF AO1 


PB-253 397/4GI 


Special Product Evaluation “—  - L). 
PB-253 397/4GI 76-17 PC A17/MF A01 


PB-253 398/2Gi 

Property Valuation and eae 

(PROVES) —— Completion Report 

PB-253 398 76-17 13B PC A19/MF AO1 
PB-253 en. 

Government Policies and the Adoption of Innova- 

tions in the integrated Iron and Steel Industry. 


76-17 SA PC AOS/MF A01 


System 


PB-253 399/0GI 76-17 SC PC A20/MF A01 
PB-253 400/6GI 

The Manchester, N.H., Experimental Energy Office 

Building. 

PB-253 400/6G!I 76-17 13A PC A02/MF A01 
PB-253 401/4GI 


Fortran Analysis by Simple Transforms. 


PB-253 401/4GI 76-17 96 Not available NTIS 
PB-253 402/2GI 

Reprint: Resonance Transition Array of Yb IV. 

PB-253 402/2GI 76-17 7D PC AO2/MF A01 
PB-253 403/0GI 


Transcript of Proceedings. ny 

Biomedical Research Panel Meeting N 

PB-253 403/0GI 76-17 6E PC Aga/MF A01 
PB-253 404/8GI 


investment and Returns in Exploration and the im- 
-¥ on Oil = Natural Gas Supply, 
B-253 404 76-18 10A PC AO7/MF A01 


PB-253 rey 


Current Industrial Reports: Survey of the Origin of 
Exports of Manufacturing Establishments in 1972. 
PB-253 405/5GI 76-17 5C PC-GPO 


PB-253 406/3GI 


Resource Recovery and Source Reduction. Second 
Report to Congress. 
PB-253 406/3GI 


PB-253 407/1 


Heat Engine. 
PATENT-3 949 554 76-17 61 Not available NTIS 


PB-253 408/9GI 
Recycling Ground Water in Waushara County, 
Wisconsin-Resource Management for Cold-Water 


Fish Hatcheries. 
76-17 13B PC AO04/MF A011 


- apemeeed 6 


76-18 13B PC AO6/MF A01 


PB-253 408/9GI 
PB-253 409/7GI 


Survey of Marine Communities in Panama and Ex- 
periments with Oil. 


PB-253 409/7GI 76-16 6F PC AOS/MF A01 
PB-253 410/5GI 

Urban Stormwater Runoff: Determination of 

Volumes and Flowrates. 

PB-253 410/5GI 76-16 8H PC A12/MF A011 
PB-253 411/3GI 


The Effects of the 1972 Trenton, New Jersey Bus 
Strike on the Modal Choice of the Commuters. 
PB-253 411/3GI 76-17 138 PC AO6/MF AO1 


PB-253 412/1Gi 
Consumer Durables: Warranties, Service Contracts 


and Alternatives. 
PB-253 412/1GI 76-18 5A PC A13/MF A011 
PB-253 413/9GI 


Engineering Cost Analysis of the Urban Tracked Air 


Cushion Vehicle System. 
PB-253 413/9GI 76-17 13F PC AO04/MF AO1 
PB-253 414/7GI 


Variation in Concentration of Selected Water-Quaili- 
 Seneieas in the Sacramento River at Bend 
ri 


dge, California. 

PB-253 414/7GI 76-18 13B PC AQ2/MF A01 
PB-253 415/4GI 

Control Technology for a Roofing Industry. 

PB-253 415/4GI 76-17 7A PC AO7/MF A01 
PB-253 416/2GI 

Gravity Assisted Mass Transit, 

PB-253 416/2GI 76-17 13B PC A06/MF A01 


PB-253 417/0GI 


On-Line Services Reference Manual. Update Ii. 
PB-253 417/0GI 76-17 5B PC AO7/MF A01 





PB-253 418/8G! 

Benefit-Cost Analysis of Alcoholism Treatment Cen- 

ters. Volume |. Executive Summary 

PB-253 418/8GI 76-17 sk. "PC A02/MF A01 
PB-253 419/6GI 

Benefit-Cost Analysis of Aicoholism Treatment Cen- 

ters. Volume Il. Main Report. 

PB-253 419/6GI 76-17 5K PC AO8/MF A01 
PB-253 421/2GI 

pw Ae mame Relationships. Volume 1. A State- 


of-the-Art Report. 
PB-253 421/2GI 138 PC AOS9/MF A01 


PB-253 422/0GI 
Highway-Wildlife Relationships. Volume 2. An An- 


notated Bibliography. 
PB-253 422/0GI 


PB-253 423/8GI 


Molecular Sieve Tests for Control of NOx Emissions 
from a Nitric Acid Plant; Volume li. Appendices. 
PB-253 423/8GI 76-17 7A Be A10/MF A01 


PB-253 424/6GI 
The Relationship Between Watershed Use and 


Stream Water Quality 
PB-253 424/6GI 13B PC A03/MF AO1 


PB-253 425/3GI 


Variation of Urban Runoff Quality and Quantity with 
Duration and Intensity of Storms. Phase Ill, Volume 
1. Ory Weather Flows. 
PB- 425/3GI 


PB-253 426/1GI 


Variation of Urban Runoff Quality and Quantity with 
Duration and Intensity of Storms. Phase Ili, Volume 
2, impacts of Dust Storms. 

PB-253 426/1Gi 76-17 8H PC AO4/MF A01 


PB-253 427/9GI 


Variation of Urban Runoff Quality and Quantity with 
_—— and Intensity of Storms. Phase Ili, Volume 
3, Analysis of Flow Models. 
PB-253 427/9GI 76-17 8H PC A03/MF AO1 
PB-253 428/7GI 
Variation of Urban Runoff Quality and Quantity with 
Duration and intensity of Storms. Phase Wi, Volume 
4, Project Summa 
PB-253 428/7GI 


76-17 


76-17 138 PC A19/MF A01 


76-17 


76-17 8H PC AOS/MF A01 


76-17 8H PC AO4/MF A01 


PB-253 429/5GI 

Energy Conservation in a R and 

PB-253 429/5GI 76-17 10A PC A04/MF AO1 
PB-253 430/3GI 


Maintenance of Old Buildings. os from 

the Technical and Antiquarian Stand 

PB-253 430/3GI 76-18 13M 
PB-253 431/1GI 


Individual Characteristic Descriptions in Building 
Function Research, 


poin 
PC AO3/MF Ao} 


PB-253 431/1GI 76-17 13M PC AOS/MF A01 
PB-253 432/9GI 

Economié Evaluation Methods in Community 

Planning, 

PB-253 432/9GI 76-17 138 PC A06/MF A01 
PB-253 433/7GI 


Expenditures for Scientific and Engineering Activi- 

ties at Universities and Colleges, Fiscal Year 1974. 

PB-253 433/7GI 76-17 5i PC AO4/MF A01 
PB-253 434/5GI 

Federal Funds for Research, Development, and 

Other Scientific Activities, Fiscal Years 1974, 1975, 


PB-253 434/5GI 76-17 5A PC AOS/MF A0t 
PB-253 435/2GI 

Studies on Lake Restoration by Phosphorus Inac- 

Pb-283 435/2GI 76-17 8H PC AO4/MF AO1 
PB-253 436/0GI 

Speed of Vehicles on Grades. 

PB-253 436/06! 76-18 13F PC A08/MF A01 
PB-253 437/8GI 


Laboratory Simulation of Plume Dispersion from 
Lead Smelter in Glover, Missouri, in Neutral and 


Stable Atmosphere. 
PB-253 437/8GI 76-17 13B PC AOQ4/MF A01 


PB-253 438/6GI 
Issues and impacts Associated with Proposed 
Prevention of Significant Deterioration and Non-At- 
tainment Amendments to the Clear Air Act. 
PB-253 438/6GI 76-17 138 PC AO2/MF A01 
PB-253 439/4GI 
Spruce Knob-Seneca Rocks National Recreation 
Area: impact on the Local Community. 
PB-253 439/4Gi 76-17 13B PC AO04/MF AO1 
7. 
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PB-253 440/2GI 
ment of Asymmetric Cellulose Triacetate 
Membranes for Seawater Desalination 
PB-253 440/2GI 76-18 7C PC A08/MF A01 


PB-253 441/0GI 


Reviews of Data on Science Resources. Number 25. 
Doctoral Scientists and Engineers in Private indus- 


try, 1973. 
PB-253 441/0GI 76-18 Sit PC A02/MF A01 


PB-253 442/8GI 
Development of a Prototype Nitrate Detector. 
PB-253 442/8GI 76-17 14B PC AOQ4/MF A01 
PB-253 443/6GI 


Cross-Flow Filtration in Physical-Chemical Treat- 

ment of Municipal Sewage Effiuents. 

PB-253 443/6GI 76-17 13B PC AO7/MF AO1 
PB-253 444/4GI 


Characteristics of the National Sample of Scientists 
and Engineers, 1974. Part 1. Demographic and Edu- 


cational. 

PB-253 444/4GI 76-17 SK PC AOS/MF AO1 
PB-253 445/1GI 

Limnological Studies of Flathead Lake Montana: A 

Status Report. 

PB-253 445/1GI 76-17 6F PC AOS/MF A0O1 
PB-253 446/9GI 


Design of an Experiment to Suppress Hail in Iilinois. 


PB-253 446/9GI 76-17 4B PC A10/MF AO1 
PB-253 447/7GI 

Fixed ttlumination for Pedestrian Protection. Phase 

PB-253 447/7GI 76-18 13L PC A06/MF AO1 
PB-253 448/5G! 


industrial and Economic Impacts of Improving - 
tomobile Fuel Efficiency: An Input/Output Anal 
PB-253 448/5GI 76-17 13F PC AO0S/M AGt 


PB-253 449/3GI 


Obstacles to Innovation in the Scientific and 
Technical Information Services Industry. 
PB-253 449/3GI 76-17 5B PC AO4/MF AO1 


PB-253 450/1GI 


Turbulence Modeling and its Application to At- 
mospheric Diffusion. Part |: Recent Program 
ment, Verification, and As ae oy = 
PB-253 450/1GI 76-17 PC A0S/MF A01 


PB-253 451/9GI 


Turbulence Modeling and Its Application to At- 
mospheric Diffusion. Part tl: Critical Review of the 
Use of Invariant Modeling, 
PB-253 451/9GI 76-17 4A PC A04/MF A01 


PB-253 452/7GI 


impact of Clean Fuels Combustion on Primary Par- 
ticulate Emissions from Stationary Sources 
PB-253 452/7GI 76-17 7A PC ‘A0S/MF AO1 


PB-253 453/5GI 
Analysis of Polycyclic Organic Material in Coal, 
Coal Ash, Fly Ash, and Other Fuel and Emission 
Samples. 
PB-253 453/5GI 76-17 7A PC A03/MF AO1 
PB-253 454/3GI 


Seawater Reverse Osmosis Desalting Plants. Phase 
Vi, of an Engineering and Economic Study. Design 
of 1-10 MGD Seawater Plants, 

PB-253 454/3GI 76-17 7A PC A12/MF A01 


PB-253 455/0GI 
Maryland Highway Drainage Study. Volume IV. 
Overland Flow on Areas Subjected to Infiltration 
osses. 
PB-253 455/0GI 76-16 13B PC A06/MF AO1 
PB-253 456/8GI 


Maryland Highway Drainage Study. Volume V. A 
Dimensionless Hydrograph for Estimating Storm 
Runoff from Urban Areas. 

PB-253 456/8GI 76-16 13B PC A08/MF A01 


PB-253 457/6GI 
Maryland Highway Drainage Study. Volume VII. An 
Investigation of the Vertical and Horizontal Hydrau- 
lic Conductivities of Dense Base Course Ag- 
gregates. 
B-253 457/6GI 76-16 13B PC A11/MF AO1 
PB-253 458/4GI 
Maryland Highway Drainage Study. Volume Vili. A 
— Simulation Model of Runoff into Highway 
PB-253 458/4GI 76-16 13B PC A10/MF A01 
PB-253 459/2GI 


Catalog of Federal Domestic Assistance, 1976. 
PB-253 459/2GI 76-17 5C CP TO1 


PB-253 460/0GI 

Catalog of Federal Domestic Assistance, 1976. 
User's Guide. 

PB-253 460/0GI 76-17 SC PC AQ2/MF A01 
PB-253 461/8Gi 


Further Study of Computerized Patient Simulator in 

Medical Education. Part |. General. 

PB-253 461/8GI 76-16 6E PC A21/MF A01 
PB-253 462/6GI 

Further Study of Computerized Patient Simulator in 

Medical Education. Part li. Simulated Patient 


Trainer. 

PB-253 462/6GI 76-16 6E PC A06/MF A01 
PB-253 463/4GI 

Computer Recognition of Human Disease Patterns. 

PB-253 463/4GI 76-16 6E& PC A02/MF A01 
PB-253 464/2G! 


Computer Recognition of Human Disease Patterns: 

Appendix A. Spring Mapping Model for Reduction 

of Dimensionality. Graphical Property Correlation: 

And ARDS/PAK: A Se Display. 

PB-253 464/2GI 76-16 6& PC AO2/MF A01 
PB-253 465/9GI 

Computer Recognition of Human Patterns: Appen- 

dix B. Precision and Diagnosis. A Computer Pro- 

gram Support for a Mathematical Model of the Ef- 

fects of Precision of Measurements Upon Per- 

formance of a Diagnostic Decision Scheme. 

PB-253 465/9GI 76-16 6E PC A04/MF A01 
PB-253 466/7GI 

Computer Recognition of Human Disease Patterns: 

Appendix C. Computer Simulation of Numerical 

Values for Human Serum Electrolytes 

PB-253 466/7GI 76-16 6A PC A03/MF A0O1 
PB-253 467/5GI 

Computer Recognition of Human Disease Patterns. 

pendix D. Point to Point ee pecan. 

PB-253 467/5GI 76-16 PC A02/MF A01 

PB-253 468/3GI 


Computer Recognition of Human Disease Patterns: 
Appendix E. Selected Data Collection and Data 


Transmission Circuits. 
PB-253 468/3GI 76-16 6E PC A0OS/MF AO1 


PB-253 469/1GI 
Computer Recognition of Human Disease Patterns: 
Appendix F. Experimental Use of a Thermodynamic 
Chemical Model of Human Blood for Detection of 
Errors in Clinical Laboratory Determinations. 
PB-253 469/1GI 76-16 6A PC AO3/MF AO1 
PB-253 470/9Gi 
Computer Recognition of Human Disease Patterns: 
Appendix G. Disease Classification: As an Exercise 
in Human Pattern Discrimination. 
PB-253 470/9GI 76-16 6E PC A03/MF AO1 
PB-253 471/7GI 


Compyter Recognition of Human Disease Patterns: 
hopend H. Anion Gap Exhibited by Serum Elec- 


trolyte Determinations. 
PB-253 471/7GI 76-16 6A PC A02/MF A01 
PB-253 472/5GI 


Computer Recognition of Human Disease Patterns: 
Appendix |. Scoring of Computer Based Examina- 
tion for Clinical Competence Using Question 


Sequence Information. 
PB-253 472/5GI 76-16 6E PC AO3/MF AO1 
PB-253 473/3GI 


Computer Recognition of Human Disease Patterns: 
Appendix J. Encipherment Schemes for Serum 


Electrolyte Patterns. 
PB-253 473/3GI 76-16 6A PC A03/MF AO1 


PB-253 474/1GI 


Computer Recognition of Human Disease Patterns: 
+ ndix K. Simulation of Performance of THER- 
; Mathematical Model of Blood Biochemist 
PB. 253 474/1GI 76-16 6A PC A04/MF A01 


PB-253 475/8GI 


Life Cycle Costing, Procurement Case 1, Room Air 
Conditioners. 


PB-253 475/8GI 76-17 5A PC A03/MF AO1 
PB-253 476/6GI 

Life Cycle Costing, Procurement Case 2, Water 

Heaters. 

PB-253 476/6GI 76-17 5A PC AO2/MF A01 
PB-253 477/4GI 


Life Cycle Costing, Procurement Case 3, Gas 


Ranges. 
PB-253 477/4GI 76-17 5A PC A03/MF A01 
PB-253 478/2Gi 


Treatment of Denim Textile Mill Wastewaters: 
Neutralization and Color Removal. 
PB-253 478/2GI 76-17 13B PC AO6/MF AO1 








PB-253 500/3GI 


PB-253 479/0GI 


Source Assessment: Prioritization - Stationary Air 
Pollution Sources. Model Descriptio 


PB-253 479/0GI 76-17 138 PC AOS/MF AO1 
PB-253 480/8Gi 

Solar Materials and Components Test Program. 

PB-253 480/8GI 76-17 10B PC A12/MF A01 
PB-253 481/6Gi 

HTGR Fracture Toughness Program 

PB-253 481/6GI 76-18 18) PC A11/MF AO 
PB-253 482/4Gi 

Uranium Recovery from Seawater. 

PB-253 482/4GI 76-17 7D PC AOQ4/MF AO1 


PB-253 483/2G! 


Economic Analysis of Effiuent Guidelines: — 
izer Any oy os vee 1 industry. Phase 
PB-253 /2GI 6-18 138 P AGT/MF ‘A01 


PB-253 484/0G! 


investigation and Analysis of the Fractured Girder in 
Bridge No. 9800, T.H. No. 56 Over Mississippi River 
in St. Paul, Minnesota. 


PB-253 484/0GI 76-17 138 PC A04/MF AO1 

PB-253 485/7GI 

A Study of Pesticide Disposal in a Sewage Sludge 

incinerator. 

PB-253 485/7GI 76-18 13B PC A09/MF A01 
PB-253 486/5GI 


Resource and Environmental Profile Analysis of 

Nine Beverage Container Alternatives. 

PB-253 486/5GI! 76-18 13B PC AOS9/MF AO1 
PB-253 487/3GI 


Environmental impacts of Virgin and Recycled Steel 
and Aluminum. 


PB-253 487/3Gi 76-18 1368 PC AO6/MF AO1 
PB-253 488/1GI 

Life Cycle Costing in the Procurement ef Electric 

~— 

PB-253 488/1GI 76-17 5A PC AO3/MF AO1 
PB-253 489/9GI 

Automobile Gasoline Conservation, 

PB-253 489/9GI 76-18 21D PC AO4/MF AO1 
PB-253 490/7GI 


Commercial Membrane Desalting Plants, Data and 
Analysis. 
PB-253 490/7GI 
PB-253 491/5Gi 


Subsidized Housing Workouts, Income Tax Aspects 
and Certain Investor Problems. 
PB-253 491/5GI 76-18 5C PC A18/MF A01 


PB-253 492/3Gi 
tee ap Status and Operational Features of 


76-18 7A PC A17/MF AO1 


High Temperature Gas-Cooled Reactor. 
Pe- 253 492/3GI 76-18 181 PC A21/MF A0O1 
PB-253 493/1Gi 


Translations from the Scientific Literature, 1974- 
1975: Annotated Bibliography. 


PB-253 493/1GI 76-16 5B PC AO7/MF A01 
PB-253 494/9GI 

The Resolution of Detainers for Federal and State 

Prisoners. 

PB-253 494/9GI 76-18 5K PC AO3/MF AO1 
PB-253 495/6GI 


Evaluation of Aanderaa Temperature, Conductivity, 

and Pressure Sensors 

PB-253 495/6GI 
PB-253 496/4GI 

Maine's Fresh and Salt Water Pleasure Boat Service 

industry Boating Business Workshop Ii, Held at 

Shawmut Inn, Kennebunkport, Maine on October 

29, 1973, 

PB-253 496/4GI 76-16 13J PC AO5/MF AO1 
PB-253 497/2Gi 

Marine Science Newsletters - 1975. An Annotated 


oe raphy. 
B-25% 497/2GI 


veel 498/0GI 
Development of a Screening Method for the Early 
identification of Emotional Disorders in University 


Students. 
76-17 5J PC AO7/MF AO1 


76-16 8C PC A04/MF AO1 


76-17 5B PC A03/MF A01 


PB-253 498/0GI 
PB-253 499/8GI 


Investigation of Stroke Patients: Study and Applica- 
tion of Improved Methods of Rehabilitation. 
PB-253 499/8GI 76-18 6E& PC A0QS/MF A01 


PB-253 500/3GI 


Field Testing: Application of Combustion Modifica- 
tions to Control! Pollutant Emissions from Industrial 
Boilers - Phase II. 

PB-253 500/3GI 76-18 13B PC A12/MF A01 


AR-1215 








PB-253 501/1GI 


A Planning Demonstration of SRS Services for the 
Chicano Population. First Year. 
PB-253 501/1GI 76-17 5K PC AO4/MF A01 


PB-253 502/9Gi 
Post-Conviction Relief for Federal Prisoners: Mo- 
tions to Vacate Sentences Pursuant to 28 U.S.C. 
PB-253 502/9G! 76-18 SK PC AQ3/MF A01 
PB-253 503/7GI 


Horticulture: An Exceptional Training Medium for 
Mentally Retarded Females. 
PB-253 503/7GI 76-17 SK PC AO7/MF AO1 


PB-253 504/5GI 


Planning - Vocational Rehabilitation Services Pro- 
grem. Trust Territory of the Pacific islands. 
253 504/5GI 76-18 5K PC A03/MF A01 


PB-253 505/2GI 
Harvard-MiIT Rehabilitation Engineering Center. 
+ ee and Activities: February 1, 1973 to April 30, 
PB-253 505/2GI 76-18 6B PC AO4/MF A01 
PB-253 506/0G! 
A Feasibility Study for a National Rehabilitation In- 


formation Center. 
PB-253 506/0GI 76-17 5B PC AOS/MF AO1 
PB-253 507/8GI 


Teens Helping Other Teens Get it Together: An 
Evaluation of the Baltimore Youth Advocate Project. 
PB-253 507/8GI 76-17 5K PC AO7/MF A01 


PB-253 508/6GI 


The Use, Recruitment and Training of Volunteers in 

Rehabilitation Facilities. 

PB-253 508/6GI 76-17 Si PC AO4/MF AO1 
PB-253 508/4GI 


Proceedings of the Research Utilization Specialist 
Conference Held at Santa Ynez inn, Pacific 
Palisades, California on September 26 and 27, 1973. 
PB-253 509/4GI 76-17 Si PC AOQS/MF A01 


PB-253 510/2GI 


Rehabilitation of Handicapped Residents of Model 
Cities Area of Baltimore. 
PB-253 510/2GI 76-18 5K PC AO3/MF AO1 


PB-253 511/0GF 


Workshop on Revenue Sharing. improved Services 
to Puerto Ricans, Volume lil. 
PB-253 511/0GI 76-17 SK PC A10/MF A0O1 


PB-253 512/8GI 
Proceedings of the Workshop on Research Utiliza- 
tion Specialist Model Held in Pasadena, California 


on 17-19 February 1975. 
PB-253 512/8GI 76-17 Si PC AQS/MF AO1 
PB-253 513/6GI 


The Administration of Homebound Rehabilitation 
Programs. A Monograph of the Programmatic 
Research Project on the Rehabilitation of 


Homebound Persons 

PB-253 513/6GI 76-17 5K PC A04/MF A01 
PB-253 514/4GI 

A Pathway to Re-entry: A Community-Based Socio- 

Medical Program for the Rehabilitation of the Disa- 

bled. 

PB-253 514/4GI 76-18 6E PC A03/MF A01 
PB-253 515/1GI 

Awards to Academic institutions ve the Department 


of Transportation in Fiscal Year 1 

PB-253 515/1GI 76-17 138. "ec A07/MF AO1 
PB-253 516/9G! 

A Double X-Y Platform for Randsight-Type instru- 

ments, 

PB-253 516/9GI 76-18 6B PC A03/MF A01 
PB-253 517/7GI 

The Law is 2 ~~ Side: Reference Materials for 

Everyday Prob 

PB-253 We 76-18 5K PC AOS/MF AO1 
PB-253 518/5GI 

Essential Aspects of Deafness. 

PB-253 518/5GI 76-17 5J. PC AO3/MF A01 
PB-253 519/3GI 


Altitudes and Public Participation on the High 
Plains Toward Groundwater Planning and Manage- 


ment institutions. 
PB-253 519/3GI 76-17 2C PC AOQ4/MF A01 
PB-253 521/9GI 
‘Nandanwan'’ Project. A Demonstration Project on 
Rehabilitation, Training and Survey of incidence of 


Mentally Retarded 
PB-253 521/9G! 76-16 5i PC AO6/MF AO1 
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PB-253 523/5GI 


A Study of Service Models for Homebound 
Rehabilitation: A tee Ay of the Programmatic 


Research Project on the Rehabilitation of 
Homebound Persons 

PB-253 523/5G! 76-17 5K PC A0S/MF A0O1 
PB-253 524/3GI 


Personnel and Research Utilization in Rehabilita- 
tion: Six Years of Research and Service 
76-17 51 PC AQ3/MF A01 


PB-253 524/3GI 
PB-253 525/0GI 

Objective Forecasting of Pan Evaporation - Two 

Contributions. 

PB-253 525/0G! 76-16 48 PC A0Q2/MF AO1 
PB-253 526/8GI 

The Adolescent Sociopath. 

PB-253 526/8Gi 76-17 SK PC AO8/MF AO1 
PB-253 527/6Gi 

meng — Annotated Bibliography and Litera- 

PB .253 627/66 76-17 5K PC AOG6/MF AO1 
PB-253 528/4GI 

Toxicity to + al of Cyanides and Related Com- 

unds. A Review. 
-253 528/4GI 76-18 6T PC A08B/MF A01 

PB-253 529/2GI 

Pyramid Lake: Zooplankton Distribution and 

~ed of the Bive Green Alga, ‘Nodularia spu- 

PB-253 529/2GI 76-17 6F PC A0Q4/MF A01 
PB-253 530/0GI 


Full-Scale Tornado-Missile impact Tests. 
PB-253 530/0GI 76-18 18E PC AO4/MF A01 


PB-253 531/8GI 


Solvent Refining of Wyodak, we — 6 (Monterey 
Mine) and Black Mesa Coals. Vol 
PB-253 531/8GI 76-18 7A PC A15/MF A01 


PB-253 532/6GI : 
Field Evaluation Testing of Reverse Osmosis High 
Pressure Pumps and Energy Recovery Turbines, 


1, New Mexico. 
PB-253 532/6GI 76-18 13K PC AO7/MF A01 
PB-253 533/4GI 


Lens Gradients and Clear-Air Turbulence 
Probabili 


PB-253 533/4GI 76-16 4A PC AQ3/MF AO1 
PB-253 534/2GI 

identify and Describe the Quality Assurance 

Methodologies Emplio ted Third Party 

Carriers of Prepaid Dental Plans. Volume |. 

PB-253 534/2GI 76-1 PC AO06/MF A01 
PB-253 535/9GI 


identify and Describe the Quality Assurance 


Methodologies Employed by Selected Third Party 

Carriers of Prepaid Dental Plans. Volume il. Site 

Visit Reports. 

PB-253 535/9GI 76-18 6E PC A10/MF AO1 
PB-253 536/7GI 

identify and Oescribe the Quality Assurance 

amoeuee Employed by ted Third-Party 

Carriers of Prepaid Dental Pians. Executive Summa- 

PB-253 536/7GI 76-18 6E& PC A0Q2/MF A01 
PB-253 537/5GI 

Reprint: Dimethacrylates Derived from Hydrox- 

wy Acids. 

-253 537/5GI 76-18 7C PC AQ2/MF A0O1 

PB-253 538/3GI : 


Determination of the Gyromagnetic Ratio of the 
Ae = Gomme sub p) Prime. 
76-17 7D PC A02/MF AO1 
Bi 539/1GI 
An Alternative Way to Determine Absorption Coeffi- 
cients in Highly Transparent Solids: Theory. 


PB-253 539/1Gi 76-18 20F PC AOQ2/MF A01 
PB-253 540/9GI 

Piezo-Optical Constants in the infrared. 

PB-253 /9GI 76-18 20F PC A0Q2/MF AO1 
PB-253 541/7GI 

eee | Properties of fee Zinc Selenide. 

-253 541/7GI 20E PC A02/MF A0O1 

PB-253 542/5GI 


Measuring Absorption Coefficients of Highly Trans- 
parent Solids by Photoacoustic Methods: Cylindri- 


cal Configurations. 
PB-253 542/5GI 76-18 20F PC AQ2/MF A01 
PB-253 543/3GI 
A New Team Approach in Rehabilitating Disabled 
Public Assistance Recipients by the Use of Commu- 
nity Services Aides. 





PB-253 543/3GI 

PB-253 544/1Gi 
with Juvenile Delinquents on Probation: 

Volunteers’ Views of Success. 

PB-253 544/1GI 76-18 5J PC AQ3/MF A01 
PB-253 545/8GI 

Characteristics, Attitudes, and Perceptions of Em- 

ployed industrial Homeworkers. A Monograph of 

the Programmatic Research Project on the Reha- 

bilitation of Homebound Persons. 

PB-253 545/8GI 76-17 5K PC AO3/MF A01 
PB-253 546/6G! 

A Report on the Washin | Sea Grant Program. 

PB-253 546/6GI 6-16 6C PC A03/MF A01 
PB-253 547/4Gi 

Raft Cultivation of Mussels in Maine —— - Its 


Practicabil pn | and owe ye ontages. 
PB-253 547/46! 6-16 PC AO3/M A01 


76-17 5K PC AOG/MF AO1 


PB-253 548/2Gi 
The Science, Engineering, Economics, and Politics 
of Ocean Hard Mineral ment. Annual Sea 
Grant Lecture and Symposium (4th) Held at Cam- 
b , Mass. on 16 October 1975. 
PB- 548/2GI 76-16 81 PC AO3/MF A01 
PB-253 549/0Gi 
eo Marine industries - Vocational Education 
anni 
PB-253 9/0GI 76-16 5i PC AO4/MF A01 
PB-253 550/8GI 


Spectral Estimates of Planet Albedo and Com- 
pees es to Skylab Observations. 
550/8GI 76-16 4A PC A02/MF A01 


PB-253 551/6GI 
A Comparison of a many for Computing Atmospher- 


ic infrared Transmissio 
PB-253 551/6GI J6-16 4A PC A08/MF A01 
PB-253 552/4GI 


Butte Model Cities Comprehensive Dental Program. 
One oach to Pre-Paid Dental Care 


PB- §52/4GI 76-18 6E PC A12/MF A01 
PB-253 553/2GI 

Method to Determine —_— of Sapphire. 

PB-253 553/2GI 76-18 20L PC AOS/MF A01 
PB-253 554/0GI 


Seminar in Maritime and Regional Studies (1973), 
PB-253 554/0GI 76-16 13) PC AOS/MF A01 


PB-253 555/7GI 
Demonstration of the Effectiveness of a . > yg 


Program in Rehabilitating Disabled Work 

PB- 555/7GI 6-17 5i PC AO7/MF A01 
PB-253 556/5G! 

National American indian oo Project. 

PB-253 556/5Gi 76-17 PC AO6/MF A01 
PB-253 557/3GI 


On-Line Services Reference Manual (including Up- 
date |, July 1975, and Update li, March 1976). 


PB-253 /3G\ 6-15 6E PC A17/MF A01 
PB-253 558/1GI 

L Stem the Tide. Effective State Marine Fisheries 
t, 

558/1GI 76-16 6C PC A05/MF AO1 
PB-253 560/7Gi 


Large-Scale Air-Sea interactions at Ocean Weather 
Station V, 1951-71. 


PB-253 560/7GI 76-16 4B PC A04/MF AO1 
PB-253 561/5GI 

The Great Lakes Vanagetation System 

PB-253 561/5GI 6-16 13) PC A13/MF A01 
PB-253 562/3GI 

Salmon oo ae -7 Aw -y Station. 

PB-253 562/3GI PC A08/MF A01 
PB-253 563/1GI 


Application of the Exercise ECG to the Rehabilita- 
tion of Cardiac,Patients. 
PB-253 563/1GI 76-17 6E PC AOS/MF A01 


PB-253 564/9GI 


Effects of industrial Wastewater Effiuents on Water 
Quality in Gibson Cove and Kodiak Harbor, Kodiak, 
Alaska - August 26-29, 1974. 

PB-253 564/9GI 76-17 13B PC AO4/MF A0O1 


PB-253 565/6Gi 
Continuous Longitudinal Manpower Survey. Report 
No. 3. Characteristics of Enrollees Who Entered 
Yar ba ny During First Quarter of FY 1976. 
76-18 5i PC AO3/MF A01 
hist 566/4GI 
a of Reverse Osmosis Membranes and 
Spiral ign Modules for Economic Demineraliza- 
tion of Brackish Waters at Low Pressures. 
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76-18 7A PC AOS/MF A01 


PB-253 566/4GI 


PB-253 567/2 
Process for Lactulose. 
PATENT-3 505 309 76-18 7C Not available NTIS 
PB-253 568/0 
ratus for Producing High-Purity Water. 
PAT-APPL-671 713/GI 
76-17 148 PC A03/MF A01 
PB-253 569/8 
Flow-Through Centrifuge. 
PAT-APPL-661 114/GI 
76-18 14B PC AO2/MF AO1 
PB-253 570/6GI 


Efficient Finite Element Analysis of Seismic Struc- 
ture-Soil-Structure Interaction, 


PB-253 570/6GI 76-18 13M PC AO3/MF A01 
PB-253 571/4GI 

Columbia River Nutrient tae - 19 

PB-253 571/4GI 76-18 138 "Pc AOS/MF A01 


PB-253 572/2GI 
Development Document for Effluent Limitations 
Guidelines and New Source Performance Standards 
for the Renderer Segment of the Meat Products and 
Rendering Processing Point Source aeet. 
PB-253 572/2GI 76-17 138 PC AOS/MF AO1 


PB-253 573/0GI 


Development Document for Best Technology Availa- 

ble for the Location, Design, Construction and 

of nes mony | Water Intake a for 
n 


Minimizing Adverse Environmental Im 
PB-253 573/0GI 76-17 138 PC At2/MF A01 
PB-253 574/8GI 


Operation of North Anna Power Station, Units 1 and 

2. Virginia Electric and Power Company. Docket 

Nos. 50-338, and 50-339. 

PB-253 574/8GI 76-16 18E PC A11/MF A01 
PB-253 575/5GI 


Management of Commercial Radioactive Nuclear 
Wastes. A Status Report. 
PB-253 575/5GI 76-18 18G PC AOQ2/MF A01 


PB-253 576/3GI 


Regression Using ‘Hockey Stick’ Functions, 
PB-253 576/3GI 76-18 13B PC A02/MF A01 


PB-253 577/1Gi 
The Effects of Unemployment Insurance: Evidence 


from Pennsylvania. 

PB-253 577/1GI 76-17 5K PC A03/MF A01 
PB-253 578/9GI 

Estimating the Parameters of Wage Offer Distribu- 

ions. 

PB-253 578/9GI 
PB-253 579/7Gi 

The Use of Longitudinal Data to Assess the impact 

of Manpower Training on Earnings 

PB-253 579/7GI 76-17 ¥ “PC A03/MF A01 
PB-253 580/5GI 


The Effect of Unemployment Insurance Laws and 
Administration on Unemployment Rates 
PB-253 580/5GI 76-18 5i PC A03/MF AO1 


PB-253 581/3GI 
Occupational Outlook Handbook, 1976-77 Edition. 


76-17 SC PC A02/MF A01 


PB-253 581/3GI 76-18 51 PC A99/MF A01 
PB-253 582/1Gi 

The Economics of Job Satisfaction. 

PB-253 582/1GI 76-17 5J PC AOS/MF A01 
PB-253 583/9GI 


A User's Guide to Constrained Biproportional 


Matrix Estimation. 
253 583/9GI 76-18 5C PC AO3/MF A011 
PB-253 584/7GI 


The Effect of Unemployment insurance and Eligi- 
bility Enforcement on te 


PB-253 584/7GI 76-17 5C PC A03/MF A01 
PB-253 585/4GI 

Effects of the 1974 UI Extensions on Unemploy- 

ment. 

PB-253 585/4GI 76-17 5K PC A02/MF A01 
PB-253 586/2GI 

gunman and Wage Effects of the Win Tax 

PB-253 586/2G! 76-17 5C PC A03/MF A01 
PB-253 587/0GI 


A Total Package of Integrated Social and a 
bilitation Services. Volume |. The Anacostia Proj 


PB-253 587/0GI 76-18 5K PC A14/M A01 
PB-253 588/8G! 

Fire Fighter Mortality Report. 

PB-253 588/8G! 


76-17 5! PC A08/MF A01 


PB-253 589/6GI 
Evaluation of the Cadmium Disc Breakfiash in Test- 
ing Electrical Circuits in Explosive At- 
heres. A Comprehensive Study of Intrinsic 

Sate Criteria. 
PB-253 589/6GI 76-17 13 PC A08/MF AO1 


PB-253 590/4GI 


Perth Amboy Diagnostic and Employability Center 
(PADEC): An enon of an Experimental Reha- 
bilitation P 

PB-253 590/ 76-17 SK PC A08/MF AO1 


PB-253 oa 
The Cuban Minority in the U.S. Final Report on 
Need identification and Program Evaluation. 
PB-253 591/2GI 76-18 5K PC A15/MF A01 
PB-253 592/0GI 


A Study of the Relationships Between Various 
Classes of Road-Surface Roughness and Human 
Ratings of Riding Quality. 

PB-253 592/0GI 76-18 138 PC A0S/MF A01 

PB-253 593/8Gi 

Northeast Corridor Rail Stations. Task 13. Prototype 
Beltway Station Development. Northeast Corridor 
a, bg Rail Passenger Service improvement 


PB. 53 593/8G! 76-17 138 PC A0S/MF A01 
PB-253 594/6Gi 

A Report to Congress on Water Pollution Control 

Manpower Development and Training Activities. 

PB-253 594/6GI 76-17 5I A10/MF A0O1 
PB-253 595/3Gi 

Reprint: The Multiphoton lonization Spectrum of 


zene. 
PB-253 595/3GI 76-18 7D PC A02/MF AO1 
PB-253 596/1GI 


Reprint: The Method of Averaging and Domains of 
Stability for integral Manifolds. 
PB-253 596/1GI 76-18 12A PC A03/MF AO1 


PB-253 597/9GI 


Research and Development Program on 
Disposal of Retorted Oil Shale--Paraho Oil Shale 
Project. Laboratory Tests on Old U.S.B.M. Retorted 


hale. 
PB-253 597/9GI 76-18 81 PC AOS/MF A01 
PB-253 598/7GI 


Research and Development Program on _ the 

Disposal of Retorted Oil Shale--Paraho Oil Shale 

Project. Laboratory Tests on Paraho Pilot Plant Re- 

torted Oil Shale 

PB-253 508/701 76-18 13B PC A0S/MF A01 
PB-253 599/5Gi 

Research and Development Program on the 

Disposal of Retorted Oil Shale--Paraho Oil Shale 


Project. Laboratory Tests on — Shale from 
the Direct Heated i-Works Plan 


PB-253 599/5GI 76-18 8 pc A06/MF A01 
PB-253 §00/1 
Nuclease-Resistant Hydrophilic Complex of 


Polyriboinosinic-Polyri 
PATENT-3 952 097 76-1 


PB-253 601/9 


Method and Apparatus for Cutting Cylinders of 
Gelatinous Materials into Discs of Precise 
Thickness. 
PATENT-3 954 033 

76-17 14B Not available NTIS 


a Acid. 
Not available NTIS 


PB-253 602/7 
Scanning Ultrasonic Spectrograph for Fluid Analy- 


sis. 
PATENT-3 952 578 
76-17 14B Not available NTIS 

PB-253 603/5 

Synthesis of 1-(T etrahydro-2-Furanyl!)-5-Fluorouracil 

(Ftorafur) via Direct Feabaten 

PATENT-3 948 897 76-17 60 Not available NTIS 
PB-253 604/3G! 

The 1972 Scientist and Engineer Population 

Redefined. Volume 2. Labor Force and Employment 


Characteristics. 
PB-253 604/3GI 76-18 5K PC AO7/MF AO1 


PB-253 605/0GI 


The Use of Electron Linear Accelerators in Medical 
Radiation Therapy: Physical Characteristics. 
PB-253 605/0GI 76-18 6L PC AO6/MF AO1 


Commission on the Review of the National Policy 
Toward Gambling: Commission Meeting Held at 
Washington, D.C. on February 4 and 5, 1975. 

PB-253 606/8GI 76-18 5K PC AQ9/MF AO1 


PB-253 607/6GI 


Socio-Economic impacts of Coal Development in 
Nebraska, 











PB-253 629/0GI 


PB-253 607/6GI 76-17 10A PC A04/MF A01 
PB-253 608/4G! 

Electron impact lonization. 

PB-253 608/4GI 76-17 7D PC AOQ2/MF A01 

PB-253 609/2Gi 

Evaluation of Solid Waste Materials for Highway 

PB-253 609/2G! 76-18 13C PC A03/MF A01 
PB-253 610/0GI 


Commission on the Review of the National Poli 
Toward Gambling: Department of Justice and IR 
Hearings Held at Vashington, D.C. on May 15, 1974. 
PB-253 610/0GI 76-17 5K PC A086/MF AO1 


PB-253 611/8GI 


The Financial Impact of Projected Expansions of 
the Electric Power System in the Pacific Northwest. 


PB-253 611/8GI 76-16 138 PC A03/MF AO1 
PB-253 612/6GI 

Highway Operation and ry —_ 

PB-253 612/6GI 76-17 38 PC A04/MF A01 
PB-253 613/4Gi 


rint: Flash Photolysis Resonance Fluorescence 
Stu Le the Reaction Ci + O3-ClIO + O2 Over 


the —— Range 213-298 K 

PB- 253 | 13/4GI 76-17 7B PC A02/MF AO1 
PB-253 614/2Gi 

Radioactivity Standards of the Noble Gases 

PB-253 614/2GI 76-17 7D PC AO2/MF AO1 
PB-253 615/9Gi 

Present Status of the Fundamental Constants. 

PB-253 615/9GI 76-17 148 PC AQ2/MF A01 
PB-253 616/7GI 


Reprint: New Sa of the Equivalence Principle from 


Lunar Laser Ranging. 
PB-253 616/7Gl 76-19 20J PC A02/MF A0O1 
PB-253 617/5GI 


Reprint: Precision and Accuracy of the Bond 


Method as Ap - to —— Spherical Crystals. 

PB-253 617/ 76-17 208 PC A02/MF AO1 
PB-253 618/3Gi 

Spinels for MHD-Electrodes. 

PB-253 618/3GI 76-17 108 PC A02/MF A01 
PB-253 619/1Gi 


Reprint: Partition Coefficients and Solubility Mea- 
surements of Dimethyimercury in Fresh and Sea 


Water Over a Temperature Range 0-25 rees C. 
PB-253 619/1Gi 76-18 7C PCA o/ ME A01 
PB-253 620/9GI 


Commission on the Review of the National Policy 

Toward Gambling Hearings Held in Miami, Florida 

on Novembe24 and 25, 1975. 

PB-253 620/9GI 76-18 SK PC A17/MF AO1 
PB-253 621/7GI 

Commission on the Review of the National Policy 

Toward Gambling: er baa Held at 

Washington, D.C. on April 3, 1 

PB-253 621/7GI 76-17 °oK PC A11/MF A01 
PB-253 622/5GI 


An Evaluation of Proposed Alternatives for increas- 
ng Ul Tax Revenues 


-253 622/5GI 76-18 5C PC AO02/MF AO1 
PB-253 623/3GI 
i ee Wages of the Longer-Term Unem- 
Povsss 623/3GI 76-17 5! PC AO3/MF AO1 
PB-253 624/1Gi 
Reduction of AC Losses in High Temperature Su- 
rconductors. 
B-253 624/1GI 76-17 9A PC A04/MF AO1 
PB-253 625/8Gi 
- Econometric Model of the Low-Skill Labor Mar- 
PB.253 625/8GI 76-17 5C PC A03/MF AO1 
PB-253 626/6GI 


Reprint: Excretion of Ammonia and Inorganic 

Phophorus by ‘Euphausia pacifica’ and ‘Metridia 

— eel at Different Concentrations of Phytoplank- 

P.253 626/6GI 76-18 8A Not available NTIS 
PB-253 627/4Gi 

Reprint: Currents, Fronts, and Bottom Water, 

PB-253 627/4GI 76-17 8C Not available NTIS 
PB-253 628/2Gi 


Statistical Abstract of the United States, 1975. Na- 
tional Data Book and Guide to Sources. 
PB-253 628/2GI 76-16 5K MF AO1 


PB-253 629/0Gi 
Transient Critical Heat Flux During Flow Reversal, 
PB-253 629/0GI 76-18 181 PC AO06/MF A0O1 
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PB-253 630/8GI 
Future Needs for Dry or Peak Shaved Dry/Wet Cool- 
wg and Significance to Nuclear Power Plants. 

-253 630/8G! 76-17 13A PC AO7/MF A01 

PB-253 631/6GI 
Socioeconomic impact Assessment of Proposed Air 
Quality Attainment and Maintenance Strategies. 
PB-253 631/6GI 76-17 13B PC A10/MF AO1 

PB-253 632/4GI 
Reprint: The Calibration and Use of Directional 
Couplers Without Standards. 


PB-253 632/4GI 76-16 SA Not available NTIS 
PB-253 633/2GI 
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usquehanna River Basin: 1936-1972. 
PB-253 775/1GI 76-18 8H PC AOS/MF A01 


PB-253 776/9GI ; 
1972 Census of Manufactures. Subject Series, 


76-17 SC MF A01 
PB-253 777/7GI 


Mortality, Saltwater Adaptation and Reproduction of 
Fish During Gas Supersaturation. 
PB-253 777/7Gi 76-18 13B PC A04/MF AO1 


AR-1220 


PB-253 778/5GI 
Effect of Temperature on Cay of Sulfur Dioxide 
Samples Collected by the Federal Reference 
PB-253 778/5GI 76-18 7B PC A03/MF AO1 

PB-253 779/3GI 

X-Ray Fluorescence Multispectrometer for Rapid 


Elemental Analysis of Particulate Pollutants, 

PB-253 779/3G 76-18 148 PC A03/MF A01 
PB-253 780/1GI 

Toxicity of ~~" ~ Power Plant Condenser 

Cooli vs Waters to F 

780/1GI 6-10 6C PC AO6/MF A01 

PB-253 781/9GI 

Development of an Integrated te tye lary. 

PB-253 781/9GI 6-18 A03/MF AO1 
PB-253 782/7GI 

Effect of Gasoline Additives on Gaseous Emissions. 

PB-253 782/7GI 76-17 21D PC AQS/MF AO1 
PB-253 783/5GI 

ORD Publications Summary. 

PB-253 783/5GI 76-1 138 PC Al1/MF AO1 
PB-253 784/3GI 


A Location Matrix Plan for the Residential Solar 
Heating and Cooling Demonstration Program. 
Volume |. Findings and Recommendations. 

PB-253 784/3GI 76-18 13A PC AOQ3/MF AO1 


PB-253 785/0GI 


Computation of Unsteady Flows in Rivers and 
Estuaries by the Method of Characteristics. 


PB-253 785/0GI 76-18 8H PC A10/MF AO1 
PB-253 786/8Gi 

me Soumeesations in Siting Housing Projects - 

PB.253 786/8G! 76-18 138 PC AO7/MF A01 
PB-253 787/6GI 

The Bicycle as a Transportation Mode, 

PB-253 787/6GI 76-18 13F PC AO3/MF A01 
PB-253 788/4GI 


Special Listing of Current Cancer Research on Oc- 

cupational Carcinogenesis and Related Studies. 

PB-253 788/4GI 76-18 60 PC AO3/MF A01 
PB-253 789/2G! 

Special Listing of Current Cancer Research on Oc- 

cupational Carcinogenesis and Related Studies. 

PB-253 789/2Gi 76-18 6M PC AOQ3/MF AO1 
PB-253 790/0GI 

Special Listing of Current Cancer Research on Oc- 

cupational Carcinogenesis and Related Studies. 

PB-253 790/0GI 76-18 6J PC A02/MF Ad1 
PB-253 791/8Gi 


Nitrate Removal from Water at the Water-Mud Inter- 
face in Wetlands 


PB-253 791/8G!_ 76-18 8M PC AOS/MF AO1 
PB-253 792/6GI 

Publications “ee 3 1971-1975. 

PB-253 792/6GI 76-18 5B PC A11/MF AO1 
PB-253 793/4GI 


An Evaluation Mechanism for Human Resource Pro- 
rams: Results-Oriented Information for Funding 

Becision Ma a in the City of Charlottesville. 
76-18 SK PC AOS/MF A01 


Pa meng 

Sampli and Analysis of Selected Toxic Sub- 

stances. Task 1A - Hexachlorobenzene. 

PB-253 794/2Gi 76-17 138 PC A08/MF A01 
PB-253 795/9GI 

The Effects of increasing Salinity on the Pyramid 

Lake Fishery. 

PB-253 795/9GI 76-18 138 PC AQ2/MF AO1 
PB-253 796/7GI 


The Effects of Waste Water Diversion on Heavy 
Metal Levels in the Sediments of a Large Urban 


Lake. 

PB-253 796/7GI 76-18 1368 PC AQ3/MF A01 
PB-253 797/5GI 

Availability of Aluminum Ay mae from Alum- 

Treated Wastewater for Aigal Growt 

PB-253 797/5GI 76-18 138 Bc AOS/MF A0O1 
PB-253 798/3GI 


Recommendations for Regional Action for Optomet- 
ric, Osteopathic and Podiatric Education in New 


76-18 6E PC A12/MF A01 
PB-253 799/1Gi 
Water Quality Data During September 16-19, 1974, 
at Silver Bay, Sawmill Cove, and Eastern Channel, 
Sitka, Alaska. 
PB-253 799/1Gi 76-18 13B PC AOS/MF AO1 








PB-253 802/3GI 
Housing Management: After-Hours Manager. 
PB-253 802/3GI 76-17 5K PC AO3/MF Aoi 
PB-253 803/1Gi 


ee Mana Agency-Wide Planning, 


ti +d — System. 
PB oes 803/1G 76-17 5K PC AO3/MF AO1 


PB-253 804/9GI 


Housing Management: Employee incentive Pro- 


ram. 
Bp-253 804/9GI 76-17 5K PC AO2/MF A01 
PB-253 805/6GI 
Housing Management: Employee Orientation Pro- 
ram. 
Bp-253 805/6GI 76-17 SK PC A04/MF AO1 
PB-253 806/4GI 


Housing Management: Further Reorganization: Ob- 
jective-Oriented Management. 
PB-253 806/4GI 76-17 5K PC AO4/MF AO1 


PB-253 807/2GI 
Housing Management: Housing Management 
—— 
-253 807/2GI 76-17 5K PC AOS/MF A01 
PB-253 808/0Gi 
Housing Management: Housing Management 
Techniques. 
PB-253 808/0GI 76-17 SK PC AO6/MF A01 
PB-253 809/8GI 
Housing Management: Housing Management Train- 
og Program. 
- 802 ‘8G! 76-17 5K PC AQ3/MF A01 
PB-253 810/6GI 


Housing eae sae gm 
Ft (Greensboro). 
-253 810/6GI 

PB-253 811/4GI 
Housing Management: Management information 
System. Volume |. Executive Summary and Product 


ifications 
-253 811/4GI 76-17 5K PC AQ2/MF AO1 
PB-253 812/2GI 


Housing Management: 
System. Volume ii. 


Management information 


76-17 5K PC AO4/MF AO1 


Management information 
Maintenance Work Order 


res 
-253 812/2GI 76-17 SK PC AO3/MF A01 
PB-253 813/0GI 
Housing Management: Management information 
System. Volume Ill. Tenant jeomnte na Seen. 
-253 813/0GI 76-17 A03/MF A01 
PB-253 814/8Gi 
Housing Management: Management information 
Ss . Volume IV. inventory Contro! System. 
-253 814/8GI 17 SK PC AOQ2/MF A01 
PB-253 815/5GI 
Housing Management: Management information 


a. me V. Security Monitoring System. 
253 ares 76-17 5K pe A02/MF A01 
PB-253 816/3GI 


Housing Management: Management information 
System. Volume Vi. in <x | Accountability a. 
-253 816/3GI 76-17 SK PC AOQ2/MF A01 


PB-253 817/1GI 
Housing Management: Management information 
System. Volume Vii. Administrative Cost Center 


Bu Tracking System. 
76-17 5K PC A02/MF AO1 


PB- 817/1GI 
PB-253 818/9GI 
Housi Management: Man omy information 
Ss . Volume Vill. Excess Uti eye 
-253 818/9GI 76-17 5K A02/MF A01 
PB-253 819/7GI 


Housing Management: Management information 
a Volume IX. Public using Information 
ystem. 
PB-253 819/7G) 76-17 5K PC A04/MF AO1 
PB-253 820/5GI 
Housing Management: Management information 
System. Volume X. Tenant Interview Scheduling 
a. 
-253 820/5GI 76-17 5K PC A02/MF A01 
PB-253 821/3GI 
Housing Management: Management information 
System. Volume XI. Applicant Placement and Selec- 


tion System. 
PB-253 821/3GI 76-17 SK PC A02/MF A0O1 
PB-253 822/1GI 
Housing Management: Management information 
System. Volume Xli. Management information and 


Communication System. 
PB-253 822/1GI 76-7 5K PC AO08/MF AO1 
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PB-253 823/9G! 
Menegoment: Management by Objectives 
in Low-Rent Housing 
PB-253 823/9G! 76-17 5K PC AO4/MF AO1 
PB-253 824/7GI 


Housing -_ - ment: ae a. 
PB-253 824/7G 6-17 PC A03/MF A0O1 


PB-253 825/4G! 


Housing Management: oe Trainin 
PB-253 25/401 76-17 5K C Aga) MF 


PB-253 826/2GI 
Housing Management: Monitoring and Evaluation 


253 826/2G! 76-17 5K PC AQ3/MF AO1 
PB-253 827/0GI 
Housing Management: Personnel Administration 
and Development. 
PB-253 827/0GI 76-17 5K PC A18/MF A01 
PB-253 828/8GI 


Housing Management: Personnel Administration 


253 828/8G! 76-17 5K PC A04/MF AO1 
PB-253 829/6GI 
ae Secgunen: Private Management of 
Public sing. 
PB-253 829/6G! 76-17 SK PC A02/MF A01 
PB-253 830/4GI 
Housing Management: Project Management 
Procedures. 
PB-253 830/4GI 76-17 5K PC A10/MF AO1 
PB-253 831/2GI 
Housing Management: Shared information 
PB-253 831/2GI 76-17 5K PC A02/MF AO1 
PB-253 832/0G! 
PB 253 832/00 76-17 SK PC AOAME ADT 
sean 833/8GI 
Apartment High Rice P iuaniies Managers. Garden 
253 833/ 76-17 5K PC AQ3/MF AO1 
PB-253 834/6GI 
Housing Management: Tenant Non-Profit Manage- 
PB-253 834/6GI 76-17 5K PC AQ3/MF AO1 
PB-253 835/3G! 
Housing Management: Training Program for Hous- 
253 835/3G! 76-17 5K PC AOS/MF AO1 
PB-253 836/1GI 


pe epegenet: Twenty-Three Minute Color- 
ie on the Housing Authority, Four 30- 
Second by ~ een Commercials, and Three 
~ yy Ss. 
PB-253 836/1GI 76-17 5K PC AO2/MF AO1 
PB-253 837/9GI 
Management: Automated General 


aay =o Cost heoountl System. 
837/9GI 6-17 5K PC AO2/MF A01 


PB-253 838/7Gi 
Housing Management: Bank Reconciliation and 
PB-253 838/7GI 76-17 5K PC AQ3/MF A01 
PB-253 839/5GI 


Housing Management: Budget Preparation and 


PB-253 839/5G! 76-17 5K PC AQ2/MF AO1 
PB-253 840/3GI 
Housing Management: Computerized Accounting 


253 840/3GI 76-17 SK PC AQ4/MF A01 
PB-253 841/1GI 
weno J Management: Computerized Central Rent 
n. 
PB-253 841/1GI 76-17 5K PC AO3/MF AO1 
PB-253 842/9GI 
Housing acc internal Audit Program. 
PB-253 842/9GI 76-17 5K PC AQ2/MF A01 
PB-253 843/7GI 
Housing Management: Rent and Data Collection 
ram. 
PB-253 843/7GI 76-17 5K PC AOQS/MF A01 
PB-253 844/5GI 


Housing nae: Admission and Continued 


r 
PB-253 844/5GI 76-17 SK PC AQ2/MF A01 
PB-253 845/2GI 


Management: Computerized Tenant Appli- 
cation Dyster 


PB-253 845/2G! 
PB-253 846/0G! 


Housing Management: Computerized Tenant Infor- 
mation System 


76-17 SK PC AQ3/MF A01 


PB-253 846/0G! 76-17 SK PC AQ3/MF AO1 
PB-253 847/8Gi 

a hae Management: Pre-Occupancy Tenant 

PB-253 847/8GI 76-17 SK PC AOS/MF AO1 
PB-253 848/6Gi 

Housing Management: Resident Referral. 

PB-253 848/6GI 76-17 SK PC A13/MF A01 
PB-253 849/4G! 

Housing Management: eae Registration. 

PB-253 849/4G! 76-17 5K PC A10/MF AO1 
PB-253 850/2GI 

Sena OM Management: Tenant Application 

PB-253 850/2G! 76-17 SK PC AQ2/MF AO1 
PB-253 851/0GI 


Housing Management: The ——- Traini 
PB-253 851/0GI 76-18 PC A02/MF A01 


PB-253 852/8Gi 
Housing Management: Catalog of Human Services 


Programs. 
PB- 852/8GI 76-18 5K PC A02/MF AO1 
PB-253 853/6GI 


Housing — 


ay Any uide A. 3 


Community Information 
76-18 SK PC AO04/MF AO1 


PB-253 854/4Gi 
Housing Management: ne ar Food Store. 
PB-253 854/4GI PC AO03/MF A01 
PB-253 855/1GI 


Housing Management: Coping with Problem Fami- 


lies in Public Housing. 
PB-253 855/1GI 76-18 5K PC AO2/MF A01 
PB-253 856/9Gi 


rome Management: Development of Resident 


PB-253 856/9GI 76-18 SK PC A04/MF A01 
PB-253 857/7GI 
Housing Ma ment: First Aid Training. 


PB-253 857/7G 76-18 5K PC A02/MF A0O1 
PB-253 858/5Gi 

Housing ~~ arora Group Development in Low- 

Rent Housi 

PB-253 858/5GI 76-18 5K PC AQ2/MF A01 
PB-253 859/3GI 


ee Management: Guidelines for Organizing 


PB-253 859/361 76-18 5K PC A02/MF A01 
PB-253 860/1GI 

ne Management: Handbook for Resident Elec- 

PB 253 860/1GI 76-18 5K PC AO3/MF A0O1 
PB-253 861/9Gi 


Housing M ment: Housing Services 
PB-253 861/9G oat 76-18 OOK PC AOMIME F AO1 
PB-253 862/7GI 
te gymey eae improving Communications. 
AO 


76-18 PC A02/MF 

aa oe 

Housing Management: New Tenant Orientation 

Procedures. 

PB-253 863/5G! 76-18 5K PC A02/MF A01 
PB-253 864/3Gi 

nS Ma ment: The Odd Job Pool P yo 

PB-253 864/3G 76-18 SK PC AG2/MF A01 
PB-253 865/0GI 

Housing Management: Operations Guide to Re- 

sident ices Coordination. 

PB-253 865/0GI 76-18 5K PC AOS/MF AO1 
PB-253 866/8Gi 

Housing Management: Resident Complaint System. 

PB-253 866/8G! 76-18 5K PC AQ2/MF A01 
PB-253 867/6Gi 

Housing Management: Resident Economic Develop- 

ment Guide. 

PB-253 867/6GI 76-18 SK PC AOQ4/MF AO1 
PB-253 868/4GI 

Housing Management: Resident Emergency Ser- 

vices. 

PB-253 868/4Gi 76-18 5K PC A02/MF A01 
PB-253 869/2GI 

Housing Management: Resident Organization. 

PB-253 869/2Gi  ~- 76-18 5K PC AO4/MF A01 








PB-253 892/4GI 


wo mi 
using Management: Resident Orientation and 


Train P 
2537 870/861 76-18 5K PC AO3/MF AO1 
Besa 871/8Gi 


Housing Management: Resident Services System. 
PB-253 871/8Gi 76-18 5K PC AO6/MF A01 
PB-253 872/6Gi 


vee Management: Tenant Involvement in the 
t Process: The Tenant Council and Hir- 
Panels of the Human Resources Department. 


-253 872/6GI 76-18 5K PC AO3/MF A01 

PB-253 873/4Gi 

Housing Management: Tenant Family Counseling. 

PB-253 873/4GI 76-18 5K PC AO3/MF A01 
PB-253 874/2GI 

Housing Management: After-Hours Maintenance. 

PB-253 874/2GI 76-18 5K PC AQ4/MF A01 
PB-253 875/9GI 


Housing Management: Centralized Maintenance. 


PB-253 875/9GI 76-18 SK PC AOS/MF A01 
PB-253 876/7Gi 

Housing Management: Comprehensive Security 

Planning: A Program for Scott/Carver Homes. 

PB-253 876/7GI 76-18 SK PC A11/MF AO1 
yao ae 


ent: Computerized Maintenance 


m 
and invent ny Repo seem 

5K PC AO3/MF A01 
semana rato 


Housing Management: ye ed of Master 
oe for Housing Constru 


-253 878/3GI 76-18 5K eC A08/MF A01 
PB-253 879/1Gi 
Housing Management: Emergency Maintenance 
253 879/1G! 76-18 SK PC A02/MF A01 
PB-253 880/9Gi 
Housing Management: Equipment Management 
wy 
PB-253 880/9GI 76-18 SK PC A03/MF A01 
PB-253 881/7Gi 


Housing Management: Fighting Crime without More 
Locks: An Economical a to Security. 
PB-253 881/7GI 5K PC AO02/MF AO1 


PB-253 882/5Gi 
Housing Management: Home Furnishings Education 


Po259 8 
PB- 882/5Gi 76-18 5K PC A04/MF A0O1 
PB-253 883/3G! 
Housing Management: Home Furnishings Program. 
PB-253 883/3GI 76-18 SK PC AOS/MF AO1 
PB-253 884/1Gi 


Housing Management: Maintenance Cost Account- 


884/1G! 76-18 5K PC A09/MF A01 
PB-253 885/8Gi 
a mg Management: Maintenance Management 


Pb-253 885/86! 76-18 5K PC A06/MF AO1 
PB-253 886/6G! 


PB-253 887/4G! 


Housing Management: Maintenance Planning and 
paw | y os System. 
7/46! 76-18 5K PC AO2/MF AO1 


sauna eas 
Housing Management: Maintenance Supervision 


Program. 

PB-253 888/2G! 76-18 SK PC AOQ2/MF AO1 
PB-253 889/0GI 

Housing Management: Maintenance Training. 

PB-253 889/0GI 76-18 SK PC A02/MF AO1 
PB-253 890/8GI 

Housing Management: Maintenance Training Pro- 

ram. 

PB-253 890/8G! 76-18 SK PC A03/MF A01 

PB-253 891/6GI 


Housing Management: Pianning, Design and Con- 
— ee System. 
76-18 SK PC AO4/MF AO1 


Bion: 892/4GI 
Housing Management: Preventive Maintenance. 
PB-253 892/4GI 76-18 SK PC A04/MF AO1 


AR-1221 





PB-253 893/2GI 

Housing Management: Preventive Maintenance Pro- 

PB-253 893/26! 76-18 5K PC A03/MF AO1 
PB-253 894/0GI 

Housing Management: Quality Contro!l Checklist 

System. 

Pb.253 894/0GI 76-18 SK PC A06/MF AO1 
PB-253 895/7GI 

Housing Management: Safety and Security Pro- 

PB-253 895/7GI 76-18 SK PC AG2/MF AO1 
PB-253 896/5GI 

ee Management: Scattered-Site Maintenance 

PB-253 696/5GI 76-18 5K PC A02/MF AO1 
PB-253 897/3 


Ready-to-Eat Potato Products. 
PAT-APPL-675 105/Gi 76-18 6H PC A0Q2/MF A01 


PB-253 898/1 
Mosquito Larvicide. 
PATENT-3 954 991 

PB-253 899/9 
Preparation of Iicings. 

PATENT-3 955 008 76-18 6H Not available NTIS 

PB-253 905/4GI 
Summaries of Active Extramural Research Tasks of 
the Municipal Environmental Research prey 
PB-253 905/4GI 76-18 13B PC A12/MF AO1 

PB-253 906/2GI 
Special Listing of Current Cancer Research on 
Preclinical Screening of omens wy 
PB-253 906/2GI 76-18 /MF AO1 

PB-253 907/0GI 


Special Listing of Current Cancer Research on 
Breast and Gynecological Cancer Diagnostic 
Methods and Screening Programs 

PB-253 907/0GI 76-18 6E PC AOQ2/MF A01 


PB-253 908/8GI 


National Emissions Data Systems (NEDS) Fuel Use 
Report, 1973. 


76-18 7C Not available NTIS 


PB-253 908/8GI 76-17 21D PC AO7/MF A0O1 
PB-253 909/6GI 

A Collection of Legal Opinions. Volume |. 

PB-253 909/6GI 76-17 138 PC A99/MF A01 
PB-253 910/4GI 


Determination of Effect of Particulate Exhaust 

Emissions of Additives and impurities in Gasoline. 

PB-253 910/4G! 76-17 21D PC A11/MF AO1 
PB-253 911/2GI 


Development of a Methodology for the Assessment 
of the Effects of Fuels and Additives on Control 


Devices. 
PB-253 911/2GI 76-17 21D PC A12/MF AO1 


PB-253 912/0GI 


Special Listing of Current Cancer Research on 
Screening, Detection, and Diagnosis of Specific 
Human Cancers (Other Than Mammary and 
Gynecological Cancer) and Related Cancer Control 


Projects. 
PB-253 912/0Gi 76-18 6E PC A0Q3/MF A01 


PB-253 913/8GI 


Special Listing of Current Cancer Research on 
aS of Se Proteins, Other Ao 
nd Other Monoclonal Gammopathies. 
$3 913/86 76-18 6E PC A03/ A03/MF A01 
PB-253 without 


Collaborative Test of the Continuous Colorimetric 

Method for Measurement of Nitrogen Dioxide in 

Ambient Air. 

PB-253 914/6GI 76-18 14B PC AO7/MF A01 
PB-253 915/3GI 

Northern Oklahoma Development Association Dis- 

aster Recove 

PB-253 915/3GI 76-18 13B PC A08/MF A01 
PB-253 916/1GI 

BRH Routine Compliance Testing for Cabinet X-Ray 

Systems to Which 21 CFR Subchapter J is Applica- 


PB-253 916/1GI 76-18 6R PC AO4/MF AO1 


PB-253 917/9G! . 


Applications of Automated Data Processing to 
Operations of the City of Lake Charies. 
PB-253 917/9GI 76-18 SA PC A06/MF A01 


PB-253 918/7GI 


Analysis of Federally Funded Demonstration Pro- 
jects. Volume 2: Final 


rt, 
PB-253 918/7GI 76-17 SA PC A0S/MF AO1 


AR-1222 





PB-253 919/5GI 
Development of Covering System for Woodwork 
and Trim Posing Lead Paint Hazard. 
PB-253 919/5Gi 76-17 13C PC A10/MF A0O1 


PB-253 920/3GI 
Road Test Research of Skid Resistant Bituminous 
Surfaces. 
PB-253 920/3GI 76-18 138 PC AO7/MF AO1 
PB-253 921/1GI 


An Analysis of Drivers Most Responsible for Fatal 

Accidents Versus a Control Sample. 

PB-253 921/1GI 76-18 5J PC A0S/MF A0O1 
PB-253 926/0GI 

Construction of Sterling Power Project Nuclear Unit 

1. Rochester Gas and Electric Corporation, Orange 

and Rockland Utilities, Inc., Central Hudson Gas 

and Electric Corporation, Niagara Mohawk Power 

Corporation, Docket No. STN 

PB-253 926/0GI 76-17 18E PC A14/MF AO1 
PB-253 927/8Gi 


Federal Pian for Marine Environmental Prediction 
Fiscal Year 1976 


PB-253 927/8GI_ 76-17 4B PC A04/MF AO1 
PB-253 928/6Gi 

international Field Year for the Great Lakes, IFYGL 

Bulletin No. 17. 

PB-253 928/6GI 76-17 8H PC AO6/MF AO1 
PB-253 929/4Gi 


Coal Transportation Practices and Equipment 
Requirements to 1 ; 


PB-253 929/4GI 76-18 81 PC AOS/MF A0O1 
PB-253 930/2GI 

Coal Mine Equipment Forecast to 1985 

PB-253 930/2GI 76-17 8! PC AO3/MF A01 
PB-253 931/0GI 


Conference on Forecasting Air tog Held in 

Berkeley, California on May 17 and 18, 19 

PB-253 931/0GI 76-18 13B PC A0e/MF A01 
PB-253 932-T/GI 

Shape Dependence of Light-Scattering Behavior of 

Dust Particles--Translation. 

PB-253 932-T/GI 76-19 20F PC A0Q2/MF A01 
PB-253 933-T/GI 


integral Measurement Procedures gg Determining 
Particle Size in Aerosols--Translatio 


PB-253 933-T/GI 76-19 148 PC A03/MF A01 
PB-253 934/4Gi 

NBS InterAgency Transducer Project. 

PB-253 934/4GI 76-18 148 PC AO3/MF AO1 
PB-253 935/1GI 


An Evaluation of the California Driver Knowledge 
Test and the University of Michigan Item Pool. 
PB-253 935/1GI 76-18 PC A11/MF A01 

PB-253 936/9GI 

Analysis of the Data from the Three-Dimensional 

Gradient Study. 

PB-253 936/9GI 76-19 1368 PC AO0S/MF AO1 
PB-253 937/7GI 


A Forecast of Technology for the Scientific and 
Technical information Communities, Volumes | thru 


IV. 
PB-253 937/7GI 


PB-253 938/5GI 


Surface Effect Ship Economic O ipply An Study. 
Volume |: Summary and Demand/Su Somes. 
AOS/MF AO1 


PB-253 938/5G! 76-18 13J 
PB-253 939/3GI 

Surface Effect Ship Economic Opportunity Study. 

Volume ti: Market and Cost Analyses. 

PB-253 939/3GI 76-18 14) PC A14/MF A01 
PB-253 940/1Gi 

The Aang omy Steps of Comprehensive Health 

Planning (Steps of Health Planning). 

PB-253 /1GI 76-18 6E PC A04/MF A01 


PB-253 941/9GI 


Sampling and Analysis of Selected Toxic Sub- 
stances. Task IB. Hexachlorobutadiene 
PB-253 941/9GI 76-18 7C pC A08B/MF A0O1 


PB-253 942/7GI 


Scientific and Technical Data Base for ae and 
Hazardous Pollutants - 1975 ERC/RTP Revie 
PB-253 942/7GI 76-18 13B PC A20/MF A011 


PB-253 943/5GI 


Fractional Efficiency of a Utility Boiler Baghouse: 
Sunbury Steam-Electric Station. 
PB-253 943/5GI 76-18 7A PC A11/MF A01 


PB-253 944/3GI 


Development and Trial Field Application of a Quality 
Assurance Program for Demonstration Projects. 
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PB-254 411/2GI 

Magnitude and Frequency of Floods in North 
Carolina. 

PB-254 411/2GI 76-19 8H PC AO3/MF AO1 
PB-254 412/0Gi 


South Dakota Weather Modification Program 

Research Cooperative Studies Under Project Sky- 

water. 

PB-254 412/0Gi 76-19 48 PC A09/MF A01 
PB-254 413/8GI 

Underground Pumped Storage Research Priorities. 

PB-254 413/8GI 76-19 10A PC AO7/MF AO1 
PB-254 414/6GI 


A Feasibility Study of a Linear Laser Heated Sole- 
noid Fusion Reactor. 


PB-254 414/6Gi 76-19 18A PC A11/MF AO1 
PB-254 415/3Gi 

Tornado Missile Risk Analysis. 

PB-254 415/3GIi 76-19 18E PC AOQS/MF AO1 
PB-254 416/1Gi 

intensive Plantation Culture. Five Years Research. 

PB-254 416/1GI 76-19 2F PC AO6/MF A01 
PB-254 417/9Gi 


Selected Aspects of the Control of Toxic Sub- 

stances (A Compilation of Speeches), by the Mem- 

bers of the Staff of the Office of Toxic Substances. 

PB-254 417/9GI 76-19 6T PC AO7/MF AO1 
PB-254 418/7Gi_ 

Tioga River Mine Drainage Abatement Project. 

PB-254 418/7GI 76-23 138 PC A04/MF A01 
PB-254 419/5Gi 

Understanding the Guidelines for the Rehabilitation 

Act of 1973 on Expanding and improving Services 

to the Hand . The Referral Process. 

PB-254 419/5GI 6-19 5K PC AO5/MF AO1 
PB-254 420/3G! 

Understanding the Guidelines for the Rehabilitation 

Act of 1973 on Expanding and improving Services 


to the eee Handica The intake Process. 
PB-254 420/3GI PC A03/MF AO1 
PB-254 421/1Gi 


Understanding the Guidelines for the Rehabilitation 
Act of 1973 on Evaluating Rehabilitation Potential 
of the Severely Handicapped: Vocationally Related 

Counselor's Guide. 


Components. 

PB-254 421/1GI 76-19 5K PC AO6/MF AO1 
PB-254 422/9GI 

Utilizing Ex-Offender Resources in Rehabilitation. 

PB-254 422/9GI 76-19 5K PC A06/MF A0O1 
PB-254 423/7GI 


Vocational Evaluation Project. (Study of Applicabili- 
ty of Vocational Evaluation Techniques Under Indi- 
an Conditions - the Rehabilitation of the 


Perey ny Handicapped in Tamil Nadu 
wry boy State, India). 

-254 423/7GI 76-19 5i PC AOS/MF A0O1 
PB-254 424/5Gi 


South Dakota Needs Research —- ta 

Project: Human Needs Assessm 

PB-254 424/5GI 76-19 cA. PC Ae A02/MF A01 
PB-254 425/2GI 

Critical Heat Flux in Flow Reversal Transients. 

Volume |: Theory and Experiment. 

PB-254 425/2GI 76-19 181 PC A10/MF AO1 
PB-254 426/0Gi 

Critical Heat Fiux in Flow Reversal Transients. 

Volume Il: Analytical Techniques. 

PB-254 426/0GI 76-19 181 PC AQB/MF A01 
PB-254 427/8GI 

Sulfur Dioxide Interferences in the ~ panes of 

Ambient Particulate Sulfates. Volume 

PB-254 427/8GI 76-19 138 PC A10/MF A01 
PB-254 428/6Gi 

The Clinic Team Approach in Rehabilitating OAS! 

aw — Survivors Insurance) Referrals. 

B- 428/6G! 76-19 5K PC AO3/MF AO1 

PB-254 429/4Gi 


Empirical Testing of a Proposed Evaluation Model 
for Public Social Services. 


PB-254 429/4GI 76-19 SK PC AOS/MF A01 
PB-254 430/2Gi 
The Effects of Cost-Sharing in the Medicaid Pro- 
ram. 
B-254 430/2GI 76-19 6E PC A03/MF AO1 
PB-254 431/0Gi 


Water Resources Data for Nevada. Water Year 1975. 
76-19 


PB-254 431/0GI 138 PC A14/MF AO1 
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PB-254 432/8GI 
Water Quality Assessment for the — River Main 


Stem (Pen ania, West Virginia, Ohio), 

PB-254 432/8GI 76-18 13B PC A03/MF A01 
PB-254 433/6GI 

A Management Control System for Planning and 

Evaluation of Construction Grants, 

PB-254 433/6G! 76-18 5A PC AO6/MF AO1 
PB-254 434/4GI 

Water Resources Data for Illinois, Water Year 1975. 

PB-254 434/4Gi 76-19 138 PC A18/MF AO1 
PB-254 435/1GI 

a Resources Data for Connecticut. Water Year 

PB-254 435/1GI 76-19 13B PC A17/MF AO1 
PB-254 436/9GI 


The Potomac River Estuary in the Washington 

Metropolitan Area. A wy of its Water Quality 

Problems and Their Solutio 

PB-254 436/9GI 76-18. 13B PC A03/MF A01 
PB-254 437/7GI 


Federal Guidelines. Equitable Recovery of industrial 
Waste Treatment Costs in Municipal a. 
PC A03/MF A01 


PB-254 437/7GI 76-19 13 
PB-254 438/5GI 
A Pre-impoundment Water Quality investigation for 
the Proposed Trexler Lake, 
PB-254 438/5GI 76-18 13B PC A0S/MF A0O1 
PB-254 439/3G! 


Preliminary Study of Sediment Sources in the 
Potomac fiver Basin, Washington, OD.C. 
Metropolitan Area. 


PB-254 439/3GI 76-18 8H PC AQ2/MF A01 
PB-254 440/1GI 

Summary of Air Quality Control Regio 

PB-254 440/1GI 76-19 138 PC. A10/MF AO1 
PB-254 442/7GI 


= National Maritime Bulk ee ees Simula- 
ion Model. Volume 1. Management S ay. 

Pe. 254 442/7Gi 76-19 IW PC A A03/MF A01 
PB-254 443/5GI 

The National Maritime Bulk ae Simula- 

tion Model. Volume 2. Technical Report 

PB-254 443/5GI 76-19 13) PC AO7/MF AO1 
PB-254 444/3GI 

The National Maritime Bulk Commodities Simula- 

tion Model. Volume 3. Users Documentation. 


PB-254 444/3G! 76-19 13J PC AO5S/MF AO1 
PB-254 445/0GI 

A 65-Meter Telescope for Millimeter Wavelengths. 

PB-254 445/0G! 76-19 3B PC A06/MF A01 
PB-254 446/8G! 


Utilization of RANN Research Results: The Program 
and Its Effects. A Survey of the Research lied to 
National Needs Program of the National Science 
Foundation, 


PB-254 446/8G! 76-19 SA PC AO7/MF A01 
PB-254 447/6G! 

A Passive Persona! Sampler for Nitrogen Dioxide. 

PB-254 447/6GI 76-19 13B PC AQ2/MF A01 
PB-254 448/4GI 

Status of the Mineral industries - 1976. 

PB-254 448/4G! 76-19 8! PC A02/MF A01 
PB-254 449/2Gi 

The Chemistry, Dispersion, and Transport of Air 


Pollutants Em ted from Fossil Fuel Power Plants in 


ia. 
PB-254 449/2GI 76-18 138 PC A06/MF AO1 
PB-254 450/0GI 
Self-Regulation of Environmental —- impact 


Analysis in California Local Governm 

PB-254 450/0GI 76-19 138 "PC A07/MF A0o1 
PB-254 451/8GI 

Ventilation for Dust Elimination in Underground 

Mines--Transiation 

PB-254 451/8GI 76-19 81 PC A14/MF A01 
PB-254 452/6Gi 


INTERACT. Symposium a Held at Cincin- 
nati, Ohio on 11-12 Decem 
PB-254 452/6G! 76-18 1368 PC A0S/MF A0O1 


PB-254 453/4Gi > 
A Chemical and Biological Evaluation of Three Mine 


Drainage Treatment Plants 
PB-254 453/4GI 76-19 13B PC AOS/MF AO1 
PB-254 454/2G! 


Financial and Institutional mn for Waste- 
water Management - Denver 


PB-254 454/2GI 76-18 138 PC A08/MF AO1 
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PB-254 455/9GI 


James River Basin na Seely Be, 
PB-254 455/9G! A03/MF AO1 


PB-254 456/7GI 
Collection of Papers Presented at the Fish Kill In- 


— tion Seminar, Held on January 12-14, 1971. 
456/7GI 76-18 138 A08/MF AO1 

A. 457/5GIi 

Bacteria Criteria. 

PB-254 457/5GI 76-19 6M PC A02/MF AO1 
PB-254 458/3GI 

Alternative Financing Methods for Clean Water. 

PB-254 458/3GI 76-18 13B PC AO04/MF A01 
PB-254 459/1Gi 


Low Temperature Fracture a gg of a Ti-GAI-4V 
Alloy and Its Electron Beam Weld 
PB- 459/1GI 76-19 iF PC A03/MF A01 


PB-254 460/9G! 


Chemical Thermodynamic Properties of Com- 
pounds of Sodium, Ae mere yo = a An In- 
terim Tabulation of Selected 

PB-254 460/9G! 7619. ~ ‘PC AOS/MF A01 


PB-254 461/7GI 


Applicability of the 
Desulfurization of Coal: 


rs Process for Chemical 
urvey of Thirty-Five Coals 


PB-254 461/7GI 76-19 7A PC A10/MF AO1 
PB-254 462/5G! 

— Resources Data for Tennessee. Water Year 

PB-254 462/5GI 76-19 13B PC A20/MF AO1 
PB-254 463/3G! 


Effect of Plantation Establishment on Soil and Soil 

Water in Southwestern Wisconsin 

PB-254 463/3GI 76-19 2F PC A02/MF A01 
PB-254 464/1GI 


ew ag) os in the United States and 
Canada, 1974 


PB-254 464/1GI 76-19 20D PC A16/MF A01 
PB-254 465/8Gi 

eee tet of ro international ress for 

Stereo 4th), Held at the National Bureau of 

a 4 aithersburg, Maryland, September 4-9, 

PB-254 465/8GI 76-19 12A PC A23/MF A01 
PB-254 466/6GI 


Energy: The Policy Planning Framework in State 


Governments. Volume |. Summary Report, 
PB-254 466/6GI 76-19 PC A03/MF A01 
PB-254 467/4Gi 


Energy: The Policy Planning Framework in State 

Governments. Volume li. Appendices, 

PB-254 467/4GI 76-1 "SA PC A0S/MF A0O1 
PB-254 468/2Gi 

Energy Use and ym in the Residential 

Sector: A a Ana 

PB-254 7 19 10A PC A10/MF A0O1 
PB-254 469/0GI 

ional Seminar on a System of Standardization 
Metro for Latin America. 

PB-254 469/0GI 76-19 148 PC AOS/MF A01 
PB-254 470/8Gi 

Drift Mobilities and peneeetes Band Energies of 

Excess Electrons in Dielectric Liquids, 

PB-254 470/8GI 76-19 PC AG3/MF A01 
PB-254 471/6GI 

Engineering Aspects of Cyclone Tracy, Darwin, Aus- 

tralia, 1974. 

PB-254 471/6Gi 76-19 13M PC AO3/MF A01 
PB-254 472/4GI 

Location Variability of Transmission Loss - Land 

Mobile and Broadcast S s. 

PB-254 472/4GI 76-19 17B PC AQ3/MF A0O1 
PB-254 473/2G! 

Center for Consumer Product Technology Publica- 

tions, November 1974 to April 1976. 

PB-254 473/2GI 76-19 5A PC AOQ2/MF AO1 
PB-254 474/0GI 

Transcript of the Meeting Proceedings (16th) Held 

at Bethesda, Maryland on March 12-13, 1976. 





PB.254 47 4/0GI 76-19 6E PC A17/MF A01 
PB-254 475/7GI 

An Analysis of Inertial Sei ter-Gal t 

Combinations. 

PB-254 475/7GI 76-19 14B PC A10/MF AO1 
PB-254 476/5GI 


On the Races of the Opium Poppy Growing in 
Semirech'e and the Origin of their Culture 
Semirechenskie i Maka i Vopros o 
roiskhozhdenii ego Kultury)-- ransiation. 

PB-254 476/5GI 6-19 6C PC AO04/MF A011 


PB-254 479/9GI 
NATO Supply Code for Manufacturers Code 
ory ne U.S. and Canada. 

PB-254 479/9G! 76-19 5B CP T01 

PB-254 480/7GI 
Standards of Performance for New and Substan- 
tially Modified Nitric Acid Plants. 

PB-254 480/7GI 76-18 7A PC AQ2/MF A01 

PB-254 481/5GI 


PRT impact Study, a PRE-PRT Phase. Volume |. 
Travel Ana 
PB-254 481/5G! 76-19 138 PC AOS5S/MF A01 


PB-254 482/3GI 
PRT impact Study, PRE-PRT Phase. Volume Ii. Data 


Collection Procedure and Coding Manual. 
PB-254 482/3GI 76-19 1 PC AO08/MF A01 
PB-254 483/1GI 


PRT impact Study, PRE-PRT Phase. Volume iii. 

Frequency Tabulations from Four Transportation- 

Related ter og 

PB-254 483/1GI 76-19 138 PC A0B/MF A01 
PB-254 484/9GI 


Five Articles from: Voprosy tkhtiologii--Translation. 
PB-254 484/9GI 76-19 6C PC A04/MF A01 


PB-254 485/6GI 


intergovernmental Programs. Abstracts of Publica- 
tions, 1967-1975, 


PB-254 485/6G! 76-19 5B PC A10/MF A01 
PB-254 486/4Gi 

Heterogeneous Sensitized Decomposition of Water 
with Sunlight. 

PB-254 486/4G! 76-19 7E PC AOQ3/MF A01 
PB-254 487/2Gi 


An ice-Cooling Garment for Mine Rescue Teams. 
PB-254 487/2GI 76-19 6Q PC A02/MF AO1 


PB-254 488/0GI 


interference Problems Associated with Proposed 
Expansion of the 27 MHZ Citizens Radio Service 
Band. Part 1. Summary, 

PB-254 488/0G! 76-19 17B PC AQ2/MF A01 


PB-254 489/8G! 
A Review and Analysis of Selected Hydrologic 


ery bya ~ or, 
PB-254 /8G 76-19 8H PC A04/MF AO1 
PB-254 490/6Gi 


Hydrodynamic Separation of Solids from Solid- 
an} Mixtures. 


PB-254 490/6G! 76-19 138 PC A10/MF A01 

PB-254 491/4GI 

Water Authority Rate Making. 

PB-254 491/4GI 76-19 13B PC A06/MF A0O1 
PB-254 492/2G! 

ar pay om = Enzyme Systems and Technology 

for gsr pe Sem of Useful Products. 

PB-254 492/2Gi 6-19 7C PC AOS/MF A01 
PB-254 ante 


Assessment of a Single Family Residence Solar 
Heating System in a Suburban Development 


ng. 
PB-254 493/0GI 76-19 13A PC A02/MF A01 


Assessment of a Single Family Residence Solar 
ae System in a Suburban Development 
ng. 
PB-254 494/8GI 76-19 13A PC A02/MF AO1 
PB-254 495/5GI 
Assessment of a Singie Family Residence Solar 
ae me System in a Suburban Development 
ng. 
PB-254 495/5GI 76-19 13A PC A02/MF AO01 
PB-254 496-T/GI 
Soluble Lung Protein in ———— Silicosis and 


iosis pooeeney d Belki ogo pri Eksperi- 
mentainom Silikoze i Berillioze)-- aioe. 
PB-254 496-T/GI 76-18 CA PC A02/MF AO1 
PB-254 497-T/GIi 


A Study of Natural Antioxidant (Vitamin E. System) 

in Malignant Growth (issledovanie Prirodnogo An- 

ey (Sistema Vitamina E) pri Ziokachestven- 
m Roste)--Translation. 

PB: 254 497-T/GI 76-18 6A PC A02/MF A01 


PB-254 498-T/GI 


Solid Phase Disproportionation of Mercury Com- 
pounds (O Protekanii Reaktsii Disproport- 
sionirovaniya Soedinenii Rtuti-v Tverdoi Faze)-- 
Translation. 

PB-254 498-T/GI 





76-20 7C PC AO2/MF AO1 
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PB-254 499/7G! 
Types of Beech and Mixed Beech, Fir and Spruce 
Forests in Bosnia and Herzegovina (Tipovi Bukovih 
Suma i Mesovitih Suma Bukve, Jele i Smrce u 
Bosni j alia a ya 
PB-254 4 76-19 2F PC A0QS/MF AO1 
PB-254 500/2GI 


Comparative Profiles of the Rehabilitation Counsel- 
ing Graduate: 1965 and 1972. Working Paper No. 5. 


Second Series. 

PB-254 500/2GI 76-19 5i PC AOS/MF A01 
PB-254 501/0GI 

Cash Receipts and Internal Charges Application 


Completion epee. 

PB-254 501/0G 76-19 13B PC A15/MF A0O1 
PB-254 502/8GI 

Assessment of a Single Family Residence Solar 

omnes System in a Suburban Development 

PB-254 502/8GI 76-19 13A PC A02/MF AO1 
PB-254 503/6GI 


Design, Development, Fabrication and Testing of a 

akon Self-Contained Respirable Dust Mass 
onitor 

PB-254 503/6GI 76-19 1468 PC A04/MF AO1 


PB-254 504/4Gi 


Development of Protective Canopy Concepts for 
Underground Rail Haulage Be nt. 


PB-254 504/4GI 76-19 8! PC AO6G/MF AO1 
PB-254 505/1GI 

A Model of Cochlear Transduction. Final Technical 

Letter Report. 

PB-254 505/1GI 76-20 6P PC A02/MF A0O1 
PB-254 506/9G! 


Fatigue a of High-Yield Reinforcing Bars. 
PB-254 506/9GI 76-19 11F PC MF A0O1 
PB-254 507/7GI 


Construction and Testing of Two Waste-injection 
Monitor Wells in Northwest Florida. 
PB-254 507/7GI 76-19 8H PC AO4/MF AO1 


PB-254 509/3GI 


Mutagenic Evaluation of Compound. FDA 75-6. 
007784-26-1, Aluminum Ammonium Sulfate 
PB-254 509/3GI 76-19 6H PC A03/MF AO1 


PB-254 510/1GI 
Mutagenic Evaluation of Compound. FDA 75-12. 
006132-04-3, Sodium Citrate, USP, FCC Hydrous, 


Granular. 
PB-254 510/1GI 76-18 6H PC AO3/MF A011 
PB-254 511/9GI 


Mutagenic Evaluation of Compound. FDA-73-58. 
000997-42-2, Monopotassium Glutamate. 
PB-254 511/9GI 76-18 6H PC AO3/MF AO1 


PB-254 512/7GI 
Mu nic Evaluation of Conan? | FDA 75-11. 


007 , Monoammonium Glutam FCC. 
PB-254 512/7GI 76-18 6H PCA A03/MF A01 
PB-254 513/5GI 


Mutagenic Evaluation of Compound. FDA 73-50. 


MX8001-39-6, Japan Wax. 
PB-254 513/5GI 76-18 6H PC AQ3/MF A01 
PB-254 514/3GI 


Mu ic Evaluation of Compound. FDA 75-3. 
006131-90-4, Sodium Acetate 3.H20, NF Granular. 
PB-254 514/3GI 76-18 6H PC AO3/MF AO1 


PB-254 515/0GI 
Mu nic Evaluation of Compound. FDA 71-3. 


9 '7-70-7, Sodium Ca nan (Visearin). 
PB-254 515/0G! 76-18 6H PC A0Q3/MF A01 
PB-254 516/8GI 


Mu nic Evaluation of Compound. FDA 75-5. 
-07-1, Sodium Gluconate, FCC, Fine Granu- 
f. 
PB-254 516/8GI 76-18 6H PC AO3/MF AO1 
PB-254 517/6GI 


Mu ic Evaluation of Compound. FDA 75-7. 
007681-49-4, Sodium Fluoride. 
PB-254 517/6GI 76-18 6H PC AG3/MF A01 


PB-254 518/4GI 


a. of Compound. FDA 75-4. 
Potassium Citrate, NF, FCC Granular. 
PB-254 518/4Gi 76-18 6H PC A03/MF A01 


PB-254 519/2GI 


Mutagenic Evaluation of Compound. FDA 75-9. 
000110-15-6, Succinic Acid. 
PB-254 519/2GI 76-18 6H PC A03/MF A01 


PB-254 520/0GI 
Mutagenic Evaluation of Compound. FDA 75-1. 
007785-88-8, Sodium Aluminum Phosphate (Acidic) 
F.C.C. Grade (Levair). 


PB-254 520/0GI 
PB-254 521/8GI 


Mutagenic Evaluation of Compound. FDA 75-13. 
000868-14-4, Potassium Acid Tartrate, FCC (Cream 
of Tartar), Powder. 


76-18 6H PC A03/MF A01 


PB-254 521/8Gi 76-18 6H PC AOQ3/MF A01 
PB-254 522/6GI 

External Prosthesis. 

PB-254 522/6GI 76-19 6. PC AO4/MF AO1 
PB-254 524/2GI 


Evaluation of the Health Aspects of Bile Salts and 
Ox Bile Extract as Food Ingredients. 
76-19 


PB-254 524/2GI 6H PC A02/MF A01 
PB-254 525/9Gi 

Evaluation of - Health Aspects of Sorbose as a 

Food Ingredien 

PB-254 S/9G1 76-19 6H PC AO02/MF AO1 
PB-254 526/7GI 


Evaluation of the Health Aspects of Sodium 
Thiosulfate as a Food Ingredient. 


PB-254 526/7GI 19 6H PC A02/MF AO1 
PB-254 527/5GI 

ro of the Health Aspects of Gelatin as a 

ood | nt. 

PB-254 7/56 76-19 6H PC A02/MF AO1 


Evaluation of the Health Aspects of Mustard and Oil 
of Mustard as Food Ingredients. 
PB-254 528/3GI 76-19 6H PC AO3/MF AO1 


PB-254 529/1Gi 
Evaluation of the Health Aspects of Licorice, Gly- 
een | and Ammoniated Glycyrrhizin as Food In- 
Bo. 25. 254 529/16! 76-19 6H PC AO3/MF A01 
PB-254 530/9Gi 
Evaluation of the Health Aspects of Caprylic Acid as 


a Food Ingredient 
PB-254 530/9G! 76-19 6H PC A02/MF A01 
PB-254 531/7GI 


Evaluation of the Health Aspects of Stannous 
Chioride as a Food Ingredient. 
PB-254 531/7GI 76-19 6H PC AO02/MF A01 


PB-254 532/5GI 


Evaluation of the Health Aspects of Certain Am- 
monium Salts as Food Ingredients. 
PB-254 532/5G! 76-19 6H PC AO3/MF AO1 


PB-254 533/3G! 
Evaluation of the Health Aspects of Potassium 
lodide, Potassium lodate, and Calcium lodate as 


Food Ingredients. 
PB-254 /3GI 76-19 6H PC AO3/MF A01 
PB-254 534/1Gi 


Evaluation of the Health Aspects of Aconitic Acid as 


a Food Ingredient 
PB-254 534/1GI 76-19 6H PC AOQ2/MF A001 
PB-254 535/8G! 


Evaluation of the Health Aspects of Carbonates and 
Bicarbonates as F ood Ingredients. 
PB-254 535/8GI 19 6H PC AO3/MF A01 


PB-254 536/6GI 


Evaluation of the Health Aspects of Glycerin and 
-- cerides as Food Ingredients. 
-254 536/6GI 76-19 6H PC AO3/MF AO1 


Bos: §37/4GI 
Evaluation of the Health Aspects of Dextrans as 


Food Ingredients. 
PB-254 537/4GI 76-19 6H PC AO2/MF AO1 
PB-254 538/2Gi 


Evaluation of the Health Aspects of Dextrin and 
Corn Dextrin as Food Ingredients. 
PB-254 538/2GI 6-19 6H PC A02/MF AO1 


PB-254 539/0GI 


Evaluation of the Health Aspects of Certain Calcium 
Salts as Food Ingredients. 
PB-254 539/0GI 76-19 6H PC AO2/MF AO1 


PB-254 540/8G! 


Evaluation of the Health Aspects of a Oxide 
and Calcium Hydroxide as Food ingred 
PB-254 540/8G! 76-19 6H PC AO2/MF AQT 


PB-254 541/6GI 
Evaluation of the Health Aspects of Succinic Acid 


as a Food a ient 
PB-254 541/ 76-19 6H PC AOQ2/MF A01 
PB-254 542/4Gi 


Gravity Geophysics for Groundwater Exploration in 


Glaciated Areas. 
PB-254 542/4G) 76-19 8H PC AO3/MF A01 








PB-254 560-T/GI 


PB-254 543/2Gi 
y of the Madison Formation and Its Poten- 
tial Use for Water ames te ' for Ene Development. 
PB-254 543/2Gi PC A03/MF A01 
PB-254 544/0GI 
A a Management Framework with Struc- 
tural Non-Structural Measures, 
PB-254 544/0GI 76-19 8H PC A06/MF A01 
PB-254 544-T/GI 
Combined Production of ‘Starch and Alcohol in Al- 
cohol Plants (Kombinirovanie Proizvodstva Krakh- 
mala i Spirta na Spirtovykh Zavodakh)--Transiation. 
PB-254 544-T/GI 76-18 7A PC AO2/MF AO1 
PB-254 545/7GI 


Characterization of Nitrogen Sources Contaminat- 
ing Shaliow + -atew agg Water in an Arid Basin, Las 


Vegas Area, Nevada. 
PB-254 545/7GI 76-19 138 PC A04/MF A01 
PB-254 546/5GI 
Sediment Properties, Lake Champlain: 1971-1975. 
PB-254 546/5GI 76-19 138 PC A0S/MF A01 
PB-254 547/3GI 


The Effect of a Specific Cutaneous Cold Stimulus 
on Underlying Gastrocnemius Muscle Motor Activi- 


8-254 547/3GI 76-19 6P PC A09/MF A01 
PB-254 548/1GI 


Effects of Modeled Mastery, Coping, and Affect 
Behaviors in Reducing — 
PB-254 548/1Gi 76-19 5J PC A10/MF AO1 


PB-254 549/9Gi 
Concentration of Heavy Metals in Sediments of a 
droelectric impoundment. 
-254 549/9GI 76-19 13B PC AOQ4/MF AO1 
PB-254 550/7Gi 


Tweilve-Month Extension Sonoma County Solid 
Waste Stabilization Study. 
PB-254 550/7GI 76-18 13B PC A04/MF AO1 
PB-254 551-T/GI 
Combined Conversion of Potatoes to Starch and 
Ethyl Alcohol (Kompleksnaya Pererabotka Kartofe- 
a na Krakhmal i Etilovyi Spirt)-- Translation. 
B-254 551-T/GI 6-18 7A PC A02/MF A0O1 


PB-254 552-T/GI 


Combined Conversion of Potatoes to Alcohol and 
Starch (Kombinirovannaya Pererabotka Kartofelya 
na Spirt i Krakhmal)--Translation. 

PB-254 552-T/GI 76-18 7A PC AO2/MF AO1 


PB-254 553-T/GI 


Combined Conversion of Potatoes to Starch and Al- 
cohol (Kompleksnaya Pererabotka Kartofelya na 


Krakhmail i Spirt)--Transiation. 
PB-254 553-T/Gi 76-18 7A PC A02/MF AO1 
PB-254 554-T/Gi 


Combined Production of Starch and Alcohol in Al- 
cohol Plants (Kombinirovanie Proizvodstva Krakh- 
mata i yom na a Zavodakh)--Translation. 

PB-254 554-T/GI 6-20 7A PC A02/MF AO1 


PB-254 555-T/GI 
Removal of Sulfur-Containing Gaseous Compounds 
from the Stack Gases of Soda Recovery Boilers-- 


aed 
PB-254 555-T/GI 76-18 7A PC A02/MF A0O1 


PB-254 556-T/GI 
The Rate of Crystallization of Caicium Sulfate in 
Sulfite Liquor in the Presence of Seeding (Skorost 
Kristallizatsii Sulfata Kaltsiya v Sulfitnom Shcheloke 
v Prisutstvii Zatravki)--Transiation. 
PB-254 556-T/GI 76-20 7D PC A02/MF AO1 


PB-254 557-T/Gi 


Results of General Survey of Tokyo Bay (A 1971 

Joint Su Cove the To Metropolis and 

Chiba and Kanagawa Prefectures)--Translation. 

PB-254 557-T/G 76-19 1 PC A0Q2/MF AO1 
PB-254 558-T/GI 

Biological Effluent Purification at Chervonoznamen 

Sugar Plant (Biologicheskaya Ochistka Stocknykh 

vod na Chervonoznamenskom Sakharnom Zavode)- 

-Translation. 

PB-254 558-T/GI 76-18 138 PC A02/MF AO1 
PB-254 559-T/GI 

The Chemical Composition and Effectiveness of Oil 

Shale Ash and Cement Kiln Fiue Dust as Liming 

Fertilizers (Khimicheskii Sostav i Effektivnost Slant- 

sevoi Zoly i Klinkernoi Pyli kak izvestkovykh 

Udobrenii)--Translation. 

PB-254 559-T/GI 76-19 2A PC AO2/MF AO1 


PB-254 560-T/GI 


Report of a Nationwide Survey of Photo-Chemical 
Smog Using the Morning Glory as an Indicator-- 
Translation. 

PB-254 560-T/GI 76-19 13B PC AOS/MF A01 
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PB-254 561/4GI 
Sedimentation Rates and Sediment Thickness in 


Lake Champlain. 

PB-254 561/4G! 76-19 8G PC AQ2/MF AO1 
PB-254 562/2G! 

Materials B ts of Lake Champlain. 

PB-254 562/2GI 76-19 13B PC A04/MF AO1 
PB-254 563/0GI 

implementation of Evaluation and the Systems Ap- 

proach in Government: A Literature Survey and 

Conceptual Mode 

PB-254 563/0GI 76-19 SA PC A04/MF A01 
PB-254 564/8Gi 


A Qualitative Study of Consumer Attitudes Toward 

E Conservation. 

PB-254 564/8GI 76-19 SK PC A04/MF A01 
PB-254 565/5GI 

Annotated Bibliography of Medical Practice Plans. 

PB-254 565/5GI 76-19 6E PC AQ2/MF A01 
PB-254 566/3GI 


Collision of Hubert Roten Trucking Company Truck 
and Skinner Corporation Bus Near Hamilton, Geor- 
ge. June 6, 1975. 


-254 566/3GI 76-19 13L PC A02/MF A01 
PB-254 567/1GI 
Equal Opportunity Data Needs. 
PB-254 567/1GI 76-19 SK PC A06/MF AO1 
PB-254 568/9GI 


Empathic Understanding and Stereotype Accuracy 
of Rehabilitation Counselors as Related to Educa- 
76-19 5i PC AOQS/MF A01 
PB-254 569/7GI 

Toxicology Studies —_. Chiorozotocin (NSC 


178,248) in Beagle Dogs and Rhesus poy 
PB-254 569/7GI 76-19 6T PC A16/MF AO1 


PB-254 570/5GI 
Proceedings of Conference on Environmental 
Quality Sensors (Second) Held at National Environ- 
mental Research Center, Las Vegas, Nevada on Oc- 
tober 10-11, 1973. 
PB-254 570/5G! 76-19 13B PC A99/MF A01 
PB-254 571/3GI 
Study of Aerodynamic Drag Reduction on a Full- 
Scale Tractor-Trailer. 
PB-254 571/3GI 76-19 13F PC AO4/MF AO1 
PB-254 572/1GI 
Acute Cardiovascular Effects of Adriamycin (NSC- 
ee wee Single as ear ame Injec- 
ized 


Beag 
PB-254 572/1GI 76-19 er “pc A04/MF A01 


PB-254 573/9GI 


Post-Cast Headers for Asphalt Concrete Surfacing 
at Expansion Joints of A. i ene. 


PB-254 573/9GI PC A03/MF A01 
PB-254 574/7GI 

Matrix Analysis of Linear induction Machines. 

PB-254 574/7Gi 76-19 9C PC A16/MF A01 
PB-254 575/4GI 


Preliminary Engineering and Economic Evaluation 
~ Underspoil Haulage in Area Strip Coal Mines. 
art |. 
PB-254 575/4GI 76-19 8! PC AO06/MF AO1 
PB-254 576-T/Gi 


Experimental and in vivo Studies of the eee of 
a Group of Phthalate Plasticizers--Transia 
PB-254 576-T/GI 76-20 6T PC Aaa /MF A01 


PB-254 577-T/GI 


Molybdenum-infiltrated Bi 


hemical Provinces 
(Bi oe eee, Obogashchennie 
Translatio 


PB-254 S77. /GI 76-20 6F PC A04/MF AO1 
PB-254 578-T/GI 


Purification of Smokestack Gases of an Electrical 
Generating Station of Sulfur Dioxide Using the 
Method -- Translation. 


PB-254 578-T/GI 76-20 13B PC A04/MF A01 
PB-254 579-T/GI 

Geophysics: Elementary Absorption of Light 

Passing Th ? Clouds--Transiation. 


PB-254 579-T/ 
PB-254 580-T/GI ’ 


Present-Day State of industrial Hygiene Problems in 

Hydrometaiiurgical Production of Tungsten and 

Molybdenum Salts and Oxides (Sovremennoe 

Sostoianie Voprosov Gigieny Truda pri Gidrometal- 
met wn Prone Solei i Okisiov 

Volframa i Motidona)-Teonslomon 

PB-254 580-T/GI 76-20 6J PC AQ2/MF AO1 


76-20 20F PC AOQ2/MF AO1 
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PB-254 581-T/Gi 


A Pilot Plant for Producing a Mixture of Crude 
Dicarboxylic Acids from Shale ( ysh 
naya Ustanovka diya Poluchen Smesi Syrykh 
Dikarbonoykh Kislot iz Slantsa)-Transia tion. 

PB-254 581-T/GI 7A PC AQ2/MF AO1 


PB-254 582-T/GI 


On the Formation of Peroxide Com 
Low-Boiling Fractions of Estonian Shale Tar (Ob 
Obrazovan Perekisnykh Soedinenii v_  Niz- 
kokipyaschikh Fraktsiyakh Estonskoi Slantsevoi)-- 


Translation. 
76-19 7A PC AOQ2/MF A0O1 


unds in the 


PB-254 582-T/GI 
PB-254 583-T/GI 
Late After-Effects of Occupational Acute Damage to 
amepnnay pages by irritating Gases (Ob Ot- 
Posiedestviyakh Professionainykh Os- 
trykh fensanall Dykhateinykh putey draz- 
i Gazami)--Transiation. 
PB-254 583-T/GI 76-20 6J PC AQ2/MF AO1 
PB-254 584-T/Gi 


Lithium and hime ay Content in Yellow Podzolic 


Soils f ie Litiya i Toriya v Zheltozemno- 

Podzolistykh | Pochvakn)-Translation. 

PB-254 T/GI 76-20 8D PC A02/MF AO1 
PB-254 585-T/Gi 


The General Toxic Effect of Shale Resins on Wor- 
kers (K Voprosu o Obshchetoksich Deistvii 
— spay Smol na Yo Rabochikh)--Trans- 
PB.254 585-T/GI 76-20 6J PC AOQ2/MF A01 
PB-254 586-T/GI 
Ways of increasing the Gas Resistance of Plants 
(Puti Pouysheniya Gazostoikosti Rastenii)--Transia- 
PB-254 586-T/GI 76-20 2D PC A02/MF AO1 
PB-254 587-T/GI 


The Bulk Content of Uranium, Radium, and Thori- 
um in Certain Soil-Forming Rocks--Transiation. 
PB-254 587-T/GI 76- 8D PC AO2/MF A01 


PB-254 588/7GI 
Public Attitudes and Behavior oy tT 4 
U.S. Ponuk 





Conservation: Detailed Saeeaigee 

tion Segments; Waves 26 and 2 

PB-254 588/7GI 76-19 w PC AO3/MF A01 
PB-254 589/5GI 


Public Attitudes and Behavior Regarding Energy 
Conservation: Detailed ao - U.S. Popula- 
tion Segments; Waves 22 and 

PB-254 589/5G! 76-19 oy PC A03/MF AO1 


PB-254 590/3G! 
Public Attitudes and Behavior Regarding Energy 
Conservation: Detailed Tabulations By US Popula- 


tion Segments; Waves 7 and 8 
PB-254 590/3G! 76-19 5J PC AO4/MF A01 
PB-254 591/1GI 


Public Attitudes and 
Conservation: Detailed “Tabulations 
tion Segments; 3 
PB-254 591/1GI Ae 53 PC AQ3/MF A01 
PB-254 592/9GI 


Public Attitudes and Behavior Regarding Energy 
Conservation: Detailed en By U.S. Popule- 
tion Segments; Waves 28 and 


wo by Ud Penn Energy 


PB-254 592/9GI 76-19 0 PC AOQ3/MF A01 
PB-254 594/5GI 
industrial Accidents and Hygiene Series, 1. 


Lead Poisoning in Potteries, Tile Works, and 3 Por. 
celain Enameled Sanitary Ware Factories. 
PB-254 594/5G! 76-19 6J PC AOS/MF AO1 


PB-254 595/2GI 
industrial Accidents and Hygiene Series, No. 4. 
Lead Poisoning in the Smelting and Refining of 
PB-254 595/2GI 76-19 6) PC AOS/MF AO1 
PB-254 596/0GI 
industrial Accidents and iene Series, No. 6. 
Leas Poisoning in the Manufacture of Storage Bat- 
PB-254 596/0GI 76-19 6J PC AQ3/MF AO1 
PB-254 597/8GI 


industrial Accidents and iene Series, No. 7. In- 
dustrial Poisons Used in the Rubber industry. 
PB-254 597/8G! 76-19 6J PC AO4/MF AO1 


PB-254 598/6Gi 
industrial peessoate os ~~ iene Series, No. 11. 
Causes of Death by Occ 
PB-254 598/6GI 76-19 6) PC AOS/MF A01 
PB-254 599/4GI 
industrial Accidents and Hygiene Series, No. 14. In- 
dustrial Poisons Used or Produced in the Manufac- 


ture of Explosives. 
PB-254 599/4G! 76-19 6J PC AO7/MF A01 








PB-254 600/0G! 
industrial ——— and Hygiene Series, No. 17. 


Mortality iratory Diseases in Dusty 
Tredes. 


PB-254 inorganic oan 19 6) PC A20/MF A0o1 
PB-254 601/8GI 

industrial Accidents and Hygiene Series, No. 19. Ef- 

fect of the Air Hammer on the Hands of Stonecut- 

PB-254 601/86! 76-19 6) PC AO7/MF AO1 
PB-254 602/6Gi 

industrial Accidents and Hygiene Series. Preventa- 


ble Death in Cotton Manufacturing Industry. 

PB-254 602/6GI 76-19 6J PC A23/MF A01 
PB-254 603/4G! 

industrial Accidents and Hygiene Series. Women in 

the Lead industries. 

PB-254 603/4G! 76-19 6J PC AO3/MF A01 
PB-254 604/2Gi 


Industrial Accidents and Hygiene Series. Anthrax as 


an Occupational Disease. 
PB-254 /2Gi 76-19 6) PC AO9/MF A01 
PB-254 606/7GI 


industrial Accidents and Hygiene Series. Carbon- 
Monoxide Poisoning. 


PB-254 606/7GI 76-19 6J PC AO3/MF AO1 
PB-254 607/5Gi 

industrial Accidents and Hygiene Series. The 

Problem of Dust Phthisis in the Granite-Stone in- 

oaat. 

PB- 607/5G! 76-19 6J PC AOS/MF A01 
PB-254 608/3GI 


industrial Accidents and iene Series. Survey of 
ienic Conditions in the Printing Trades. 


254 608/3GI 76-19 6J PC A11/MF AO1 
PB-254 609/1G/ 
industrial Accidents and Hy 


iene Series. 
Necrosis in the Manu —— en Fire- 
works and in the Preparation of Phospho 
PB-254 609/1Gi 76-19 6 PC A04/MF A01 


PB-254 610/9GI 
industrial Accidents and iene Series. Health 
Survey of the Printing Trades, 1922 to 1925. 
PB-254 610/9GI 76-19 6) PC AO06/MF A01 
PB-254 611/7Gi 
industrial Accidents and Hygiene Series. A New Test 


for industrial Lead Poison — 
PB-254 611/7GI 76-19 6J PC AQ3/MF A01 


PB-254 612/5GI 


industrial Accidents and iene Series. Deaths 
from Lead Poisoning, 1925-1927. 


PB-254 612/5GI 76-19 6) PC AO3/MF A0O1 
PB-254 613/3GI 

industrial Accidents and Hygiene Series. Causes of 

Death Dompeten ' 

PB-254 613/3GI 76-19 6J PC AO7/MF AO1 
PB-254 a ta 

improving! Water Quality by Control of Algae: Cellu- 

lar Extracellular Biue-Green Algal 


Potyseccharides. 
PB-254 614/1GI 76-19 13B PC AOQ7/MF A0O1 
PB-254 615/8Gi 


Radi | Quality of the Environment. 
PB-254 615/8G! 76-19 6R PC A12/MF AO1 


PB-254 616/6GI 


improving Underground Excavation Through the 


lication of Hydraulic Water Jet Assisted 
hanical Tunnel Boring 


PB-254 616/6GI 76-19 138 PC AQS/MF A01 
PB-254 617/4GI 

The Environment: 1972 EPA Summer Fellows Pro- 
(Summa ary). 

-254 617/ 76-19 138 PC A11/MF A01 
PB-254 618/2G! 


Nitrogen Supersaturation in the Columbia and 
Snake Rivers. eae + ae 
6-19 138 PC A02/MF AO1 


PB-254 618/2G! 
PB-254 619/0GI 

yore h, - See and Reuse of Plastics. 

PB-254 6 138 PC A02/MF A01 
PB-254 vos 

The National Water Permit Program 

PB-254 620/8GI 76-19 138 PC A03/MF AO1 
PB-254 621/6GI 


The Integration of Females into fan ee Eo: 
Experiences of Certain Public Utility Compa 
PB-254 621/6G! 76-19 Si PC AO/ME ‘A01 
PB-254 622/4GI 
Clean Water. Report to Congress, 19 
PB-254 622/4GI 76-19 138 pC AO05/MF A01 
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PB-254 623/2GI 

Solid Waste Recycling Projects. A National Directo- 

PB-254 623/2GI 76-19 13B PC A14/MF A01 
PB-254 624/0GI 

Colorado River Basin Pilot Project. 

PB-254 624/0GI 76-19 48 PC A12/MF AO1 
PB-254 625/7GI 

Transit ating Subsidies 

PB-254 625/7GI 76-19 138 PC A03/MF AO1 

PB-254 626/5G! 


The Contribution of a Water eee System for 
Environmental —— in Minneso 


PB-254 626/5GI 6-19 138 PC AOS/MF A01 
PB-254 627/3GI 
Rail Transit ee Cost Study. 
PB-254 627 76-19 13B PC AO6/MF A01 
PB-254 ales 
Conservation of Energy in the Home. Highlight Re- 
, Volume XVI. 
254 628/1GI 76-19 10A PC A02/MF A0O1 
PB-254 629/9GI 


Consumption and Conservation of Natural Gas. 
Highlight Says Volume XVI. 
76-19 10A PC AO02/MF A01 


Pare saunas 

Common Environmental Terms. A Glossary, 

PB-254 630/7GI 76-19 138 PC A02/MF A01 
PB-254 631/5GI 

Reprint: Federal Assistance Programs of the En- 

vironmental Protection Agency 

PB-254 631/5G! 76-19 “3B PC A04/MF A01 
PB-254 632/3GI 


Preclinical Toxicologic Studies of L-Alanosine (NSC 
153353) and DL-Alanosine (NSC 143647) in Beagle 


PB ass 632/3G! 76-19 6T PC A10/MF A01 
PB-254 633/1GI 

Preclinical Toxicologic Evaluation of Coralyne Sul- 

foacetate (NSC-154,890) in Mice, Dogs, and Mon- 

Pe 254 633/1G! 76-19 6T PC A19/MF A01 
PB-254 634/9GI 


Transcript b ge of Ad Hoc ong 
trasou and Measuremen 
Rockville oy d, on April 9, 1976 ‘eiest Day), 
and April ye 76 aes Day). 

PB-254 6-18 6R PC A17/MF A01 


on = 


PB-254 “hs mtog 

improvement in Steering Control for Merchant 

PB 24 635/6G! 76-19 13) PC AO06/MF A01 
PB-254 636/4G! 

Clean Air and Your Car. 

PB-254 636/4GI 76-19 138 PC A0Q3/MF A01 
PB-254 637/2GI 


Applied Research on ti-Vi Compound Materials for 


Heterojunction Solar Celis. 
PB- 76-19 10B PC AO3/MF A01 
PB-254 638/0GI 


Obtaining yay ney Mode Utilities Using the 
Elimination by Aspects Model, 
PB-254 638/0G! pore 19 138 PC A03/MF A01 


PB-254 639/8G! 
Group Discussions Regarding Consumer Energy 
ation. 


PB-254 639/8GI 76-19 5K PC AOQ3/MF A01 
PB-254 640/6G! 


Development, Calibration, and Field a of Porta- 
ble Atmospheric Acoustic Echo Soun 


PB-254 640/6GI 76-18 48 PC ‘A02/MF A01 
PB-254 641/4GI 

Responses to Geodetic ose Questionnaire. 

PB-254 641 /4G 8E PC A03/MF A0O1 
PB-254 642/2G! 


TheFlorida Spiny Lobster Fishery: Landings, Prices, 
and Resource Productivity, 
PB-254 642/2GI 76-18 6C PC A04/MF A01 


PB-254 643/0G/ 


Florida Commercial Marine Fisheries: Growth, Rela- 
tive Importance, and Input Trends, 
PB-254 643/0GI 76-18 6C PC AO4/MF A01 


PB-254 644/8G! 
Report of the National Marine Fisheries Service for 


the Calendar Year 1973. 
PB-254 644/8GI 76-18 6C PC A06/MF AO1 


PB-254 646/3G! 


Product System Productivity Research. A Collabora- 
tive Study. Volume 1. Executive Summary. 


PB-254 646/3GI 
PB-254 647/1GI 


Product System Productivity Research. A Collabora- 
tive Study. Volume 2. Productivity, Le. ne and 


76-19 5C PC AO3/MF A01 


Product ems Productivity Resea 
PB-254 647/1GI 76-19 5C eC ‘A12/MF AO1 
PB-254 648/9Gi 


Product System Productivity Research. A Collabora- 
tive Study. Volume 3. Methodology and Research 


s, 

PB-254 648/9GI 76-19 5C PC AO7/MF AO1 
PB-254 649/7Gi 

ola of MOS Forecast Parameters in Temperature 

PB-254 254 648/76! 76-18 48 PC A02/MF AO1 
PB-254 650/5GI 

Forecasting the Mono Wind. 

PB-254 650/5GI 76-18 4B PC AO3/MF A01 
PB-254 651/3GI 

Harbor and Nearshore Currents, Oswego Harbor, 

New York. 

PB-254 651/3GI 76-18 8H PC AO3/MF AO1 
PB-254 652/1Gi 


Rainfall Estimation from Geosynchronous Satellite 
im During Daylight Hours. 
PB- 652/1GI 76-18 48 PC A06/MF AO1 


PB-254 653/9G! 
on Point Energy and Mass Balance Model of a Snow 


ver. 
PB-254 653/9GI 


PB-254 655/4Gi f 
Computer Processing of LANDSAT-1 MSS Digital 


76-18 8L PC A0B/MF AO1 


imagery for Marine Studies. 
PB-254 655/4G/ 76-19 8J PC AOS/MF AO1 
PB-254 656/2G! 


Tide Tables 1977, High and Low Water Predictions. 
West Coast of North and South America, including 
the Hawaiian Islands. 
PB-254 656/2G! 76-18 8C PC A11/MF AO1 
PB-254 657/0Gi 
Acta Ornithologica. Volume 14, Numbers 1, 4, 5, 
1973-1975--Translation. 
PB-254 657/0GI 
PB-254 658/8GI 
Quality Assurance Handbook for Air Pollution Mea- 


76-20 6C PC AO5/MF AO1 


surement Systems. Volume |. Principles, 
PB-254 658/8GI 76-19 138 "PC ‘A17/MF A01 
PB-254 659/6GI 


Water Resources Data for Florida Water Year 1975. 
Volume 1. Northern Florida. Surface Water, Ground 
Water, Quality of Water. 

PB-254 659/6GI! 76-19 13B PC A99/MF A01 


PB-254 660/4GI 


Water Resources Data for Florida Water Year 1975. 
Volume 2. Southern Florida. Surface Water, Ground 
Water, Quality of Water. 

PB-254 660/4GI 76-19 13B PC A99/MF A01 


PB-254 661/2GI 


Computer Estimates of Natural Recharge from Soil 
Moisture Data - High Plains of Colorado 


PB-254 661/2G! 76-19 8H PC A04/MF AO1 
PB-254 662/0Gi 

Parking Management Policies and Auto Control 

Zones. 

PB-254 662/0GI 76-19 13B PC A05/MF AO1 
PB-254 663/8Gi 


A Compilation of Papers Presented at the _ Area- 
wide Water Quality Management Workshop 
PB-254 663/8GI 76-19 13B PC A1S/MF A01 


PB-254 664/6GI 


Selected ~ glee Topics in Spinal Cord Injury 
Rehabilitatio 
PB-254 664/6G! 76-21 6E PC A09/MF A01 


PB-254 665/3GI 


Research on Solar Energy Storage Subsystems 
Utilizing the Latent Heat of Phase Change or Paraf- 
fin Hydrocarbons for the Heating and Cooling of 
Buildings. 

PB-254 665/3GI 76-19 10A PC AO7/MF A0O1 


PB-254 666/1GI 


Acute Cardiovascular Effects of Quinolinium Dibro- 

mide (NSC-176319) Following ey AEs oe 3 om in- 

travenous a ns to Anesthetized 

PB-254 666/1 76-19 6T PC Abs/MF AGt 
PB-254 + eae 

SPORT: Sewall Pre-Admission Opportunity for 


Rehabilitative Therapy. 
PB-254 667/9GI 76-20 6E PC AO04/MF AO1 


PB-254 690/1GI 


PB-254 668/7GI 
The Potential for Additional Marine Conservation 
Districts on Oahu and Hawaii. 
PB-254 668/7GI 76-18 6C PC A06/MF AO1 
PB-254 669/5GI 
Social and Economic impact Assessment of Alaska 
Outer Continental Shelf Petroleum Development. 
PB-254 669/5GI 76-18 21D PC AQS/MF A01 
PB-254 670/3GI 
A Study of Gulf Menhaden, ‘Brevoortia patronus’, in 
Barataria and Terrebonne Bays, Louisiana. 


PB-254 670/3GI 76-19 6C PC A04/MF A01 
PB-254 671/1Gi 

Biscayne Bay: Past/Present/Future. 

PB-254 671/1GI 76-18 6C PC A14/MF A01 
PB-254 672/9Gi 

‘Artificial Upwelling’ 

PB-254 672/9GI 76-18 6C PC A13/MF A01 
PB-254 673/7Gi 

Initial Description of the Lay AHEC Program. 

PB-254 673/7GI 6-20 Si PC Al1/MF AO1 
PB-254 674/5Gi 


Accuracy in Person Perception in Relation to Train- 
ing and Experience in Rehabilitation Counseling. 
-254 674/5GI 76-19 SJ PC AO6/MF AO1 


PB-254 675/2Gi 
Clinical Evaluation of Two Experimental Spinal 


PB-254 675/2GI 76-20 6L PC AQ4/MF AO1 
PB-254 676/0G! 


Guidelines for the Use of Time-Lapse Photography 
in Tr rtation Research. 
PB-254 676/0GI 76-19 138 PC AOQ3/MF AO1 


PB-254 677/8GI 


Effect of Location and Type of Water Sprays for 
ones pants Dust Suppression on a Continuous-Min- 
achine. 


PB-254 677/8G! 76-19 81 PC AOQ2/MF A01 
PB-254 678/6GI 

aeey Safety Effects of the Energy Crisis on U.S. 

Roads. 

Pe ‘ee 678/6GI 76-19 13L PC AOB/MF A01 
PB-254 679/4GI 

Nyssa Human Resource Center Project. initial Re- 

port. 

PB-254 679/4GI 76-19 5K PC A04/MF A01 
PB-254 680/2Gi 


~—e Human Resource Center Project. Second Re- 


PB. 254 680/2G! 76-19 5K PC AOQ3/MF A01 
PB-254 681/0Gi 

Nyssa Service Center. Quarterly Report, October- 

December, 1973. 

PB-254 681/0GI 76-19 SK PC AOQ4/MF A01 
PB-254 682/8Gi 


Evaluation of Materials for Protecting Existing 


Urethane Foam in Mines 
PB-254 682/8G! 76-19 8| PC A04/MF A01 
PB-254 683/6Gi 


Total Energy Con Management: A Practical Handbook 
oo Ener re and ee 
10A PC AO4/MF AO1 


=a _— 


Acute Cardiovascular Effects of Dichloroallyl 
Legere (NSC-126771) Following Constant Infusion 
o Anesthetized Beaglehounds. 


PB-254 684/4GI 76-19 6T PC AOQ4/MF AO1 
PB-254 685/1Gi 

Evaluation Management. A Background Paper. 

PB-254 685/1Gi 76-19 5A PC AO3/MF A01 
PB-254 686/9Gi 


Engine Performance Test of the 1975 GM 140-CiD, 
PB-254 686/9GI 76-19 210 PC A03/MF A01 


PB-254 688/5G! 
Tax Policies for R and D and Technological Innova- 


tion: Executive Summa a: 
PB-254 688/5GI 6-19 5A PC AO2/MF A01 
PB-254 689/3GI 


Tax Policies for R and D and Technological innova- 

tion: Chapter 1. Tax Policies of U.S. and Foreign 

Nations in Support of R and D and Innovation. 

PB-254 689/3G! 76-19 5A PC AOS/MF AO1 
PB-254 690/1Gi 


Tax Policies for R and D and Technological innova- 
tion: Chapter 2. The Effect of Tax Incentives on In- 


vestment Behavior. 
PB-254 690/1GI 76-19 5A PC AQ4/MF AO1 


AR-1233 











PB-254 691/9GI 
Tax Policies for R and D and Technological innova- 
tion: Chapter 3. Effects of Taxation Upon Risk Tak- 
PB-254 691/9G! 76-19 SA PC AO2/MF A01 

PB-254 692/7Gi 
—_ Policies for R and D and Technological Innova- 

ion: Abstracts. 


PB-254 692/7GI 76-19 SA PC AO7/MF AO1 
PB-254 693/5G! 


Structure and Competition within the Petrochemical 
industry and Economic impact of 1973-1974 
Petrochemical Sh 
PB-254 693/5GI 


PB-254 694/3GI 

Fracture Toughness Data for Ferritic Nuclear Pres- 

sure Vessel Materials. Task A: Volume I. 

PB-254 694/3GI 76-19 18J PC AOS/MF A01 
PB-254 695/0G! 

An Assessment of the Crashworthiness of Existing 

Urban Rail Vehicles. Volume ill: Train-Collision 

Model, Users Manual. 

PB-254 695/0GI 76-19 13F PC AO4/MF AO1 
PB-254 696/8G! 

Development and Evaluation of Raised Traffic Mar- 

kers, 1971-1974. 

PB-254 696/8G! 76-198 138 PC AO3/MF A0O1 
PB-254 697/6GI 


impact of Consumer Health Education Programs on 
Health Manpower Requirements. Volume |. Execu- 


tive Summary. 
76-19 6E PC A13/MF A01 


76-19 7A PC A17/MF AO1 


PB-254 697/6GI 
PB-254 698/4GI 
Site Visit Report for the California Area Health Edu- 


cation vod Program. 
PB-254 698/4Gi 76-19 5i PC AOS/MF AO1 
PB-254 699/2GI 


Site Visit Report for the Illinois Area Health Educa- 


tion Center Program 
PB-254 699/2GI 76-19 5!I PC AO6/MF A01 
PB-254 700/8GI 


Site Visit Report for the Tufts/Maine Area Health 
Education Center Program. 
PB-254 700/8Gi 76-19 Si PC AO4/MF AO1 


PB-254 701/6GI 
Site Visit Report for the Minnesota Area Health 


Education Center ram. 
PB-254 701/6G! 76-19 5i PC AOS/MF AO1 
PB-254 702/4Gi 


Site Visit for the Missouri Area Health Edu- 
cation Center Program. 
PB-254 702/4GI 


PB-254 703/2GIi 
Site Visit rt for ~m New Mexico Area Health 


Education Center P 
76-19 51 PC A03/MF A01 


76-19 Si PC AO6/MF AO1 


PB-254 703/2GI 
PB-254 704/0GI 


Site Visit Report for the North Carolina Area Health 
Education Center Program. 
PB-254 704/0GI 76-19 5i PC A04/MF A01 


PB-254 705/7GI 


Site Visit Report for the North Dakota Area Health 


Education Center Program. 
PB-254 705/7GI 76-19 Si PC AO3/MF A01 


PB-254 706/5GI 
Site Visit Report for the South Carolina Area Health 


Education Center Program. 

PB-254 706/5G! 76-19 5i PC AOS/MF AO1 
PB-254 707/3GI 

for the Texas Area Health Educa- 


i rogram 
PB-254 707/36! 76-19 5i PC AO4/MF A01 
PB-254 708/1GI 
Site Visit Report for the West Virginia Area Health 
Education Center Program. 
76-19 Si PC AO3/MF A01 


PB-254 708/1GI 
PB-254 709/9GI ‘ 

The Development of a Tape Series on Rehabilitation 

Research. 

PB-254 709/9GI 76-19 6E PC A02/MF A01 
PB-254 710/7GI 

Manprobe: What's New. Program N 

PB-254 710/7GI 76-19 66 rs A02/MF A01 
PB-254 711/5GI 

Manprobe: The New Surgeons. Prog 

PB.254 711/5GI 76-19 6E 8G : a0a/MF A01 
PB-254 712/3G! 

Manprobe: What Can We Do. Program No.3. 

PB-254 712/3GI 76-19 6E PC A02/MF AO1 
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eee: You're Replaceable. Program No. 4 


PB-254 713/1GI 76-19 6E PC A02/MF AO1 
PB-254 714/9Gi 

a - J Cancer Aw Program No. 5 

6E A02/MF AO1 

PB-254 715/6GI 

Manprobe: The a. he No. 6 

PB-254 715/6GI PC A02/MF A01 
PB-254 716/4Gi 

Manprobe: Give Us a Hand. Program No. 7 

PB-254 716/4Gi 76-19 6E PC AO2/MF AO1 
PB-254 717/2GI 

Manprobe: Breathe Again Please. Program No. 8. 

PB-254 717/2GI 76-19 6E A0Q3/MF AO1 
PB-254 718/0GI 

Manprobe: Body Shop. Program No. 9. 

PB-254 718/0GI 76-19 6E PC AOQ2/MF A01 
PB-254 719/8GI 

Man +e The Mind Finders. Program 

PB- 719/8G!I 76-19 6E PC A02/ MF A01 
PB-254 720/6GI 


Manprobe: Do You wees he Program No. 1 
PB-254 720/6GI 6-19 PC naa/Me AO1 


PB-254 721/4GI 
Manprobe: The Chemical Predictors. Program No. 
12 


PB-254 721/4GI 76-19 6E PC A03/MF AO1 


PB-254 722/2Gi 
Manprobe: Planners of the Dream. Program No. 1 
PB- 722/2GI 76-19 6E PC Aga/ME AOt 
PB-254 723/0GI 


Diffusion Coefficients of Fe(3+ ) lons in Chloride 
Melts (Koeffitsienty Diffuzii iona Trekhvalentnogo 
eee V Rasplavakh Khioristykh Solei)--Transla- 


PB. 254 723/0GI 76-19 11F PC AO2/MF AO1 


PB-254 724/8GI 


A Vacuum installation for Diffusion Welding and 
Brazing of Members (Vakuumnaya Ustanovka diya 
Diffuzionnoii Svarki i Pakki izdeli}--Transiation, 

PB-254 724/8G! 76-19 11F PC AQ2/MF AO1 


PB-254 725/5GI 


Vacuum Diffusion Welding of Metallic and Non- 
Metallic Materials (Diffuzionnaya a v Vakuume 
Metailicheskikh i Nemetailicheskikh Materialov)-- 


PB-254 725/5G! 76-19 13H PC AO2/MF AO1 
PB-254 726/3Gi 

Soldering of Copper with pa ge Rene Solders 

tog Medi Medno-Gallievmi Pripoyami)--Transla- 

tion. 

PB-254 726/3GI 76-19 11F PC AQ2/MF AO1 
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id Rail Vehicle and Systems Program. 

PB? 254 7 7/1GI 76-19 13F PC /MF AO1 
PB-254 728/9GI 

Field Compaction Tests. Research and ment 

Program on the Disposal of Retorted Oil le- 

Paraho Oil Shale Project. 

PB-254 728/9GI 76-19 81 PC AOS/MF A01 
PB-254 729/7Gi 


Counselor je Saeeeran of the Vocational Needs of 
Welfare Rec 


PB-254 729/7GI 76-19 5J PC AO7/MF A0O1 
PB-254 730/5GI 

Analysis of State Solar Energy Policy Options 

PB-254 730/5GI 76-19 13A PC AO4/MF AO1 
PB-254 732/1GI 

Administrative Adjudication of Traffic Offenses in 

California. Summary 

PB-254 732/1GI 76-19 5D PC A02/MF A01 


PB-254 733/9GI 
Administrative Adjudication of Traffic Offenses in 


California. Volume | 
PB-254 733/9GI 76-19 5D PC A10/MF A0O1 
PB-254 734/7GI 


Administrative Adjudication of Traffic Offenses in 
California. Volume Il. Appendices 
PB-254 734/7GI 76-19 5D PC A12/MF AO1 


PB-254 735/4GI 
Technical amt for Study and Design of Elec- 
' 


tronic — ystem. Phase |. 
PB-254 i 76-19 17G PC A13/MF AO1 
PB-254 736/2GI 


Evaluation of the Integrity of Reactor Vessels 
Designed to ASME Code, Sections | and/or Vill, 
PB-254 736/2G! 76-18 18) PC A04/MF A01 


PB-254 737/0GI 


Proceedings of the Conference on The Manage- 
ment of Radioactive Waste: Waste Partitioning as 
an Alternative, Held at the Battelie-Seattle Research 
Center, Seattle, Washington, on June 8-10, 1976, 

PB-254 737/0GI 76-18 18G PC A23/MF A01 


PB-254 738/8G! 
Automatic Train Control in Rail Rapid Transit. 
PB-254 738/8Gi 76-19 13B PC A11/MF AO1 
PB-254 739/6GI 


interdisciplinary Support of MR's in the Home En- 
vironment. 
PB-254 739/6G! 
PB-254 740/4Gi 
Guidelines for the identification and Analysis of So- 
cial Factors in Transportation Plannin 
PB-254 740/4GI 76-19 138 
PB-254 741/2Gi 
Marine Resources of the Offshore and Coastal Zone 
of Massachusetts and Rhode Island. Summary Re- 
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PB-254 741/261 76-19 13B PC A03/MF A01 
PB-254 742/0Gi 

gary | A een agtaton. 

PB-254 742/0GI 6-19 51 PC AO6G/MF A01 
PB-254 743/8GI 


The Economics of Power Plant Siting in Southeast- 

ern New England. 

PB-254 743/8G! 76-19 10B PC AO6/MF AO1 
PB-254 744/6Gi 

Worker Relocation 1965 - 1972: A Review of the 

Research and Operations Findings of MDTA Experi- 

mental and Demonstration Projects. 

PB-254 744/6GI 76-19 5! PC A13/MF AO1 
PB-254 745/3GI 

The Economics of Sand and Gravel Mining in 

Southeastern New England. 

PB-254 745/3GI 76-19 81 PC AO4/MF A01 
PB-254 746/1Gi 

Economic implications of Water Supply and De- 


mand issues in Southeastern New Sapees. 
PB-254 746/1GI 76-19 138 AOS/MF AO1 
PB-254 747/961 


A Tactile Decoding Program for Children 
PB-254 747/9GI 76-19 5! PC A03/MF A01 
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An investigation of Test a for Determining 

the Flammability Hazards of — 

PB-254 748/7GIi 76-19 iE. * PC A04/MF A01 
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Operational Implications of a Major Modal Diversion 
to Transit. Program Users’ Guide. 


PB-254 749/5GI 76-19 138 PC A07/MF AO1 
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Ship ,Soaien & Study. Kaw Situation Survey. 

PB-254 6-19 135) PC AOS/MF A01 
PB-254 751/1GI 

Extinguishment in Apparel Textiles. 

PB-254 751/1GI 76-19 11E PC AO04/MF A01 
PB-254 752/9GI 

Advanced Dial-A-Ride a Research Project. 

PB-254 752/9G! 76-18 138 PC AOQ7/MF A01 
PB-254 753/7GI 

bs a Treadwear Validation. Executive Summary Re- 

PB-254 753/7GI 76-18 13F PC AQ3/MF A01 
PB-254 754/5Gi 


Thermal Activity of Base Course Material Related to 
Pavement Cracking. 
PB-254 754/5GI 76-19 13C PC AO7/MF A01 
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Evaluation of the High Load Detection and Warning 
System on |.H. 45 in Houston. 
-254 755/2GI 76-18 13 PC AO4/MF A01 


PB-254 756/0GI 
Guidelines and Considerations in Planning and 
ig Transportation Systems for Older Amer- 
PB.284 756/0GI 76-19 13B PC AO04/MF A01 
PB-254 757/8Gi 


intersection Coordinated Arts Project for Rehabilita- 
tion of the Socially and Culturally Handicapped. 


PB-254 757/8GI 76-19 5F PC AO2/MF A01 
PB-254 758/6GI 

Analysis of Major Short-Haul Transportation 

Problems. 

PB-254 758/6GI 76-204,.138 PC A10/MF A011 
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Program for Control of Electromagnetic Pollution of 
Assess 


the Environment: ment of Biological 
Hazards of Nonionizing Electromagnetic Radiation. 
PB-254 759/4GI 76-20 6R PC AO4/MF A01 


PB-254 760/2G! 
Program for Control of Electromagnetic Pollution of 
the Environment: The Assessment of Biological 
Hazards of Nonionizing by ae ae oy Radiation. 
PB-254 760/2Gi 76-20 6R PC AO3/MF A01 


PB-254 761/0GI 


Program for Control of Electromagnetic Pollution of 
the Environment: The Assessment of Biological 
Hazards of mentoring Rectomegnatic Radiation. 

PB-254 761/0GI 76-20 6R PC AOS/MF AO1 
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Proceedings of the Foundation Deformation Predic- 
tion Symposium Held at Massachusetts Institute of 
Technology on November 13-15, 1974. Volume 1. 
Symposium Summary. 

PB-254 762/8GI" 76-19 13B PC A06/MF A0O1 
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Proceedings of the Foundation Deformation Predic- 
tion Symposium Held at Massachusetts Institute of 
Technology, Cam oe. yee ogy on 
November 13-15, 1974. Volume 2. Ap 
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Basic Problems of the Soil Cutting Process Using 
Tillage Implements (Podstawowe Problemy 
Mechaniki Procesu Skrawania Gruntow Narzedziami 
Roiniczymi)--Translation. 
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Transcript CONTU Meeting No. 6. 

PB-254 765/1GI 76-19 9B PC A15/MF AO1 
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Transcript CONTU Meeting No. 7 
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Acute Cardiovascular Effects of Maytansine Follow- 
ing Single Bolus intravenous injections to 
Anesthetized Beaglehounds. 
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Survey of mag Manufacturing Research and 

Development Nee 
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Modern Methods for the Control and Measurement 

of Humidity and Moisture--Translation. 
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SOAC. State-of-the-Art Car Development Program. 
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An Econometric Model of the Dental Sect 
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PB-254 772/7GI 
Examining Alternatives for Improving the Nation's 


Oral Health. ystem Dynamics Model of the 

Dental! Care Delivery yo, 
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Assessing the Potential for Optimal Utilization of 

Off-Peak Power. Volume |. Executive Summa 

PB-254 774/3GI 76-19 10A PC A02/MF AO1 
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Assessing the Potential for Optimal Utilization of 
et Power. Volume li. Electrical Loads Offer- 
Major Potential for the Use of Off-Peak Power. 
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PB-254 777/6GI 6-19 
PB-254 778/4GI 
A Statistical Portrait of Women in the U.S. 
PB-254 778/4GI 76-19 5K Not available NTIS 
PB-254 779/2GI 


Bureau of the Census Catalog, 1975. Part | - Publi- 
cations. Part li - Data Files and Special Tabulations. 
PB-254 779/2GI 76-19 5K PC-GPO 


5K MF AO1 


PB-254 780/0GI 
1972 Census of Construction Industries. Legal Form 
of hs ear and Specialization in Types of Con- 
PB 254 780/0GI 76-19 5C MF A01 
PB-254 781/8GI 


Census of Mineral industries (1972): Subject Series. 
General emenery. 


PB-254 781/8GI 76-19 5C MF AO1 
PB-254 782/6GI 

Economic Censuses - 1972: Procedural Histo 

PB-254 782/6GI 76-19 5C F A01 
PB-254 783/4Gi 

Women-Owned Businesses: 1972. 

PB-254 783/4GI 76-19 SC MF AO1 
PB-254 784/2Gi 


Expenditure and pecan Data for the Criminal 


Justice System 1974 
PB-254 784/2GI 76-19 5K MF AO1 


PB-254 785/9G! 
Historical Statistics of the United States, Colonial 
ae to 1970. Bicentennial Edition, Part 1 and Part 
PB-254 785/9GI 76-19 5D MF A01 
PB-254 786/7GI 
Potential Releases of Cesium from Irradiated Fuel in 
a Transportation Accident. Supplement ti to WASH- 
1238. Environmental Survey of Transportation of 
ne Materials to and from Nuclear Power 
Pb. 2s4 786/7GI 76-19 18G PC A02/MF AO1 
PB-254 788/3GI 
Subway Environmental Design a seid 1. 
Principles and a Second E 
PB-254 788/3G! 76-19 138 pe AG/ME Aol 
PB-254 789/1Gi 


Subway Environmental Design Handbook. Volume 
lil. Subway Environment Simulation Computer Pro- 
eS (SES). Part 1. User's Manual. 

789/1GI 76-19 138 PC A9S/MF A01 
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Subway Environmental Design Handbook. Volume 
ll. Subway Environment Simulation Computer Pro- 
— = Part 2. Programmer's Manual. 

-254 /9GI 76-19 138 PC A99/MF A01 


PB-254 791/7GI 


Job Placement of the Physically Disabled. 
Proceedings of a One-Day Conference for Vice Pre- 
sidents of Personnel and Business Leaders in the 


Midwest. 
PB-254 791/7GI 76-19 51 PC AO4/MF A0O1 
PB-254 792/5GI 


Hi sory boy oes — ae yy — a 
6-19 /MF AO1 


PB-254 ‘bteuag 
Placement Services in the Vocational! Rehabilitation 


Program. 
PB-254 793/3GI 76-19 5! PC AO7/MF AO1 


PB-254 794/1Gi 
Comparative Analysis of the 1976 ERDA Pian and 
rogram. 
PB.254 794/1GI 76-19 10A PC A10/MF AO1 
PB-254 795/8Gi 


Computer Graphics Applications in Transportation 


information Systems. 
PB-254 795/8GI 76-19 9B PC AO3/MF AO} 
PB-254 796/6GI 


Acceleration and Expansion of the Diagnostic Ser- 


vices Proj in Houston, Texas. 
PB-254 /6GI 76-19 51 PC AOS/MF AO1 
PB-254 797/4GIi 


Development of Procedures for Replacing Joints in 
Concrete Pavement. 
PB-254 797/4GI 76-18 13B PC AO6/MF A01 


PB-254 798/2GI 
Data Saoanemen Methods for Urban Mass Trans- 
portation Systems. 
PB-254 798/2Gi 76-18 138 PC AOS/MF A01 
PB-254 799/0GI 


The Effectiveness of Automatic Protection in 
Reducing Accident Frequency and Severity at 
Public Grade Crossings in California 

PB-254 799/0GI 76-19 13L PC A10/MF AO1 


PB-254 800/6GI 


Energy Microthesaurus. A Hierachical List of Index- 
ing Terms Used by NTIS. 
PB-254 800/6G! 76-17 5B PC E06/MF E06 


PB-254 801/4GI 


Structural Analysis and Design for Energy Absorp- 
tion in Impact. 


PB-254 823/8GI 


PB-254 801/4GI 76-19 13F PC A10/MF A01 
PB-254 802/2Gi 


The Census and Transportation Planning: Survey of 
Evaluations and Recommendations as to the Use- 
fulness of the 1970 Census Data in Urban Transpor- 


tation Planni 

PB-254 802/ 76-19 SK PC AQ4/MF AO1 
PB-254 803/0G! 

Study of the Feasibility of Establishing Shipbuild- 


ing/Ship iring Facilities at Guanica Bay 
PB-254 @03/0GI © 76-20 13 PC ‘A08/MF A01 


PB-254 804-T/GI 


Recommendations of the Reactor Safety Commis- 
sion, 1971-1974--Translation. 


PB-254 804-T/GI 76-19 181 PC A10/MF A01 
PB-254 805/5G! 

The Analysis of Fuel Densification, 

PB-254 805/S5GI 76-18 18) PC AOS/MF A01 
PB-254 806/3GI 

Rigid Pavement Joints and Sealants Study. 

PB-254 806/3G! 76-19 138 PC AO7/MF AO1 
PB-254 807/1GI 


The Effect of Vibration on the Durability of Unrein- 
forced Concrete Pavement. 
PB-254 807/1GI 76-20 138 PC A04/MF A01 


PB-254 808/9G! 


Collision of a Crown-Trygg Construction Company 
Truck with an Amtrak — Train, Elmwood, Il- 
linois, November 19, 1975 

PB-254 808/9GI 76-20 13L PC AQ3/MF A01 


PB-254 809/7G! 


Tentative Road Roughness Criteria Based Upon 
Vehicle Performance 


PB-254 809/7Gi 76-19 138 PC A06/MF AO1 
PB-254 810/5G! 

Optical Automatic Car identification (OAC!) Field 

Test Sy te 

PB-254 810/5GI 76-19 13F PC A0S/MF A01 
PB-254 811/3Gi 

Allocation of Resources for Terminal improvement, 

PB-254 811/3GI 76-19 138 PC AO6/MF AO1 
PB-254 812/1Gi 

Evaluation of Montana's Disregard of Indian income 

Demonstration. 

PB-254 812/1GI 76-19 SC PC A11/MF AO1 
PB-254 813/9Gi 


Acute Cardiovascular Effects of Dichioroallyl 
Lawsone (NSC-126771) Following Single Bolus In- 


travenous Injections to Anesthetized Beaglehounds. 
PB-254 813/9GI 76-19 6T PC MF AO1 
PB-254 814/7GI 


Acute Cardiovascular Effects of Coralyne Sul- 
foacetate (NSC-154890) Following Single Bolus In- 
Yee wer Injections to Anesthetized Beaglehounds 


PB.254 814/761 76-19 6T PC AQ3/MF AO1 
PB-254 815/4Gi 

Technology for Using Sulfate Waste in Highway 

Construction. 

PB-254 815/4GI 76-19 13C PC A10/MF A01 
PB-254 816/2Gi 

» aoe Testing of Different Species of Woody 

PB-254 816/2GI 76-20 6C PC AO3/MF AO1 
PB-254 817/0GI 


Program Planning and Evaluation, Selected Topics 

for Vocational Rehabilitation. 

PB-254 817/0GI 76-19 5A PC A06/MF A01 
PB-254 818/8Gi 

Southeastern New Seen Study of Water and Re- 

lated Land Resources. Urban Waters Special Stud 

PB-254 818/8Gi 76-1 19 13B PC A09/MF 
PB-254 819/6Gi 

improvement of Utah's Flexible Pavement Per- 

formance System. 

PB-254 819/6GI 76-20 138 PC AQS/MF A01 
PB-254 821/2Gi 

influence of Carbon Monoxide on Cardiac Dynam- 

ics in Normal and Cardiovascular Stressed Animals. 

PB-254 821/2Gi 76-20 6S PC AO08/MF AO1 
PB-254 822/0Gi 

Study of Alaskan Wind Power and Its Possible Ap- 

plications. 

PB-254 822/0GI 76-19 10B PC A0Q4/MF AO1 
PB-254 823/8Gi 

Development of Fuel Cell CO Detection instruments 

for Use in a Mine Atmosphere. 

PB-254 823/8GI 76-19 148 PC AQS/MF AO1 
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The Second Milestone: A Conference on Life En- 
richment Needs of Persons with Multiple Handicaps 
Who are Socially and ge Deprived, Held at 
Alexandria, Virginia, March, 1 976. 


PB-254 824/6G 76- is” 5K PC AO7/MF A01 
PB-254 825/3GI 

Satellite Sheltered — for Retarded Adults. 

PB-254 825/3Gi 76-19 5K PC AO4/MF A01 
PB-254 826/1GI 


The Structured Use of Vocational Behavior Media in 

Vocational Evaluation Programming. 

PB-254 826/1GI 76-19 5J PC AO3/MF AO1 
PB-254 827/9G! 

Automation of the Schonfeld Method of Highway 

Surface Texture Code Assignment. Volume |. Three 

Dimensional Classification Technique Introduction 

and Summary. 

PB-254 827/9Gi 76-19 13B PC AO04/MF A01 


PB-254 828/7GI 


Automation of the Schonfeld Method of Hi 
Surface Texture Code Assignment. Volume Ii. 
Dimensional Classification Technique on bay a 


roach. 
254 828/7GI 76-19 138 PC A17/MF AO1 
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Automation of the Schonfeld Method of Highway 
Surface Texture Code Assignment. Volume iil. 
Three Dimensional Classification Technique. Ap- 


Pe 254 8 829/5GI 76-19 13B PC A10/MF AO1 
PB-254 830/3GI 

The Helicopter Air Service Passenger Program: A 

Retr ; 

PB-254 830/3GI 76-19 1B PC AO4/MF A01 
PB-254 831/1G! 


Low Excess Air, High Performance Combustion 
System for Marine Boilers 


PB-254 831/1GI 76-20 13A PC A06/MF AO1 

PB-254 832/9GI 
—- Workshop in implementing New Service 
Playing and 


Techniques: Structured Ro 
—— Group Process. 
PB-254 832/9GI 76-19 5K PC AO3/MF AO1 


PB-254 833/7G! 


Land Use Changes and Reservoir Development: An 
tion of Land Use information Systems, 


-254 833/7GI 76-19 13B PC AO7/MF AO1 

PB-254 834/5GI 

Sensors for Continuous Monitoring of Toxic tons, 

Nutrients, and Dissolved Gases in Water, 

PB-254 834/5G! 76-19 148 PC AO7/MF AO1 
PB-254 835/2GI 

Compilation and Analysis of Water Quality Rights 

and nsibilities in Hawaii. 

PB-254 /2G!I 76-18 13B PC A03/MF A011 
PB-254 836/0G! 

Coal Gasification in Southeastern Ohio: Water 

Supply and Demand. 

PB- 836/0G! 76-18 7A PC AOS/MF A011 
PB-254 837/8GI 


Transportation System Assurance: Terminology, 

Performance Indices, Failure Assessment and Main- 

tenance Management. 

PB-254 837/8GI 76-19 13B PC A06/MF AO1 
PB-254 838/6GI 

The Hearing impaired/Mentally Retarded: A Survey 

of State institutions for the Retarded. Monogr é 

PB-254 838/6G! 76-19 6E PC AO5S/MF A01 
PB-254 839/4GI 

nen oo for Research Utilization: Four Alter- 


PB2e4 839/4GI 76-19 5A PC A21/MF AO1 
PB-254 840/2G! 

lowa Health Services Data System Acute Care Com- 

ponent. 

PB-254 840/2Gi 76-20 6E PC A13/MF A01 
PB-254 841/0Gi 


Occupational Training Center Program for industrial 
Supervisors to Insure the Retention of Mentally Re- 
tarded Workers in industry. ; 

PB-254 841/0GI 76-21 St PC A02/MF A01 


PB-254 842/8G! 
Selected Bibliography and Abstracts of Educational 
Materials in Pakistan. Volume 9, Number 1, 1975-- 
76-19 5!i PC AO4/MF AO1 
PB-254 843/6G! 


The SID (Service integration for Deinstitutionaliza- 
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PB-255 148/9GI 76-19 SK PC A11/MF AO1 
PB-255 149/7GI 

Evaiuation of the Colorado er Supply Program. 

PB-255 149/7GI 76-21 A08/MF AO1 


PB-255 150/5GI 
Pretreatment of Poultry Processing Wastes. Upgrad- 
ing Poultry-Processing Facilities to Reduce Pollu- 
PB. 255 150/5GI 76-21 1368 PC AO04/MF A01 
PB-255 151/3GI 


Report of Waste Source Inventory and Evaluation, 
Dade County, Florida. Technical Appendix |. Major 
Municipal Wastewater Treatment Facilities. 

PB-255 151/3GI 76-20 138 PC A18/MF A01 


PB-255 152/1GI 


Report of Waste Source Inventory and Evaluation, 
Dade County, Florida. Technical Appendix li. Minor 
Municipal Wastewater Treatment Facilities. 

PB-255 152/1GI 76-20 13B PC A16/MF A01 


PB-255 153/9GI 


Summary of Missions, Needs, Resources, Accom- 
lishments, and Trends. 


B-255 153/9GI 76-19 138 PC A04/MF AO1 
PB-255 154/7GI 

Listing of Papers or by National Water 

Quality Laboratory Personnel 

PB-255 154/7GI 76-19 138 PC A02/MF AOt 
PB-255 155/4GI 


Storm and Combined Sewer Pollution Control Pro- 

gram Reports. Research, Development, and Demon- 

stration Grant, Contract, and In-House Project Re- 

ports. 

PB-255 155/4GI 76-20 
PB-255 156/2GI 

Glossary of Water Resource Terms, 

PB-255 156/2GI 76-19 5B PC AQ3/MF A01 
PB-255 157/0GI 

Water Quality of the Ohio River, Louisville, Ky. - 

Evansville, ind., 

PB-255 157/0GI 

PB-255 158/8GI 

Nutrient Removal from Waste Water, 1970 Status. 

PB-255 158/8GI 76-20 138 PC A0Q2/MF AO1 

PB-255 159/6GI 

Collection of Papers Presenteg at the Fish Kill In- 

vestigation Seminar on 2-4 Nov 71. 

PB-255 159/6GI 76-20 6F PC AO7/MF AO1 

4. 


13B PC A02/MF A01 


76-20 13B PC AO7/MF A01 














PB-255 160/4GI 
USPHS Survey of Community Water Supplies, 


PB-255 160/4GI 76-21 138 PC A0Q2/MF A01 


PB-255 161/2GI 


of Waste Source Inventory and Evaluation, 


Dade County, Florida. 
PB-255 161/2GI 76-20 13B PC AO6/MF A01 


PB-255 162/0GI 


Water Quality Comparison ee aren River 
and Other Northwest Florida Strea 


PB-255 162/0GI 76-20 13B "PC A02/MF A01 
PB-255 163/8GI 

Palmer Lake Sanitation District, Palmer Lake, 

Colorado. 

PB-255 163/8GI 76-19 138 PC A21/MF AO1 
PB-255 164/6GI 

Toward Clean Clear Water. 1972 Catalog. 

PB-255 164/6GI 76-20 13B PC A04/MF A01 
PB-255 165/3GI 

Modified Polycarbonate Membranes for Hemodialy- 

sis. 

PB-255 165/3GI 76-21 6B PC A08/MF A01 
PB-255 166/1GI 


Evaluation of Rural Regional a Demon- 


stration Projects. Executive Summ 

PB-255 166/1GI 76-19 138 C AO3/MF AO1 
PB-255 167/9GI 

Evaluation of a, Regional Coordination Demon- 

stration Proj 

PB-255 167 ocr 76-19 13B PC A20/MF A01 
PB-255 168/7GI 


Government inventions Presented at the AGRO- 
Chemical Seminar, Held at Department of Com- 


merce Auditorium, Washington, a C., a. 20, 1976. 

PB-255 168/7GI 2C PC E19 
PB-255 169/5GI 

Light-Water Reactor Physics Parameters for 

Transient Anal 

PB-255 169/ 76-21 18K PC AO3/MF AO1 
PB-255 170/3GI 

Review of Energy Forecasting Methodologies and 

Assumptions. 

PB-255 170/3GI 76-20 10A PC A16/MF AO1 
PB-255 171/1GI 

Energy-Economy Relationships. 

PB-255 171/1GI 76-20 5C PC A14/MF A01 

PB-255 172/9GI 


TRISNET. Directory to Transportation Research In- 
formation Resources 


PB-255 172/9GI 76-21 5B PC A04/MF A01 
PB-255 173/7GI 

Business Statistics. Biennial Edition (20th), 1975 

PB-255 173/7GI 76-20 5C PC A18/MF AO1 
PB-255 174/5GI 

Tanker Sludge Removal and Disposa 

PB-255 174/5GI 76-19 138 PC A04/MF A01 
PB-255 175/2G! 


Estimating Water Yield Differences Between Hard- 


wood and Pine Forests: An Application of Net 
Precipitation Data. 

PB- 175/2GI 76-20 8H PC AO02/MF AO1 
PB-255 176/0GI 


Historical Fuels and ‘by Consumption Data, 
1960-72, United States by States and Census Dis- 
tricts East of the Mississippi 

PB-255 176/0GI 76-20 21D PC A20/MF A01 


PB-255 177/8GI 


Historical Fuels and Ener 
1960-72, United States by 

tricts West of the Mississippi. 
PB-255 177/8GI 76-20 21D PC A19/MF A01 


PB-255 178/6GI 


A Preliminary Systems Design for a Multi-Purpose 
re Planning and Management information 


Consumption Data, 
tates and sus Dis- 


Pb 25s 178/6GI 76-19 13B PC A06/MF A01 
PB-255 179/4GI 

Pulsatile Flow Through an Orifice. 

PB-255 179/4GI 76-19 20D PC A05/MF A01 
PB-255 180/2GI 


Public Personnel and Drug Use: A Guide for Policy 


lopment. 
PB-255 180/2GI 76-20 5K PC A03/MF A01 
PB-255 181/0G! 
Selected Bibliography of Educational Materials: Al- 
eo Libya, Morocco, Tunisia. Volume 8, Number 
74 


PB-255 181/0G! 76-19 5i PC AO3/MF A01 


PB-255 182/8G! 


Boron and Arsenic Studies in Florida Waters. 
PB-255 182/8GI 76-22 13B PC AO6/MF AO1 


PB-255 183/6Gi 
Strengthening Lake-Shoreland Management in 


Massachusetts, 

PB-255 183/6GI 76-20 138 PC A03/MF A01 
PB-255 184/4G! 

eg Analysis of One-Dimensional Water infil- 

Poza! 255 184/4GI 76-21 8H PC A04/MF AO1 
PB-255 185/1GI 


Microbiology and Chemistry Studies of Water Quali- 
y Factors in a ban Used for Municipal 
u 


my LF Waste Disposal. 
/1GI 76-21 138 PC AO7/MF A01 


PB-255 186/9G! 


Atomic Energy Levels of Rare Earth Elements. 
PB-255 186/9GI 76-20 7D _ Not available NTIS 


PB-255 187/7GI 


Reliability of Temperature Measurements and Con- 
trol Provided in Clinical Instruments. 
PB-255 187/7GI 76-21 6L PC AO2/MF AO1 


PB-255 188/5GI 
Reprint: Properties of the Chromosphere-Corona 


Transition R “. in Capella. 

PB-255 188/ 6-20 38 PC AO2/MF AO1 
PB-255 189/3GI 

The Automated Classification and identification of 

Fingerprints. 

PB-255 189/3GI 76-22 9B PC AOQ2/MF A01 
PB-255 190/1GI 


Electron-Microscopical Studies of Passive Films on 


Stainless Steels. 
PB-255 190/1GI 76-20 11F PC AO2/MF AO1 
PB-255 191/9GI 


The Use of X-Ray Photoelectron Spectroscopy 
(ESCA) for Studying Adsorbed Molecules. 

PB-255 191/9GI 76-20 7D PC A03/MF A01 
PB-255 192/7GI 


Prospects for the Standardization of Packet- 
Switched Networks 


PB-255 192/7GI 76-21 9B PC A02/MF AO1 
PB-255 193/5GI 
Reprint: Frictional Properties of Dilute Block- 
Copolymer Solutions and Homopolymer Solutions. 
plication to Molecular Weight Determination. 
PB-255 193/5GI 76-20 7C PC A02/MF AO1 


PB-255 194/3GI 


Reprint: Definitive Pressure Generation in the 10-4 - 
10-3 Torr Ra oes for Atomic omy py peg 
PB-255 194/ 76-20 7D /MF AO1 


PB-255 195/0GI 
Ultrasonic Measurements at Pressures Up to 50 


bar. 

PB-255 195/0GI 76-20 14B PC AOQ2/MF A01 
PB-255 196/8Gi 

Report to Congress on Abnormal Occurrences. 


January - March, 1976. 
PB-255 196/8GI 76-19 18E PC AO2/MF AO1 
PB-255 197/6Gi 


Generic Environmental Statement on ogo Use 
of Plutonium-Powered Cardiac Pacemake 
PB-255 197/6GI 76-19 6L PC A13/MF A01 


PB-255 198/4GI 
Operation of Browns Ferry, Units 1 and 2 Following 


the March 22, 1975 Fire. 
PB-255 198/4GI 76-20 18E PC A04/MF AO1 
PB-255 199/2Gi 


Reprint: High-Resolution Profiles of the Diffuse in- 
terstellar Feature at 5780 A 


PB-255 199/2GI 76-20 3B PC A02/MF A01 
PB-255 200/8GI 

Evaluation of Techniques for Verifying Personal 

identity. 

PB-255 200/8Gi 76-19 968 PC A02/MF AO1 
PB-255 202/4GI 

Chemical Breakdown of Passivity. 

PB-255 202/4GI 76-20 11F PC A02/MF AO1 
PB-255 203/2GI 


Ellipsometric Spectroscopic Study of Breakdown of 


Fe-Cr and Fe-Cr-Mo Alloys. 
PB-255 203/2G! 76-20 11F PC A02/MF A01 
PB-255 204/0GI 


Reprint: Improved Microwave-Discharge Source for 
UV Photoemission. 
76-20 


PB-255 204/0GI 14B PC A02/MF A01 





PB-255 226/3GI 


PB-255 205/7Gi 

Reprint: Core Level Shifts in the 3d Transition 

Metals and Tin. 

PB-255 205/7Gi 76-20 7D PC A02/MF AO1 
PB-255 206/5Gi 

Assembiage: A Process-Oriented Teaching Method. 

PB-255 206/5G! 76-19 5i Not available NTIS 
PB-255 207/3Gi 

Reprint: The isolation and Characterization of Pen- 

tafluorodisilane. 

PB-255 207/3GI 76-20 7B PC AQ2/MF AO1 
PB-255 208/1Gi 


Reprint: The Theory of Ordered Spans of Un- 

restricted Random Walks. 

PB-255 208/1G! 76-19 
PB-255 209/9GI 


Review of the CIE Photometric Model and of the 
Status whe eo Measurements. 


12A PC AO2/MF AO1 


PB-255 209 76-20 148 PC A02/MF AO1 
PB-255 pores 
Reprint: Evaluation of es are Data. 
PB-255 210/7GI 76-19 12A PC AO2/MF AO1 
PB-255 212/3G! 


Apparent Oscillator Strengths for Molecular Ox- 
ygen, Derived from Electron Energy-Loss Measure- 


ments (Summary) 
PB-255 212/36! 76-20 7D PC AO02/MF AO1 


PB-255 213/1GI 
Apparent Oscillator Strengths for Nitrous Oxide 


ery 
B-255 213/1GI 76-20 7D PC AO02/MF A01 
PB-255 214/9GI 

Ultraviolet Photoabsorption by Halocarbons 11 and 


12 from Electron-impact Measurements (Summary). 

PB-255 214/9G! 76-20 7D PC A02/MF AO1 
PB-255 215/6GI 

A Workshop on Critical Needs in Food Science and 


Engineering Held at Massachusetts inst. of Tech., 
sono I on September 11-12, 1975. Volume 1. 


a open. 
PB-255 215/6Gi 76-19 6H PC AOS/MF A01 
PB-255 216/4GI 

A Workshop on Critical Needs in Food Science and 


pn re Held at Massachusetts Inst. of Tech.. 
Cambridge on September 11-12, 1975. Volume 2. 


Conference Papers. 
PB-255 216/4GI 76-19 6H PC A12/MF AO1 


PB-255 217/2GI 


Technical Guidelines for Public Water Systems. 
PB-255 217/2G! 76-20 138 PC A20/MF A01 


PB-255 218/0GI 


North Carolina Air Quality Maintenance Area Analy- 
sis. Volume |. TSP Area Source Emission Invento- 
‘or Charlotte, Winston-Salem, and Greensboro 
AQMA's for 1973, 1975, 1980, and 1985. 
PB-255 218/0GI 76-19 138 PC AQS/MF AO1 
PB-255 219/8GI 
North Carolina Air Quality Maintenance Area Analy- 
sis. Volume li. TSP Point Source Emission Invento- 
ries, TSP Monitoring Data and Meteorological Daia 
for Charlotte, Winston-Salem, and Greensboro 
AQMA's for 1973, — “ry and 1985. 
PB-255 219/8G! 138 PC AO04/MF AO1 
PB-255 220/6GI 


North Carolina Air Quality Maintenance Area Analy- 
sis. Volume IV. Project Summary and Recommenda- 
tions for the Charlotte, Winston-Salem, — Green- 
sboro AQMA's for 1973, 1975, 1980, and 198 

PB-255 220/6Gi 76-19 13B PC A04/MF A01 


PB-255 221/4GI 
impacts from a Decrease in Electric Power Service 


Rel , 
PB-255 221/4Gi 76-21 108 PC A04/MF AQ1 
PB-255 222/2GI 


Marine Waste Disposal in the New York Bight-- 
Public Policy, Environmental impacts and Alterna- 
tive Futures. 

PB-255 222/2GI 76-22 


PB-255 224/8GI 


Availability of Ground Water near Carmel, Hamilton 
and Marion Counties, Indiana. 
PB-255 224/8GI 76-20 


PB-255 225/5Gi 


Sediment Discharge from Highway eh ar in 
the Lake Tahoe Basin, arn 1972-74 
PB-255 225/5GI 13B PC AOS/MF AO1 


13B PC A13/MF AO1 


13B PC A03/MF A01 


PB-255 226/3GI 


Reprint: Stoichiometric Composition of Whitlockite 
PB-255 226/3GI 


76-19 6E PC AO2/MF A01 


AR-1241 











PB-255 227/1GI 


Prelimin rt on Electron Ene pec Mea- 

surements for CCIF3, ry and CC 

PB-255 227/1G! 4B PC AO2/MF AO1 
PB-255 228/9Gi 


Reprint: A New yom Line: The 51-40 (E2) 
Transition in Methy! Alco 


PB-255 228/9GI 76.20 3B Not available NTIS 
PB-255 229/7GI 

Reprint: See on Visual Signaling 

PB-255 229 76-19 SE PC AO2/MF A01 
PB-255 ti 

Reprint: Energy Approach for Creep-Fatigue in- 


teractions in Metals at High Temperatures. 

PB-255 230/5Gi 76-19 11F Not available NTIS 
PB-255 231/3GI 

Procedural Options for Modification of Architectural 

Glass in Residences to ens Occupant Safety. 

PB-255 231/3GI 76-19 13L PC AQ2/MF AO1 
PB-255 232/1GI 

Handbook of Materials Science. Volume Ill: Non- 

metallic Materials and lications 

PB-255 232/1Gi 6-19 5B. PC A03/MF AO1 
PB-255 233/9GI 

A New Look at the Research Basis for Lighting 

Level Recommendations. 


PB-255 233/9GI 76-19 13A PC AO3/MF A01 
PB-255 234/7G! 

Reprint: Controlled Environments for Meaningful 

Measurement. 

PB-255 234/7GI 76-20 14B PC A02/MF AO1 
PB-255 235/4GI 

Reprint: All-Union Symposium on High Resolution 

Molecular (2nd). 

PB-255 235/4GI 76-20 7D PC A0Q2/MF A01 
PB-255 236/2G! 


Sediment Control Conference, Held at Helena, Mon- 

tana on December 15, 1972. 

PB-255 236/2GI 76-22 8M PC AO4/MF AO1 
PB-255 237/0GI 

A Public Transportation Plan for Colorado's Re- 


ogy Transportation District. 
237/0G! 76-22 13B PC AOS/MF A0O1 


PB-255 238/8G! 


Evaluation of Techniques for Algae Removal from 
Wastewater Stabilization Ponds. 
PB-255 238/8G! 76-22 13B PC A02/MF AO1 


PB-255 239/6G! 


Materials for Oxygenated Wastewater Treatment 
Piant Construction. 2-Year Progress Report. 
138 PC A04/MF A01 


PB-255 239/6Gi 76-21 
PB-255 240/4GI 
Environmental impact Statement for Denver Trans- 
rtation Control Plan. First Draft. 
-255 240/4GI 76-198 13B PC A06/MF A01 
PB-255 241/2Gi 
Particulate and Fluoride Emissions Control, 
onda Aluminum Company, Columbia Falls, 
Montana, 
PB-255 241/2G! 76-21 138 PC A03/MF AO1 
PB-255 242/0Gi 
SO2 Control! Plan Analysis for Kennecott Copper 
Corporation, Utah Division. 
PB-255 242/0G! 76-23 7A PC AQ2/MF AO1 
PB-255 243/8GI 
ultural Machinery Noise 
255 243/8G! 76-19 2C PC AOQ2/MF A01 
PB-255 244/6GI 


Technical Support Document for Proposed Trans- 
portation eae Strategy for the Wasatch Front In- 


trastate 
PB-255 344/66 76-19 13B PC A06/MF AO1 
PB-255 245/3GI 


Land Application = Effluents in the Rocky Moun- 


tain-Prairie Regio 
PB-255 245/3GI 76-21 2C PC A08/MF A01 
PB-255 246/1GI 


South Platte River Basin Accomplishment Plan. 
PB-255 246/1Gi 76-20 138 PC AO06/MF AO! 


PB-255 247/9G! 
Accomplishment Plan. neiese Vill. Cheyenne River 


PB-255 247/9G] 76-20 13B PC AOS/MF AO1 
PB-255 248/7Gi 

Red River of the North Bas 

PB-255 248/7GI 76-20. 138 PC A07/MF AO1 
PB-255 249/5Gi 


Accomplishment Pian - Water Quality. South Platte 
River Basin. 


AR-1242 


PB-255 249/5GI 
PB-255 250/3Gi 
Pian Metro Denver. Environmental Protection Agen- 


76-20 13B PC AO06/MF A01 


cy Workshop on Traffic Control Strategies. 
PB-255 250/3G! 76-20 138 AQ3/MF A01 
PB-255 251/1GI : 


Regional Water a * pene Systems yo 


PB-255 251/1GI 13B PC AO5S/MF A01 
PB-255 252/9Gi 

Air Transportation Analysis. 

PB-255 252/9Gi 76-19 18 PC A04/MF AO1 
PB-255 253/7GI 


Report on Ultra-Hazardous Substances at Federal 
installations in Colorado 


PB-255 253/7GI 76-20 13B PC A03/MF A01 
PB-255 254/5GI 

Accomplishment Pian. Region Vill. Cheyenne River 

Basin Area. 

PB-255 254/5GI 76-20 13B PC AO3/MF AO1 
PB-255 255/2G! 


Report on the Quality of the Water of the James 


River, South Dakota, 1970. 
PB-255 255/2GI 76-21 13B PC AOS/MF AO1 
PB-255 256/0GI 


Bacteriological Survey of the Cache La Poudre 

River Near Greeley, Colorado, April, 1972. 

PB-255 256/0GI 76-20 6M PC A02/MF A01 
PB-255 257/8Gi 

Technical Assistance Project Vai! Wastewater Treat- 


ment Facility, Vail, Colorado, March - April, 1973. 
PB-255 257/8G! 76-21 13B PC A03/MF A01 
PB-255 258/6Gi 


The Meeker Well and Other Phenomena in the 
Vicinity of the Meeker Dome, Rio Blanco County, 
Colorado - A Summary rt on the Feasibility of 
Control of Seepage of Saline Ground Water. 

PB-255 258/6GI 76-20 8H PC A04/MF A01 


PB-255 259/4GI 
Summary of a Water Quality Survey, Greeley, 
Colorado. November 16-19, 1971. 
PB-255 259/4Gi 76-20 13B PC A03/MF AO1 
PB-255 260/2GI 


Airflow Study Related to EPA Field ee ge Pro- 
ram, Denver Metropolitan Area. November, 1973, 
-255 260/2GI 76-20 4B PC AQ4/MF A01 


PB-255 261/0GI 


Accomplishment Plan: Achievement of Federal 
Facilities Ay liance with Standards. 
PB-255 1 76-19 13B PC A0Q2/MF AO1 


PB-255 “ee 
ee Pian. Region Vill. Winter Olympics 
1976. 


PB-255 262/8G! 76-19 138 PC A02/MF A01 
PB-255 263/6GI 

EPA'S Environmental Programs: A Planning Coor- 

dination Package for Federal Land Managing Agen- 

PB-255 263/6GI 76-19 5D PC A04/MF AO1 
PB-255 264/4GI 


Accomplishment Pian. Region Vili. Completion of 
ee) os Approvals and 


tabli t of Compliance 
PB-255 264/4GI 76-21 138 + ‘A02/MF A01 
PB-255 265/1GI 


Accomplishment Plan. Region Vill. Jordan River 


Basin - Sait Lake City Area. 

PB-255 265/1GI 76-20 13B PC AO3/MF AO1 
PB-255 266/9GI 

Water yor ~~ 

PB-255 266/9G 76-21 1368 PC A11/MF AO1 
PB-255 267/7GI 


Accomplishment — Awa Vill. Northern Great 


Piains Resource P 
PB-255 267/7GI "76-21 138 PC AOQ7/MF AO1 
PB-255 268/5Gi 


Proceedings of Regional Energy EIS pee, Held 
at Denver, Colorado on March 6-7, 1975 
PB-255 268/5GI 76-20 10A PC AO8/MF AO1 


PB-255 269/3GI 
The Determination, Assessment, and Design of ‘in- 
Region Value’ Studies for the Northern Great Plains 
ion. 
PB-255 269/3GI 76-20 138 PC A10/MF A01 
PB-255 270/1GI 
Evaluation of the impact of the Mines Development, 
inc. Mill on _— Quality Conditions in the 


Cheyenne Rive 
PB-255 270/1G1 76-20 13B PC AOQ4/MF AO1 





PB-255 271/9Gi 
Distribution and Biotic Effects of Nutrients in 


Flathead Lake, Montana, 
PB-255 271/9GI 76-21 138 PC AOS/MF Agi 


PB-255 272/7Gi 
Assessment and implementation of in-Stream Vaiue 
Studies for the fanaa wy _ ns. 
PB-255 272/7GI PC AO08/MF A011 
PB-255 273/5GI 


An Analysis of Non-Point Source Pollution in the 
Rocky Mountain-Prairie Region. Preliminary Draft. 


Part |, 
PB-255 273/5GI 76-20 13B PC A19/MF Aoi 
PB-255 274/3GI 


A Study of Policies, Guidelines, and Enforcement 
Procedures Affecting Prevention, Control, and 
Abatement of Air and Water Pollution Resulting 
from Forestry Practices on the Flathead National 


Forest, Montana 
PB-255 274/3Gi 76-19 138 PC A12/MF A01 


PB-255 275/0Gi 
Water Quality Conditions in Grand Lake, Shadow 
Mountain Lake, Lake Granby. 
PB-255 275/0GI 76-20 13B PC A04/MF A01 
PB-255 276/8Gi 
Vehicle Testing to Determine Feasibility of Emission 


inspection at Altitude, 
PB-255 276/8GI 76-20 138 PC A16/MF A01 


PB-255 277/6GI 


Evaluation of SO2 Emission Control Technology 
Applicable to the East Helena Lead Smelter. 
PB-255 277/6GI 76-22 11F PC AO6/MF A01 


PB-255 278/4GI 
Environmental Public Participation, Information and 
Education Programs of the Department of Environ- 
mental Protection, State of South Dakota. 
PB-255 278/4GI 76-21 138 PC AO3/MF A01 
PB-255 279/2Gi 
Cooperative Salinity Control Reconnaissance Study. 
U Colorado River Basin. 
-255 279/2GI 76-20 13B PC AO7/MF A0i 
PB-255 280/0GI 
= ane gy oy Substances Pollution Contingen- 
Region Vill. Colorado, Montana, North 
Gakote. South Dakota, Utah, ow | 
PB-255 280/0GI 76-19 138 AQ7/MF A01 


PB-255 261/8GI 


Accomplishment Plan. Region Vill. Utah Lake-Jor- 
dan River Basin. 


PB-255 281/8GI 76-20 138 PC AOS/MF A01 
PB-255 282/6Gi 

Land Use and Water Quality in the Flathead 

Drainage, 

PB-255 282/6Gi 76-22 138 PC A12/MF A01 
PB-255 283/4GI 

Norhysasin Pian. Region Vill. Red River of the 

PB-295 283/4G! 76-20 138 PC AQ2/MF AO1 
PB-255 284/2GI 

Accomplishment Pian, South Platte River Basin - 

Denver Area. 

PB-255 284/2GI 76-20 13B PC A04/MF A01 
PB-255 285/9GI 

Accomplishment Pian, Region Vill. Environmental 

impact Statemen lew, 

PB-255 285/9GI 76-20 13B PC A02/MF A01 
PB-255 286/7GI 

Non-Ferrous — industry. Accomplishment Plan. 

Broad , 

PB-255 7G) 76-19 13B PC A02/MF A01 
PB-255 287/SGI 

oy tacos aa Energy Accomplishment Plan Ii, FY- 

75. Appendix A. 

PB-255 287/5GI 76-20 10A PC A10/MF A01 
PB-255 288/GGI 

National Air Sampling Network 

PB-255 288/3G! 76-21 138 PC A03/MF A01 
PB-255 2869/1Gi 

Energy Requirements of Alternate Beef Production 

Systems. 

PB-255 289/1GI 76-20 6H PC A03/MF A01 
PB-255 290/9GI 

Documentation and Assessment of the Regional 

Medical a Pilot Arthritis Program initiative. 

PB-255 290/9GI 76-21 6E PC AOS/MF AO! 
PB-255 291/7Gi 

Solute Kinetics of intermittent Dialysis Therapy. 

PB-255 291/7GI 76-20 6E PC A11/MF A01 
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= 292/86! 
Classification of Lakes Using LANDSAT-1 
(ERTS: Multispectral Scanner Data 
/5GI 76-22 8H “PC A12/MF A01 


PB-255 orbs 
impact of Non-Point Pollution Control on Western 
Lake r. Red Clay oes oe Plan. 

PB-255 293/3GI 76-21 138 PC A0S/MF AO1 

PB-255 294/1GI 
Fish and Wildlife implications of Upper eer 
Basin Water Allocation. A Research Assessme 
PB-255 294/1GI 76-21 13B PC AOG/ME ‘A01 

PB-255 295/8GI 

A Selected, Annotated Bibliography on Fish and 
wile implications of Missouri Basin Water Allo- 
96-255 295/8G! 76-21 13B PC AO4/MF A01 
PB-255 296/6GI 
— emg of Multiquadric Equations. 
6G! 76-19 8E PC A05S/MF AO1 
fs sane 
Particulate Collection Efficiency Measurements on 
an Electrostatic Precipitator Installed on a Paper 
Mill Recovery Boiler 


PB-255 297/4G! 76-20 13B PC A06/MF A01 
PB-255 298/2GI 

Evaluation of Surface Mine Reclamation 

Techniques. Campbell's Run Watershed, Pennsyi- 

Pe 255 298/2GI 76-19 81 PC A04/MF AO1 
PB-255 299/0GI 


Structural Analysis and Retrofitting of Existing 
a J on Subjected to Strong Motion 

Pe 288 sopoar 76-20 13B PC A15/MF A01 
PB-255 300/6G! 

Three Coal Mine Ventilation Studies Using Sulfur 

Hexafiuoride Tracer Gas. 

PB-255 300/6G! 76-21 81 PC AQ2/MF A01 
PB-255 301/4GI 
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PB-255 449/1GI 

Feasibility Study: Conversion of Solid Waste to 

Methanol or Ammonia. 

PB-255 449/1GI 76-20 138 PC A16/MF AO1 
PB-255 450/9GI 

and Waste to Methanol/Ammonia Conversion 

PB-255 450/9GI 76-20 138 PC A13/MF AO1 
PB-255 451/7GI 

City of Napa Loca! Needs and Planni 

PB-255 451/7GI 76-20 138 fans AF AQ1 
PB-255 452/5GI 


Preparing for Anticipated Growth. Greene County, 
a ° NACo Case Studies on Energy im- 
B-255 452/561 76-20 13B PC A03/MF A01 
PB-255 453/3GI 
School Facility Planning System. User's Handbook: 


Manual Version. 
PB-255 453/3G! 76-19 5) PC A0®/MF AO1 
PB-255 454/1Gi 


A Diffraction Technique to Measure Size Distribu- 


tion of Large Airborne Particles. 

PB-255 454/1Gi 76-21 138 PC AO04/MF AO1 
PB-255 455/8GI 

Technical Manual for Estimating Low-Flow 


Frequency Characteristics of Streanis in the 
Susquehanna River Basin. 
PB-255 455/8GI 76-20 8H PC AO4/MF A01 


PB-255 456/6GI 


Air Pollution: Appendix C - Assessment of Air Quali- 
ty in Frankfurt, Federal Republic of Germany 
(Lufthygienisch-m eteorol Modellu nter- 
suchung in der Region Untermain 5 5. Arbeitsbericht). 
PB-255 456/6GI 76-20 138 PC A11/MF AO1 





PB-255 457/4GI 
Salmon ast a improvement Study. 
PB-255 457/4GI 6-20 6C PC A03/MF A01 
PB-255 arn 
Organic and Conventional Crop Production in the 
pony A : A Comparison of — Performance 
a ner 


Use for Selected Farms, 
76-20 2B PC AO3/MF AO1 


PB-255 458/2GI 
PB-255 459/0GI 


Current Cancer Research on Radiation Car- 
cinogenesis. 


PB-255 481/4 


PB-255 459/0GI 76-20 6R PC AG3/MF AO1 
PB-255 460/8Gi 

West Virginia Power Piant Evaluation, 

PB-255 8G! 76-20 138 PC A06/MF A01 
PB-255 461/6Gi 


Evaluative Study to Design and Develop a Hill-Bur- 
ton Assurance Mon 


PB-255 461/6G! 6E PC A02/MF A01 
PB-255 462/4G! 

— Office Decisionmaking and implementation 

+7 462/4G! 76-21 5! PC A23/MF A01 
PB-255 463/2G! 

Reprint: Raising Mollies for Skipjack Bait May 

Eliminate Use © Frail Nehu, 

PB-255 463/2G 76-20 6C PC A02 
PB-255 464/0G! 


Baitfish Can Be Kept Alive Longer on Hawaiian 


Skipjack Tunaboats, 
PB-255 464/0Gi 76-20 6C PC A02 


PB-255 465/7Gi 


Reprint: Pesticides in Water: Organochiorine Pesti- 
cide Residues in Water, Sediment, Algae, and Fish, 


Hawaii--1970-71, 

PB-255 465/7GI 76-20 6F PC AO02 
PB-255 466/5Gi 

Reprint: is Offshore Sand Mining Feasible. 

PB-255 466/5GI 6-20 8G PC A02 
PB-255 467/3Gi 

Reprint: Status, Problems, Advances and 

Economics of ‘Eucheuma’ Farms, 

PB-255 467/3GI 76-20 6C PC AO2 
PB-255 468/1Gi 


ee amen of Water Movement in 
to Benthic Algal Growth, 


PB-255 468/1GI 76-19 8A PC A02 
PB-255 469/9Gi 

Reprint: Pesticide Residues in oO ete 

PB-255 469/9G! 138 PC AO2 
PB-255 470/7Gi 


Reprint: Fecundity and Length at First Spawning of 
the Hawaiian Anchovy, or Nehu (‘Stolephorus pur- 
we reus Fowler’) in Kaneohe Bay, Oahu 

255 470/7GI 76-20 ‘6C PC A02 


PB-255 471/5GI 
Reprint: Manganese Accretion at the Sediment- 
Water interface at 400 to 2400 Meters Depth, 


Hawaiian Arch 
PB-255 471/5G 76-20 8G PC AO02 


PB-255 472/3GI 


Reprint: The Relationship of Mineral Nutrients to 
Growth of ‘Spartina alternifiora’ in North Carolina: |. 
Nutrient Status of Plants and Soils in Natural 


Stands, 

PB-255 472/3GI 76-20 6C PC A02 
PB-255 473/1Gi 

Evaluation of the WIN Tax Credit: A Feasibility 

oe 

PB-255 473/1G! 76-20 Si PC AQ4/MF AO1 
PB-255 474/9GI 


Operation of Browns Ferry, Units 1 and 2 Following 
the March 22, 1975 Fire 


PB-255 474/9GI 76-20 18E PC AOS/MF AO1 
PB-255 475/6Gi 

An Empirical Analysis of Electric Utility Research 

and Development Act Activ 

PB-255 475/6GI 76-19 10A PC AOS/MF AO1 
PB-255 476/4Gi 

seeege Petroleum Reserve. 

PB-255 476/4GI 76-21 10A PC A14/MF AO1 
PB-255 477/2Gi 


A Test of Proposed Procedures for ey - 

Water and Related Land Resources Projects. A 

cial Study of Stonewall Jackson Lake, West Pon 
River and Tributaries, West Virginia. 


PB-255 477/2GI 76-20 138 PC AO06/MF AO1 
PB-255 478/0Gi 

tong a ma 0 Bape wen Development of 

PB 255 peo 76-21 6T PC A04/MF A0O1 
PB-255 479/A 

Heat E 


ngine. 
PATENT-3 956 895 76-21 61 Not available NTIS 
PB-255 480/6 
Dialysis Solution scneing Device. 


PAT-APPL-694 396 
Ct 6-20 148 PC AO02/MF A01 
PB-255 481/4 
Process for Removing Residual Solvents. 
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PATENT-3 966 981 


76-20 14B Not available NTIS 
PB-255 482/2 


Purification of Phosphoric Acid with Urea and Nitric 
Acid 


PATENT-3 967 948 76-20 7A Not available NTIS 
PB-255 483/0G! 


Reprint: The Relationship of Mineral Nutrients to 
Growth of ‘Spartina alternifiora’ in North Carolina: 
li. The ee - N, P, and Fe Fertilizers, 

PB-255 483/ 76-20 6C PC A02 


PB-255 ai 


Numerical Representation of Monthly mn tioe} Criti- 


cal Frequencies of the ular E Region 
PB-255 484/8GI eb 7e "Bc abs rue A01 


PB-255 485/5GI 


NATO Supply Code for Manufacturers Excluding 
US. ay Canada, Name Sequence. 
485/5GI 76-20 5B CP TO2 


PB-255 486/3GI 
NATO Supply Code for Manufacturers, Excluding 
U.S. and ada, Code 


Sequence. 
PB-255 486/3GI 76-20 SB CP TO2 
PB-255 487/1GI 


Analyses of Natural Gases, January 1, 1917 through 

December 31, 1975. 

PB-255 487/1GI 76-21 81 CP T02 
PB-255 488/9G! 


Commercial — Unitary Heat Pump System 
with Solar Heating. 


PB-255 488/9Gi 76-20 13A PC A10/MF A01 
PB-255 489/7GI 

The Effectiveness and Feasibility of a Network of 

Tra rtation Research information Services 

(TRISNET) Regional Center in information Transfer. 

PB-255 489/7GI 76-20 5B PC AO03/MF AO1 
PB-255 490/5GI 

= Surface Dynamics Friction Measurement 

“omy -o in Kansas. 

PB-255 4 90/5GI 76-21 13B PC A04/MF A01 
PB-255 491/3GI 

ve Transit Center. Engineering Feasibility 

tudy. 

PB-255 491/3GI 76-20 13B PC A04/MF A0O1 
PB-255 492/1GI 

Monitoring Groundwater Quality: Data Manage- 

ment, 

PB-255 492/1Gi 76-20 8H PC A04/MF A01 
PB-255 493/9Gi 


Procedures for Evaluation of Water and Related 

Land Resource Projects: An ony oeels of the Water 

Resources Council's Task Force Report 

PB-255 493/9G! 76-20 138 PC AOS/MF AO1 
PB-255 494/7GI 


Uremic Neuropath 
PB-255 494/7GI 


PB-255 495/4GI 


Oxystarch in Uremia. 
PB-255 495/4GI 


PB-255 497/0GI 


Applying Computer-Drawn Maps of Geologic Data 


to Analysis of Mining Problems. 
PB-255 497/0GI 76-21 8! PC AO3/MF A01 


PB-255 498/8GI 


An Analysis of Federal Water Resource Planning 
and Evaluation Procedures 


76-20 6E PC A03/MF A01 


76-22 6E PC A03/MF A01 


PB-255 498/8GI 76-20 1368 PC A06/MF A01 
PB-255 499/6GI 

Calibration Models for Geophysical Borehole 

ey 499/6GI 76-20 8! PC A03/MF AO1 
PB-255 500/1GI 

Material Evaluation and Development Program, 

OSW San Diego Test Facility. 

PB-255 500/1GI 76-20 7A PC A10/MF A01 
PB-255 501/9Gi 


Horizontal Spray Film (HTEX) and Vertical Tube 

(VTEX) Evaporator, OSW San © Test Facili 

PB-255 501/9GI 76-20 7A PC A11/MF A01 
PB-255 502/7GI 

Environmental and Safety Aspects of Alternative 

Nuclear Power Jechnologies - Fusion Power 


yy 
-255 502/7GI 76-21 18A PC AO4/MF AO1 


PB-255 503/5GI 


Statistical indicators of Scientific and Technical 
Communication (1960-1980). Volume itll: A Data Ap- 
pendix to Volume ii. 


PB-255 503/5G! 76-20 SB PC A14/MF A01 
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Reprint: improved Flowing Water Apparatus for the 
Culture of Brachyuran Crab Larvae, 


PB-255 504/3G 76-20 6C PC A02 
PB-255 505/0Gi 

Environmental Effects on Microphones of Various 

Constructions. 

PB-255 505/0GI 76-20 14B PC AO3/MF A0O1 
PB-255 506/8G! 


Los Angeles Reactive Pollutant Program Data - 
Modelers’ Archive. September 1973-November 1973. 
PB-255 506/8GI 76-20 13B CP T02 


PB-255 507/6GI 
Los Angeles Reactive ae Program (LARPP) 


Guide to Modelers’ Arch 
PB-255 507/6GI 76-20 138 PC A04/MF A01 
PB-255 508/4GI 


Modelers’ Archive for Los Angeles Reactive Pollu- 
tant a (LARPP) Data, Volume |. Operations 


1,4,5,6,7 

PB-255 508/4GI 76-20 13B PC A15/MF AO1 
PB-255 509/2Gi 

Modelers’ Archive for Los Angeles Reactive Pollu- 

tant ram (LARPP) Data. Volume 2. Operations 

9,10,11,12,13. 

PB-255 509/2GI 76-20 13B PC A13/MF AO1 
PB-255 510/0Gi 

Modelers’ Archive for Los Angeles Reactive Pollu- 

te (LARPP) Data. Volume 3. Operations 

PB-255 510/0G! 76-20 13B PC A14/MF AO1 
PB-255 511/8GI 


Modelers’ Archive for Los Angeles Reactive Poliu- 
tant tHe (LARPP) Data. Volume 4. Operations 
18,19,20,21,22,23. 

PB-255 511/8GI 76-20 


PB-255 512/6GI 


Modelers’ Archive for Los Angeles Reactive Pollu- 
tant Program (LARPP) Data. Volume 5. Operations 


13B PC A13/MF A01 


24,25,26. 

PB-255 512/6GI 76-20 138 PC A13/MF A01 
PB-255 513/4GI 

Modelers’ Archive for Los Angeles Reactive Pollu- 

tant t) vy (LARPP) Data. Volume 6. Operations 

27,28,29 

PB-255 513/4G! 76-20 13B PC A14/MF A01 
PB-255 514/2Gi 


Modelers’ Archive for Los Angeles Reactive Pollu- 

a Bee gy (LARPP) Data. Volume 7. Operations 

oe 255 514/2GI 76-20 13B PC A14/MF A01 
PB-255 515/9GI 

Reprint: Statistical Observations of the Trajectories 


of Neutrally Buoyant Floats in the North Atlantic, 

PB-255 515/9GI 76-20 8C Not available NTIS 
PB-255 516/7GI 

Reprint: The Variability of Ocean Curren 

PB-255 516/7GI 76-21 8C Not — NTIS 
PB-255 517/5GI 


Upper Pleistocene ‘Ethmodiscus rex’ Oozes from 
the ye bh. _— tg 
1 


PB-255 517 8A Not available NTIS 
PB-255 aaa 
Reprint: Recent Developments in Dynamical 
Oceanography, 
PB-255 518/3GI 76-21 8C Not available NTIS 
PB-255 519/1GI 
Reprint: Comments ‘On the D ent of 


evelopm 
Blocking Ridge Activity over the Central North 


Pacific 
PB-255 519/1GI 76-21 4B Not available NTIS 
PB-255 520/9GI 


Reprint: Crustal Rupture and the Initiation of im- 
bricate Thrusting in the Peru-Chile Trench, 
PB-255 520/9GI 76-20 8G _ Not available NTIS 


PB-255 521/7GI 
Reprint: On the 27-Day Cycle in the Rainfall at Los 


Angeles, 

PB-255 521/7Gi 76-21 48 Not availabie NTIS 
PB-255 522/5GI 

Reprint: The Possible Origin of Peculiar ‘Thalassia 

testudinum’ Reported from Texas as ‘Posidonia 

oceanica’, 

PB-255 522/5GI 76-21 6C Not available NTIS 
PB-255 523/3GI 

Reprint: A Data Processing Method for Salinity, 


Temperature, Depth Profiles. instruments and 
Methods, 
PB-255 523/3GI 76-21 8J Not available NTIS 





PB-255 524/1GI 


Reprint: Reply, 
PB-255 524/1Gi 

PB-255 525/8Gi 
rint: Carbonate ye of a be and the 


76-21 


4B Not available NTIS 


Calcite eeeenen Se - : the O 

PB-255 525/8G Not avi available NTIS 

PB-255 526/6Gi 

ng Abyssal Hills of the Eastern Central North 

PB255 526/6GI 76-20 8G _ Not available NTIS 
PB-255 527/4GI 


Reprint: The Contemporary Distribution of Pollen in 


ee ela North America: A Comparison with the 
egetatio 

PB-255 527/46! 76-21 6C Not available NTIS 
PB-255 528/2Gi 

Reprint: Chlorinated Hydrocarbons in Seawater: 

ae tical Method and Levels in the Northeastern 

acific, 

PB-255 528/2GI 76-20 148 Not available NTIS 
PB-255 529/0GI 


Reprint: hg Anomaly Sequence in the Central 


North A 
PB-255 529/0GI 76-20 8N_ Not available NTIS 
PB-255 530/8GI 


Reprint: Numerical Analysis of Pollen Samples from 


Central Canada: A Comparison of Methods, 

PB-255 530/8GI 76-21 6C Not available NTIS 
PB-255 531/6GI 

Reprint: Marine Geology, 

PB-255 531/6G! 76-20 8G _ Not available NTIS 
PB-255 532/4GI 

Reprint: Pelagic Tar in the Mediterranean Sea, 

1974-75, 

PB-255 532/4GI 76-21 1368 Not available NTIS 
PB-255 533/2GI 


Reprint: Mesozoic Pilate Motions in the Eastern 

Central North Atlantic, 

PB-255 533/2GI 76-20 8G _ Not available NTIS 
PB-255 534/0GI 

Reprint: Structural Lineations in the Canary Basin, 

Eastern Central North Atlantic, 


PB-255 534/0GI 76-20 8G _ Not available NTIS 
PB-255 535/7GI 

A Study of Uremic Toxicology. 

PB-255 535/7GI 76-21 6A PC A02/MF A01 
PB-255 536/5GI 


A Test of Proposed Procedures for rnemery of 
Water and Related Land Resources Projects. A 
— Study of the Detroit River, Trenton Channel 


PB 8055 536/5GI 76-21 13B PC A04/MF A01 
PB-255 537/3GI 

A State Role in Community Developme 

PB-255 537/3GI 76- 138 PC. A06/MF A01 
PB-255 53871GI 


Market and Feasibility my | of the Kansas City - 
ort Facility and indus- 
trial Park, Kansas City, Kansas 


PB-255 538/1G! 76-20 5C PC A06/MF A01 
PB-255 539/9GI 

Modification of an NBS Reference Spectrophotome- 

ter. 

PB-255 539/9GI 76-20 148 PC A03/MF A01 
PB-255 540/7GI 


Marine Advisory Program. Five Year Development 


PB-255 540/7GI 76-19 13B PC A09/MF A01 
PB-255 541/5GI 

Urban sand and Usage Factors of Paratransit 

Vehicles an _—. 

PB-255 54 76-20 13B PC A0O7/MF A0O1 
PB-255 eres 

On the E y Balance of Small-Scale internal 

Waves in the p-Sea, 

PB-255 542/3GI 76-21 8C PC AO06/MF A01 
PB-255 543/1Gi 

The Use of an _ interactive a Mode! for 

Technology Assessment with Special Reference to 


Underground Coal Gasification, 
PB-255 543/1GI 76-21 10A PC A03/MF AO1 


PB-255 544/9GI 


The School Bus: A Transportation Resource for 
Northeastern lilinois. 


PB-255 544/9GI 76-21 138 PC AOS/MF A01 
PB-255 545/6GI 

Task Descriptors for Automated Assembly. 

PB-255 545/6GI 76-21 13H PC AOG/MF A01 











PB-255 546/4GI 
Roasting Nonmagnetic Taconites in a Fluid Bed 
Usi —— uels as Reductants 
PB-255 546 76-20 11F PC AO2/MF A01 
PB-255 nome 


Recirculating Peritoneal Dialysis with a Subcutane- 
ous Peritoneal Catheter. 


PB-255 547/2GI 76-21 6L PC AO3/MF AO1 
PB-255 548/0GI 

A Review of the Rational Approach to Two-Phase 

Flow Modeling. 

PB-255 548/ 76-21 20D PC A04/MF A01 
PB-255 549/8GI 


——— and Properties of Beta-Alumina/Glass 


Composit 

PB-255 549/8GI 76-20 10C PC AO3/MF AO1 
PB-255 550/6GI 

Laboratory Analysis of oe Refined Coal. 

PB-255 550/6GI 6-21 13B PC A0Q4/MF A01 
PB-255 551/4GI 

oo Typing and Refractoriness to Platelet Trans- 


PB. °B-255 551/4GI 76-21 6E PC A03/MF A01 
PB-255 552/2GI 

Production of Blister Copper by Electric Furnace 

ve of Dead-Burned Copper Sulfide Concen- 

PB-255 552/2GI 76-20 11F PC AO3/MF A01 


PB-255 553/0GI 
Report to the Water Resources Council by the Bu- 
reau of Reclamation Test Team on Special Task 
Force Report on Procedures for Evaluation of Water 
and Related Land Resource Projects, 
PB-255 553/0GI 76-20 13B PC A0S/MF A01 
PB-255 554/8GI 


Fluoride Pollution in the Flathead County, Montana 
PB-255 554/8G! 76-21 13B PC A08/MF Ai 


PB-255 555/5GI 
Environmental Effects of Fluoride: Glacier National 


76-20 6F PC A08/MF AO1 
PB-255 556/3GI 
An Evaluation of High Altitude Engine Modification 


Devices (Econo-K it). 
PB-255 556/3GI 76-20 13B PC A15/MF AO1 
PB-255 557/1GI 


anne in Glacier National Park: A Field investiga- 


PB-255 557/1GI 76-21 13B PC AOS/MF A01 
PB-255 559/7GI 

High Altitude Vehicular Emission Control Program. 

Volume |. Executive Summary. 

PB-255 559/7GI 76-20 13B PC AO3/MF A01 
PB-255 560/5GI 


High Altitude Vehicular Emission Control Program. 
Volume li. Experimental Characterization of Idle In- 
spection, Exhaust Control Retrofit and Mandatory 


Engine Maintenance. 
PB-255 560/5GI 76-20 13B PC A11/MF A01 
PB-255 561/3GI 


High Altitude Vehicular Emission Control Program. 
Volume og impact of Altitude on Vehicular Exhaust 


Emissio 
PB-255 561/3GI 76-20 13B PC AO3/MF A01 


PB-255 562/1GI 


High Altitude Vehicular Emission Control  Speeree. 
Volume IV. Analysis of > rr a Result 
PB-255 562/1GI 76-20 13B PC ‘A07/MF A01 


PB-255 563/9G! 


High Altitude Vehicular Emission Control! Program. 
Volume V. Development of Techniques, Criteria, 
and Standards to implement a —— inspection, 
Maintenance and Modification Progra 

PB-255 563/9GI 76-20 138 pC A11/MF A01 


PB-255 564/7GI 


High Altitude Vehicular Emission Control Program. 
Volume VI. The Data Base. 
PB-255 564/7GI 76-20 13B PC A25/MF A0O1 


PB-255 565/4GI 
High Altitude Vehicular Emission Control Program. 
Volume Vil. Experimental Characterization of 
Vehicular Emission and Engine Deterioration. 
PB-255 565/4GI 76-20 13B PC A04/MF A01 
PB-255 566/2GI 
Report of seg Committee on Salinity Control of 
| 


Irrigation oy Ows. 
PB-255 566 76-21 2C PC AQ3/MF A01 
PB-255 eg 


inspection Maintenance of Light Duty Vehicles in 
the Denver Air Quality Control Region. 


PB-255 567/0GI 76-21 13B PC A02/MF A0O1 
PB-255 569/6GI 

Longmont — Treatment Facility, Long- 

mont, Colorad 

PB-255 569/6G! 76-20 13B PC A03/MF AO1 

PB-255 570/4GI 


Summary Report on the Long-Term Water Quality 
of the South Platte River Basin 1966-1972 
PB-255 570/4GI 76-21 138 PC AGT /MF A01 


PB-255 571/2GI 


Dillon Reservoir - Biue River Study. Colorado, June, 
July, Se oop - 1973. 
PB-255 571/2GI 


PB-255 572/0GI 
Plutonium Levels in the Sediment of Area impound- 
ments Environs of the Rocky Flats Plutonium Plant 


- Colorado, 
76-21 18H PC AO4/MF AO1 


76-21 13B PC AQS/MF AO1 


PB-255 572/0GI 
PB-255 573/8GI 
Fort Collins Wastewater Treatment Facility, Fort 


Collins, Colorado. 
PB-255 573/8GI 76-20 138 PC AO3/MF AO1 
PB-255 574/6GI 


Utah Lake - Jordan River Hydrologic Basins poe 
Quality Management Planning Study. Volume 
PB-255 574/6GI 76-20 13B PC AISUME AO1 


PB-255 575/3GI 
Utah Lake - Jordan River Hydrologic Basins Water 
uae Management Planning Study. Volume Il. Ap- 
pendix. 
PB-255 575/3GI 76-20 13B PC AO05/MF AO1 
PB-255 576/1GI 


Radioactivity Levels in the Environs of the Rocky 
Flats Plutonium Plant, Colorado, 1970. Part ll. 
PB-255 576/1GI 76-21 18H PC AO3/MF A01 


PB-255 577/9GI 


Design Considerations for Aerobic Digesters, 
PB-255 577/9GI 76-21 13B PC AO4/MF A01 


PB-255 578/7GI 
Evaluation of the Wyoming Water Supply Program. 
PB-255 578/7GI 76-20 138 PC A03/MF A01 
PB-255 579/5GI 


Evaluation of the Wyoming Water Supply Program. 
PB-255 579/5GI 76-20 138 PC A11/MF A01 


PB-255 580/3GI 


Clark Fork River — Montana, July-August, 1973. 

PB-255 580/3GI 6-21 13B PC AOQ4/MF AO1 
PB-255 581/1Gi 

Proceedings of Reconvened Session of the Con- 

ference in the Matter of Pollution of the Interstate 

Waters of the States of mengy J Colorado, Utah, 

Arizona, Nevada, New Mexico eer lane (7th), 

Held at Denver, Colorado, April 26-27, 1972 

PB-255 581/1GI 76-21 13B PC AOS/MF A01 
PB-255 582/9GI 


Waste Treatment and Disposal Methods for the 
Pharmaceutical Industry, 
PB-255 582/9GI 76-20 7A PC A13/MF AO1 


PB-255 583/7GI 
impacts of Uranium Mining and Milling on Surface 
and Potable Waters in the Grants Mineral Belt, New 
Mexico. 
PB-255 583/7GI 76-20 81 PC A0S/MF AO1 
PB-255 584/5GI 
Sediment Studies in Back River Estuary, Baltimore, 


ae 
PB-255 584/5GI 76-20 13B PC A03/MF A011 


PB-255 585/2GI 


Characterization and Evaluation of Wastewater 
Sources United States Steel Corporation, National 
Plant, Pittsburgh, Pennsylvania, February 3-6, 1976. 
PB-255 585/2GI 76-20 13B PC A06/MF A01 


Characterization and Evaluation of Wastewater 
Sources United States Steel Corporation, Clairton 
Works, Pittsburgh, Pennsylvania, January 28-31, 


1976. 
PB-255 586/0GI 76-20 13B PC A07/MF A01 


PB-255 587/8GI 


Visible Emission Observation Kaiser Stee! Corpora- 


tion, Fontana, California. 
PB-255 587/8GI 76-21 13B PC AOQ4/MF A011 


PB-255 588/6G! 


Characterization and Evaluation of Wastewater 
Sources United States Steel Corporation, Irvin 
Piant, Pittsburgh, Pennsylvania, August 18-28, 1975. 
PB-255 588/6GI 76-20 13B PC A04/MF A01 





PB-255 608/2GI 


PB-255 589/4GI 
Characterization and Evaluation of Wastewater 
Sources United States Steel Corporation, E 
Thomson Plant, Pittsburgh, Pennsylvania, July 


August 5, 1975. 
PB-255 589/4GI 76-20 138 PC A04/MF A0O1 
PB-255 590/2GI 
An ragmaton of ERTS Technology to the Evalua- 
tion of Coal Strip Mining and Reclamation in the 
Northern Great Plains. 
PB-255 590/2GI 
PB-255 591/0Gi 


Remote Sensing Report, Lake Ontario. A Study of 
Thermal Discharges from Ginna Nuclear Power Sta- 


76-20 8G PC A06/MF AQ} 


tion, o Steam Power Station, and Nine Mile 

Point Nuclear Power Station. 

PB-255 591/0GI 76-20 138 PC AOS/MF AO1 
PB-255 592/8GI 


Remote Sensing Report, Baltimore Harbor and 


Wicomico River Basin, Maryland. 
PB-255 592/8GI 76-20 138 PC A10/MF A0O1 
PB-255 593/6GI 


Characterization and Evaluation of Wastewater 
Sources United States Steel Corporation, 
Homestead Wheel and Axle Plant, McKees Rocks, 
Pennsylvania, August 21-28, 1975. 
PB-255 593/6GI 76-20 138 PC AOS/MF A01 


PB-255 594/4G! 


Characterization and Evaluation of Wastewater 
Sources United States Steel Corporation, Duquesne 
. Pittsburgh, Pennsylvania, February 26-Mar 6, 


PB-255 594/4GI 76-20 13B PC A07/MF A0O1 
PB-255 595/1Gi 

Water Quality Study, St. Andrew Bay, Florid 

PB-255 595/1GI 76-20 138 PC A0S/MF A01 
PB-255 596/9GI 


Evaluation of Proposed NPDES Permit Limitations 
for Homestake Mining Company and Lead-Dead- 


wood Sanitary District Number 1. 
PB-255 596/9GI 76-20 138 PC AO03/MF A011 
PB-255 597/7GI 


South Dakota Toxaphene Use Study, June - Sep- 
tember 1975. 
PB-255 597/7GI 
PB-255 598/5Gi 
Biostimulation Characteristics of 
Receiving Waters of the Snake River Bas 
PB-255 598/5GI 76-21 6F PCs A04/MF A01 
PB-255 599/3GI! 
Remote Sensing Report, Pacific Northwest Area, 
Washington, Oregon, Idaho. April and July 1973. 
PB-255 599/3G! 76-20 138 PC A08/MF A01 
PB-255 600/9G! 
Evaluation of ITT Rayonier, inc., Outfall Port An- 


yw Harbor, Washington. 
B-255 600/9GI 76-20 13B PC AO06/MF A01 


PB-255 601/7GI 


Upper Eagle Valley Sanitation District Wastewater 
Treatment Facility, Avon, Colorado. 
PB-255 601/7GI 76-20 13B PC A02/MF A01 


PB-255 602/5Gi 
Systems Program for the Analysis of Nonurban, 
Roo int Source Pollutants in the Missouri Basin 
n, 
PB-255 602/5G! 76-22 13B PC A06/MF A01 
PB-255 603/3GI 
Systems Programs for the Analysis of Nonurban, 
Nonpoint Source Pollutants in the Missouri Basin 
a oe a User's Manual and Computer 
PE DSS 608/30 76-22 13B PC A03/MF A01 
PB-255 604/1GI 
impact of the Schwartzwaider Mine on the Water 
Quality of Ralston Creek, Ralston Reservoir, and 


Upper Long Lake. 
PB-255 604/1GI 76-20 138 PC AQ3/MF A01 
PB-255 605/8GI 


Pesticide Chemicals. A Programmed Text, 
PB-255 605/8GI 76-21 6F PC A12/MF AO1 


PB-255 606/6GI 


Thin Film Solar Cells for Terrestrial Applications. 
PB-255 606/6GI 76-21 10B PC AOQ4/MF AO1 


PB-255 607/4GI 


Proceedings of the Mineral Economics Symposium — 
Held at Arlington, Va. on November 11, 1975. 
Winning the High Stakes at the Critical Commodity 


Game, 
PB-255 607/4GI 76-22 81 PC AO6/MF A01 


76-21 6F PC A02/MF A01 


Lo mpeg and 


PB-255 608/2Gi 
Mandatory Oil Import Progra. 
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PB-255 608/2GI 
PB-255 609/0GI 
Legal issues in Location of Solid Waste Disposal 


Sites in ilinois. 
PB-255 609/0GI 76-21 138 PC AQ3/MF A01 
PB-255 610/8GI 


Labor Agreement Expirations 


76-21 21D PC A1S/MF AO1 


in The Federal 


Government, May 1, 1976 to November 1, 1976. 

PB-255 610/8GI 76-20 Si PC AOQ4/MF A01 
PB-255 611/6GI 

ae in the Federal Government, 

PB 255 611, 611/6GI 76-20 Si PC AQ3/MF A01 
PB-255 612/4GI 

MODE-1: Data Inventory. 

PB-255 612/4GI 76-21 8) PC A06/MF A01 
PB-255 613/2GI 

Magnesium Oxysulfate Cement Sealant in Coal 

PB-255 613/2G! 76-21 81 PC AG2/MF AO1 
PB-255 614/0G! 

Legislative Priorities for Policy Assistance 

PB-255 614/0GI 76-20 SA PC A A04/MF A01 
PB-255 615/7GI 

The Upper Columbia Navigation Proposal. 

PB-255 615/7GI 76-21 138 PC AOQ7/MF A011 
PB-255 616/5GI 

Financial Analysis of the Northeast Corridor 


t Project. Volume |: Main Text and Ap- 


ixes A Through D. 
255 616/5GI 76-21 13B PC AO6/MF A01 

PB-255 617/3G! 

An Economic Analysis for Development of the 

Counties, Cities and Towns of the West Piedmont 

Agen y tone 

PB-255 617/3GI 76-20 5C PC AO5S/MF AO1 
PB-255 618/1GI 

Measurement of Computer Communication Net- 


works. 

PB-255 618/1GI 76-21 9B PC AOS/MF A01 
PB-255 619/9GI 

An Analysis of the impact of Alternative Approaches 

to Significant Deterioration on the Non-Ferrous 

Metals industry. 

PB-255 619/9Cl 76-23 138 PC AOS/MF AO1 
PB-255 620/7GI 


Establishment of Interim Guidelines for Bridge Rails 
ehiciles. Volume |. 


76-20 138 PC AO3/MF AO1 
PB-255 621/5GI 
Establishment of interim Guidelines for Bridge Rails 
Required to Contain Heavy Vehicles. Volume 2. 
Technical — 
PB-255 621 76-20 13B PC A11/MF AO1 
PB-255 622/3 
eee tn for the Production of Bicyclo Decenone 


PATENTS. 3962339 76-20 7C Not available NTIS 
PB-255 623/1GI 
Economics of Depletable Resources: Market Forces 


and intertemporal Bias, 
PB-255 623/1GI 76-22 5C PC AO4/MF AO1 
PB-255 624/9GI 


Petroleum Market Shares. on Saies of 
to Ultimate Consumers. 1975. 
PB-255 624/9GI 76-22 21D PC AOS/MF A01 
PB-255 625/6G! 


Residuum and Residual Fuel Oil Supply and De- 
mand in the United States, 1973-1985. 
21D PC A12/MF A01 


PB-255 625/6G! 76-21 
PB-255 626/4GI 

Study on Peritoneal Dialysis. 

PB-255 626/4GI 76-21 6E PC A0Q2/MF A01 
PB-255 627/2GI 


~~ areca Surfaces: Platelet-interface Reac- 


PB. 255 627/2G!I 76-21 6. PC AOQS/MF A01 
PB-255 628/0GI 


Adherence of Blood Components to Artificial Kid- 
ney opm y ed Antibodies in Chronic 
and Rena! Transplantation 
PB- 628/0GI 76-21 6E PC AQ3/MF A0O1 
PB-255 629/8G! 
Radioiodine Prediction Model for Nuclear Tests. 
PB-255 629/8G! 76-21 6R PC AQ3/MF AO1 
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PB-255 630/6GI 
Feasibility Study of a Nuclear Power-Sewage Treat- 


ment System for the Conservation and Reclamation 

of Water Resourc 

PB-255 630/6GI 76-21 138 PC AQ2/MF A01 
PB-255 631/4Gi 


Oxidation of Ammonia in Water by Ferrates (VI) and 


-255 631/4GI 76-21 138 PC AOS/MF A01 
PB-255 | 632/26! 





tituti | Requirements for 
Water Resource ee Processes to Enhance 


Cooperatio 

PB-255 632/26! 76-21 13B PC AO7/MF A01 
PB-255 633/0GI 

Public Groundwater sugges in Seatheney Comte, 

PB-255 633/0GI 8H PC /MF AO1 
PB-255 634/8GI 

Pavement n, Performance, and Rehabilitation, 


PB-255 634/8G 76-20 13B PC AO6/MF A01 
PB-255 635/5GI 

Utility Facilities in wanepenntee Corridors 

PB-265 625/ 635/5GI 76-20 138 PC AQ3/MF AO1 
PB-255 636/3GI 

Pavement and Bridge oe. 

PB-255 636/3G! 76-21 13C PC AO3/MF A01 
PB-255 637/1GI 

Planning and “pa | for Transportation, 

PB-255 637/1GI 76- 138 PC A04/MF AO1 
PB-255 638/9GI 

Role of Probability and Statistics in the Structural 

——_ of Pavements, 

255 638/9G!I 76-21 138 PC AOS/MF AO1 

sun 639/7GI 

Maritime and Construction Aspects of Ocean Ther- 

mal E Bee nny (Gre Piant Ships. 

PB-255 639/7GI 76-21 10B PC AOQ3/MF A01 
PB-255 640/5GI 

A Transit A for Pinellas ae 

PB-255 640/5GI 76-21 “Se A06/MF A01 
PB-255 641/3GI 


New Jersey Public Transportation —— Phase A. 
IT-09-0023 TS F110 rs immediate Action Pian. 
PB-255 641/3GI 138 "PC A11/MF A01 
PB-255 642/1Gi 


Modification of Pile Capacity and Length Prediction 
Equations Based on Historical Alabama Pile Test 


Data. 

PB-255 642/1Gi 76-21 138 PC A17/MF A01 
PB-255 643/9GI 

Establishment of interim Standards for B Rails 

Required to Contain Heavy Vehicles. Volume 4. 

Development of Simpiified input and — 

Criteria ies for the BARRIER Vii P 

PB-255 /9GI 76-20 13M PC A04/ iF A A01 
PB-255 644/76! 

Plant Biop --Transia 

PB-255 644 Ln 76-21" 6C PC A11/MF A01 
PB-255 645/4Gi 

one Stability of incompressible Fiuids-- 

ation. 

PB-255 645/4G! 76-20 20D PC A15/MF A01 

PB-255 646/2Gi 


Assessment of Cadmium Sulfide Photovoltaic Ar- 
rays for Large Scale Electric Utility Applications. 
PB-255 646/2GI 76-21 108 PC AOQ4/MF A01 


PB-255 647/0GI 


Economic Effects of “9g - Land-Use Manage- 
ment on Soil Erosion and Farm income in the 
Obion-Forked Deer River Basin. 


PB-255 647/0Gi 76-21 2B PC A04/MF A01 
PB-255 648/8G! 

Optimal Management of the Subsurface Environ- 

ment: Parameter ification. 

PB-255 648/8G! 76-21 138 PC AO4/MF A01 
PB-255 649/6GI 

Smali Business in the Metals industry: A 

und Study 

PB-255 649/6GI 76-20 5C PC AOS/MF A01 
PB-255 650/4Gi 

The Role of Research in the Delivery of — Ser- 

vices: Working Papers and Conference 

Pb-258 650/4 

PB-255 650/4G! 76-20 5D PC A12/MF A01 
PB-255 651/2GI 


Collision of Penn Central Transportation Coney 
Passenger Trains Numbers 132, 
Near Wilmington, Delaware, October 17, 1975. 
PB-255 651/2GI 76-20 13L PC A02/MF AO1 


PB-255 652/0Gi 
Evaluation of the Ajir-To-Air Heat Pump for Re- 


sidential Conditioning. 

PB-255 0GI 76-21 13A PC A13/MF Aoi 
PB-255 653/8G! 

The Role of Vertical Motion in the Heat Budget of 

the Upper Ocean. 

PB-255 653/8G! 76-20 8C PC AQS/MF AOi 
PB-255 654/6Gi 

Study of Hyperlipidemia and Atherogenesis. 

PB-255 654/6GI 76-20 6. PC AO2/MF Aoi 
PB-255 655/3Gi 

incentives for Energy Conservation in Multi-Family 

Housing. 

PB-255 655/3Gi 76-21 10A PC AOS/MF A0i 
PB-255 656/1GI 


Optimal Operating Policy for Multiple Metropolitan 


Water Supply Reservoir Systems: Theory and Appii- 

cations. Volume 1 

PB-255 656/1GI 76-21 138 PC A1S/MF Aoi 
PB-255 657/9GI 

Optimal —— Policy for Multiple Metropolitan 

alll -) pply pcan Systems: Appendices. 

PB-255 657/9GI 76-21 138 PC A99/MF A01 
PB-255 658/7Gi 

A Study of Inpiant Electric Power Generation in the 

ee. Petroleum Refining, and Paper and Pulp 

PB-255 658/7GI 76-21 10B PC AQ2/MF A01 
PB-255 659/5GI 

A Study of inpiant Electric Power Generation in the 

Chemical, Petroleum Refining, and Paper and Pulp 

industries. 

PB-255 659/5GI 76-21 10B PC A14/MF AO1 
PB-255 660/3Gi 

Genetic improvement of Seed Proteins. 


PB-255 660/3G! 
PB-255 661/1Gi 
Waterproof Membranes for Protection of Concrete 


Bridge Decks-Laboratory ' 
PB-255 661/1GI 76-21 13C PC AOS/MF AO1 
PB-255 662/9Gi 


Light Water Breeder Reactor. ep oy Atomic 
Power Station, U.S. Energy Research and 
ment a Division of Naval Reactors. 


Pr 
76-20 18E PC AO06/MF A01 


76-21 2D PC A17/MF A01 


oject No. 561. 
PB-255 662/9GI 
PB-255 663/7GI 


Construction of Washi Public Power Supply 
System Nuclear Projects No. 3, and No. 5. Washing- 


ton Aq a Su et al. S Sprenen 

No.1 0 BRR Lo oe a8 

PB-255 66. 663/7 18E NPC. A04/ /MF AO1 
PB-255 a0 

4 See for the Licensing of Facility Operators, In- 


Senior Operators. 
PB- 664/5GI 76-20 18E PC AO6/MF AO} 
PB-255 665/2Gi 


Multiobjective Planning and Environmental Evalua- 
tion of Water Resource S s. 
138 PC AO08/MF A01 


PB-255 665/2G! 76-21 
PB-255 666/0GI 
A Feasibility Analysis of Continuing the Operation 
mplex 


of the Crow Creek Sioux Tribe Recreation 
ta. 


PB-255 666/0GI 76-22 138 PC A0S/MF A01 
PB-255 667/8Gi 
Reprint: Spectra and Structure of Smali-Ring 
Molecules. 33. Microwave Spectrum of Sila- 
tane. 
Pb-2bs 667/86! 76-21 7C PC AO2/MF A01 
PB-255 668/6G) 
Assuring User Service Quality in a Distributed Com- 
i Network. 
-255 668/6GI 76-21 9B PC A02/MF A0l 
PB-255 670/2GI 
Mechanistic Studies of Phosphorus Containing 
Flame Retardants 
PB-255 670/2GI 76-20 7C PC AQ2/MF AO! 
PB-255 671/0Gi 


A Hierarchical Serueten for or) Control. 
PB-255 671/0GI 6-21 PC AOQ2/MF A011 


PB-255 672/8G! 
Reprint: Resonance Lines and Energy Levels of Cs 


i, Ba IV, and La V 
PB-255 672/8GI 76-20 7D PC A02/MF AO! 
7. 
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PB-255 673/6GI 


Reprint: The Fracture Stress and Its Dependence on 
Siow Crack Growth. 


PB-255 673/6GI 76-21 11B PC A02/MF A01 
PB-255 674/4GI 
Reprint: Robot Systems 
PB-255 674/4GI 76-21 6D PC A02/MF A01 
PB-255 675/1GI 
Terminals: Out of Sight but Under Control. 
PB-255 675/1GI 76-21 9B PC A02/MF A01 
PB-255 676/9GI 


Bis(fulvalene)diiron, Its Mono- and Dications. in- 
tramolecular Exchange interactions in a Rigid 
Pe 258 676/9GI 
PB-255 677/7GI 
Systems Engineering of Hierarchy Computer Con- 
trol Systems for Large Steel Manufacturing Com- 
xes. 
peas 677/7GI 76-22 13H PC A16/MF A01 


PB-255 678/5Gi 
The Evaluation of Water and Related Land 


76-20 7D PC AQ2/MF A01 


Resource Projects: A Procedural Test, 

PB-255 678/5GI 76-20 138 PC A04/MF AO1 
PB-255 679/3G! 

Analysis of Associate Degree Program for Traffic 

Safety Technicians. 

PB-255 679/3GI 76-21 Si PC A04/MF A01 
PB-255 680/1GI 


Radio interference from Corona-Displaying Over- 
head Power Lines--Translation. 


PB-255 680/1GI 76-22 9A PC A13/MF A01 
PB-255 681/9GI 

Response of Vehicles to Pavement Undulatio 

PB-255 681/9GI 76-20 13B PC A03/MF AO1 
PB-255 682/7GI 


Testing of Evaluation Procedures on Possible 


t of the Lower Hiwassee River. 
PB-255 682/7GI 76-21 138 PC A0B/MF A011 
PB-255 683/5GI 


A Test of Procedures Proposed by a Task Force of 
the Water Resource Council. Special Study of the 
Mountain Home Division, Southwest idaho Water 


Development Division, a.d Walia Walla District, 
Corps of 7 en 
PB-255 683/5GI 76-21 13B PC A06/MF A01 
PB-255 684/3G! 
Social impacts: Evaluation of Highway Project 
ent in Urban Residential Areas. 
PB-255 684/3GI 76-20 5K PC A12/MF AO1 
PB-255 685/0G! 
Multiple Objective Redesign of the Big Walnut Pro- 
255 685/0GI 76-21 138 PC A04/MF AO1 
PB-255 686/8G! 


Economic impact Study of the Proposed Motor 

Vehicle — Noise eenee. 

PB-255 686/8G! 76- 13B PC A11/MF AO1 
PB-255 687/6GI 

A Test of Federal Water Project Evaluation 

Procedures with Emphasis on Regional Income and 


Environmental Quality: Detroit River, Trenton 
Navigation Channel, 
PB-255 687/6GI 76-21 13B PC AOS/MF AO1 


PB-255 688/4G! 


Transport of Chlorinated +e ae: in Sedi- 
ments of the Upper Chesapeake B 
PB-255 688/4G! 76-21 138 ypc A08/MF A01 


PB-255 689/2GI 
A Test of Proposed Procedures for Evaluation of 
Water and Related Land Resources Projects. A Spe- 
cial Study of the Poteau River Watershed Project 
Prépared by the Staffs of the — eam Division 


and Tulsa District Corps of “_ -y 

PB-255 689/2GI 76-21 B PC A07/MF A01 
PB-255 690/0G! 

Federal Supply Code for Manufacturers, U.S. and 

Canada, Code Sequence. 

PB-255 690/0GI 76-21 5B CP TO4 
PB-255 691/8GI 


Federal Supply Code for Manufacturers, U.S. and 
Canada, Name Sequence. 


PB-255 691/8GI 76-21 5B CP TO4 
PB-255 692/6G! 

Polymer Pavement Concrete for Arizona Study Ii. 

PB-255 692/6GI 76-21 13C PC AO7/MF A01 


PB-255 693/4G! 


An Overview of Federal Technology Transfer. 
PB-255 693/4GI 76-22 5A PC A03/MF A01 


PB-255 694/2Gi 
Preservation of ee for Transfusion. 
PB-255 694/2GI 6P PC A02/MF AO1 
PB-255 695/9Gi 
Study of the Feasibility of ng Procurement of 
Fuels Produced from Solid Waste 
PB-255 695/9G! 76-20 138 PC A12/MF A01 
PB-255 696/7GI 
Proceedings of the Workshop on Modeling the in- 
terrelationships Between the Energy Sector and the 
General Economy, Held at Washington, D.C. on 
January 29-30, 1976 


PB-255 696/7G1 76-21 10A PC A10/MF A01 
PB-255 697/5GI 

Selected Aspects of Waste Heat Management: A 

State-of-the-Art Stu 


tudy. 
PB-255 697/5GI 76-21 138 PC A22/MF A01 
PB-255 6986/3GI 


A Method for the Determination of Total Mercury in 
Ambient Air. 
PB-255 698/3G! 76-22 138 PC A04/MF A01 


PB-255 699/1Gi 


The Air Quality and Economic implications of Sup- 
oye! Control Systems in Iilinois. 
-255 699/1GI 76-20 13B PC A06/MF AO1 


PB-255 700/7GI 
Use of Chinle Clay and Moderate Heat for the 


Production of Synthetic rogeeee. 
PB-255 700/7G! eee 3C PC AOS/MF AO1 


PB-255 701/5GI 


FTC Advertising Substantiation Program - Dish- 
washers and Dishwashing Detergents. Documenta- 
tion of Economics Laboratory, Inc. 

PB-255 701/5GI 76-20 11K PC AO06/MF A01 


PB-255 702/3GI 


FTC Advertising Substantiation Program. Dish- 
washers and Dishwashing Detergents. Documenta- 


tion of Whirt ‘ Corporation. 

PB-255 702/ P 76-20 11K PC AO7/MF AO1 
PB-255 703/1Gi 

Photochemical Conversion of Solar Energy. 

PB-255 703/1GI 76-20 7E PC A03/MF A01 
PB-255 704/9GI 


Solvin wok —_ Vehicle Problem. A Guide for Pro- 


ent. 
Bp-2 255 mar “he 76-21 138 PC AO3/MF AO1 
PB-255 705/6GI 
A Cost-Effectiveness Analysis of Junk Vehicle 
Abatement Programs. 
PB-255 705/6G 76-21 138 PC A24/MF A0O1 
PB-255 706/4GI 


Concepts for improved Lateral Support Systems. 
PB-255 706/4G! 76-21 138 PC A03/MF AO1 


PB-255 707/2GI 


FTC Advertising Substantiation Program: Dish- 
washers and Dishwashing Detergents. Documenta- 
tion of Hobart Corporation. 

PB-255 707/2GI 76-20 11K PC A99/MF A01 


PB-255 708/0GI 
Effects of the Physiological Environment on the 
Long-Term Physical Performance of Polymeric 


Materials. 
PB-255 708/0GI 76-20 6L PC AO4/MF AO1 
PB-255 709/8GI 


Solving Discrete-Variable ay Ag ey Non- 


Linear Programs: The Decision State Method. 
PB-255 709/8GI! 76-21 128 PC A11/MF AO1 
PB-255 710/6Gi 


Protection of ee from Silting and Flushing Out 


the Drai tem--Translation. 
PB-255 71 mea 76-20 13K PC AO4/MF AO1 
PB-255 711/4Gi 


Coastal Upwelling Ecosystems Analysis. Data Re- 
rt 30. JOINT | Meteorological Data. 
-255 711/4GI 76- 4B PC A05/MF AO1 


PB-255 712/2Gi 
Coastal Upwelling Ecosystems Analysis. Technical 
i gion rt 19. Meteorological Conditions in the JOINT 
PB-255 712/2GI 76-22 4B PC A03/MF A01 
PB-255 713/0GI 


Lakes Marion-Moultrie Stream System Investigation: 
Part li - Simulation Studies 
PB-255 713/0GI 76-21 13B PC A03/MF AO1 


PB-255 714/8Gi 


Accelerated Test Development for Portland Cement 
Concrete. 
PB-255 714/8GI 76-21 13C PC AO4/MF A0O1 


PB-255 736/1GI 


PB-255 715/5GI 

Trophic Status of Selected Northern New Mexico 

PB 285 715/5GI 76-20 8H PC A09/MF A01 
PB-255 716/3Gi 

aay of — Considerations in Arid Area Water 

PB.256 716/3GI 76-21 138 PC AOS/MF A01 
PB-255 717/1Gi 

Text and Commentary for Weather Modification 

Control Law. 

PB-255 717/1GI 76-21 48 PC A03/MF A01 
PB-255 718/9GI 


Development of a Water Quality Nps cree Model 
eee to Great Sait Lake, Uta 


255 718/9GI 76-21 38. PC A07/MF A01 
PB-255 719/7Gi 
peo aan Aspects of the Oahu Flood of 19 
April 1974. 
PB-255 719/7G! 76-21 48 PC A04/MF AO1 
PB-255 720/5GI 


Characterization and Treatment of Brine Waste- 
waters from the Cucumber Pickle industry, 
PB-255 720/5GI 76-21 138 PC A0O7/MF AO1 


PB-255 721/3Gi 


Studies on the Toxicity of aye Nitrate and 
Their Mixtures to the Common Gupp 
PB-255 721/3GI 76-23 6T ary A04/MF A01 


PB-255 722/1GI 
Proceedings of the First Annual Student Symposi- 


um on Marine Affairs. 
PB-255 722/1GI 76-20 6H PC AO6/MF AO1 
PB-255 723/9GI 


Reprint: National Measurement System: Length and 
Related Dimensional Measurements - A Micro 


udy. 

PB. 265 723/9GI 76-21 148 PC A02/MF A01 
PB-255 724/7Gi 

Reprint: Copyright Impacts of Future Techno 

PB-255 724/7GI 76-20 58 PC A02/MF AO1 
PB-255 725/4GI 

Reprint: A Technological Review: The Future of 

Microimagery in the Library. 

PB-255 725/4Gi 76-20 5B PC A02/MF A01 
PB-255 726/2G! 

Underground Coal Mining: An Assessment of 

onan TG 

PB-255 726/2GI 76-20 81 PC A20/MF AO1 
PB-255 727/0Gi 

Cooling Water _—- Research Project. 

PB-255 727/0GI 6-21 138 Pe A04/MF AO1 
PB-255 728/8Gi 

Clean Critical Experiment Benchmarks for Plutoni- 

um le in LWR’s. Volume I. 

PB-255 728/8GI 76-21 18J PC A06/MF A01 
PB-255 729/6Gi 

Solvent Refined woe ae Pulverization, 

Sto , and + 

PB- 729/6G wice-21 7A PC AO6/MF AO1 
PB-255 730/4Gi 

Air Quality Models Required Data Characterization. 


PB-255 730/4GI 76-22 138 PC A04/MF A01 
PB-255 731/2G!I 


The Effect of Changing Input and Product Prices on 
the Demand for Irrigation Water in Texas 
PB-255 731/2GI 76-21 2C PC A03/MF AO1 


PB-255 732/0Gi 
Reprint: The Replication of Biological Events in En- 


closed Water Columns, 
PB-255 732/0GI 76-23 8A PC AO2/MF AO1 


PB-255 733/8GI 
Reprint: Ocean interiors and Coastal Upwelling 
Models, 
PB-255 733/8GI 76-20 8C Not available NTIS 
PB-255 734/6Gi 


Reprint: Phased Cell Division in Natural Populations 
of the Marine Diatom ‘Ditylum brightwelli’ and the 


Potential Significance of Diel Phytoplankton 

Behavior in ea, 

PB-255 734/6GI 76-22 6C Not available NTIS 
PB-255 735/3GI 

Seasonal Variation of the ‘on teenee. Velocity Field 

Over the Continental Shelf Off ee 

PB-255 735/3GI 76-22 8C Not available NTIS 
PB-255 736/1GI 


Reprint: Modal Decomposition of the Velocity Field 
Near the Oregon Coast, 
PB-255 736/1GI 76-21 8C Not available NTIS 
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PB-255 737/9GI 
Separation and Characterization of Lung Elastin. 


PB-255 737/9GI 76-21 6A PC AOQ2/MF AO1 
PB-255 738/7GI 
Wastewater Reclamation Project, St. Croix, U.S. Vir- 
gin islands. 
B-255 738/7GI 76-21 138 PC A12/MF A01 


PB-255 740/3G! 


Microfiber Materials for Growth of intimal Lining in 
Circulatory Assist Devices 


PB-255 740/3GI 76-22 6L PC AOS/MF A01 
PB-255 741/1GI 

Coeur d'Alene Multipurpose Community Facility 

Study, 

PB-255 741/1GI 76-22 138 PC AOS/MF AO1 
PB-255 742/9GI 


Coastal Upwelling Ecosystems Analysis. Technical 
i 23. Cyclesonde Measurements in the Up- 


Region Off Or 
PB-258 742/9GI 76-22 8C PC AO7/MF AO1 
PB-255 743/7GI 
Benefit-Cost Analysis: Updated Unit Costs and 
Procedures. 
PB-255 743/7GI 76-20 13B PC A04/MF A01 
PB-255 744/5GI 


Development and Testing of Flocking Materials. 
PB-255 744/5GI 76-22 6. PC AO0S/MF AO1 


PB-255 745/2GI 

235U Fission Product Decay Heat from 1 to 100,000 

Seconds. 

PB-255 745/2Gi 76-21 20H PC A04/MF AO1 
PB-255 746/0GI 

Allied Health Manpower Training Model. 

PB-255 746/0GI 76-22 Si PC A10/MF A01 
PB-255 747/8GI 


influence of Modified Diets ~ the Quality and 

Quantity of Human Dental Plaqu 

PB-255 747/8GI 76-21 
PB-255 748/6GI 


Tentative Pavement and Geometric Design Criteria 
for Minimizing Hydroplaning. 


6E PC A12/MF AO1 


48/6GI 76-20 13B PC A10/MF AO1 
PB-255 749/4G! 
Reprint: Rotary Wind Spectra in a Sea Breeze 
Regime. 
PB-255 749/4GI 76-20 4B Not available NTIS 


PB-255 751/0GI 


U.S. Patent Classification - Subclass Listing. Edition 
No. 7. Patents issued owe March 1976 and All 
Recilassifications Through Order No. 519. Patents 
Through 3, Ao 895. issue Patents Through 
28,754. Design toe! Through 239,419. Plant 
Patents Throu — 3,855. Classes 2 Through 29. 
PB-255 751/ 

76-20 5B 16mm microfilm $6.00 or $8.00 


PB-255 752/8Gi 


U.S. Patent Classification - Subclass Listing. Edition 
No. 7. Patents issued Through March 1976 and All 
Reciassifications Through Order No. 519. Patents 
Through 3,947,895. Reissue Patents Through 
28,754. Design Patents Through 239.419. Plant 
Patents a 3,855. Classes 30 Through 68. 
PB-255 7 

76-20 5B 16mm microfilm $6.00 or $8.00 


PB-255 753/6G! 


U.S. Patent Classification - Subclass Listing. Edition 
No. 7. Patents issued Through March 1976 and Ali 
Reciassifications Through Order No. 519. Patents 
Through 3,947,895. Reissue Patents Through 
28,754. Design Patents Through — Plant 
Patents Thro ' 3,855. Classes 69 Through 
PB-255 753/ 

76-20 5B 16mm microfilm $6.00 or $8.00 


PB-255 754/4GI 


U.S. Patent Classification - Subclass Listing. Edition 
No. 7. Patents issued Through March 1976 and All 
Reciassifications Through Order No. 519. Patents 
Through 3,947,895. Reissue Patents Through 
28,754. Design Patents Through 239,419. Plant 
Patents Through 3,855. Classes 106 Through 148. 
PB-255 754/4GI 

76-20 58 16mm microfilm $6.00 or $8.00 


PB-255 755/1Gi 


U.S. Patent Classification - Subclass Listing. Edition 
No. 7. Patents issued Through March 1976 and All 
Reciassifications Through Order No. 519. Patents 
Through 3,947,895. Reissue Patents Through 
28,754. Design Patents Through 239.419. Plant 
Patents Thro P 3,855. Classes 149 Through 198. 
PB-255 755/1 

330° 5B 16mm microfilm $6.00 or $8.00 


AR-1250 


PB-255 756/9GI 


U.S. Patent Classification - Subclass Listing. Edition 
No. 7. Patents issued Through March 1976 and All 
Reclassifications Through Order No. 519. ceeente 
Through 3,947,895. issue Patents Throug 
28,754. Design Patents Th h 239,419. Plant 
Patents oe 3,855. Classes 199 Through 235. 


PB-255 
76-20 5B 16mm microfilm $6.00 or $8.00 


PB-255 757/7GI 


U.S. Patent Classification - Subclass Listing. Edition 
No. 7. Patents issued Through March 1976 and All 
Reciassifications Through Order No. 519. Patents 
Through 3,947,895. Reissue Patents Through 
28,754. Design Patents AR 239,419. Plant 
Patents Through 3,855. C Through 260. 
PB-255 757/7GI 

76-20 5B 16mm microfilm $6.00 or $8.00 


PB-255 758/5G! 


U.S. Patent Classification - Subclass Listing. Edition 
No. 7. Patents issued Through March 1976 and All 
Reciassifications Through Order No. 519. Patents 
Lr a 3,947 895. issue Patents Through 
28,754. Design Patents Ro, 239,419. a 
Patents Leng h 3,855. Classes Through 296 


PB-255 7 
76-20 5B 16mm microfilm $6.00 or $8.00 
PB-255 759/3Gi 


U.S. Patent Classification - Subclass Listing. Edition 
No. 7. Patents issued Through March 1976 and All 
Reclassifications Through Order No. 519. Patents 
Through 3,947,895. issue Patents Through 
28,754. Design Patents Through 239,419. Plant 
Patents Throw h 3,855. Classes 297 Through 339. 
PB-255 9/36 

76-20 5B 16mm microfilm $6.00 or $8.00 

PB-255 760/1GI 

U.S. Patent Classification - Subclass Listing. Edition 
No. 7. Patents issued Through March 1976 and Ali 
Reclassifications Through Order No. 519. Patents 
Through 3,947,895 eissue Patents Through 
28,754. Design Patents Through 239,419. Plant 
Patents Through 3,855. Classes 340 Through 528. 
PB-255 760/1Gi 

76-20 5B 16mm microfilm $6.00 or $8.00 


PB-255 761/9GI 


A Simulation Mode! of Tritium Kinetics in a Fresh- 
water Marsh, 
PB-255 761/9GI 76-21 


PB-255 762/7GI 
Coastal Upwelling Ecosystems Analysis. Technical 
Report He A Case Study of a Marine inversion on 


the Oregon Coast 
62/7 76-22 4B PC AO6/MF A01 


13B PC AOS/MF A01 


PB-255 
PB-255 763/5GI 


Treatment of Swelling Soils, West of Agate, 
Colorado. a | 70-4(48)347. 
PB-255 763/ 76-21 13B PC AO3/MF A01 


PB-255 764/3GI 


Simulation of Thermally-influenced Hydrodynamic 
Flows: Final Report, 
PB-255 764/3GI 76-21 8H PC AO4/MF A0O1 


PB-255 765/0GI 

Costs of Alternative Sources of Electricity. 

PB-255 765/0GI 76-21 10B PC A04/MF A0O1 
PB-255 766/8G! 

Transportation of Solids by Water in Pipelines, 

PB-255 766/8G! 76-21 13B PC AO2/MF A0O1 
PB-255 767/6GI 

An Analog Model of the Chipuxet Aquifer, Rhode 

island. 

PB-255 767/6GI 76-21 8H PC AO2/MF AO1 
PB-255 768/4GI 

High-Voltage Transmission Conductor Motion 

Research. 

PB-255 768/4GI 76-22 9A PC A10/MF AO1 
PB-255 769/2G! 

ye ae eg Treatment Plant Sludge and 

Liquid Sidestre 

PB-255 769/2G! 76-20 13B PC A06/MF A01 
PB-255 770/0GI 

Reclassification Transfer Records. 

PB-255 770/0GI 

76-20 5B 16mm microfilm $14.00 or $20.00 

PB-255 771/8G! 

A Design for Evaluation of the Lo pa Care 

we a lowa Health Services Data 

PB-255 771/8GI 76-22 5B PC ME A01 
PB-255 772/6GI 


Cost Control, Distribution of Health Care Services, 
Regulation of the Quality of Health Care Services, 
Quality of Care: Social Access and Comments on 
Draft Option Papers Regarding the Regulation of 
Health Providers: Option Papers, 





PB-255 772/6GI 76-21 
PB-255 773/4GI 
Partnership in Planning: The Boston Scene, 


6E PC A02/MF A01 


PB-255 773/4GI 76-22 6E PC A03/MF AO1 
PB-255 774/2Gi 

A Health Consumer Feedback System, 

PB-255 774/2Gi 76-22 6E PC AO2/MF A01 
PB-255 775/9GI 


Public General Hospitals in Transition: A Summary 
of issues and Viewpoints, 
PB-255 775/9GI 76-22 6E PC A03/MF A01 


PB-255 776/7GI 
Census Tract Mortality Study, Jacksonville, Florida, 
August 1972-May 1973: Part li, Household Health 


Survey Sectional Study, 
PB-255 776/7GI 76-22 6& PC A02/MF A01 
PB-255 777/5GI 


Community Profile Component NY-Penn Area 
Health Data Series, 


PB-255 777/5GI 76-23 5K PC AOS/MF A01 
PB-255 778/3Gi 

Improving Employment Possibilities for Female 

Black Teenagers in New York City. 

PB-255 778/3GI 76-21 5! PC A12/MF A01 
PB-255 779/1Gi 


A Descriptive Analysis of CHP ‘8’ Agencies 
PB-255 779/1GI 76-22 6E PC A11/MF A01 


PB-255 780/9GI 


The Organizational Mode! Implications of Health 
Legislation and Current Proposals, 
PB-255 780/9GI 76-22 6E PC A03/MF A01 


PB-255 781/7GI 

Merger incentive Program. Part B. Volume 

PB- 781/7GI 76-22 6E PC AOS) MF A01 
PB-255 782/5GI 


The Laws Affecting Health Insurance in California, 
PB-255 782/5Gi 76-22 6E PC A04/MF A01 


PB-255 783/3GI 


The Effect of Patient Demand on Systems Design of 
Consumer Demand and the Design of Health Care 


Systems. Part lil, 

PB-255 783/3GI 76-22 6E PC A02/MF A01 
PB-255 784/1GI 

Program Management Pian: 1973-74, 

PB-255 784/1GI 76-22 6E PC E02/MF A01 
PB-255 785/8Gi 


The Status of Research on Utilization of Medical 
Services of Consumer Demand and the Design of 
Health Care - 


PB-255 785/ 76-22 6E PC A03/MF A01 
PB-255 786/6Gi 

Wyoming Valley Hospital: Children’s Medical-Surgi- 

cal Unit Stu 

PB-255 786/6GI 76-22 6E PC A03/MF AO1 
PB-255 78 4GI 


Substitute Chemical Program - Initial Scientific 
Review of PCNB, 


PB-255 787/4GI 76-22 6F PC A04/MF A01 
PB-255 788/2Gi 
— Evaluation of Resource investments: A Case 
tudy. 
PB-255 788/2Gi 76-21 13B PC A05S/MF A01 
PB-255 789/0Gi 
Dental Health Component NY-Penn Area Health 
Data Series, 
PB-255 789/0GI 76-23 6E PC A03/MF AO1 
PB-255 790/8GI 
Mental Health Component NY-Penn Area Health 
Data Series, 
PB-255 790/8GI 76-23 6E PC AO3/MF AO1 
PB-255 791/6GI 
Predicting Consumptive Use with Climatological 
ata, 
PB-255 791/6GI 76-21 2C PC AO03/MF AO1 
PB-255 792/4GI 


Adjustments Due to a Declining Groundwater 
Su ply: High Plains of Northern Texas and Western 


Oklaho 
PB- 255 7 792/4GI 76-20 2C PC A03/MF A011 
PB-255 793/2GI 


ae Efficiency in the Production of California 
Crop Calories and Proteins. 
PB- O55 793/2GI 76-21 


PB-255 794/0GI 


Electrochemical Production of Free Radicals for 
Wastewater Treatment. 
PB-255 794/0GI 76521 


2C PC A0S/MF AO1 


70 PC A03/MF AO1 


























PB-255 795/7GI 

Spectographic and Chemical Analyses of Mineral- 

wh Rock and Stream Sediments from the Laramie 

ayy! Area, Wyoming. 
795/7GI 76-21 8D CP TO2 

PB-255 796/5GI 

Groundwater ye’ in Lt we ae County, 

PB-255 796/5GI C A07/MF A0O1 
PB-255 797/3GI 

Proposed Health Pian for Treasure Valley. Fiscal 

Year 1973-1974, 

PB-255 797/3GI 76-21 6E PC AO03/MF A01 
PB-255 798/1GI 


Availability of Conventional Energy Resources 
Materials - Coal. 


PB-255 798/1GI 76-21 8G PC A02/MF AO1 
PB-255 799/9GI 

Development of Illumination Systems for Low Coal 

Mines. 

PB-255 799/9GI 76-20 81 PC AO4/MF AO1 
PB-255 800/5GI 


A Resource Paper for Decision-Makers: ‘Health 
Care issues of Importance to Minnesota 
PB-255 800/5GI 76-22 6E pC A03/MF A01 


PB-255 801/3GI 
Report of the Hospital Discharge Study in the Five 
County Greater Philadelphia Area, 
PB-255 801/3GI 76-22 6E PC AO4/MF AO1 
PB-255 802/1GI 


Description of Sperry Traffic Analysis and Research 
tty Simulation Program. Diversion of Intercity 

by ET rs Point. 
/1GI 76-22 13B PC AO6/MF AO1 


B+. “hon 


Report to AID on a Philippines oh on Stan- 

dardization and Measurement Service 

PB-255 803/9GI 76-20 148 PC A06/MF A01 
PB-255 804/7GI 

Reprint: Mesenchymal Tumors of Some Estuarine 

Fishes of the Northern Gulf of Mexico. |. Subcu- 

taneous Tumors, Probably Fibrosarcomas, in the 

Striped Mullet, ‘Mugil cephalus’, 

PB-255 804/7GI 76- 6C PC A02 
PB-255 805/4GI 

ising Critical Exponents in Real Fluids: An Experi- 

t 


ment. 

PB-255 805/4GI 76-22 7D PC A02/MF AO1 
PB-255 806/2G! 

Naval Installations Re-Use Project Completion Re- 

port. 

PB-255 806/2GI 76-20 5C PC A03/MF A01 
PB-255 807/0Gi 


increased Telephone installation Rates: A Statistical 


Analysis of Colorado's 1972 Rate Change, 
PB-255 807/0GI 76-22 17B PC A03/MF A01 
PB-255 808/8GI 


Properties and Interactions of Oral Structures and 

Restorative Materials. 

PB-255 808/8Gi 76-22 6L PC AOS/MF A0O1 
PB-255 809/6GI 


jw National Measurement System for Surface 
in 


PB-255 809/6GI 76-20 14B PC A04/MF A01 
PB-255 810/4GI 

The ore Term Care Questionnaire and Report, 

PB-255 810/4GI 76-22 6E PC AO2/MF AO1 


PB-255 811/2GI 


Workshop on Manganese Nodule Mineralogy and 
Geochemistry Methods, Held at .Y Seattle 
Research Center, on June 14 and 15, 1973. 

PB-255 811/2GI 76-22 &i pc A02/MF A01 


PB-255 812/0GI 
Reprint: Coastal Trapped Waves in a Stratified 


an, 
PB-255 812/0GI 76-21 8C Not available NTIS 
PB-255 813/8GI 


investigation and Assessment of yooh = hommes 
oe ae Emission Sources and 
PB-255 813/8GI 76-21 13F PC A06/MF A01 


PB-255 814/6GI 
Reprint: POPSS, A System for Modelling and 
ow mon Operating System Resource Allocation 
rateg 
PB-255 814/6GI 76-21 9B PC A02/MF A01 
PB-255 815/3GI 


Reprint: Electrical Conductivity of Tetrathiaful- 
valenium-T inodimethanide (TTF-TCNQ). 
PB-255 815/3G!_ 





76-22 7D PC A02/MF A01 - 


PB-255 816/1Gi 
ey mee Anionic Polymerization of Unsatu- 


rated Monom 
PB-255 B16/1GI 76-22 7C PC AO3/MF AO1 
PB-255 817/9Gi 


Summary Characterizations of Selected Chemicals 
of Near-Term interest. 
PB-255 817/9GI 76-22 138 PC A03/MF A01 


PB-255 818/7GI 


Water Reuse, A Bibliography. Volume 5. 
PB-255 818/7GI 76-20 138 PC A20/MF A01 


PB-255 819/5GI 


Calculated Actinic Fluxes (290 - 700 nm) for Air Pol- 
lution Photochemistry Applications, 
PB-255 819/5GI 76-22 4A PC AQ4/MF AO1 


PB-255 820/3GI 


An Assessment of Three Measures of Long Term 
Moisture Deficiency Before Critical Fire Periods. 
PB-255 820/3GI 6-20 2F PC AOQ2/MF A01 


PB-255 821/1GI 
High-Efficiency Thin-Film GaAs Solar Cells. 


PB-255 821/1GI 76-21 10B PC AO3/MF AO1 
PB-255 822/9G! 
ea of Resegregation: Com- 


liance/Re —— Behavior and Policy Alternatives. 


-255 8 76-21 SK PC AO04/MF A01 
PB-255 he ag 
Erasing Myths About —— Media 
PB-255 823/7GI 76-22 14C PC A02/MF AO1 
PB-255 824/5GI 


Reprint: Classical S Matrix: Application of the Bes- 
sel Uniform Approximation to a Chemical Reaction. 
PB-255 824/5GI 76-22 7D PC A02/MF AO1 


PB-255 825/2GI 
Reprint: Compatibility Problems of Network Inter- 


es 
PB-255 825/2GI 76-21 9B PC AO02/MF AO1 
PB-255 826/0GI 
Reprint: Electric Susceptibility and d.c. Conductivity 
of Crystalline TTF-TCNQ. 
PB-255 826/0GI 76-22 7D PC A02/MF AO1 
PB-255 827/8Gi 


Reprint: Slow Crack Growth in Ceramic Materials at 
Elevated Temperatures 


PB-255 827/8GI 76-21 11B PC A02/MF A01 
PB-255 828/6GI 

Network Access Techniques: Some Recent 

Developments. 

PB-255 828/6GI 76-21 9B PC AO02/MF AO1 
PB-255 829/4Gi 


Reprint: An instrument with Internal Calibration for 
Monitoring Chlorine Residuals in Natural Waters. 


PB-255 829/4GI 76-22 148 PC A02/MF A01 
PB-255 830/2G! 

Analysis of Edge-Heat-Loss of a Guarded-Hot-Plate 

a. 

PB-255 830/2GI 76-22 148 PC A02/MF A01 
PB-255 831/0Gi 


Reprint: Core Level Shifts of Rare-Gas Atoms im- 
planted in the Noble Metals. 


PB-255 831/0GI 76-22 7D PC AO02/MF AO1 
PB-255 832/8GI 

Comments on Drainage System Performance. 

PB-255 832/8GI 76-21 13K PC A02/MF A01 
PB-255 834/4GI 


Water Pollution Control Act of 1972. Study of Ef- 
fluent Charges. 
PB-255 834/4GI 76-20 13B PC A06/MF A01 


PB-255 835/1GI 
Rail a Car Costs. A Review, Analysis and Pro- 


5-25! 255 835/1G! 76-20 13F PC AO8/MF AO1 
PB-255 836/9GI 
eae Youth: A Status Report and Summary of 
rojects 
Pe 255 836/9G! 76-20 5K PC A04/MF A01 
PB-255 837/7GI 


Hydrocarbon Emissions Reduction from Ethylene 


Dichloride Processes 
PB-255 837/7GI 76-22 7A PC AO5S/MF AO1 
PB-255 838/5GI 


indian Health Services in Western South Dakota, 
PB-255 838/5GI 76-22 6E PC AO2/MF A01 


PB-255 839/3GI 
Terrestrial Radiodetermination Potential Users and 
Their Requirements. 
PB-255 839/3GI * 76-22 17G PC AQ3/MF AO1 


PB-255 863/3GI 


PB-255 840/1GI 
Trial Application of Revised Evaluation Procedures 


at Ki rt, Tennessee. 
PB- /1GI 76-20 138 PC A06/MF A01 
PB-255 841/9Gi 


Study “ae Soeuays ree oy e System 
PB-255 1 BC At A10/MF A01 


PB-255 rermenny 
Evaluation of Pollution ‘Control in Fossil Fuel Con- 
version Processes. 
PB-255 842/7GI 76-21 210 PC A14/MF AO1l 
PB-255 843/5Gi 


Cnetsiooning Guidelines for the Update and Refilm- 
of the State Sa 8 ue 





P -255 843/5GI 13B PC A02/MF AO1 
voce 845/0GI 

t-Enh d Disintegration of Hard 

a 845/0GI 76-21 138 PC AO3/MF AO1 
PB-255 846/8Gi 


n and Evaluation of Freeway Surveillance and 
Traffic Control Systems. 


PB-255 846/8GI 76-20 13B PC AQ4/MF AO1 
PB-255 847/6GI 

Bond Characteristics of Model Reinforcement. 

PB-255 847/6GI 76-21 13C PC AO3/MF A0O1 


PB-255 848/4Gi 


Development of a Procedure for Evaluating Flexible 
Pavements in Florida 


PB-255 848/4G! 76-21 138 PC A03/MF AQ1 
PB-255 849/2GI 
ricultural Runoff. A rae Volume 2. 
-255 849/2GI 76-21 PC A13/MF AO1 
PB-255 850/0GI 
DDT in Water. A Bibliography. Volume 2. 
PB-255 850/0GI 76-21 2C PC A99/MF A0O1 
PB-255 851/8Gi 


Demand eee for the Northeast Corridor - 
Financial oy is. 
PB-255 851/8GI 76-22 138 PC AOS/MF AO1 


PB-255 852/6GI 


Applicability of the Cyanide Electrode for Measuring 
Free and Total Cyanide, 
PB-255 852/6GI 76-21 148 PC AO3/MF AO1 


pon 853/4GI 
Manogochem 1975. Preliminary Cruise Report Mn- 
75-01 R/V KANA KEOKI, Honolulu to Honolulu, 14- 


25 June, 1975, 
PB-255 853/4G! 76-22 8) PC A02/MF A01 
PB-255 854/2GI 


oa oe Ba Properties of Steels Taken from Four Failed 
an 

PB-255 854/2G! 76-22 13F PC A08B/MF AO1 
PB-255 855/9GI 


implementing Coal Utilization Provisions of Energy 
tag he pod mma Coordination Act. 
76-21 10B PC A03/MF AO1 


PB-255 tome 
Evaluation of Air Quality in the Vicinity of - Inter- 


section of Wisconsin and Western Avenues, N.W. 
PB-255 856/7GI 76-23 13B PC A0S/MF AO1 
PB-255 857/5Gi 


Conference Report: Energy Conservation in Trans- 
portation and —— Held in Atlanta, Georgia 
on 2-5 December 1975, 


PB-255 @57/5GI_ 76-21 10A PC A13/MF A01 
PB-255 858/3GI 

Total Suspended Particulates: Review and Analysis. 

PB-255 858/3GI 76-21 13B PC A12/MF A01 
PB-255 859/1GI 

The Intersectoral Feedback Model. 

PB-255 859/1GI 76-21 SC PC A06/MF A01 
PB-255 860/9GI 


Reprint: Stokes Transport by et Waves for Ap- 
plication to Circulation M 
PB-255 860/9GI 76-21 
PB-255 861/7Gi 


Reprint: Federal interest in Computer Utilization by 
State and Local Governments. 


oC Not available NTIS 


PB-255 861/7GI 76-21 9B PC AO2/MF A01 
PB-255 862/5Gi 

Chemistry in the Stratosphere. 

PB-255 862/5Gi 76-22 4A PC AO3/MF AO1 


PB-255 863/3GI 
Comparison of Matrix inversion, Monte Carlo, and 
Diffusion of Probability Techniques for Calculation 
of Diffusion Correlation Factors. 
PB-255 863/3GI 76-20 11F PC A0Q2/MF A01 


AR-1251 


PB-255 864/1Gi 


Fire Loads and Live Loads in Buildin 
PB-255 864/1GI 76-20 13L 


PB-255 865/8GI 


Reprint: On the Angular Divergence of — 
Beams in an —_ metric Diffraction Geomet 
865/8G! 76-20 20B PC A02/MF A01 
PB-255 866/6G! 
ae: A of Terna ore Metal Sulfide Arrays. 
PB-255 866 7B PC AQ2/MF A01 


C AQ2/MF A01 


PB-255 oar 
A Summary of a Cost Analysis of Blood Banking Al- 


ternatives. 

PB-255 867/4GI 76-22 6E Not available NTIS 
PB-255 868/2GI 

Leo Aloysius Wall. 

PB-255 868/2GI 
PB-255 869/0GI 

Law Enforcement Standards Program: NILECJ 

Standard for Riot Helmets. A Voluntary National 

Standard Promulgated by the National institute of 

Law Enforcement and Criminal Justice 

76-21 6Q PC AO2/MF A01 


76-22 7D PC A02/MF A01 


Law Enforcement Standards Program. NILECJ Stan- 
dard for Fixed and Base Station FM Transmitters. A 
Voluntary National Standard Promulgated by the 
National Institute of Law Enforcement and Criminal 


Justice. 
PB-255 870/8GI 76-22 178 PC A02/MF A01 


PB-255 871/6Gi 
Law Enforcement penterte | s ram, NILECJ Stan- 
dard for Personal/Portable F ivers. A Volun- 
tary National Standard te he by the National 
institute of Law Enforcement and Criminal Justice. 
PB-255 871/6GI 76-22 17B PC AOQ2/MF A01 
PB-255 872/4GI 
Terms and ee for intrusion Alarm Systems, 
PB-255 872/4Gi 76-20 5B PC A02/MF A01 
PB-255 873/2GI 
Flood Recovery Program for Members of the 
one se Retail Grocers Association, 
an 


nsylvania. 
PB-255 873/2GI 76-20 5C PC A02/MF A01 


PB-255 874/0GI 
yy nsive Report. Walnut Ridge Airport indus- 


Feasibility Stu 
PE. 258 874/0GI 
PB-255 875/7GI 
Analysis of Occurrence of Sporadic E and Accuracy 
of Predictions of Sporadic-E Critical Frequencies 
a —— Latitude Northern Hemisphere Sta- 


PB.255 875/7GI 76-22 20N PC AO03/MF A01 


PB-255 876/5GI 

Statistical Analysis of Blood Lead Levels of Children 

Surveyed in Pittsburgh, Pennsylvania: Analytical 

and Summary 

PB-255 876/5GI 76-21 6T PC A04/MF A01 
PB-255 877/3GI 

ww, Technology Project Summ 

PB-255 877/3GI 76-20 13M PCI A06/MF A01 
PB-255 878/1GI 

Energy Conservation Through Effective Energy 

Utilization: 1973 Engineering Foundation Con- 

ference Held at New England oo. Henniker, 

New Hampshire on August 19-24, 197 

PB-255 878/1Gi 76-21 10A PC A12/MF AO1 
PB-255 879/9GI 

Publications of the National Bureau of Standards, 

1975 Catalog. A Compilation of Abstracts and Key 

Work and Author indexes. 

PB-255 879/9GI 76-20 5B PC A25/MF A01 
PB-255 880/7GI 

Pulse P: ation in Fluid-Filled Tubes, 

PB-255 880/7GI 76-20 20D PC A03/MF A01 
PB-255 881/5GI 

Crop Productivity - Research Imperatives, Summary 

of an international Conference on Crop Productivity 

Heid on ee 20-24, — +. _ Boyne 


Pe2ss e156 Goto aie eH © A03/MF A01 


PB-255 882/3G! 


Crop Productivity * Research imperatives, Summary 
of an international Conference on Crop Productivity 
Held on October 20-24, — at the Boyne 


Highlands inn, Harbor ings, M oy 
-255 882/3GI 6-21 6H C A186/MF A0O1 


PB-255 883/1GI 


Assessment Center oer | Study. 
PB-255 883/1GI 51 PC AO3/MF A01 


70:20 5C PC A04/MF A01 


AR-1252 


PB-255 884/9GI 


Minority Barriers identification Conference Held at 
ae, a on December 15-17, 1975. 
PB 884/9GI 76-22 5i PC AOS/MF A01 


PB-255 885/6GI 


Adherence of Blood Components to Artificial Kid- 
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PB-256 331/0GI 76-22 5i PC AO3/MF AO1 
PB-256 333/6GI 
Bridge Department EDP Development 
PB-256 333/6G! 76-23 13M PC AO04/MF AO1 
PB-256 334/4Gi 


Chronic Toxicity of Lindane to Selected Aquatic In- 


vertebrates and Fishes. 
PB-256 334/4GI 76-22 6T PC AO4/MF AO1 
PB-256 335/1G! 


A. P. S. Electrostatic Scrubber Evaluation. 


PB-256 335/1GI 76-22 7A PC AOS/MF A01 
PB-256 336/9G! 

U -State Water-Quality Model. 

PB-256 /9GI 76-23 13B PC AO06/MF A01 
PB-256 337/7GI 


Cost Analysis of Manpower Programs: An Analysis 
of the State of the Art. 
PB-256 337/7GI PC AO7/MF A01 


PB-256 338/5GI 


Economic Impact of Pollution Control Regulations 
on Steel Plants in the aaa River Valley. 
PB-256 338/5GI 76-22 13B PC A05/MF AO1 


76-21 5i 


PB-256 339/3G! 


Reprint: An introduction to Evaluation Program Ef- 
fectiveness and Community Needs, 


PB-256 339/3G! 76-21 SK PC AO2/MF A01 
PB-256 340/1Gi 

Reprint: income and the Use of Outpatient Medical 

Care by the Insured 

PB-256 340/1GI 76-22 6E PC A02/MF A01 
PB-256 341/9Gi 


Reprint: Health Maintenance Organizations - Con- 
cept and yy 


PB-256 341/9GI 76-22 6E€ PC AOQ2/MF AO1 
PB-256 342/7Gi 
Reprint: Emerging Patterns in Comprehensive 


Health Planning: Recurrent Problems at the State 


PB-256 342/7GI 76-22 6E PC A02/MF A01 
PB-256 343/5GI 
Reprint: Predicting Hospital Admissions by State, 


PB-256 343/5GI 76-22 6E PC A02/MF A01 
PB-256 344/3GI 
Reprint: ~~ 4 Histories of Selected Neighborhood 
Health Cente 
PB-256 344/36 76-22 6E PC A02/MF A01 
PB-256 345/0GI 
Extramural Research Sponsored by the Grosse lie 
Laboratory. 
-256 345/0G! 76-22 13B PC A03/MF A01 
PB-256 346/8GI 


Grosse lle Laboratory Quarterly Research Report 
Endin oon 1973 
- / 


8G! 76-22 13B PC A03/MF A01 
PB-256 347/6G! 
Annual Report, 1971. 
PB-256 347/6G! 76-22 138 PC AO4/MF AO1 
PB-256 348/4G! 


Improving State Solid Waste Management Programs 


with Addendum and Appendix), 
B-256 348/4GI 6-22 138 PC AO7/MF A01 
PB-256 349/2GI 


A Preliminary Evaiuation of the Pit incinerator. 
PB-256 349/2GI 76-22 138 PC AOS/MF A01 


PB-256 350/0GI 


Disinfection. 
PB-256 350/0GI 


PB-256 351/8GI 


Temperature. 
PB-256 351/8G! 


PB-256 352/6G! 


Mixing Zones. 
PB-256 352/6G! 


PB-256 353/4GI 


76-22 138 PC A02/MF A01 


76-22 138 PC A02/MF A01 


76-22 13B PC A02/MF A01 


Nitrates. 
PB-256 353/4G! 
PB-256 354/2GI 


Study of the Effects of Nitrilotriacetic Acid on Mam- 
malian Liver and Intestinal Enzymes 


76-22 13B PC AO3/MF A01 


PB-256 354/2GI 76-22 6T PC A03/MF AO1 
PB-256 355/9GI 

Advanced Techniques for Incineration of Municipal 

Solid Wastes, 

PB-256 355/9GI 76-22 13B PC A02/MF A01 
PB-256 356/7Gi 


Landfill Temperature — interval Analysis. 
PB-256 356/7GI 76-22 138 PC A02/MF A01 


PB-256 357/5Gi 
Studies of Smal! Particles in Solid Waste Opera- 


tions. 

PB-256 357/5GI 76-22 13B PC AO3/MF A01 
PB-256 358/3Gi 

Evaluation of a Muffie Furnace Procedure for Deter- 

mining Percent Ash and Percent Weight Loss on 


Heating of Solid Wastes 
PB-256 358/3GI 76-23 7A PC AOS/MF AO1 
PB-256 359/1GI 
Evaluation of the MC-300A Soil Moisture Meter to 
Determine in-Place Moisture Content of Refuse at 


Land Disposal Sites 
PB-256 359/1GI 76-22 138 PC A02/MF AO1 
PB-256 360/9Gi 


Current Status of Advanced Waste Treatment 
Processes, July 1, 1970. "ges Pollution Control 


pnaek aaa Sewered Wastes 
PB-256 /9G 76-22 13B PC AO6/MF AO1 


PB-256 362/5GI 


Questions and Answers on Water Quality Standards. 
PB-256 362/5GI 76-21 138 PC A02/MF A01 





PB-256 383/1GI 


PB-256 363/3Gi 
The Effects of NTA on the Chiorine Demand of Vari- 


ous Types of Waters. 
PB-256 363/3G! 76-22 138 PC AQ3/MF A01 
PB-256 364/1Gi 


Extension of Carbon-Hydrogen Method to Include 


LOl) at 6a C of Volatiles or Loss on ignition 
at 
Pease 364/161 76-23 138 PC AO2/MF A01 
PB-256 365/8Gi 
Mathematical Determination of Total Oxygen in 
Solid Wastes 
PB-256 365/8GI 76-22 148 PC A02/MF A01 
PB-256 366/6Gi 


Formulas (incorporating Decomposition of Car- 
bonates at 600 C) for the Determination of Total Ox- 


in Solid Wastes. 
-256 366/6GI 76-22 7C PC AQ3/MF A01 
PB-256 367/4Gi 
Laboratory Procedure for the Spec- 


—— Determination of Selenium in 


PB-256 367/4GI 76-22 14B PC A02/MF A01 
PB-256 368/2GI 


Laboratory Procedure for Determining the Total 
Heat of Combustion in Solid Wastes 


PB-256 368/2Gi 76-22 7D PC AO3/MF AO1 
PB-256 369/0Gi 

awe Waste Disposal Program Seventh 

Monthly Report 

PB-256 369/0G! 76-21 138 PC A1S/MF A01 
PB-256 370/8Gi 


Laboratory Procedure for Determining Percent Ash 
and Percent Weight Loss of Solid Wastes on Heat- 


mg at 600 C 
256 370/8G! 76-22 14B PC AQ2/MF AO1 
PB-256 371/6GI 


Laboratory Procedure for the Gravimetric Deter- 
mination of Carbonate Carbon in Solid Wastes. 
PB-256 371/6GI 76-22 1468 PC AQ3/MF A01 


PB-256 372/4Gi 
Vacuum-Acid Hydrolysis of Fungal Protein and of 


Other Protein Sources. 
PB-256 372/4GI 76-22 6A PC A02/MF AO1 
PB-256 373/2Gi 


Evaluation of a Method for the Determination of In- 
ones Carbon (Carbonates) in Solid Wastes. 
256 373/2GI 76-22 148 PC AQ2/MF A01 


PB-256 374/0GI 
Methods for Bacteriological Examination of Solid 


Waste and Waste Effiuents, 
PB-256 374/0GI 76-22 6M PC AO3/MF AO1 
PB-256 375/7GI 


Audit Guide for Final Site Audits Under the Con- 
struction Grant Program (For Use by Independent 


Public Accountants). 
PB-256 375/7GI 76-23 138 PC A03/MF A01 


PB-256 376/5Gi 

Designing to Remove Phosphorus by Using Metal 

Salts and Polymers in Conventional Plants, 

PB-256 376/5GI 76-23 13B PC A03/MF A0O1 
PB-256 377/3GI 

Determination of the Phosphate in Solid Waste 
Usin r }y- Vanadomolybdophosphoric Acid Method. 
PB- 77/3GI 76-23 7C PC AO2/MF A01 
PB-256 378/1Gi 

Laboratory Procedure for the Potential Heat Deter- 

mination in Solid Wastes. 

PB-256 378/1Gi 76-22 13B PC A02/MF A01 
PB-256 379/9Gi 

Laboratory Procedure for the Gravimetric Deter- 

mination of Carbon and Hydrogen in Solid Wastes 

(for Methods Manual). 


PB-256 379/9GI 76-22 148 PC A03/MF A01 
PB-256 380/7Gi 

Analytical and Special Support to Division of 
Technical Operations and Division of Research and 
Development. 

PB-256 380/7G! 76-23 138 PC AOQ2/MF A01 
PB-256 381/5Gi 

Analytical and Special Support to Division of 


Technical Operations and Solid Waste Research. 

PB-256 381/5GI 76-22 13B PC A02/MF A0O1 
PB-256 382/3Gi 

Procedure for the Mathematical Determination of 

Total Heat of Combustion Content of Solid Wastes 

PB-256 382/3GI 76-22 7D PC AO2/MF AO1 


PB-256 383/1GI 


Determination of Heat of Combustion of Solid 
Wastes from Ultimate Analysis. 
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PB-256 383/1GI 76-22 13B PC AO02/MF AO1 
PB-256 384/9GI 


Annual Report, 1973. 

PB-256 384/9G! 76-21 138 PC AO7/MF AOi 
PB-256 385/6G! 

Unox ign information for Contract Documents, 

PB-256 /6GI 76-22 138 PC AO2/MF A01 
PB-256 386/4GI 


Operating Experience and Design Criteria for UNOX 
Wastewater Treatment Systems. Prepared for En- 
vironmental Protection Agency Techn Transfer 
Program Design Seminar for Wastewater Treatment 
Facilities, February 29-March 1, 1972, New York 


PB-256 386/4G! 76-23 138 PC ROAM A01 
PB-256 387/2Gi 
4 Experimental High Ash Papermill Sludge Land- 
PB- 256 387/2Gi 76-22 13B PC A12/MF A01 
PB-256 308/8G! 
Bacteriological Study of the New Orleans East in- 
cinerator. 
PB-256 389/8GI 76-22 6M PC AQ2/MF AO1 
PB-256 390/6G! 


Laboratory Procedure for the Preparation of Solid 
Waste Related Materials for Ana 
1 


PB-256 390/6G! 76-22 PC A02/MF A01 
PB-256 391/4GI 

Water Quality/Land Disposed Solid Waste: A 

ee Spy 

PB- 1/4G1 76-22 13B PC A02/MF AO1 
PB-256 392/2G! 


A Synopsis of State Legislation on Water Pollution 
Control Laws Enacted During 1970 
PB-256 392/2GI 76-22 138 PC A04/MF A01 


PB-256 393/0G! 


Monitoring of the Effluent Stream from Wastewater 
Treatment Plants 
PB-256 393/06!" 76-22 13B PC A02/MF AO1 


PB-256 394/6G! 
Metals Mining and Milling Process Profiles with En- 
cts. 


vironmental 
PB-256 394/8Gi 76-22 81 PC A14/MF A01 
PB-256 395/5GI 
A Profile of an Easterly Wave from SMS Photo- 
ayy and — Ship Reports. 
76-22 48 PC AOQ2/MF A01 


PB-256 avrg 

Evaluation of Hill-Burton Standards. 

PB-256 396/3GI 76-22 6L PC AO7/MF AO1 
PB-256 397/1GI 

Mechanism of ‘oro | initiated Oxidations. 

PB-256 397/1Gi 76-22 13B PC A0S/MF A01 
PB-256 398/9G! 

Analysis of Open Stee! Box Sections with Braci 

PB-256 398/9GI 76-22 138 PC AQ3/MF AO1 
PB-256 399/7GI 

Collection Efficiencies of Stack Sampling Systems 

for Vanadium Emissions in Flue Gases. 

PB-256 399/7GI 76-23 138 PC AQ8/MF AO1 
poe 400/3GI 


roject independence. Economic Development Ac- 
te on Plan and Strategy for Del Norte County, 


California. 
PB-256 400/3Gi 76-24 5C PC A13/MF A01 
PB-256 401/1GI 


Wine Grape Production, heme County Feasibility 
Study, Tehama County, Californ 
PB-256 401/1GI 76-23 28 PC A07/MF A01 


PB-256 402/9GI 
An Analysis of the Economic te of 


Processing Pasta Products in North Dakota, 
PB-256 /9G) 76-22 6H PC AO4/MF AO1 
PB-256 403/7GI 


cone & Study for a Direct, Air-Cooled Condensa- 
tion 


PB-256 403/76! 76-22 13A PC A04/MF A01 
PB-256 404/5G! 


Environmental Simulating Methods and Public 

Communication, 

PB-256 404/5Gi 76-22 13M PC AO04/MF A01 
PB-256 405/2G! 

Feasibility of a Direct Contact Heat and Emission 

Loss Prevention System for Area Source Furnaces. 

PB-256 405/2GI 76-23 13A PC AO6/MF AO1 
PB-256 406/0G! 

Hog Bristle etme | By-Products and Paint 

Brush Manufacturing. A Feasibility Report. 

PB-256 406/0GI 76-23 SC PC AO04/MF A01 
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PB-256 407/8G! 


Financial Assistance to Health Professions Stu- 
dents: Patterns of institutional Administration of 
Loans and Scholarships. (Measuring Student Finan- 
cial Need in the Health Professions Student Loan 
and on See programe. 

PB-256 407/8G 6-23 6E PC AO6/MF AO1 


PB-256 408/6GI 


Annotated Bibliography of the Lakes, Ponds, and 
Reservoirs of New York State Through 1974 


wg te of Lakes Erie — = ~™ 
-256 408/6G! 76-22 A16/MF A01 
PB-256 409/4GI 


harge Policies and Practices in Scientific 
Technical Publishing: A Historical Summary 
and Annotated Bibliog , 
PB-256 409/4GI 76- 5B PC A04/MF A01 
PB-256 410/2Gi 


Effect of Hydrogen Sulfide on Fish and Iinver- 
tebrates. Part | - Acute and Chronic Toxicity Stu- 


PB 256 410/2G! 76-22 6T PC A14/MF AO1 
PB-256 411/0G! 

Economic Welfare impacts of Urban Noise 

PB-256 411/0G! 76-21 138 PC A10/MF AO1 
PB-256 412/8G! 


Evaluation of Water Quality Models: A Management 
Guide for Planners. 
PB-256 412/8GI 76-22 13B PC A0S/MF A01 


PB-256 413/6GI 


pees Bioassay of Supersaturated Dissolved Air 
in Water, 
PB-256 413/6GI 76-21 6F PC AOQ3/MF AO1 


PB-256 414/4Gi 


Our Natural Resources - Let's Talk Clean Water. An- 
nual Public Participation Program for Water Quality 
eo yer Planning, 1976-77. 
414/4GI 76-22 138 PC A03/MF A01 
PB-256 415/1GI 


The impact of Demographic Change on the Dis- 
as of Earned Income and the AFDC Program: 


1975-1985 
PB-256 415/1GI 76-23 5K PC AOS/MF A01 
PB-256 416/9GI 
Pesticide induced Delayed Neurotoxicity § - 
D.C. on Feb of a Conference Held in Washington, 
D.C. on F ay 19-20, 1976, 
PB-256 4 76-22 6T PC A14/MF AO1 


PB-256 tecng 
Energy Conservation Techniques for the tron 
Foundry Cupola. 
PB-256 417/7GI 76-23 10A PC AO7/MF A01 
PB-256 418/5GI 


An Experimental investigation of the | ne nay On 
sional Turbulent Boundary wert on a Ship M 
1 


PB-256 418/5GI 76-22 PC AGS/ME A A01 
PB-256 419/3GI 

Troost Park Center oe 

PB-256 419/3GI 76- . PC A08/MF A01 
PB-256 420/1GI 

ee Oxidation Catalyst Mechanism Study for 

PB: 256 420/16! 76-23 10B PC A04/MF A01 


PB-256 421-T/Gi 


A Review of the Oviparous Ophidioid Fishes of the 
Genus ‘Leucicorus’, with Description of a New At- 
lantic Species--T ra ’ 
PB-256 421-T/GI 76-22 6C PC A0Q2/MF AO 
PB-256 422/7GI 
Sediment Discha 
and Santa Rita 
County, California. 
PB- 422/7G! 


PB-256 423/5Gi 
The Chickasaw Motor Inn. Operations Report, Sep- 
tember yo a meee 1975. 
PB-256 4 76-23 SC PC AO04/MF AO1 
PB-256 pre 


Air Quality Considerations in Transportation 


Planning: Findings and pesommendations on 
Transportation ove: — 


in the Upper Arroyo Grande 
reek Basins, San Luis Obispo 


76-22 8H PC A03/MF A01 


PB-256 424/3GI 22 198 PC PC A10/MF AO} 
PB-256 425/0GI 

my of Reinforced Concrete Beams Subjected 

to Fire. 

PB-256 425/0GI 76-21 13L PC AOS/MF A01 
PB-256 426/8G! 


Use of Thermal Effiuent in Culturing the American 
Lobster, 
PB-256 426/8G! 76-23 6C PC A03 


PB-256 427/6GI 


improving Short- co Precipitation Guidance Dur- 
-- J the Summer Month 
256 427/6GI 76-21 48 PC A03/MF A01 


PB-256 428/4G! 


Communi information and Services Centers 
CISC’S): Concepts for Activation, 
-256 428/4G! 76-22 5B PC AO7/MF AO1 
PB-256 429/2Gi 
Reprint: Collected Reprints. Volume Ill. 1971-1974. 
PB-256 429/2Gi 76-22 138 PC A19/MF AO1 
PB-256 430/0Gi 
Operation Action. Appalachian Thruway Economic 
pment. 
PB-256 430/0GI 76-22 138 PC AO4/MF AO1 
PB-256 431/8Gi 
Cracking in Concrete - Attributed to Defects in 
Design. 
PB-256 431/8Gi 76-23 13C PC AO6/MF AO1 
PB-256 432/6Gi 
Feasibility of Establishing a Shopping Center on the 
Winnebago Reservation, innebago Nebraska. 
PB-256 432/6GI 76-22 PC A03/MF A01 
PB-256 433/4GI 


An Approach for Establishing Best Available 
Technology Economically Achievable (BATEA) 
under Public Law 92-500 with Applications to the 
opens. Synthetics and Plastics industry 

256 433/4GI 


PB- 76-23 13B PC A03/MF Aol 
PB-256 434/2G! 
Setting Statistical Priorities. 
PB- 434/2GI 76-23 5A PC AOS/MF A01 
PB-256 435/9G! 


Reprint: Audit of Quality of Dental Care; A Pilot 
tudy, 


PB- 256 435/9GI 76-22 6E PC AO02/MF A01 
PB-256 436/7Gi 

Reprint: Nursing Homes: Research and Public Pol- 

Icy, 

PB-256 436/7GI 76-22 6E PC A02/MF A01 
PB-256 437/5Gi 


Reprint: Evaluating a Primary Care Clinic in a Local 
Health Department, 


PB-256 437/5GI 76-22 6E PC A02/MF AO1 
PB-256 438/3GI 

wen Annual Report. Part |. March 1, 1973 - March 

PB 256 438/3GI 76-23 136 PC AO6/MF A01 
PB-256 439/1Gi 

— Report (2nd). Part |. March 1, 1974 - March 

PB 258 439/1GI 76-23 138 PC A07/MF A01 
PB-256 440/9Gi 

Disk Drive interface Characteristics. 

PB-256 440/9Gi 76-22 98 PC AO6/MF A01 
PB-256 442/5Gi 


Financial vee of the Northeast Corridor 


ment Project. Volume li - Ap ices. 

PB-256 442/5Gi 76-22 138 A09/MF AO1 
PB-256 444/1Gi 

cont Estimating Handbook for ane. Shredding 

and Sanitary Landfilling of Solid W 

PB-256 444/1Gi 6-21 138 “PG A0S/MF AO1 
PB-256 445/8G! 

The Transition to Coal. 

PB-256 445/8GI 76-23 21D PC AOQ4/MF AO1 
PB-256 446/6G! 


Rocky Mountain Environmental Research. Quest for 
a Future. Problems and Research Priorities in the 


Roc anes bye Region 
76-23 138 PC A13/MF A011 


PB-256 447/4GI 
Ammonia Toxicity, 
PB-256 447/4G) 76-22 138 PC AO6/MF A0O1 
PB-256 448/2GI 
Accomplishment Plan. Region Vili. Enforcement of 
State im entation Plan Compliance Schedules 
PB-256 /2GI 76-21 138 PC AG2/MFA A01 
PB-256 449/0GI 
Utah Lake-Jordan River Water Quality Management 
Planning Study. 
PB-256 449/0GI 76-22 138 PC E02/MF A01 
PB-256 450/8GI 
investigation of the Effects of the Waste Discharges 
from the Northside and Southside Water Treatment 
Plant Reservoirs at Pueblo, Colorado on Water 
Quality and Benthic Organism Conditions in the Ar- 
kansas River, October 10-12, 1972. 
PB-256 450/8GI 76-21, 138 PC A02/MF A01 
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PB-256 451/6GI 
Technical Assistance Project Trinidad Wastewater 
Treatment Facility, Trinidad, Colorado, September, 
1972. 
PB-256 451/6GI 76-21 138 PC AO3/MF AO1 


a 452/4GI 


Concentrations in Fish in Lake Oahe, 
Seu Cehaote. April 16 to be eo 27, 1972. 


oo 286 452/4G! 76-21 PC AQ4/MF A01 
PB-256 453/2GI 
Environmental Evaluation of Mines ment, 


inc. Uranium and Vanadium Milling Operations at 
me South Dakota 
453/2GI 76-21 138 PC A04/MF AO1 


ira re veate 
Accomplishment Plan. oy Vill. Comprehensive 


E -Environment Progra 
PB-256 454/0GI 7622 13B PC A03/MF AO1 
PB-256 455/7GI 


Accomplishment Pian. Region Viil. on coro igeaag 


E -Environment Program. ° wy 
PB-256 455/7GI 76-22 1 PC A04/MF A01 


PB-256 456/5G! 
information Retrieval Services as EPA's Office of 
Solid Waste Management Program 
PB-256 456/5GI 76-21 5B “pc A02/MF AO1 
PB-256 457/3GI 


Processes, Procedures and Methods for Control of 
Pollution from Salt Water Intrusion. 


PB-256 457/3GI 76-22 138 PC A05/MF A01 
PB-256 458/1GI 

Oil Spills, and Spills of Hazardous Substances 

PB-256 458/1GI 76-22 138 PC AG2/MF A01 
PB-256 459/9G! 


Feasibility of Alternative Cooling Systems for Power 
Plants in the Northern Great Plains, 
PB-256 459/9GI 76-22 10B PC AO3/MF A01 


PB-256 460/7GI 


Resource Recovery Plant implementation: Guides 
for Municipal Officials: Further Assistance. 
PB-256 460/7GI 76-22 SC PC A03/MF A01 


PB-256 461/5GI 


Resource Recovery Plant implementation: Guides 


for Municipai Officials: oye 
PB-256 461/5GI PC A02/MF A01 


PB-256 462/3GI 

Abbreviated List of Publications and Guideline 
Documents Dealing with Monitoring Quality As- 
surance. 

PB-256 462/3GI 76-23 13B PC A02/MF A01 
PB-256 463/1GI 

Water Quality Management Analysis of Summit 

Colorado. 


PB-256 463/1GI 76-22 13B PC AO7/MF AO1 
PB-256 464/9G! 


Justifications of Appropriation Estimates for Com- 
mittee on Appropriations, Fiscal Year 1976. 


PB-256 464/9Gi 76-21 13B PC A14/MF A01 
PB-256 465/6GI 

A FORTRAN Routine Reorganizer. 

PB-256 465/6GI 76-22 98 CP T04 
PB-256 467/2GI 


SAAM26, Simulation, Modeling and Data Filling 


Program for UNIVAC 
PB- 467/2GI 76-22 9B CP T04 
PB-256 468/0Gi 


ee Manual. Addendum to SAAM25 Manual of 


PB-256 468/0G! 76-22 9B PC A04/MF A01 
PB-256 469/8GI 

The eosogy Ai Project Grant to Develop a Coopera- 

+ Po he ram in Urban Affairs and Academic 

PB-256 a 100/06 76-22 5K PC A07/MF A01 
PB-256 470/6GI 


U.S. Foundations and Minority Group Interests. 


PB-256 470/6GI 76-22 5A PC A13/MF AO1 
PB-256 471/4GI 

ow ceo A Piece of the Pie: Minority Contractors in 

PB.250 4 471/4G! 76-23 5C Not available NTIS 
PB-256 472/2GI 

Reprint: Zero-Base en in Garland, Texas. 

PB-256 472/2GI 5A_ Not available NTIS 
PB-256 473/0GI 


Reprint: Public Safety Departments: Combining the 
Police and Fire Functions. 
PB-256 472/0GI 76-22 13L Not available NTIS 


PB-256 474/8Gi 


VITA (Volunteers in Technical Assistance) - Elmira. 
Final Report to the Economic Development Admin- 


stration. 

PB-256 474/8GI 76-21 SC PC A10/MF A0O1 
PB-256 475/5G! 

CENTS-AID li Programmer's Notebook. 

PB-256 475/5GI 76-22 PC AQ2/MF AO1 
PB-256 476/3GI 


improved Building Design Through the Psychology 


of Perception: ceptual Selectivity Applied to 

Livability” and Safety with er eny Performance 

Requirements. 

PB-256 476/3GI 76-22 13 PC AO6/MF AO1 
PB-256 477/1GI 

Truck Transportation Efficiency. 

PB-256 477/1GI 76-23 15& PC AOS/MF AO1 
PB-256 478/9GI 


Behavioral Field Study of 703 Users in Academic 

and industrial Sci/Tech Libraries. 

PB-256 478/9G! 76-23 5B PC AOS/MF A01 
PB-256 479/7Gi 

Behavioral Field Study of 703 Users in Academic 

and Industrial Sci/Tech Libraries. 

PB-256 479/7GI 76-23 5B PC A22/MF AO1 
PB-256 480/5Gi 


Heat Transfer and Carryover of Low Pressure Water 
in a Heated Vertical Tube. 


PB-256 480/5GI 76-22 181 PC A06/MF A01 
PB-256 481/3Gi 

Refiood Heat Transfer in a Ln Water Reactor. 

PB-256 481/3GI 76- 181 PC A12/MF A01 
PB-256 482/1GI 


Final Generic Environmental Statement on the Use 
of Recycle Plutonium in Mixed Oxide Fuel in Light 
Water Cooled Reactors - Health, ay and En- 
vironment. Executive Comnory. Volume 

PB-256 482/1Gi 76-21 18) PC aces AO1 


PB-256 483/9Gi 
Final Generic Environmental Statement on the Use 
of Recycle Plutonium in Mixed Oxide Fuel in Light 
Water Cooled Reactors - Health, Safety and 


vironment. Volume 2. 
PB-256 483/9GI 76-21 18) PC AOS/MF A01 


PB-256 484/7Gi 


Final Generic Environmental Statement on the Use 
of Recycle Plutonium in Mixed Oxide Fuel in Light 
Water Cooled Reactors - Health, Safety and 


vironment. Volume 3. 
PB-256 484/7Gi 76-21 18) PC A99/MF AO1 


PB-256 485/4Gi 
Final Generic Environmental Statement on the Use 
of Recycle Plutonium in Mixed Oxide Fuel in Light 
Water Cooled Reactors - Health, Safety and 


vironment. Volume 4. 
PB-256 485/4Gi 76-21 18) PC A11/MF A0O1 


PB-256 486/2G! 


Final Generic Environmental Statement on the Use 
of Recycle Plutonium in Mixed Oxide Fuel in Light 
Water Cooled Reactors - Health, Safety and 


vironment. Volume 5. 
PB-256 486/2GI 76-21 18) PC A21/MF AO1 


PB-256 487/0GI 


Final Generic Environmental Statement on the Use 
of Recycle Plutonium in Mixed Oxide Fuel in Light 
Water Cooled Reactors - Health, Safety and 
vironment. Executive Summary. 

PB-256 487/0GI 76-21 18) PC AO3/MF AO1 


PB-256 489/6GI 
Guidelines for the Design, Construction and Opera- 


tion of Taili — and Dams, 
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Enhancement of Primary Productivity by Artificial 


257 363/5GI 76-23 6C PC AQ2/MF A01 
PB-257 254/3GI 

A Preliminary Estimate of a Tropical Cyclone Track 

Change Caused by Artificial Enhancement of Con- 


vective Heat Release 
PB-257 254/3GI 76-23 4B PC AO3/MF AO1 
PB-257 255/0GI 


Reprint: Oxygen Consumption of the Biue ~ 
‘Callinectes sapidus’ Rathbun, from Proecdysis 


PB-257 255/0G! 


PB-257 256/8G! 
ent of the Meteorological 
the Strait of Juan de Fuca. 
PB-257 256/8GI 76-23 48 PC A03/MF A01 
PB-257 257/6GI 


Shoreline Erosion in the Albemarie-Pam- 
lico Region of North Carolina. 


76-23 6C PC A02 


Stations 


PB-257 257/6GI 76-23 13B PC A04/MF AO1 
PB-257 258/4GI 

A Historical Summary of Earthquake Epicenters in 

and Near a. 

PB-257 258/4GI 76-23 8K PC AOS/MF AO1 
PB-257 259/2GI 

Landowner Liability, Posting, and Recreational Ac- 

PB-257 259/2G! 76-23 5D PC A02/MF A01 
PB-257 260/0GI 


int: Aspects of Molting, Growth and Survival of 


Sey Rock Crabs, ‘Cancer irroratus’, in Chesapeake 

PB-257 260/0G! 76-23 6C PC A02 
PB-257 261/8G! 

Standard . —._crss, for Diesel Merchant Ship 

Construct 

PB-257 361 /6G! 76-22 13J PC A17/MF A01 
PB-257 262/6G! 

Municipal Wastewater Treatment Works Construc- 


tion Grants Program: References, Regulations, 


Guidance, Procedures. 
PB-257 262/6GI 76-24 138 PC A99/MF A0O1 


PB-257 263/4GI 


Handbook of Procedures. Construction oan Pro- 
ram for Municipal Wastewater Treatment Works. 
76-24 5A PC A12/MF A01 


257 263/4GI 
PB-257 264/2GI 
Recovery in. Pilot’ Measurements of Solute 
ilot Scale Rotary Vacuum Filtration 
a Tritium Tracer, 
PB-257 264/2GI 76-25 81 PC A02/MF A01 
PB-257 265/9G! 
Reprint: Assessment of the United States Lake 
ae (‘Coregonus clupeaformis') Fisheries of 
a ort Lake Michigan, and Lake Huron, 
PB.257 76-23 6C PC A02 
PB-257 266/7GI 
Gravity, ~~ ha and Seismicity, 
PB-257 266/7GI 76-23 PC A02/MF A01 
PB-257 267/5GI 
The Efficacy of Public Service Employment Pro- 
rams. 
BB.257 267/5GI 76-23 5i PC A03/MF A01 
PB-257 268/3GI 
Clearwater: Environmental Management Program 
and Conservation Plan. 
PB-257 268/3GI 76-24 13B PC AO6/MF A01 
PB-257 269/1GI 


Acute Cardiovascular Effects of Diglycoaldehyde 
(NSC-118994) Following Single ae apes 
injections to Anesthetized Beaglehoun 


PB-257 269/1GI 76-23 6T PC ‘A04/MF A01 
PB-257 270/9GI 
Limnological Survey of Sacony Creek Basin, Berks 
nty, a 
PB-257 270/9GI 76-24 8H PC A03/MF A01 


PB8-257 271/7G!I 
Surface Treatment Stu 


PB-257 271/7GI 76-25 13C PC A10/MF AO1 


PB-257 272/5G! 
Toward Environmental Demand Management. 


PB-257 272/S5GI 
PB-257 273/3Gi 
Transportation System Management: A Bibliography 


76-24 SC PC A03/MF A01 


of Technical Reports. 
PB-257 273/3GI 


PB-257 274/1GI 


Public Hearings on Noise Abatement and Control 
Held at Chicago, Illinois, on July 28-29, 1971. 
Volume Ii. y= gmaaaae and Transportation Noise 


(Highway and Air 
76-24 13B PC A14/MF AO1 


76-25 138 PC A06/MF A01 


PB-257 274/1GI 
PB-257 275/8Gi 
Public Hearings on Noise Abatement and Control 
Held at San Francisco, California, on September 27- 
29, Ne ae IV. Standards and Measurement 
Meth islation and er Problems. 
PB- O87 oT) ' 76-24 138 PC A23/MF A01 
PB-257 276/6GI 
Public Hearings on Noise Abatement and Control 
Held at Denver, Colorado, on September 30-Oc- 
tober 1, 1971. Volume V. Agricultural and Recrea- 


tional Use Noise. 
PB-257 276/6GI 76-24 138 PC A11/MF AO1 


PB-257 277/4Gi 
Public +>" on Noise Abatement and Control 
id ork, New York, on October 21-22, 
1971. Volume VI. Transportation Noise (rail and 
other); Urban Noise Problems and Social Behavior. 
PB-257 277/4Gi 76-24 138 PC A1S/MF A01 
PB-257 278/2GI 
Public Hearings on Noise Abatement and Control 
Held at Boston, Massachusetts, on October 28 and 
= 1971. Volume Vil. Physiological and Psychologi- 


cal Effects 
PB-257 278/2GI 76-24 138 PC A16/MF A01 


PB-257 279/0GI 


Public Hearings on Noise Abatement and Control 
Held at Washington, D.C. on Nov. 9-12, 1971. 
Volume Vill. Technology and Economics of Noise 
Control; National Programs rhe Their Relations 
with State and Local Programs 

PB-257 279/0GI 76-24 138 PC A22/MF A01 

PB-257 280/8GI 

Opportunities for improvement in the Development 
and Evaluation of Design Alternatives for Federal 
Water Resources Projects. (Report to the Con- 


Ba-25; 
-257 280/8G! 76-24 13B PC A04/MF AO1 
PB-257 281/6G! 


Need for Federal Agencies to Improve Solid Waste 


Management Practices. (Report to the Congress). 
PB-257 281/6GI 76-24 13B PC A0S/ MF A01 


PB-257 2862/4Gi 
Need to Improve Administration of The Water Pollu- 
tion Research, Development, and Demonstration 
Ange (Report to the Congress). 
-257 282/4GI 76-24 13B PC A04/MF A01 
PB-257 283/2Gi 


Methods and Practices for Controlling Water Poliu- 


tion from Agricultural Nonpoint Sources 
PB-257 2863/2GI 76-24 138 PC AOS/MF A01 
PB-257 284/0GI 


Federal Guidelines: Pretreatment of Pollutants In- 
troduced Into Publicly Owned Treatment Works. 
PB-257 284/0GI 76-23 138 PC AOB/MF AO1 


PB-257 285/7GI 
A Pilot Study of Drinking ow Systems at Bureau 


of Reclamation Developme 
PB-257 285/7GI oo 13B PC A04/MF A011 
PB-257 286/5GI 


Federal Grants Awarded for Constructing Waste 
Treatment Facilities Which Benefit Industrial Users. 


(Report to the Congress). 
PB-257 286/5GI 76-24 13B PC A03/MF A0O1 
PB-257 287/3Gi 


Water Pollution Abatement Program: Assessment of 

Federal and State Enforcement Efforts. (Report to 

the Many 

PB-257 287/3GI 76-24 13B PC AO04/MF A01 
PB-257 288/1Gi 

improved Federal and State Programs Needed to In- 

sure the Purity and Safety of Drinking Water in the 


United States. 
PB-257 288/1Gi 76-24 13B PC AOQ5/MF A011 


PB-257 289/9G! 


Need for Better Management and Control Over 
Scientific Equipment. (Report to the Congress). 
148 PC A02/MF AQ1 


PB-257 289/9GI 76-24 
PB-257 290/7GI 
Cross-Connection Control! Manual. 
PB-257 290/7GI 76-24 13B PC A03/MF A01 





PB-257 312/9GI 


PB-257 291/5GI 
Federal and State Efforts to Control Nwom Pollution 
Caused by Acid Drai from Mine 
PB-257 291/5GI 6-24 138 PC A04/MF A0O1 
PB-257 292/3Gi 


pw eer Wastewater Treatment by Spray Ru- 


PB- PB-257 982/361 76-24 138 PC AOQ3/MF A01 
PB-257 293/1Gi 


Coal Fired Power Plant Trace Element Study 
Volume |. A Three Station Comparison 
PB-257 293/1GI 76-24 7D PC A05S/MF A01 


PB-257 294/9Gi 
Need to Contro! Discharges from Sewers Carrying 
Both Sewage and Storm Runoff. (Report to the 


Congress). 
PB-257 294/9G! 76-24 138 PC A04/MF AO1 
PB-257 295/6Gi 
Demonstration Grant Program has Limited Impact 
on National Solid Waste Disposal Problem. (Report 
to the “eee. 
PB-257 6GI 76-23 1368 PC AO03/MF AO1 
PB-257 296/4Gi 
Need for improved Operation and Maintenance of 
Municipal Waste Treatment Piants. (Report to the 
Moy tye 
PB-257 296/4GI 76-24 138 PC A06/MF A01 
PB-257 297/2Gi 


Processes, Procedures, and Methods to Control 

Pollution from Mining Activities. 

PB-257 297/2G! 76-24 138 PC A16/MF AO1 
PB-257 298/0G!I 


introduction to Monitoring and Surveillance of the 
Environment, 


PB-257 298/0G! 76-24 138 PC A16/MF AO1 
PB-257 299/8GI 

Compliance Monitoring Procedures 

PB-257 299/8Gi 76-23 138 PC A04/MF AO1 
PB-257 300/4Gi 


Effluent Limitations Guidelines for Existing manene 
and Standards of Performance for New Sour 


PB-257 300/4GI 76-23 138 PC AO7/MF ‘A01 
PB-257 301/2GI 

Proceedi of the National Symposium on Pesti- 

cide Labeling, (ist), Held on June 3-4, 1974. Part |. 

Presentations, Part li. Questions and Answers. 

PB-257 301/2GI 76-24 6P PC AO7/MF AO1 
PB-257 302/0GI 

An investigation of Pesticide Pollution in the Lower 

Colorado River Basin - 1973. 

PB-257 302/0GI 76-24 138 PC A0Q3/MF AO1 
PB-257 303/8GI 


Methods for identifying and Evaluating the Nature 
and Extent of Non-Point Sources of Pollutants. 


PB-257 303/8GI 76-25 138 PC A06/MF AO1 
PB-257 304/6G! 
Drinki a Systems for the Traveling Public. A 
Status 
PB-257 76GI 76-25 138 PC A02/MF A01 
PB-257 305/3G! 


Use of Abandoned Strip Mines for Disposal of Solid 


Waste in Maryland. 
PB-257 305/3GI 76-24 138 PC A10/MF AO1 
PB-257 306/1GI 


ren of a Method for the ~ seceaaece of 


Carbon and Banger in Solid Was 
PB-257 306/1 76-23 138 ‘Sc A03/MF A01 
PB-257 307/9G! 


Radioactivity Levels in the Environs of the Rocky 
Flats Plutonium Plant, Golden, Colorado 1970. 
18H 


PB-257 307/9Gi 76-23 PC A04/MF A01 
PB-257 309/5GI 

Cities and the Nation's Disposal Crisis. 

PB-257 309/5GI 76-24 13B PC A04/MF AO1 
PB-257 310/3Gi 


Hazardous Waste Disposal Program Tenth Monthly 


Report. 

PB-257 310/3GI 76-24 138 PC A18/MF A01 
PB-257 311/1GI 

Animal Waste Management. Proceedings of Na- 

tional Symposium on Animal Waste Management 

Held at Warrenton, Virginia on September 28-30, 

1971. 

PB-257 311/1GI 
PB-257 312/9GI 

Proceedings of the National Ground Water Quality 

Symposium (2nd), ae at Denver, Colorado, on 


September 25-27, 1974 
76-23 13B PC A12/MF AO1 


76-24 138 PC A09/MF A01 


PB-257 312/9GI 
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mew of Grants and Contracts Active on June 


19 
>B- 257 313/7G! 76-23 6E PC A12/MF AO1 
PB-257 314/5GI 
Permuted index to Current Eutrophication Litera- 


ture 

PB-257 314/5Gi 76-26 13B PC AO7/MF A01 
PB-257 315/2Gi 

The industrial Wastes Studies poagnam, Summary 

Report on the Automobile Industry 

PB-257 315/2GI 76-24 138. PC AQ2/MF A01 
PB-257 316/0GI 

Region V Public Report. Farm Pollution January 


ore 1973. 
PB-257 316/0GI 76-24 13B PC A12/MF A01 
PB-257 317/8G! 


Research and Demonstration Programs to Achieve 

Water Quality Goals: What the Federal Government 

Needs to Do. (Report to the Congress). 

PB-257 317/8GI 76-24 13B PC A19/MF AO1 
PB-257 318/6GI 


Processes, Procedures, and Methods to Control 

Pollution Resulting from Ali Construction Activity. 

PB-257 318/6GI 76-24 13B PC A11/MF AO1 
PB-257 319/4GI 


Cleaner Engines for Cleaner Air: Progress and 
Problems in Reducing Air Pollution from Automo- 


biles. (Report to the Congress). 
PB-257 319/4Gi 76-23 13B PC A04/MF AO1 


PB-257 320/2Gi 


A Pilot Study of Drinking Water Systems on and 
Along the Nationa! System of interstate and Defense 


Highways. A Pilot Study. 
PB-257 320/2GI 76-25 13B PC AO04/MF AO1 


PB-257 321/0G! 


Waste Source Investigations, Kin cogrren. Ten 
PB-257 321/0GI 76-24 PC AI3/MF AO Ao1 


PB-257 322/8G! 
= tomas of Pollution from Hydrographic Modifi- 


PB 257 322/8G! 76-24 13B PC AO6/MF A01 
PB-257 323/6G! 
oa Water Pollution from Subsurface Excava- 


PB. 257 323/6GI 76-24 1368 PC A11/MF AO1 


PB-257 324/4G! 


Alternatives to Secondary Sewage Treatment Ofter 
Greater improvements in Missouri River Water 


Quality. 
PB-257 324/4G! 76-24 13B PC A04/MF AO1 


PB-257 325/1GI 


Environmental and Economic Problems Associated 
with the Development of the Burns Waterway Har- 
bor, indiana. (Report to the Congress). 

PB-257 325/1GI 76-24 13B PC AO03/MF AO1 


PB-257 326/9G! 


Salinity Control Project Proposal for Dotsero and 
Glenwood Springs, Eagle and Garfield Counties, 
Colorado 


PB-257 326/9G! 76-23 13B PC AOS/MF AO1 
PB-257 327/7GI 
Pollution from Major Municipal Waste Sources in 
County, Florida. 
PB-257 327/7GI 76-24 13B PC A03/MF AO1 
PB-257 328/5GI 


Assessment of Federal and State Enforcement Ef- 
forts to Control! Air Pollution from Stationary 
Sources. (Report to the Congress). 

PB-257 328/5Gi 76-24 13B PC AO3/MF AO1 


PB-257 329/3GI 


Controlling industrial Water Pollution - Progress 
and Problems. (Report to the Congress). 
PB-257 329/3GI 76-24 13B PC AOQS/MF AO1 


PB-257 330/1GI 
Evaluation of Waste Sources in the Memphis, Ten- 
nessee Area. 
PB-257 330/1GI 76-24 13B PC A10/MF A0O1 
PB-257 331/9Gi 
— Waste Disposal Program, Eighth Monthly 
PB-257 331/96! 76-24 138 PC A13/MF A01 
PB-257 332/7Gi 
Hazardous Waste Disposal Program, Ninth Monthly 
PB-257 332/7GI 138 PC A17/MF A01 


PB-257 333/5GI 


Remote Sensing Study of Electric Generating Sta- 
tion Thermal Discharges to Barnegat Bay and Great 
Egg Harbor, New Jersey. 
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PB-257 333/5G! 
PB-257 334/3GI 


Water Quality and Waste Source Investigations Mis- 
souri River and Kansas River, Kansas City, Kansas 
13B PC AIG/MF A A01 


76-24 13B PC AOS/MF A01 


PB-257 334/3GI 76-24 
PB-257 335/0GI 
Holston Army Ammunition Plant, Kingsport, Tennes- 
see. 
PB-257 335/0GI 76-25 13B PC AO6/MF A0O1 
PB-257 336/8GI 


Public Session in the Matter of Pollution of Lake 
Michigan and Its Tributary Basin, in the States of 
Wisconsin, Illinois, Indiana, and Michigan, Held at 
Chicago, Illinois November 9, 1972. 

PB-257 336/8G! 76-23 13B PC A10/MF A01 
B-257 337/6GI 

Conference (4th Session), in the Matter of Pollution 
of Lake Michigan and Its Tributary Basin in the 
States of Wisconsin, Illinois, Indiana, and Michigan, 
Held at Chicago, Illinois on September 19-21, 1972. 


Volume Il. 
PB-257 337/6GI 76-23 13B PC A13/MF A01 


PB-257 3386/4Gi 
Conference (4th Session), in the Matter of Pollution 
of Lake Michigan and Its Tributary Basin in a 
States of Wisconsin, Illinois, indiana, and Michi 
Held at Chicago, lilinois on September 19-21, 1 72. 


Volume iil. 
PB-257 338/4GI 76-23 13B PC A17/MF AO1 


PB-257 339/2GI 
Conference (4th Session) in the Matter of Pollution 
of Lake Michigan and Its Tributary Basin, in the 
States of Wisconsin, Illinois, indiana, and Michigan, 
Held at Chicago, Illinois on September 19-21, 1972. 


Volume IV. 
PB-257 339/2GI 76-23 13B PC A17/MF A011 


PB-257 340/0GI 
Conference (4th Session) in the Matter of Pollution 
of Lake Michigan and Its Tributary Basin in the 
States of Wisconsin, Illinois, Indiana, and Michigan, 
Held at Chicago, Illinois on September 19-21, 1972. 


Volume V. 
PB-257 340/0GI 76-23 138 PC A13/MF AO1 


PB-257 341/8GI 


Development of nee rary | and Mass Larval Rearing 
Techniques for Brackish-Freshwater Shrimps of the 
Genus ‘Macrobrachium (Decapoda Palaemonidae)'. 


PB-257 341/8GI 76-23 6C PC AQ3/MF A01 
PB-257 342/6Gi 

lonospheric Radio veneers. 

PB-257 342/6GI 76- 20N PC A21/MF AO1 
PB-257 343/4GI 


Techniques for 
‘Rachycentron canadum’, 


venile Stat 
76-23 6C PC AO3/MF A0O1 


Hatching and Rearing Cobia, 

through Larval and Ju- 
es. 

PB-257 343/4GI 
PB-257 344/2GI 

Aerial Photography for Planning and ment 

in Eastern North Carolina: A Handbook and Directo- 


PB-257 344/2GI 


76-23 13B PC A06/MF A01 
PB-257 345/9GI 
bh nang Water Quality Model for the Neuse 
Estuary, N.C. 
PB-257 345/9GI 76-23 13B PC A04/MF AO1 
PB-257 346/7GI 
Chemical Control of ‘Lagenidium’, A Fungal 
Pathogen of Marine Crustacea. 
PB-257 346/7GI 76-23 6M PC AO3/MF AO1 
PB-257 347/5GI 


—— and Abstracts. Symposium on Nonbiologi- 
ransport and Transformation of Pollutants on 
Land and Water: Processes and Critical Data 
Required for Predictive Description, Held at 
Gaithersburg, Maryland on my 11- 43, 1976. 
PB-257 347/5G! 76-25 13B PC A09/MF A01 


PB-257 348/3GI 


Selected Bibliography of Educational Materials in 
Pakistan. Volume 9, Number 2, 1975--Transiation. 
PB-257 348/3GI 76-24 5! PC AO4/MF A01 


PB-257 351/7GI 
Studies involving Electron Paramagnetic Resonance 
Measurements of Apatitic Crystals and Mineral- 


Protein Complexes 
PB-257 351/7Gi 76-24 6A PC AOQ5S/MF A0O1 
PB-257 352/5GI 


Reprint: Common Names of Fishes in Puerto Rico, 
PB-257 352/5G! 76-23 6C PC A04/MF A01 


PB-257 353/3GI 


The Arctic Coasta! Environment of Alaska. Volume |. 
The Nearshore Marine Environment in Prudhoe Bay, 


Alaska, 





PB-257 353/3GI 
PB-257 354/1GI 

Proceedings of the Annual Aicoholism Conference 

of the National Institute on Alcohol Abuse and Aj- 


coholism. Research on Alcoholism (ist), Held at 
Washington, 0.C. on June 25-26, 1971. Clinical 


76-23 8A PC AOB/MF Ao} 


Problems and Special " ulations 
PB-257 354/1Gi 23 5) PC A17/MF A0i 
PB-257 355/8Gi 


Proceedings of the Annual Alcoholism Conference 
of the National institute on Alcohol Abuse and Al- 
coholism (2nd) Held at Washington, D.C. on June 1- 
2. 1972. Psychological and Social Factors in Drink- 
and Treatment and Treatment Evaluation. 
-257 355/8GI 76-23 5J PC A12/MF A01 


PB-257 356/6GI 
Analyses of Grain Reserves, A Proceedings, 


PB-257 356/6GI 76-24 6H PC A10/MF A01 
PB-257 357/4Gi 

Renewable Resources for Industrial Materials, 

PB-257 357/4GI 76-25 2C PC A13/MF A01 
PB-257 358/2GI 

Potential increases in Food Supply Through 


Research in Agriculture. Constraints on Increasing 
Agricultural Production in the Tropics. Research 
and implementation Needs. 


PB-257 358/2GI 76-24 2D PC AQ4/MF A01 
PB-257 359/0GI 
Potential increases in Food Supply Through 


Research in Agriculture. Food Science Research 
Needs for Improving the Utilization, Processing and 
Nutritive Value of Food Products. 


PB-257 359/0Gi 76-24 6H PC AOS/MF A01 
PB-257 360/8GI 
Potential increases in Food Supply Through 


Research in Agriculture. Fertilizers and increased 
Food Production 


PB-257 360/8Gi 76-24 2D PC A03/MF A01 
PB-257 361/6GI 
Potential Increases in Food Supply Through 


Research in Agriculture. Research Needs on Pesti- 
cides and Related Problems for increased Food 


Supplies. 

PB-257 361/6Gi 76-24 2D PC A0Q4/MF A01 
PB-257 362/4GI 

Potential increases in Food Supply Through 
Research in Agriculture. Increased Productivity 
from Animal Agriculture. 

PB-257 362/ 76-24 2E PC AO6/MF A01 
PB-257 363/2GI 


Nebraska Natural Gas Company Pathfinder Hotel 

a -—e and Fire, Fremont, Nebraska, January 10, 

PB-257 363/2G! 76-25 13L PC AO3/MF A01 
PB-257 364/0GI 

oo of Research Reagents for 2 Dengue 


Stra 
PB25) 364/0GI 76-25 6M PC AO02/MF AO! 


PB-257 365/7GI 
The Conditions of Women in Blue Collar, industrial 
and Service Jobs: A Review of Research and 
Proposals for Research, Action and Policy. 

51 PC AOS/MF A01 


PB-257 365/7GI 76-24 
PB-257 366/5Gi 

The Research Review 1976. 

PB-257 366/5GI 76-24 5C PC AO7/MF AOl 
PB-257 367/3GI 


Thermal Time Constants of U.S. Radiosonde Sen- 


sors Used in GATE 
PB-257 367/3GI 76-23 4B PC A02/MF A01 
PB-257 368/1GI 


Climatology of onan Anticyclones East of the 
Rocky Mountains, 1936-1975 


PB-257 368/1GI 76-23 4B PC A03/MF AO1 
PB-257 369/9GI 

The New Maine Oyster industry, 

PB-257 369/9GI 76-24 6C PC A02/MF A01 
PB-257 370/7GI 

Reprint: Controlling Aquatic Weeds, 

PB-257 370/7GI 76-23 6C PC A02 
PB-257 371/S5GI 


Environmental Hazard Assessment Report. Major 


One- and aaa Saturated Fiuorocarbons. 

Review of Dat 

PB-257 371/008 76-25 13B PC A08/MF A01 
PB-257 372/3Gi 


Energy Data System for Illigois. Opportunities and 


PB-257 372/3GI 76-24 10A PC AO7/MF AO1 
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PB-257 373/1GI 
Partial Polymer impregnation of Center Point Road 
—. 
PB-257 373/1GI 76-24 13C PC AOS/MF AO1 
PB-257 374/9GI 


Rapid Growth from Energy 4 ome ideas for State 
and Local Action. A Program Guid 

PB 287 374/9Gi 76-24 10A" ‘PC AO4/MF AO1 
PB-257 375/6GI 

Radiation Data Reduction Procedures for 

Sabreliner, C-130, and DC-6 — During the 

GARP Atlantic Tropical Experiment 

PB-257 375/6GI 76-23 4A PC A06/MF A01 
PB-257 376/4GI 

A Stellar Scintillometer for Measurement of Refrac- 


tive-Turbulence Profiles 
PB-257 376/4GI 76-23 4A PC AO3/MF AO1 


PB-257 377/2 

eqereee of TiO2 and Artificial Rutile from Sodi- 

um Titanat 

PATENT-3 976 761 76-25 7D Not available NTIS 
PB-257 380/6 

Method for Casting and Handling Ultra-Thin 

Osmosis Membranes. 

PATENT-3 969 452 76-24 7C Not available NTIS 
PB-257 382/2 

Method and Apparatus for Continuously Determin- 

ing Total Copper in an Aqueous Stream. 

PATENT-3 898 042 

76-24 14B Not available NTIS 


PB-257 383/0GI 


Beneficiation of Unweathered indian Calcareous 
Phosphate Rock by Calcination ane be pers. n. 


PB-257 383/0GI 76-24 A02/MF AO1 
PB-257 384/8GI 

Elect sition of Titanium Diboride Coatings. 

PB-257 /8GI 76-25 11C PC AO3/MF AO1 
PB-257 385/5GI 

Modification of Bureau of Mines BERC Rock Dust 

PB-257 385/5GI 76-25 81 PC A02/MF A01 
PB-257 386/3GI 

Physical Desulfurization of Fine-Size Coals on a 

Hw Concentrator. 

257 386/3GI 76-24 81 PC A02/MF AO1 

PB-257 387/1GI 

XRF4-Computer Programi “ for X-Ray Analysis. 

PB-257 387/1GI 76-24 11F PC AO3/MF AO1 
PB-257 388/9GI 


Strategic Petroleum Reserve, Cote Blanche Mine. 
PB-257 388/9G! 76-25 21D PC A99/MF AO1 


PB-257 389/7GI 
ic Petroleum Reserve, Weeks Island Mine. 


PB-257 389/7GI 76-25 21D PC A99/MF A01 
PB-257 390/5GI 

improving the Quality of Work Life: Career Develop- 

ment. 

PB-257 390/5GI 76-24 5i PC AO06/MF A01 
PB-257 391/3GI 


Federally Sponsored Research on the Quality of 


Working Life: Planning, Support, and Products. 
PB-257 391/3GI 76-24 5i PC AO06/MF A01 
PB-257 392/1 ’ 


Spectrally Selective Solar Absorbers. 
PAT-APPL-713 452/GI 
76-25 10A PC AO2/MF A01 
PB-257 393/9 
Massive Catalytic Inserts. 
PAT-APPL-709 999/G! 76-24 7A PC A0Q2/MF AO1 
PB-257 394/7 


Production of Supported Raney-Type Catalysts by 
Reactive Diffusion. 
PAT-APPL-709 990/Gi 

76-24 11F PC AQ2/MF AO1 


PB-257 395/4 


Method for Producing Raney Type Catalyst. 
PAT-APPL-707 973/ Gl 
76-24 11F PC AOQ2/MF A0O1 


PB-257 396/2 


parection of Copper from Sulfide Ores. 
T-APPL-706 103/GI 
76-25 11F PC AO2/MF A01 


PB-257 398/8 
Production of Alumina Monohydrate from Alu- 
minum Nitrate Solutions. 
PAT-APPL-702 262/Gi 76-24 7B PC AQ2/MF AO1 
PB-257 401/0 
Method of and Apparatus for Manipulating Line 
Weight in an image. 


PAT-APPL-700 701/Gi 76-25 8B PC A03/MF A01 


PB-257 402/8Gi 
U.S. Flag Bulk Mea 
PB-257 402/80 46-26 13J PC A10/MF AO1 
PB-257 403/6GI 
A Select Review of Urban Economic Development: 
Observations, Issues, Strategies, and Assessments. 
PB-257 403/6G! 76-26 13B PC A07/MF AO1 
PB-257 404/4Gi 


Front End Recycling: A Study of the Economics of 
Recycling by Source Separation and Its Application 


or Fairfield County, Connecticut, 
PB-257 404/4GI 76-25 138 PC AO0S/MF A01 
PB-257 405/1GI 


A Program of Technical Assistance to Mississippi 
Business and Industry, 1974-1975. 
PB-257 405/1GI 76-24 5C PC AO6/MF A0O1 
PB-257 406/9GI 
Transcript of the Meeting Proceedings (18th) Na- 
tional Commission for the Protection of Human 
_ of Biomedical and Behavioral Research 
at Bethesda, Maryland on May 14-15, 1976. 
PB 257 406/9GI 76-24 6E PC A14/MF AO1 
PB-257 407/7Gi 
Transcript of the Meeting Proceedings (20th) Na- 
tional Commission for the Protection of Human 
Subjects of Biomedical and Behavioral Research 
Held at Bethesda, Maryland on July 9-10, 1976. 
PB-257 407/7GI 76-24 6E PC A18/MF A01 
PB-257 408/5GI 
Northeast Corridor eee Rail wf ore ye 
PB-257 408/5GI 
PB-257 409/3GI 
Energy Savings Resulting from Modal Shifts to Cor- 
ridorrail, 
PB-257 409/3GI 76-26 138 PC AQ3/MF A01 
PB-257 410/1Gi 
Northeast Corridor High Speed Rail System 
Patronage Analysis. 
PB-257 410/1Gi 76-26 13B PC A04/MF AO1 


F A01 


PB-257 411/9GI 
Market Research and the Northeast Corridor Pro- 
gram, 
PB-257 411/9GI 76-26 138 PC A04/MF A01 
PB-257 412/7GI 


The Northeast Corridor High Speed Rail System: 
Selected impacts on Alternative Modes 
PB- py 412/7GI 76-26 13B . PC AQ4/MF AO1 


PB-257 413/5Gi 
A Demonstration Program, ae 1974. 
PB-257 413/5GI 76-25 5C 
PB-257 414/3GI 
Special Economic Development and Adjustment 
Assistance — (Title 1X). 
PB-257 414/3G 76-23 5C PC A03/MF AO1 
PB-257 415/0GI 


A Study of the Microwave Attenuation of Plant Parts 
for Use in Weight Estimation of Standing Vegeta- 


tion. 
PB-257 415/0GI 76-25 2F PC A05S/MF AO1 


PB-257 416/8 


Process for Recovering Usable Olive-Processing 
ee from Olive-Processing Waste Solution. 
ATENT-3 975 270 
76-24 138 Not available NTIS 


PC A06/MF AO1 


PB-257 417/6 


Process for yee 8 DOPA from Tyrosine. 
PATENT-3 972918 76-24 7C Not available NTIS 


PB-257 418/4 


Mosquito Larvicide 
PAT NT. 3 972 897 76-24 7C Not available NTIS 


PB-257 419/2 
insolubilization of Enzymes on Modified Phenolic 
Polymers. 
PAT-APPL-712 298/G!i 76-24 7C PC A02/MF A01 
PB-257 420/0 
Method py ne Fruits and Vegetables with Car- 


PATAPPL:T! 714 229/G! 76-24 2A PC A02/MF A01 
PB-257 421/8Gi 
Operating System Structures to Support Security 


and Reliable Software. 
PB-257 421/8GI 76-24 98 PC A03/MF A011 


PB-257 422/6GI 


The Role of Coatings in the Prevention of Mechani- 
cal Failures. Proceedings of the Meeting of the 
Mechanical Failures Prevention Group (23rd) Held 
at the National Bureau of Standards, Gaithersburg, 
Maryland, October 29-31, 1975. 

PB-257 422/6GI 76-24 11C PC AQ9/MF AO1 


PB-257 442/4GI 


PB-257 423/4GI 


Fire Services Seminar. Legislation Mutual Aid Fire 
Reporting OSHA, June 10, 1974. 
PB-257 423/4GI 76-23 13 PC A03/MF AO1 


PB-257 424/2Gi 
Mapping of ing Undet Behavior Patterns in Institu- 


tional Build Under Fire: Ten Case Studies of 

Nursin Facilites 

PB-257 424/2GI 76-23 SJ PC A08/MF AO1 
PB-257 425/9GI 

The National Measurement System for Temperature. 

PB-257 425/9GI 76-25 148 PC AOQ4/MF AO1 
PB-257 426/7GI 


Warmwater Stream Alteration in lowa: Extent, Ef- 
fects on Habitat, Fish, and Fish Food, and Evalua- 
tion of Stream improvement Structures 

PB-257 426/7GI 76-24 138 PC A03/MF A01 


PB-257 427/5GI 


A St of the Effects of Stream Channelization and 
Bank Stabilization on Warm Water Sport Fish in 
lowa: Subproject Number 1. Inventory of Major 
Stream Alterations in lowa. 

PB-257 427/5GI 76-24 13B PC A15/MF AO1 


PB-257 428/3GI 


A Study of the Effects of Stream Channelization and 
Bank Stabilization on Warmwater Sport Fish in 
lowa: Subproject Number 2. A Study of the impact 
of ed Bank soy vee ee Structures on Game 
Fish and Associated O 
PB-257 428/3GI 7 “24 "138 PC A06/MF AO1 
PB-257 429/1Gi 
A Study of the Effects of Stream Channelization and 
Bank Stabilization on Warmwater Sport Fish in 
lowa: Subproject Number 5. Effects of Long-Reach 
Stream Channelization on Distribution and 
Abundance of Fishes. 


PB-257 429/1GI 76-24 138 PC AO6/MF AO1 
PB-257 430/9GI 

El Paso, Texas Selective Traffic Enforcement Pro- 

ram. 

Bp-257 430/9GI 76-26 13L PC AO4/MF AO1 
PB-257 431/7GI 

Advanced Headlighting Systems. 

PB-257 431/7GI 76-26 13F PC AO04/MF A0O1 
PB-257 432/5GI 

Seismic Detection of Trapped Miners Using in-Mine 

ny yes 

PB-257 432/5Gi 76-25 81 PC AO2/MF AO1 
PB-257 434/1Gi 


Multidisciplinary Accident Investigations - Special 
Study of Active and Passive Restraint Systems in 
1973-1976 Mode! Year Vehicles. Volume 1. Restraint 
Pospory Effectiveness Program. 

PB-257 434/1GI 76-25 13L PC A04/MF A01 

PB-257 435/8G! 

Multidisciplinary Accident investigations - Special 
Study of Active and Passive Restraint Systems in 
1973-1976 Model Year Vehicles. Volume 2. In-Depth 
investigations of ACRS, Control Group, and School- 


bus Accidents 
PB-257 435/8G! 76-25 13 PC AOQS/MF AO1 


PB-257 436/6Gi__, 

Multi-Disci ey Be Accident Investigations - Special 
Study and Passive Restraint Systems in 
1973/1976 Model Year Vehicles. Volume 3. Data 
Summaries for Restraint System Effectiveness Pro- 


ram. 
BB-257 436/6GI 76-25 13 PC AO7/MF A01 


PB-257 437/4GI 


Multi-Disciplinary Accident Investigations - Special 
Study of Active and Passive Restraint Systems in 
1973-1976 Mode! Year heme end Fag 4. Forms, 
Codebooks, and Computer - 
PB-257 437/4GI 76-25 


PB-257 438/2Gi 


Development = eee Membranes for 
Blood Ox 


te PC A12/MF A01 


PB-257 Gl 76-24 6. PC A03/MF AO1 
PB-257 439/0GI 

en of Wastewater Treatment by Land Applica- 

PB-257 439/061 76-24 2C PC A08/MF AO1 
PB-257 440/8GI 

Evaluation of Land Application Systems. 

PB-257 440/8GI 76-23 2C PC A09/MF A01 


PB-257 441/6GI 
Production and Consumption of Coal, 1976-1980. 


PB-257 441/6GI 76-25 210 PC AO8/MF AO1 
PB-257 442/4GI 

Environment Project Research Plan. 

PB-257 442/4Gi 76-24 13B PC A0S/MF A01 
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PB-257 443/2GI 


Predicting the Limiting Performance of Automobile 
Structural Components Under Crash Conditions. 
PB-257 443/2GI 76-26 13F PC AO7/MF A01 


PB-257 444/0GI 
Maritime and Construction ts of Ocean Ther- 
mal ed Resort Conversion (OTEC) Plant Ships - 
PB-257 aaaoct 76-23 10A PC A13/MF AO1 
PB-257 445/7GI 


Ceramic Materials in High Temperature Gases: Fun- 
damental Behavior Controlling Lifetime in Coal 
Conversion Applications. 

PB-257 445/7GI 76-24 


PB-257 446/5GI 


Alternative Waste Management Techniques for Best 
Practicable Waste Treatment. 
PB-257 446/5GI 76-24 


PB-257 447/3GI 


Wastewater Siudge Utilization and Disposal Costs. 
PB-257 447/3GI 76-24 13B PC AO02/MF AO1 


PB-257 448/1GI 


Cost-Effective Comparison of Land Application and 
Advanced Wastewater Treatment. 
PB-257 448/1GI 76-23 13B PC AO3/MF AO1 


PB-257 449/9GI 


Disinfection of Wastewater. Task Force Report. 
PB-257 449/9GI 76-24 13B PC A04/MF A01 


PB-257 450/7GI 


Selective Traffic Enforcement Program-STEP-BAC 
Study in Fort Lauderdale, Florida. 


11B PC A02/MF A01 


13B PC AOS/MF A01 


PB-257 450/7GI 76-26 13L PC AO06/MF A01 
PB-257 451/5GI 

eee. Taare Selective Traffic Enforce- 

ae ey 481/56 76-26 13L PC AO6/MF A0O1 
PB-257 452/3GI 

Dynamic ~ eae of a Sodium-Cooled Fast Reac- 

tor Power P 

PB-257 262/301 76-23 18! PC A18/MF AO1 
PB-257 453/1GI 


Evaluation of Fission Product After-Heat. 

PB-257 453/1GI 76-23 18G PC AQ3/MF AO1 
PB-257 454/9Gi 

Land Application of Wastewater in a The 

Werribee Farm System, Melbourne, Victor 

PB-257 454/9GI 76-24 2C PC ‘A0S/MF A01 
PB-257 455/6GI 

An Analysis of Construction Cost Experience for 

Wastewater Treatment Plants. 

PB-257 455/6GI 76-24 
PB-257 456/4GI 


Direct Environmental Factors at Municipal Waste- 
water Treatment Works 


13B PC A04/MF A01 


PB-257 456/4GI 76-24 13B PC A06/MF AO1 
PB-257 457/2GI 
—- for Sewer System Evaluation and Reha- 
bilitation. 
PB-257 457/2GI 76-23 13B PC A11/MF AO1 
PB-257 458/0GI 


Automated Borehole Surveying System for Steeply 

inclined Cased Boreholes. 

PB-257 458/0GI 76-25 8! PC AOQ3/MF A01 
PB-257 459/8GI 

Design of NASS: Supplemental information for 

Planning the National Accident — System. 


PB-257 459/8GI 76-26 13L PC /MF AO1 
PB-257 460/6G! 

Safety Belt Interlock System Usage Survey. 

PB-257 460/6GI 76-26 13F PC AO04/MF AO1 
PB-257 461/4GI 


issues and impacts Associated with Proposed 
Prevention of Significant Deterioration and Nonat- 
tainment Amendments to the Clean Air Act. 


PB-257 461/4Gi 76-25 138 PC A05/MF A01 
PB-257 462/2GI 

Survey of Suspension Systems on Travel Trailers. 

Volume 13 

PB-257 462/2G! 76-26 13F PC E07/MF A01 
PB-257 463/0GI 


Passive vs. Active Safety Belt Systems in Volk- 
swagen Rabbits: A Comparison of Owner Use 


Habits and Attitudes. 
PB-257 463/0G! 76-26 13F PC AOS/MF A0O1 


PB-257 464/8GI 


Bubble Behavior in LMFBR Core Disruptive Ac- 
cidents. 
PB-257 464/8GI 


76-23 181 PC AO7/MF A01 
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PB-257 465/5GI 


int: Nutrient Submodels and Simulation Modeis 
oy lankton Production in the Sea 
oe. 257 465/5GI 76-23 8A Not available NTIS 


PB-257 466/3GI 


The Police Patrol Car: Economic Efficiency in 


Acquisition, Operation, and Disposition 
PB-257 466/ 1361 76-25 5C PC A10/MF A01 


PB-257 467/1GI 


The National Measurement System for Length and 
Related Dimensional Measurements, Part 1. 
PB-257 467/1GI 76-25 14B PC AO6/MF A01 


PB-257 468/9GI 


Automation ee plied to Public Service. 
Proceedings of a nference on Automation 
Technology Applied to Public Service Held at the 
National comaas of Seeneaeee, Gaithersburg, Mary- 


land on May 21-22, 1 
PB-257 468/9G! 76-24 5A PC A0S/MF Aot 
PB-257 469/7GI 


industrial Process Data for Fluids: A Survey of Cur- 
rent Research at the National Bureau of Standards. 
PB-257 469/7GI 76-25 7D PC AO4/MF AO1 


PB-257 470/5GI 
ee. Newly Developed Automatic Burner Control 


-257 470/5G! 76-25 13A PC AQ2/MF A01 
PB-257 471/3GI 


Mass Transfer of Steels for FBR in Sodium Loop. 
PB-257 471/3GI 76-25 181 PC AQ2/MF AO1 


PB-257 472/1Gi 
Fort Lauderdale Selective Traffic Enforcement Pro- 


ow Final Evaluation. 
-257 472/1GI 76-26 13 PC A14/MF AO1 
PB-257 473/9GI 


Tri-Level Study of the Causes of Traffic Accidents: 
i. 


interim 
PB-257 473/9GI 76-25 13 PC A17/MF AO1 
PB-257 i 


Survey of User Acceptance of the Solid Waste 


Removal Systems at Operation Breakth h Sites 
PB-257 474/7GI 6-24 138 PC A14/MF AO1 
PB-257 475/4GI 
sp Mine Demonstration of Ream 
257 475/4GI 76-24 81 PC AQ3/MF A01 
PB-257 476/2GI 


A ic Impact of Burning and Grazing on a 
Cc sine Pinyon-Juniper Site in Southeastern Utah. 
PB-257 476/2GI 76-24 138 PC A03/MF A01 
PB-257 477/0GI 
A Study and Analysis of Accident Data in Support of 
the Standards Compliance pregsam. 
76-25 13F PC AO03/MF AO1 


PB-257 477/0GI 
PB-257 478/8GI 

Towards a Theory of Legislative Compromise 

PB-257 478/8Gi 6-24 5D PC A04/MF A01 
PB-257 479/6GI 


The Medium and the Telephone: The Politics of In- 


formation Resources, 
PB-257 479/6GI 76-24 17B PC A06/MF AO1 
PB-257 480/4Gi 


Planning the Location and Capacity of Flood Con- 


trol Structures. 
PB-257 480/4GI 76-24 138 PC A06/MF A0O1 
PB-257 481/2GI 
Ferrous Scrap Geographical Distributions Demand 
Vs. Newly Available Supply 1975-1985. 
PB-257 481/2GI 6-25 5C PC AO0B/MF A01 
PB-257 482/0GI 
Handbook of Selected Organ Doses for Projections 
Common in Diagnostic aoe 
76-24 PC A02/MF A01 


PB-257 482/0GI 
PB-257 483/8G! 

Compilation of Clinical Protocol Summaries. 

PB-257 483/8GI 76-24 PC A23/MF A01 
PB-257 484/6Gi 


Special Listing of Current Cancer Research on Car- 
ere and Related Biology of the Bladder, 


idney, Prostate and Testis 
Pe. 257 484/6GI 76-24 6E PC A03/MF A01 
PB-257 485/3Gi 


Special Listing of Current Cancer Research on 
Etiology and Epidemiology of Cancer of the Female 
Reproductive System 


PB-257 485/3G! 76-24 6E PC A02/MF A0O1 
PB-257 486/1GI 
ial Listing of Current Cancer Research on 


Avian Tumor Viruses aan —— Proper- 
ties and Interaction with Cells and Hosts). 
PB-257 486/1GI 76-24 6M “PC A03/MF A01 





PB-257 487/9GI 


Special Listing of Current Cancer Research on 
mary Ce y, Endocrinology and Other Biology of Mam- 
an 


cer. 
457 487/96! 76-24 6E PC AO3/MF Aoi 

Be 488/7G!I 
Special Listing of Current Cancer Research on 
Melanomas and Other Skin Cancers (Including Car- 
ay we Diagnosis, Therapy and Biology of 


These Cancers). 
PB-257 488/7GI 76-24 6E PC AO3/MF AO1 
PB-257 489/5GI 
Wabash River Systems Model. Terminal Report 
PB.287 480/5GI 76-24 138 PC AOS/MF AO1 
PB-257 490/3GI 


Enidemiology Studies. Estimation of Population 
Residing near Vinylidene Chioride Plants. Task IV. 
Vinylidene Chioride. 


PB-257 490/3GI 76-24 6J PC AO7/MF Aol 
PB-257 491/1Gi 

The Trophic State of North oe Lakes, 

PB-257 491/1GI 76-24 8H PC A11/MF A01 
PB-257 492/9Gi 


Disposal Alternatives for Intermittent Sa Filter 
Scrapings Utilization and Sand Recove 


PB-257 492/9GI 76-24 138 PC J A04/MF A01 
PB-257 493/7GI 
— Report, 1975 for Technical Assistance 
nter. 
PB-257 493/7GI 76-24 SC PC A06/MF A01 
PB-257 494/5Gi 


identification of Selected Federal Activities Directed 
to Chemicals of Near-Term Concern. 
PB-257 494/5G!I 76-24 13B PC A0O3/MF A01 


PB-257 495/2GI 
incentives for Electric Utilities to Overforecast. 


PB-257 495/2GI 76-25 108 PC A03/MF AO} 
PB-257 496/0GI 

Regional Simulation of Streamflow Data, 

PB-257 496/0GI 76-24 8H PC A10/MF A01 
PB-257 sere 

Dyna P for Ao Seminar Notes, 1971-72, 

PB- O57 4 497/ 138 PC A24/MF A01 
PB-257 498/6GI 

Environmental impacts of BART Interim Service 

PB 25 498/6G! 76-24 138 PC AO7/MF A01 
PB-257 499/4GI 


Forecasting Composition and Weight of Household 
Solid Wastes Using input-Output Techniques. 


Volume |. 
PB-257 499/4G! 76-24 138 PC AOS/MF A01 
PB-257 500/9GI 


Forecasting the Composition and Weight of 
Househa@id Solid — Using Input-Output 


Techniques. Volume Ii 
PB-257 500/9GI 76-24 13B PC AOS/MF A01 


PB-257 501/7GI 
Environmental Protection Agency Library Systems 

Book Catalog. Holdings for the Year 1975. 

PB-257 501/7G! 76-24 5B PC A22/MF A01 

PB-257 502/5GI 


Performance of a Continuously Reinforced 
Concrete Overlay in Connecticut. Report 1, Con- 


struction. 
PB-257 502/5GI 76-24 13B PC A03/MF A011 


PB-257 503/3GI 


Selected Bibliography of Egyptian Educational 
Materials. Volume 1, Number 2, 1975--Translation. 
PB-257 503/3GI 76-24 51 PC AOS/MF A01 


PB-257 504/1Gi 
Report on the Hail Suppression Program at Nel- 
spruit, Transvaal, Republic of South Africa 
PB-257 504/1GI 76-24 4B PC ‘A0S/MF Ao1 
PB-257 505/8GI 
National Emissions Report (1973): National Emis- 
sions Data System (NEDS) of a. Aerometric and 
Emissions Reporting oe (AEROS). 
PC A19/MF A01 


PB-257 505/8GI 
PB-257 506/6GI 
Strategic Petroleum Reserve. Bayou Choctaw Salt 
me. 
PB-257 506/6GI 76-25 13B PC A18/MF AO! 
PB-257 507/4GI 


Strategic Petroleum Reserve. Bryan Mound Salt 


Dome. 
PB-257 507/4GI 76-25 13B PC A19/MF AO! 
"_® 
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PB-257 508-T/GI 
Structure and Function of 
(Stroenie i Funktsiya Nektarnikov Tsvetka Dvidol- 
nikh Rastenii)-- Translation. 


Flower Nectaries 


PB-257 508-T/GI 76-23 6C PC A20/MF A01 
PB-257 509/0GI 

impacts of BART on Visual Quality Interim Service 

away 

PB-257 509/0GI 76-24 13B PC A04/MF AO1 
PB-257 510/8GI 

impacts of BART on the Social Environment interim 

Service Findings. 

PB-257 510/8GI 76-24 13B PC A07/MF AO1 
PB-257 511/6GI 

impacts of BART on Air Quality Interim Service 

wo 

PB-257 511/6GI 76-24 13B PC A06/MF AO1 
PB-257 512/4G! 


Chemical Characterization of Model Aerosols. 


PB-257 512/4GI 76-25 7E PC AO5/MF AO1 
PB-257 513/2GI 
Non-Chemical — of Pest Management in the 
ae Landsc 
257 513/2GI 76-24 6F PC A04/MF A01 
PB-257 514/0GI 


Environmental Aerosol Measurements Using an Air- 
borne Particle Morphokinetometer. 


PB-257 514/0GI 76-25 1368 PC AOS/MF AO1 
PB-257 515/7GI 

Optimization of Real Time Daily Operation of a Mul- 

_ Reservoir System, 

257 515/7GI 76-24 13B PC A0S/MF A01 

PB-257 516/5GI 

Groundwater Property Rights and Controversies in 

Montana. 

PB-257 516/5GI 76-24 8H PC AOS/MF AO1 
PB-257 517/3GI 


—- Costs of Controlling Water Quality 
h ph eae of Irrigation Return Flows 


517/3G 76-24 2C PC A04/MF AO1 
aaa ts 
Energy Costs of Wastewater Reuse. 
PB-257 518/1GI 76-25 138 PC AO2/MF A01 
PB-257 519/9GI 


Sharks and Man: A Perspective. Proceedings of a 

Conference Held November 20-21, 1975 in Kissim- 

mee, Florida, 

PB-257 519/9GI 76-23 6C PC A03/MF A01 
PB-257 520/7GI 

Report to the Congress on Coastal Zone Manage- 

oy July 1974 through June 1975. Public Law 92- 

PB-257 520/7G! 76-23 13B PC AO4/MF AO1 
PB-257 521/5GI 

A Report on Mississippi-Alabama Sea Grant January 


1, 1974 - June 30, 1975. 
PB-257 521/5GI 76-23 8A PC AO3/MF AOT 
PB-257 522/3GI 


Biogeochemistry of Trace Elements in Card Sound, 
Florida, inventory and Annual Turnover, 
PB-257 522/3G! 76-25 6F PC AOQ2/MF A01 


PB-257 523/1GI 
Passage of Anticyclonic Gulf Stream Eddies 
— Deepwater Dumpsite 106 during 1974 and 
PB-257 523/1GI 76-23 8C PC A03/MF A01 
PB-257 524/9GI 
Review of Selected Literature on Ethylene Dibro- 


mide (EDB). 
PB-257 524/9GI 76-26 13B PC A02/MF AO1 


PB-257 526/4GI 
Continued Research in Mesoscale Air Pollution 


Simulation omy | Volume |. Assessment of Prior 
Model Evaluation Studies and Analysis of Model 


Validity and Sensitivity. 
PB-257 526/4GI 76-24 4A PC A12/MF A01 


PB-257 527/2GI 
Continued Research in Mesoscale Air Pollution 


Simulation Modeling: Volume Il. Refinements in the 
Treatment of Chemistry, Meteorology, and Numeri- 


cal integration Procedures 
PB-257 527/2GI 76-24 4A PC A14/MF AO1 


PB-257 528/0G! 


Continued Research in Mesoscala Air Pollution 
Simulation Modeling: Volume til. Modeling of Mic- 
soscale Phenomena. 


PB-257 528/0G! 76-24 4A PC A11/MF AO1 


PB-257 529/8G! 
Continued Research in Mesoscale Air Pollution 
Simulation Modeling: Volume IV. Examination of 
the Feasibility of Modeling Photochemical Aerosol 
namics. 
Phos? 529/8GI 76-24 4A PC AO6/MF AO1 
P8-257 530/6GI 


Switching Tests of — insulated Connecto 
PB-257 530/6GI 6-25 9A PC A03/MF AO 


PB-257 531/4Gi 
eee yes Technology for Bundied Power Transmis- 


sion 
PB- 257 53 §31/4GI 76-25 9A PC AO7/MF A01 
PB-257 532/2GI 


Feasibility Study of On-Line Safety Evaluation and 
System by of Malfunctions om the Nuclear Reactor 


~ oo Ss 
6-24 ial PC A08/MF A01 


= anen 


Superconducting Rectifier Developm 
PB-257 533/0GI 76-25 9A Pmec AOS/ME A01 


PB-257 534/8Gi 


Superconductors in ae Synchronous Machines. 
PB-257 534/8GI 6-25 9C PC A06/MF A01 


PB-257 535/5GI 
Design and Construction of Several Maintenance 
Techniques for Continuously Reinforced Concrete 
Pavements. 
PB-257 535/5GI 76-24 138 PC A0B6/MF AO1 
PB-257 536/3GI 
Reprint: Fatigue Resistance of a Uniaxial S- 
Glass/Epoxy Composite at Room and Liquid Helium 
PB-257 536/3G! 76-25 110 PC A02/MF AO1 
PB-257 537/1GI 
Location Handbook for Employment Service Local 


Offices. 
PB-257 537/1GI 76-24 5A PC A14/MF A011 
PB-257 538/9GI 


Reform of illinois Water Resource Laws with Par- 
ticular Reference to the Drainage Code and Closely 
Related Laws 


PB-257 538/9G! 76-24 138 PC AOS/MF AO1 
PB-257 539/7GI 

Effects of Power Plant Emissions on Materials 

PB-257 539/7GI 76-25 138 PC A0S/MF A01 
PB-257 540/5GI 

a women ol of Minimum Adequate Dialysis 

Requirements 

PB-257 540/5GI 76-24 6E PC A12/MF A0O1 


PB-257 541/3GI 


Coal Liquefaction Design Practices Manual. 
PB-257 541/3GI 76-25 7A PC A16/MF A0O1 


PB-257 542/1Gi 
impacts of Material Substitution in Automobile 
Manufacture on Resource Recovery. Volume I. 


Results and Summary. 
PB-257 542/1GI 76-24 138 PC A06/MF A01 
PB-257 543/9GI 


Continuous Measurement 
micrometric Aerosols. 


of Sulfur in Sub- 


PB-257 543/9GI 76-25 138 PC AO2/MF AO1 
PB-257 544/7GI 

Electric Energy Usage and Regional Economic 

Development. 

PB-257 544/7GI 76-25 SC PC A09/MF A01 
PB-257 545/4Gi 


The Winooski Workshops: An Assessment of 
ified Workshop Techniques for Stimulating and 

ety Public ee’ in Water Resources 

PB-257 545/4GI 13B PC AQS/MF A01 


PB-257 546/2Gi 
Penetration Analysis and Margin Requirements As- 
— with Large-Scale Utilization of Solar Power 
PB-257 546/2GI 76-25 108 PC AQS/MF A01 
PB-257 547/0GI 
The Effect of Cadmium on Freshwater Phytoplank- 


ton. 
PB-257 547/0GI 76-24 13B PC A06/MF A01 
PB-257 548/8G! 


Calculation of Daily Groundwater Levels in Swamps 
Using Meteorological Data (Raschet Ezhednevnykh 


Urovnei Gruntovykh Vod na pga po 
Meteorologicheskim Dannym)--Translatio 

PB-257 /8GI 76-25 8H PC A03/MF AO1 
PB-257 549/6GI 

Air Purification--T ransiation. 

PB-257 549/6GI 76-25 138 PC A08/MF A01 


PB-257 572/8Gi 


PB-257 550/4GI 

Selected Articles on r Beet--Transiation. 
PB-257 550/4G! 6-24 2D PC AQ7/MF AO1 

PB-257 551/2Gi 
investigati Storage, Handling, and Combustion 
Characterishics f Solvent Refined Coal. Task C Ex- 
tension, Ball-and-Race Pulverization and Direct Fir- 


P6257 551/26! 76-26 21D PC AQ7/MF AO1 
PB-257 552/0G! 

Fusion Reactor Physics Studies in the DC Octopole. 

PB-257 552/0G! 76-24 18A PC A06/MF AO1 
PB-257 553/8G! 


Nuclear Unit Productivity Analysis. 
PB-257 553/8G! 76-24 18E PC A04/MF AO1 


PB-257 554/6G! 
“+ my Statistics, 1975. Section 1. Vehicles, 
Or and Fuels. 


PB-257 554/6GI 76-26 13F MF AO1 


PB-257 555/3GI 
yt ga Gas Phase Decomposition of Oxides 


of Nitr 
PB-257 /3G1 76-25 138 PC AO7/MF AO1 
PB-257 556/1Gi 


Birds of Poland. A List of Species and Their Dis- 
tribution-- Translation. 


PB-257 556/1GI 76-25 6C PC A12/MF AO1 
PB-257 557/9Gi 

ae in 7 = bay and Combustion 

haracteritics a Refined Coa 

oe 257 “76-28 21D PC ‘A06/MF A01 
PB-257 aioe 

Air Conservation. Volume 9, Number 1(45), 1975-- 

Translation. 

PB-257 558/7GI 76-25 138 PC AOS/MF AO1 
PB-257 559/5Gi 


Methods of Calculation of ice-Crust pew (Metodika 
Rascheta Nalenogo a ee 
PB-257 559/5GI 6-24 8H PC A0Q3/MF A01 


PB-257 560/3Gi 
Continuation of the Arizona Water information 


Ss stom 
257 $00/300 76-24 138 PC AO4/MF A01 
shaaaie 561/1GI 


Early Detection and Correction of Sinkhole 
Problems in Alabama, with a Preliminary Evaluation 


of Remote Sensing Applications. 
PB-257 561/1GI 76-24 8M PC AOS/MF A01 
PB-257 563/7GI 


Determining Fracture Properties of Reactor Vessel 
Forging Materials, Weidments, and Bolting Materi- 
Ss. 
PB-257 563/7GI 76-25 11F PC AOQ4/MF AO1 
PB-257 564/5GI 
Reactor-Component inspection with Computerized 


Tomography. 
PB-257 564/5GI 76-25 18) PC AOQS/MF A01 
PB-257 565/2GI 


Development of Nb3Ge Conductors for Power 
Transmission Applications. 


PB-257 565/2GI 76-25 9A PC A04/MF A01 
PB-257 566/0GI 

Evaluation of Underground Fault Location 

Techniques. 

PB-257 566/0G! 76-25 9A PC AO08/MF A01 
PB-257 567/8GI 


Study of Radiation Dosage to Structural Com- 
nents in Nuclear Reactors. 
-257 567/8GI 76-24 18! PC A11/MF AO1 


PB-257 568/6GI 
Weld te ow of Heavy Section Steel Technology 


Program Vessel V- 

PB-257 568/6GI 76-25 18) PC A0Q4/MF A01 
PB-257 569/4Gi 

The Nature and Origin of Asphaltenes in Processed 


Coals. 

PB-257 569/4GI 76-25 21D PC A11/MF AO1 
PB-257 570/2Gi 

Sodium Chloride Battery Development Program for 


oad na 
PB-257 570/2GI 76-25 10C PC AOS/MF A01 
PB-257 571/0Gi 
identification and Programming of Roadside Hazard 


improvements. 
PB-257 571/0GI 76-26 138 PC A0S/MF A01 


PB-257 572/8GI 
Radiopharmaceutical 
Proceedi 


Dosimetry Symposium, 


ings of Conference Held at Oak Ridge, Ten- 
nessee on April 26-29, 1976. 
PB-257 572/8GI 


76-24 6E PC A23/MF AO1 
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PB-257 573/6GI 


Applications of Low Atomic Number Ceramic 
Materials to Fusion Reactor First Walls. 
PB-257 573/6GI 76-24 18J PC AO7/MF AO1 


PB-257 574/4GI 
— A nm dl and Evaluation of ‘in vitro’ Toxicity 


PB-257 7 574/46) 76-25 6T PC A06/MF A01 
PB-257 575/1GI 

improved Techniques and Instrumentation for EMC 

Measurements. 

PB-257 575/1GI 76-25 9C PC A02/MF AO1 
PB-257 576/9GI 

Reprint: saenqoeve to Metric - Timetable and 

Government Role. 

PB-257 576/9GI 76-24 148 PC A02/MF AO1 


PB-257 577/7Gi 


Reprint: Negative Differential Flow Resistance in 
Supercritical Helium 
PB-257 577/7GI 


76-24 20M PC AG2/MF A01 

PB-257 578/5Gi 

Reprint: The Flooring Radiant Panel Test and 

Proposed Criteria. 

PB-257 578/5GI 76-24 13L Not available NTIS 
PB-257 579/3GI 

Dental Research at the National Bureau of Stan- 

dards 1919-1969. 

PB-257 579/3GI 76-24 6L Not available NTIS 
PB-257 580/1GI 


Reprint: Carbon-13 Chemical Shifts of Amides and 

imino Acid Residues. Effects of the Carbonyl Sub- 

stituent and S poe Geometries 

PB-257 580/1 76-25 7D Not available NTIS 
PB-257 581/9GI 


The Structure of Building Specifications 


PB-257 581/9GI 76-24 13A PC AOS/MF A01 

PB-257 582/7GI 
t of a Program for Statistical Evaluation 

of Compressive St th of Mix Concrete. 

PB-257 582/7GI 76-24 PC AOS/MF A01 
PB-257 583/5GI 

Upward Mobility for Private Household Workers, 

PB-257 583/5GI 76-24 Si PC AQ2/MF A01 
PB-257 584/3GI 


Northeast Corridor High-Speed Rail Passenger im- 
provement Project, Task 14 Model intermodal Ter- 
minal, Union Station, Phase li: Alternative Concepts 


PB-257 584/3GI 76-22 13F MF A01 

PB-257 585/0G! 

Alaskan industry Experience in Arctic Sewage 
Treatment, 

PB-257 585/0GI 76-24 138 PC AOQ3/MF AO1 

PB-257 586/8G! 


Waste Water Disposal at Federal installations in the 
United States, State of California. 


PB-257 586/8GI 76-24 13B PC AO06/MF AO1 
PB-257 587/6GI 

The Cost of Clean Air. 

PB-257 587/6Gi 76-24 13B PC A06/MF A01 
PB-257 588/4GI 

Applied Ecology Seminar. Training Manual. 


PB-257 588/4G! 76-24 
PB-257 589/2Gi 

Aspen Metro Sanitation District. Snowmass Water 

=— Sanitation District. 201 Wastewater Facilities 

PB-257 589/2G! 76-24 13B PC AO7/MF AO1 
PB-257 590/0G! 


A Synopsis of State Legislation om Water Pollution 
Control Laws Enacted During 19 
PB-257 590/0GI 76-24 5D PC AOS/MF A01 


PB-257 591/8GI 
Study Book for the Training Course: Safety and 
Pesticide ’ 


PB-257 591/86! 76-24 6F PC A06/MF AO1 
PB-257 592/6G! 
A Reexamination of the Coeur d'Alene River, Sep- 
71, 


tember 19 

PB-257 592/6G! 76-24 13B PC A0O3/MF AO1 
PB-257 593/4GI . 

Annual Report (1st) of the Hazardous Materials Ad- 

visory Committee - July 1971-July 1972. 

PB-257 593/4GI 6-25 1 PC AO2/MF A01 
PB-257 595/9GI 

Catalog of Federa! Pesticide Monitoring Activities in 

Effect July 1973. 

PB-257 595/9GI 76-25 6F PC A19/MF A01 


6F PC A19/MF AO1 
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PB-257 596/7GI 
A Report to Congress on Water Pollution Control 


M Development and Training Activities 
PB-257 596/7GI 76-24 5i A0S/MF A01 
PB-257 597/5GI 


Proceedings of the Training Course: Pesticides and 


Public Health (Advanced). 
PB-257 597/5GI 76-24 6F PC A10/MF A01 


PB-257 598/3GI 


Studies and Investigations of the Fate and Effect of 
the Shell Oil Spill, Platform B, Block 26, South Tim- 
balier Bay (December 1, 1970-November 30, 1971). 

PB-257 598/3GI 76-25 13B PC A06/MF A01 


PB-257 599/1GI 


Report of the President's Water Pollution Control 
Advisory Board Held at Honolulu, Hawaii on June 7- 


10, 197 

PB-257 599/1GI 76-24 13B PC AO3/MF A0O1 
PB-257 600/7GI 

Chemical Analysis of interstate Carrier Water 

Supply Systems. 

PB-257 600/7GI 76-25 138 PC AOS/MF A0O1 
PB-257 601/5GI 


Progress in the implementation of Motor Vehicle 

Emission Standards Through June 1974, Report to 

ny ty 

PB-257 601/5GI 76-24 13B PC A086/MF A0O1 
PB-257 602/3GI 

Progress in the implementation of Motor Vehicle 

Emission Standards Through June 1975, Report to 

PB.557 6 602/3G! 76-24 13B PC AOQ3/MF A0O1 
PB-257 603/1GI 


Activated Carbon Filter Bed Efficiency at the Nitro. 
West Virginia Water Filtration Plant, 


PB-257 603/1GI 76-25 138 PC AO3/MF AO1 
PB-257 604/9Gi 

Advances in Treatment of Domestic Wastes. 

PB-257 604/9G! 76-23 13B PC A11/MF AO1 
PB-257 605/6GI 


Progress in the Prevention and Control of Air Pollu- 


tion in 1973, Report to Congress 
PB-257 605/6G! 76-24 138 PC A06/MF A01 


PB-257 606/4GI 
Progress in the Prevention and Control of Air Pollu- 


tion in 1974, — to Congress. 
PB-257 606/4GI 76-24 13B PC A09/MF AO1 
pore 607/2GI 


rthern Great Plains > weneeees Program. Water 
Quality § Subgroup 


PB-257 607/2GI 76:23 138 PC A24/MF A01 
PB-257 608/0GI 

Federal Lake Erie Water Quality Standards 

oposais. 

PB-257 608/0G! 76-24 136 PC AO03/MF AO1 
PB-257 609/8G! 

Utah Lake-Jordan River Basin Modeling Project. 

Volume |. Summary pet. 

PB-257 609/8GI 25 1368 PC AO04/MF A01 
PB-257 610/6GI 


Study Book for the Introductory Training Course: 

Pesticides and Public Health. 

PB-257 610/6GI 76-25 6F PC A13/MF A01 
PB-257 611/4GI 

Nutrient-Aigal Relationships in Lake Lillinonah, 

Danbury, Connecticut, June-September, 1975. 

PB-257 611/4GI 76-24 138 PC AOQ3/MF AO1 
PB-257 612/2GI 

of the Relationship Between Temperature 


and Aquatic Chemistry, 
PB-257 612/2GI 76-24 7D PC AOQ7/MF AO1 
PB-257 613/0GI 


Depth and Time of Freezing of a Ban i Soil Under 

Deciduous Forest Near Fairbanks, Al 

PB-257 613/0GI 76-24 8M Pc A A02/MF A01 
PB-257 614/8GI 


Automotive Gas Turbine Economic Analysis. Invest- 
ment Cast Turbine Wheel Supplement, 


PB-257 614/8GI 76-25 21E PC AOQS/MF A01 
PB-257 615/5GI 

Liquid Phase Methanol. 

PB-257 615/5GI 76-25 21D PC A06/MF AO1 
PB-257 616/3GI 


CSIRO index. Volume 2, Number 6, June 1976. 
index of CSIRO Published Papers and Translations. 
PB-257 616/3GI 76-26 5B PC A03/MF A0O1 


PB-257 617/1GI 


Population Distribution of the United A. ae as a 
Function of Outdoor Noise Level. Volu 
PB-257 617/1GI 76-24 5K PC A A14/MF AO1 


PB-257 618/9GI 
Development of Test Procedure for the Design of 


Black 

PB-257 618/9GI 76-24 13C PC A02/MF Ao1 
PB-257 619/7Gi 

Ensuring Reliability of Mays Roughness Measure- 

ments. 

PB-257 619/7GI 76-26 13B PC AO4/MF Ao1 
PB-257 620/5Gi 


Negro Occupational Status and Education: Special 
Analysis under the Negros Employment in the 
Seven — SMSA'S' Study, 


PB-257 620 76-24 Si PC AO7/MF AO1 
PB-257 ae, 

Barriers to Entry and Re-Entry into the Labor Force. 

PB-257 621/3GI 76-24 51 PC AO4/MF AO1 
PB-257 622/1Gi 


Part-Time Work and Flexible Hours Employment. 


PB-257 622/1GI 76-24 51 PC A02/MF AO1 
PB-257 623/9G! 

The Iilinois Coa! Digest. 

PB-257 623/9GI 76-25 81 PC AO7/MF A01 
PB-257 624/7GI 


Compilation of industrial and Municipal Injection 

Wells in the United States. Volume 1. 

PB-257 624/7GI 76-23 138 PC A99/MF A01 
PB-257 625/4Gi 


Compilation of industrial and Municipal injection 
Wells in the United States. Volume 2. 


PB-257 625/4GI 76-23 138 PC A99/MF A01 
PB-257 626/2GI 

Evaluation of Waste Disposal Practices of Alaska 

Seafood Processors. 

PB-257 626/2GI 76-24 138 PC A1S/MF A01 
PB-257 627/0GI 

National Water 7 inventory. 1974 Report to the 

PB- vente 76-25 138 PC A14/MF A01 
PB-257 628/8Gi 


National Water Quality inventory. 1974 Report to the 
Congress. Volume Ii. 


PB-257 628/8GI 76-25 138 PC A16/MF A01 
PB-257 629/6GI 

The Hawaii Sugar Industry Waste Stu “a 

PB-257 629/6GI 76-25 138 A06/MF A01 
PB-257 630/4GI 

inventory of interstate Carrier Water Supply 


, By States and Environmental Protection 


ions. 
PB-257 630/4G! 76-25 138 PC AOS/MF A01 
PB-257 632/0GI 


‘Cost of Cleaning the Environment’ Presented by 
the United States Environmental Protection ncy 
= at Ambassador Hotel, Los Angeles, California 


March 30, 1972 
PB-25 /0GI 76-24 138 PC AOQ4/MF A01 
PB-257 siete 
Comparison of Manual (GRAB) and Vacuum Type 
oe ee Sam Berens a on an individual 
PB.257 Composite Sam 8GI en “138 PC A03/MF AO1 
PB-257 634/6GI 


An Appraisal of Pesticide Usage and Surface Water 
Quality Effects in the United States 


PB-257 634/6GI 76-24 138 PC AO4/MF A01 
PB-257 635/3GI 

Guidelines on Analytical Methodology for Pesticide 

Residue Monitoring. 

PB-257 635/3GI 76-24 138 PC A04/MF A01 
PB-257 636/1GI 

Wastewater Flow Reduction Study. 

PB-257 636/1GI 76-25 138 PC A11/MF A01 
PB-257 637/9GL 


ee to Congress on Disposal of Hazardous 


PB-257 637/9GI 76-25 136 PC A06/MF A01 
PB-257 638/7GI 


Data Base for Predicting Noise from Civil Aircraft: 
Flight Profile Prediction, 


PB-257 638/7GI 76-25 1B PC AO04/MF A01 
PB-257 639/5Gi 
An Assessment of Decentralization in EPA. 
PB-257 639/5GI 76-24 PC A04/MF A01 


PB-257 640/3Gi 
Regional Oil and Hazardous Materials Pollution 
Contingency Plan, Region Five (inland). 
PB-257 640/3GI 76-24 138 PC AO7/MF A01 
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PB-257 642/9GI 
Evaluation of Vinyl Chloride Emissions in the Long 
Beach Area, California. 


PB-257 642/9GI 76-25 13B PC A03/MF A01 
PB-257 643/7GI 

Translocation of Heptachlor and Chlordane from In- 

diana Cornfields. 

PB-257 643/7GI 76-24 6F PC A04/MF AO1 
PB-257 644/5GI 


Strength and wore | ene of a Rocky 
Residual Soil. Study No. 7 

PB-257 644/5GI 76-24. 8M PC A04/MF A01 
PB-257 645/2GI 


Recommendations for the Prevention of Lead 
Poisoning in Children 


PB-257 645/2GI ' 76-25 6T PC AQ4/MF A01 
PB-257 646/0GI 

Water-Holding Capacity for Hydromulch. 

PB-257 646/0GI 76-24 13B PC A02/MF AO1 
PB-257 647/8GI 


NACo Case Studies on Energy impacts. Number 2. 
Controlli Boomtown Development Sweetwater 
and Uinta Counties, Wyoming, 

PB-257 647/8GI 6-24 13B PC A03/MF AO1 


PB-257 648/6GI 


Evaluation of the National Institute for Occupational 
Safety and Health X-ray Diffraction Method for the 
Determination of Free Silica in Respirable Dust, 
PB-257 648/6GI 76-25 6J PC AO7/MF AO1 
PB-257 649/4GI 

Model Facility Plan for a Small Community, Supple- 
ment to: Guidance for Preparing a Facility Plan, 
Municipal Wastewater Treatment Works Construc- 
tion Grants Program. 

PB-257 649/4GI 76-25 13B PC A03/MF A01 


PB-257 650/2Gi 


Model Pian of Study, Supplement to: Guidance for 
Preparing a Facility Plan, Municipal ao ema 
Treatment Works Construction Grants P 

PB-257 650/2GI 76-25 13B PC /ME A01 


PB-257 651/0GI 


Federal Guidelines: industrial Cost Recovery 
Systems, Municipal Wastewater Treatment Works 
Construction Grants Program. 

PB-257 651/0GI 76-25 13B PC A03/MF A01 


PB-257 652/86GI 


Guidance for Preparing a Facility Plan, Municipal 
Wastewater Treatment Works Construction Grants 


am. 
PB-257 652/8GI 76-25 13B PC AO04/MF A01 
PB-257 653/6GI 
si a Characteristics of Paving Materials in Con- 
PB257 653/6G! 76-24 13C PC AO4/MF A01 
PB-257 654/4Gi 


Development of a Unitized Schoo! Bus. Volume |. 


Summary Report. 
PB-257 254/40) 76-26 13F PC AO3/MF A01 
PB-257 655/1GI 


How to Obtain Federal Grants to Build Municipal 
Wastewater Treatment Works 


PB-257 655/1GI 76-25 13B PC A03/MF A01 
PB-257 656/9GI 

Water Cooled Gas Turbine Developm 

PB-257 656/9GI 76-24 21E° "PC AO6/ME AO1 


PB-257 657/7GI 


Financial implications of Retrospective Premium 

Assessments on Electric Utilities. 

PB-257 657/7GI 76-23 10B PC A03/MF A01 
PB-257 658/5G! 


Operation of Offshore Power Systems Floating 
Nuclear Plants (1-8). Supplement Number 1. Docket 
No. STN 50-437. 


PB-257 658/5GI 76-23 18E PC AOQ3/MF A011 
PB-257 659/3G! 

og Resources Data for Mississippi, Water Year 

PB-257 659/3G! 76-24 13B PC A23/MF A01 
PB-257 660/1GI 

Distributional implications of Recreation-Led 

Growth: alachia 

PB-257 /1GI 76-25 5K PC AO7/MF A0O1 
PB-257 661/9G! 

A Review of the 1971 EDA Location Survey. 

PB-257 661/9GI 76-24 5C PC AOQ4/MF A01 
PB-257 662/7GI 


+ naa Affecting Career Aspirations of Employed 


Women. 
PB-257 662/7GI 76-25 5i PC A07/MF A01 


PB-257 663/5GI 


ATWS: A Reappraisal. Part |. An Examination and 

Analysis of WASH-1270, Technical Report on ATWS 

for Water-Cooled Power Reactors. 

PB-257 663/5GI 76-24 181 PC AO4/MF A01 
PB-257 664/3GI 

ATWS: A Reappraisal. Part li. Evaluation of Societal 

Risks Due to Reactor Protection System Failure. 

Volume 1. BWR Risk Analysis. 

PB-257 664/3Gi 76-24 181 PC A0Q3/MF A01 
PB-257 665/0GI 

ATWS: A Reappraisal. Part li. Evaluation of Societal 

Risks Due to Reactor Protection ee Failure. 

Volume 2, BWR Fault ‘eee Evaluatio 

PB-257 665/0GI 6-24 181 PC A0QS/MF A01 
PB-257 666/8Gi 

Conversion of 238Pu and 252 Cf Production Chain 

Cross Section Data to ENDF/B-IV Format. 


PB-257 666/8GI 76-24 20H PC A03/MF AO1 
pe 667/6GI 
rking Session on Housing Resourc 
PB. 257 667/6GI 76-24 5K PC A06/MF A01 
PB-257 668/4GI 


Developing Geographic-Based Information Files: A 


aol ake Essay. 

668/4GI 76-24 5B PC A02/MF A01 

PB-257 669/2Gi 
Feasibility Study for the Geographic information 
Element of the Regional information System for 
South Florida Regional Council. 


PB-257 669/2GIi 76-24 9B PC AO05S/MF A0O1 
PB-257 670/0GI 
a of Mechanism of Breakdown in XLPE 
ables. 
PB-257 670/0GI 76-25 9A PC AO5/MF AO1 
PB-257 671/8Gi 


Sun Pipe Line Company, Rupture of 8-inch 
a line, Romulus, Michigan, August 2, 1975. 
-257 671/8GI 76-26 13L PC AOQ2/MF A01 
PB-257 672/6GIi 
y sence es of an _  Evaporation-Cooled Un- 
Suueves Transmission System. 


57 672/6GI 76-25 9A PC A12/MF A01 
PB-257 673/4GI 
Cooling Water Discharge Research Project. 
PB-257 673/4GI 76-24 13B PC A06/MF A01 
PB-257 674/2GI 
Guidance for Facilities Planning. 
PB-257 674/2GI 76-24 13B PC A05/MF AO1 


PB-257 675/9GI 


Facilities Planning Summary. Title ll. Federal Water 

Pollution Control Act, Amendments of 1972. 

PB-257 675/9GI 76-24 13B PC A02/MF A01 
PB-257 676/7GI 

Draft Guidelines for Areawide Waste Management 

Planning. Section 208, Federal Water Pollution Con- 

trol Act Amendments of 1972. 

PB-257 676/7GI 76-24 13B PC A07/MF A01 
PB-257 677/5GI 

Subacute Intubation Study on Rats with the Com- 

pound 2,3,7,8-Tetrachloridioxin. 

PB-257 677/5GI 76-24 6T PC A04/MF A01 
PB-257 678/3GI 

Macro-Economic Impact and Other +a 

in Selecting Energy Conservation Meas 

PB-257 678/3GI 76-25 10A PC ‘A05/MF A01 


PB-257 679/1GI 


Preliminary Findings Radon Daughter Levels in 

Structures Constructed on Reclaimed Florida 

Phosphate Land. 

PB-257 679/1GI 76-25 13B PC A0O3/MF AO1 
PB-257 680/9GI 

Control of Snowmobile Noise. Volume |. Technolo- 

g and Cost Information. 

-257 680/9GI 76-25 13F PC AOQ4/MF AO1 

PB-257 681/7GI 

Reductions in Water Consumption and Fiow of 


Sewage. Report to the Congress. 
PB-257 681/7GI 76-25 13B PC A03/MF AO1 
PB-257 682/5GI 


Cost Estimates for Construction of Publicly-Owned 
Treatment Facilities, 1974 ‘Needs’ Survey, Final Re- 
port to the Congress. 

PB-257 682/5GI 76-25 13B PC A03/MF A0O1 


PB-257 683/3Gi 
Measures of Noise Level: Their Relative Accuracy in 
Predicting Ob ao and Subjective Responses to 


Noise during 
PB-257 683/3GI 76-25 6S PC A03/MF A01 








PB-257 708/8GI 


PB-257 684/1GI 


Treatability of Oil and Grease Discharged to 
Publicly Owned Treatment Works. 
PB-257 684/1GI 76-25 138 PC AO02/MF AO1 


PB-257 685/8G! 


Chemical and Physical Characterization of Automo- 
tive Exhaust Homing ig * = in the Atmosphere 


ay A po 30, 1 
128 138 PC AOS/MF A01 


PB-257 686/6G! 
asta Management Report, December 31, 


1972. 
PB-257 686/6G! 76-25 138 PC A04/MF AO1 
PB-257 687/4GI 


on Economics of Clean Air. Annual Report to the 
ress of the United States, in Compliance with 
Publ Law 91-604, The Clean Air Amendments of 


PB. 257 687/4GI 76-25 138 PC A11/MF AO1 


PB-257 688/2G! 


Development of Selective Hydrocarbon Sampling 

System and oe Evaluation with Conventional 

Analytical S ; 

PB-257 688 oc 76-25 138 PC A04/MF A01 
PB-257 689/0GI 

Manpower Utilization and Future Needs of Manu- 

facturing Industries in Water Pollution Control, 

PB-257 /O0GI 76-25 138 PC AO7/MF A01 
PB-257 690/8Gi 

Fabrication of Monitoring System for Determining 

ang and Composition of Aerosol as a Function of 

me. 

PB-257 690/8GI 76-25 14B PC A03/MF AO1 

PB-257 691/6Gi 


Radioactivity Distribution in eae Products, 
By-Products, Effiuents, and Wastes 
PB-257 691/6G! 76-25 138 PC AQ3/MF AO1 


PB-257 692/4GI 


Technical Appendix on Municipal Waste-Source 
a Water Quality Investigations in the 
Ly River Basin, Colorado, 1971-72. 

138 


PB-25 7 692/4GI 76-24 PC A08/MF A01 
PB-257 693/2GI 

Waste Oil Study. Report to the Congress 

PB-257 693/2GI 76-24 138 PC I A18/MF A01 
PB-257 696/5Gi 

A Saturation-Resistant Optical System for Measur- 

a ey Wind 

PB-257 5G! 76-24 4B PC AO2/MF AO1 
PB-257 698/1Gi 


A Measurement of RF Field intensities in the im- 
mediate Vicinity of an FM Broadcast Station Anten- 


na. 

PB-257 698/1GI 76-25 6R PC A02/MF A01 
PB-257 700/5Gi 

Effects of Wastewater and Cooling Water Chiorina- 

tion on Aquatic Life, 

PB-257 700/5GI 76-24 138 PC AO4/MF A01 
PB-257 701/3Gi 

Traffic, Revenue and Operating Costs - Authorized 

Regional System. (Revised February 1971). 

PB-257 701/3GI 76-25 138 PC A07/MF A01 
PB-257 702/1Gi 


READY | a for the UNIVAC 1108 Summary 
Analysis P 


PB-257 702/ Gi '-'76-24 15F PC AO7/MF AO1 
PB-257 703/9G! 

EPA Program Status Report, Fuel Cleaning Pro- 

ram. 

Bp-257 703/9G! 76-26 21D PC AO3/MF A01 
PB-257 704/7GI 


investigation of Selected Potential Environmental 
Contaminants: Acrylamides. 


PB-257 704/7GI 76-26 138 PC A08/MF AO1 
PB-257 705/4Gi 

Assessment of Automotive Sulfate Emission Control 

pnant aL 

PB-257 705/4GI 76-25 138 PC A10/MF A011 
PB-257 706/2Gi 


Utility of Reactivity Criteria in Organic Emission 


Control Strategies. Application to the Los Angeles 

Atmosphere 

PB-257 706/2G! 76-26 13B PC A11/MF AO1 
PB-257 707/0GI 

Radiative Effects of Pollutants on the Planetary 

nang Layer. 

PB-257 707/0GI 76-25 4A PC A12/MF AO1 
PB-257 708/8Gi 


Seasonal Abundance and Spatial Distribution of 
Lake Michigan Macrobenthos, 1964-67. 
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PB-257 708/8Gi 
PB-257 709/6GI 


Destructing Chemical Wastes in se Scale 
incinerators. Technical Summary. Vol 
PB-257 709/6GI 76-25 138 PC | AO/MF Aol 


PB-257 710/4GI 


Destructing Chemical Wastes in os Scale 
incinerators. Facility Test Plans. Volume Ii 
PB-257 710/4GI 76-25 138 PC AO7/MF A01 


PB-257 711/2GI 
Manpower Planning Criteria Manual for State Water 


Pollution Control Agencies 
PB-257 711/2Gi 76-25 5S! PC AO4/MF AO1 
PB-257 713/8GI 


Criteria for the Establishment and Maintenance of 
Two Year Post High School Wastewater gee 





76-25 6C PC A06/MF A01 


Training P _ Volume |. Program Crite 
PB-257 713/ 76-25 13B PC A04/MF A01 
PB-257 714/6GI 
A Study of yoy Required in Regulation of 
Airport Noise. Volume |. 
PB-257 714/6GI 76-25 1€ PC AOS/MF AO1 
PB-257 715/3GI 


Detection of Atmospheric Pollutants at Parts-Per- 


Billion Levels by wes ow we 
PB-257 715/3GI 70 A04/MF A01 


PB-257 716/1GI 
Analysis of the Public Health and Welfare Effects of 
EPA Proposed Aircraft Noise ulations, 
PB-257 716/1GI 76-25 1 PC A03/MF A0O1 
PB-257 717/9GI 


Technical Review of Federal Aviation Regulations. 
Part 36. Noise Standards: Aircraft Certification, 


PB-257 717/9GI 76-25 13B PC AOQS/MF A01 
PB-257 718/7GI 

An Analysis of Recent Electric Utility Rate in- 

creases, 

PB-257 718/7GI 76-25 SC PC A06/MF A01 
PB-257 719/5GI 


The Recreation Benefits of Water Quality improve- 
ments: Analysis of Day Trips in an Urban Setting. 
PB-257 719/5GI 76-25 SK PC A12/MF A01 


PB-257 720/3GI 
implementation Pian Review for Illinois as Required 
A ae Supply and Environmental Coordination 
PB-257 720/3G! 76-25 138 PC A04/MF AO1 
PB-257 721/1GI 
a. Gas Desulfurization. Installations and Opera- 


| (Pp 2s7 721/16! 


76-24 7A PC A03/MF AO1 
PB-257 722/9GI 
ae of Operation ‘Deep Six’ Benthic inver- 
Pees? 257 722/9G! 76-25 13B PC AQS/MF AO1 
PB-257 723/7GI 
Apply Pesticides Correctly. A Guide for Commercial 
pbe2s? 723/76) 76-25 6F PC A03/MF A01 
PB-257 724/SGI 
Apply Pesticides Correctly. A Guide for Private Ap- 
plicators. 
PB-257 724/5GI 76-25 6F PC A03/MF A01 
PB-257 725/2G! 


Guidelines for EPA Review of ne cnet = — 
Statements on Projects involving Impou 


PB-257 725/2Gi 76-25 13B PC ROTM. A01 
PB-257 726/0GI 
Assessing the Social impacts of Oil Spills. 


Proceedings of an invitational Symposium Co- 

Sponsored by the Institute on Man and Science and 

the U.S. Environmental Protection Agency Held at 
ilie, New York on September 25-286, 

1973. 

PB-257 726/0GI 76-25 138 PC AO06/MF AO1 

PB-257 727/8Gi 
Control of Motorcycle Noise. Volume |. Technology 


and Cost information, 
PB-257 727/8G!I 76-25 13F PC AO7/MF A01 
PB-257 728/6GI 


A FORTRAN Program for Statistical Analysis of 


Crystaliographic Quantities. 

PB-257 728/6GI 76-25 20B CP T04 
PB-257 Lae 

Computer oe for Structural Chemistry: 

Status. A FORTRAN Program for Statistical Analysis 

of Crystallographic Quantities. 

PB-257 729/4GI 76-25 20B PC AO06/MF AO1 
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PB-257 730/2G! 
improvement of Marine Advisories and Optimum 


Track Ship Routings. Volume |. 
PB-257 730/2Gi 76-25 4B PC AO4/MF AO1 
PB-257 731/0GI 


improvement of Marine Advisories and Optimum 


Track Ship Routings. Volume ll. Annexes A-F. 
PB-257 731/0Gi 76-25 48 PC A13/MF A01 
PB-257 732/8G! 


improvement of Marine Advisories and Optimum 


Track Ship Routings. Volume Ill. Annexes G1-J. 
PB-257 732/8GI 76-25 48 PC AO7/MF A01 
PB-257 733/6GI 


DYNALIST tl: A Computer Program for Stability and 
Dynamic Response Analysis of Rail Vehicle 
a. Volume li. User's Manual. 

257 733/6GI 76-24 13F PC AOS/MF AO1 


PB-257 734/4GI 


A Limnological Study of Spiritwood Lake, N.D., with 
Special Emphasis on its Water Quality, Seasonal 
Cycles of Chemical Nutrients, Phytoplankton, 
lankton and Primary Production. Part |. 
Photosynthetic Production and Energy Conversion 
in Spiritwood Lake, North Dakota, 
PB-257 734/4GI 76-25 8H PC A02/MF A01 
PB-257 735/1GI 
A Limnological Study of Spiritwood Lake, N.D., with 
Special Emphasis on its Water Quality, Seasonal 
Cycles of Chemical Nutrients, Phytoplankton, 
Zooplankton and Primary Production. Part ii. 
Causes and ay of Aigal Blooms in Spiritwood 


Lake Dakota 
PB-257 735/1GI 76-25 8H PC A02/MF A01 


PB-257 736/9GI 


Time Parameter Evaluation in Dual Filocculant 
Destabilization. Reproducibility Evaluation of the 
Flocculation of a Synthetic Latex Colloidal System. 
PB-257 736/9GI 76-25 138 PC AO6/MF AO1 


PB-257 737/7GI 


Reproducibility Evaluation of the Flocculation of a 
Synthetic Latex Colloidal System 


PB-257 737/7GI 76-25 138 PC AQ4/MF AO1 
PB-257 738/5GI 

The Costs of Sprawi: Case Studies and Further 

Research. 

PB-257 738/5GI 76-24 138 PC A12/MF AO1 
PB-257 739/3G! 


Extensive Overburden Potentials for Soil and Water 


Quality. 
PB-257 739/3GI 76-25 81 PC A15S/MF AO1 
PB-257 740/1GI 
Cutaneous Irritation in the Topical Application of 
seeengee (NSC 123127) to New Zealand White 
PB-257 740/1GI 76-26 6T PC A0Q2/MF A01 
PB-257 741/9GI 
Cutaneous Irritation in the Topical Application of 
CCNU (NSC 95441) to New Zealand White 
Rabbits. 
PB-257 741/9GI 76-26 6T PC AO02/MF AO1 
PB-257 742/7GI 


Deployment Scenarios for integrated Regional 
Transportation Networks 


PB-257 742/7GI 76-26 138 PC AO7/MF AO1 
PB-257 743/5GI 

The Boosieation of Street Lighting Needs. Execu- 

tive Summa 

PB-257 743/5GI 76-26 13B PC A02/MF AO1 
PB-257 744/3G! 


A Parametric Cost Study of AC-DC Wayside Power 


s. 
257 744/3GI 76-25 13F PC AO7/MF A0O1 
PB-257 745/0GI 
Effects of Nitrate and/or Sulfate Aerosols Upon Car- 
dio-Pulmonary Function. 
PB-257 745/0GI 76-25 6T PC A0S/MF A01 
PB-257 746/8GI 
Hydrothermal Modeling for Optimum Ceanperanaye 
Control: An Estim ee ae Ne ay 
PB-257 746/8GI 76-25 A06/MF A01 
PB-257 747/6GI 
General Aviation Accidents involving Aerobatics, 


1972-1974. 

PB-257 747/6GI 76-26 1B PC A06/MF A01 
PB-257 748/4GI 

see peeetentions During the Cold Months-- 
Pe. B25? 748 748/4G! 76-25 48 PC A10/MF A01 
PB-257 749/2GI 

National Longitudinal Study of High School 


Seniors: An Agenda for Policy Research. 






PB-257 749/2GI 
PB-257 750/0Gi 


Northeast Corridor High Speed Rail Passenger Ser- 
vice improvement Program. Task 12.2. Corridor Sta- 
tions Performance Standards. 


76-25 Si PC E03/MF Ao 


PB-257 750/0GI 76-26 13B PC A18/MF Aoi 
PB-257 751/8GI 

Vapor Cycle Energy System for implantable Circula- 

tory Assist Devices. 

PB-257 751/8GI 76-25 6. PC A13/MF AOi 
PB-257 752/6Gi 


Development of System for Monitoring In-Service 


Strains in Power Plant Piping. 
PB-257 752/6GI 76-26 13K PC AOS/MF Aoi 


PB-257 753/4GI 


Application of Global-Local Finite Element Method 
to Fracture Mechanics 


PB-257 753/4G! 76-25 20L PC A10/MF Ao1 
PB-257 754/2GI 

Study of Current and Proposed Practices in Animal 

Waste yi 

PB-257 754/2GI 76-25 2C PC A24/MF A01 
PB-257 755/9GI 


Guidelines for Development of a Quality Assurance 

Program: Volume V - Determination of Sulfur Diox- 

ide Emissions from Stationary Sources 

PB-257 755/9GI 76-25 148 PC AO6/MF AO1 
PB-257 756/7GI 


Guidelines for Development of a Quality Assurance 
Program: Volume Vi - Determination of Nitrogen 
Oxide Emissions from seasons, Sources 

PB-257 756/7GI 76-25 148 PC A A06/MF AO1 


PB-257 757/S5GI 
Guidelines for Development of a Quality Assurance 
Program: Volume Vili - Determination of CO Emis- 
sions from Stationary Sources by NDIR Spec- 
trometry. 
PB-257 757/5GI 76-25 14868 PC AO6/MF AO1 
PB-257 758/3GI 


Guidelines for Development of a Quality Assurance 
Program: Volume IX - Visual Determination of 
oy Emissions from Stationary Sources 

257 758/3GI 76-25 148 PC AOS/MF A01 


PB-257 759/1GI 
Roles of interstate Water Pollution Control Commis- 


sions. 
PB-257 759/1GI 76-25 SA PC AO7/MF A01 


PB-257 760/9Gi 
ae of EPA's Monitoring-Related Statutory 
PB-287 760/96! 76-25 138 PC A04/MF AO1 
PB-257 761/7GI 


Effective Perceived Noise Level Versus Distance 
Curves for Civil Aircraft, 
PB-257. 761/7GI 76-25 138 PC AO4/MF A01 


PB-257 762/SGI 
Passenger Car Weight Trend Analysis. Volume |. Ex- 


ecutive Summary. 
PB-257 762/5GI 76-25 13F PC AO3/MF A01 
PB-257 763/3GI 


Passenger Car Weight Trend Analysis. Volume li. 
Technical Discussion 


PB-257 763/3G! 76-25 13F PC AO8/MF A01 
PB-257 764/1Gi 

Summary Report of Three Powerplant Productivity 

Studies. 

PB-257 764/1GI 76-26 108 PC AOS/MF A01 
PB-257 765/8GI 


An Annotated Bibliography of Compiled Ther- 
modynamic Data Sources for Biochemical and 
Aqueous Systems (1930 to 1975). Equilibrium, 
Enthal ht Capacity, and Entropy Data 

PB-25 76-26 7D be A04/MF A01 
PB-257 766/6GI 

Economic Analysis of Sapetnents Lead Paint 
Abatement Methods: Phase | 
PB-257 766/6GI 76-25 13C PC AO06/MF A01 


PB-257 767/4GI 


A Basic Investigation of the Extinguishability of 
Various Fabrics 


PB-257 767/4G! 76-25 13L PC A0S/MF AO1 
PB-257 768/2G! 

Materials for Fuel Cells. 

PB-257 768/2GI 76-26 10B PC A03/MF AO1 
PB-257 769/0GI 


Pian for the Development and implementation of 
Standards for Solar Heating and Cooling Applica- 


tions. 
PB-257 769/0GI 76-25 13A PC AO04/MF A01 
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PB-257 770/8GI 
Thermal Data Requirements and Performance 
Evaluation Procedures for the National Solar Heat- 
ing and oe Demonstration Program 
Pb 257 770/8G 76-25 13A PC AOS/MF AO1 
PB-257 771/6GI 


Feasibility of Establishing a Shopping Center on the 
Rosebud Indian Reservation. 
PB-257 771/6GI 76-25 5C PC A04/MF A0O1 


PB-257 772/4GI 


Changes in the Relative Economic Status of Women 
from 1960 to 1970. 
PB-257 772/4GI 


PB-257 773/2GI 
Analysis and GC-MS Characterization of Toxaphene 


in Fish and Water. 
76-26 7C PC AOQ4/MF AO1 


76-24 SK PC AO6/MF A01 


PB-257 773/2GI 


PB-257 774/0GI 

Study on Keyless Propeller. 

PB-257 774/0GI 76-25 13J PC AO2/MF AO1 
PB-257 775/7GI 

Hydrology of Lake County, Florida. 

PB-257 775/7GI 76-24 8H PC AO6/MF AO1 
PB-257 776/5GI 

Air Pollution Assessment of Nitrobenzene. 

PB-257 776/5GI 76-26 13B PC AO5S/MF AO1 
PB-257 777/3GI 


Evaluating a Low-Energy, High-Volume Pump for 

Odor Reduction from Livestock Waste Lagoons by 

Mixing. 

PB-257 777/3GI 76-25 2C PC A02/MF A01 
PB-257 778-T/GI 


a Marksmanship with Rifle and Carbine-- 
Translatio 


PB-257 778-T/GI 76-25 19F PC A14/MF AO1 
PB-257 779/9GI 

Evaluation of the Fire Performance of Carpet Un- 

derlayments. 

PB-257 779/9GI 76-25 13L PC AO04/MF A01 
PB-257 780/7GI 


Market Environment and the Supply of Physician 

Office Services 

PB-257 780/7GI 
PB-257 781/5GI 


Study of a Method of Feasible Directions for Op- 
timal Elastic Design of Framed Structures Sub- 


76-25 6E PC A05S/MF A01 


ed to Earthquake Loading, 
-257 781/5GI 76-25 13M PC A06/MF A01 
PB-257 782/3GI 


Strippable Coal Resources of Colorado. Location, 

Tonnage, and Characteristics of Coal and Overbur- 

PB-257 782/3GI 76-25 81 PC A0S/MF AO1 
PB-257 783/1GI 


A Substructure Method for Earthquake Analysis of 
Structure-Soil Interaction, 


PB-257 783/1GI 76-25 13M PC A08/MF AO1 
PB-257 784/9GI 

Mortality Patterns Among Fibrous Glass Production 

Workers. 

PB-257 784/9GI 76-25 6J PC A02/MF AO1 


PB-257 785/6GI 
Standard Test Fish Development. Part li. Chronic 
Toxicity of Guthion to the Fathead Minnow 
(Pimephales promelas Refinesque). 
PB-257 785/6GI 76-25 6T PC A03/MF AO1 
PB-257 786/4GI 
Truck Noise 1-D. Empirical Model for Predicting In- 
Service Truck Tire Noise Levels. 
PB-257 786/4GI 76-24 20A PC A04/MF AO1 
PB-257 787/2GI 
Contractual Arrangements and the Capturability of 
a in Innovation: Report of a Pilot Investiga- 


PB.257 787/2GI 76-25 5C PC AO5/MF AO1 


PB-257 788/0GI 


Acute Cardiovascular Effects of Pyrazolo-imidazole 
(NSC-51143) Following Single Bolus Intravenous In- 
jections to Anesthetized Beaglehounds. 

PB-257 788/0GI 76-25 6T PC A03/MF AO1 


PB-257 789/8GI 


llinois Industrial Energy Consumption During 1971 
and 1975. Survey Results and Estimations. 


PB-257 789/8GI 76-25 10A PC AO7/MF AO1 
PB-257 790/6GI 

Protection of Shellfish Waters. 

PB-257 790/6GI 76-25 138 PC A02/MF AO1 


PB-257 791/4GI 


Compilation of Federal, State and Local Laws Con- 
trolling Nonpoint Pollutants. An Analysis of the Law 
Affecting Agriculture, Construction, Mining and Siil- 
viculture Activity. 

PB-257 791/4GI 76-25 13B PC A22/MF A01 


PB-257 793/0GI 


Determination of Harmful Quantities and Rates of 
Penalty for —e Substances. Volume |. Ex- 
ecutive Summary. 

PB-257 793/06! 76-25 138 PC AO3/MF A011 


PB-257 794/8GI 

Determination of Harmful Quantities and Rates of 

Penalty for Hazardous Substances. Volume I. 

Technical Documentation. 

PB-257 794/8GI 76-25 13B PC A06/MF A01 
PB-257 795/5GI 

Determination of Harmful Quantities and Rates of 

Penalty for Hazardous Substances. Volume lil. Ap- 


pendices. 
PB-257 795/5G! 76-25 138 PC A16/MF AO1 


PB-257 796/3GI 
Determination of Harmful Quantities and Rates of 
Penalty for Hazardous Substances. Volume IV. 
Comparative Analysis. 
PB-257 796/3GI 76-25 13B PC A10/MF AO1 
PB-257 797/1GI 
Development of Sampling Method for Total At- 
mospheric Selenium, 
PB-257 797/1GI 76-25 138 PC AO3/MF AO1 
PB-257 798/9GI 
Sound Exposure Level versus Distance Curves for 
Civil Aircraft, 
PB-257 798/9GI 76-25 13B PC AO3/MF A01 


PB-257 799/7GI 


Collaborative Test of the TGS-ANSA Method for 
Measurement of Nitrogen ontee | in Ambient Air. 


PB-257 799/7GI 6-26 PC A06/MF A0O1 
PB-257 800/3G! 

Acute and Chronic Parathion Toxicity to Fish and 

invertebrates, 

PB-257 800/3GI 76-25 6T PC A06/MF A01 


PB-257 801/1Gi 
ae Rural Solid Waste Management Prac- 


PB? 257 801/1GI 76-25 13B PC A0S/MF A01 
PB-257 802/9GI 

National Symposium on State Environmental 

Legislation Held at Arlington, Virginia on March 15- 


18, 1972. 
PB-257 802/9GI 76-25 5D PC A07/MF AO1 
PB-257 803/7GI 


Guidelines for Development of a Quality Assurance 

Program: Volume Vii - Determination of Sulfuric 

Acid Mist and Sulfur Dioxide Emissions from Sta- 

tionary Sources. 

PB-257 803/7GI 76-25 14B PC AO06/MF A01 
PB-257 804/5GI 


Guide for Control of Government Property by Con- 


tractors. 
PB-257 804/5GI 76-25 SA PC AO02/MF A01 
PB-257 805/2GI 


National Air Data Branch Emission Data Systems 
Training Manual. 


PB-257 805/2GI 76-25 138 PC AO7/MF A01 
PB-257 806/0GI 

Air Quality Data. 1974 First Quarter Statistics. 

PB-257 806/0GI 76-25 13B PC AO6/MF A01 
PB-257 807/8Gi 

Guide for Contract Project Officers 

PB-257 807/8GI 76-25 5A PC AOS/MF AO1 
PB-257 808/6Gi 


A Manual of Laws, Regulations, and Institutions for 
Control of Ground Water Pollution. 
PB-257 808/6GI 76-25 8H PC A19/MF A0O1 


PB-257 809/4GI 


Storm Water Management Model: User’s Manual. 
Version Il. 
PB-257 809/4GI 76-25 1368 PC A16/MF A01 


PB-257 810/2GI 


The EPA 1976 Summer Employment Program for 
Youth. A Guide for Managers and Supervisors. 
PB-257 810/2GI 76-25 51 PC A02/MF A01 


PB-257 811/0GI 


Reprint: Vibrational States of the Biopolymer 
Polyglycine li: Theory and Experiment. 
PB-257 811/0GI 76-26 7D PC A02/MF A01 


PB-257 813/6GI 


Reprint: Preventive Technology: A Cure for Scien- 
tific Ms. 


PB-257 837/5GI 


PB-257 813/6GI 
PB-257 814/4G! 


inner Shell lonization as a Single Electron Process. 
PB-257 814/4GI 76-26 7D PC A02/MF A01 


PB-257 815/1GI 
Atomic Oscillator Strengths in Fusion Plasma 


Research. 

PB-257 815/1GI 76-25 18A PC AO2/MF A01 
PB-257 816/9GI 

oo of State Election Agencies and Election 


Offic 

PB-257 7816/96! 76-24 5B PC A12/MF A01 
PB-257 817/7GI 

oo The Computer Serves, the Consumer 


elishes. 
Pe. 257 817/7GI 76-25 9B PC AOQ2/MF A01 
PB-257 819/3GI 


Building Safety Research at the Nationa! Bureau of 
Standards. 
PB-257 819/3Gi 76-25 13L PC AO2/MF AO1 


PB-257 820/1Gi 
Reprint: Measurements of the Dynamic Piezoelec- 
tric Properties of Bone as a Function of Tempera- 


ture and Humidity. 
76-26 6E PC A02/MF A01 


76-25 SK PC AOQ2/MF AO1 


PB-257 820/1GI 
PB-257 821/9GI 

Reprint: The Standardization of lodine-129 by Beta- 

Photon Coincidence Counting. 

PB-257 821/9GI 76-25 18D PC AOQ2/MF AO1 
PB-257 822/7GI 

Reprint: Subcritical Viscosity Anomaly in Sodium 

Silicate Glasses 

PB-257 822/7GI 76-25 118 PC AO2/MF AO1 
PB-257 823/5GI 

Reprint: Excitation of the Ba and aon Resonance 

Lines by Electron impact on Ba Atom 


PB-257 823/5GI 76-25 7D "PC A02/MF AO1 
PB-257 824/3Gi 
ee Parabolic Oxidation of Metals’ in 
neous Electric Fields. 
Pez 257 824/3GI 76-25 11F PC AQ3/MF AO1 
PB-257 825/0GI 


Reprint: Excitation of the 4.3-micrometer Bands of 
CO2 by Low-Energy Electrons. 


PB-257 825/0GI 76-25 7D PC A02/MF A01 
PB-257 826/8GI 

A Predictive Response Time Monitor for Computer 

Networks. 

PB-257 826/8GI 76-25 9B PC A0Q2/MF A01 
PB-257 827/6Gi 

Calibration of Detectors for Argon-41. 

PB-257 827/6GI 76-25 18H PC A02/MF AO1 
PB-257 829/2Gi 

Reprint: Mossbauer Spectrometry. 

PB-257 829/2GI 76-26 148 PC A02/MF AO1 
PB-257 830/0GI 

Reprint: Theory of Two-Photon lonization of Cesi- 

um. 

PB-257 830/0GI 76-26 7E PC A02/MF A01 
PB-257 831/8Gi 


Materials Properties a apeeary aon Lee. gy Pro- 


ies, Phase pam y Si 
Pees 257 831/8GI "8" Pe Aga/ME A011 


PB-257 832/6GI 
Reprint: A Rapid Wire-Loop Method for Determina- 
tion of Lead in Paint by Atomic Absorption Spec- 


trometry. 
PB-257 832/6GI 76-26 7B PC A0Q2/MF A01 
PB-257 833/4GI 


S (sup) 3 Solid State Proton Experiment. Part li. 
Mean Energy of a Finite aay Passband 
PB-257 833/4GI 76-24 18D PC AOS/MF A01 


PB-257 834/2GI 
National Policies for pao Processing: Situa- 


tion in the United Sta 
PB-257 834/2GI 6-25 9B PC A02/MF A011 
PB-257 835/9GI 


Pilot Investigations Into the Effect of Glare on 

Psychomotor Performance. 

PB-257 835/9GI 76-25 SJ PC AO2/MF AO1 
PB-257 836/7GI 

An investigation of Certain Design Parameters of 

the Mushroom Apparel Flammability Tester. 


PB-257 836/7GI 76-25 13L PC AO6/MF A011 
PB-257 837/5GI 

Fire Research Publications, 1975. 

PB-257 837/5GI 76-25 13 PC AOQ2/MF AO1 
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PB-257 838/3GI 


Feasibility Study of the Use of Resonance Scatter- 
ing for the Remote Detection of SO2. 


-257 838/3GI 76-26 7D PC A04/MF AO1 
PB-257 839/1G! 
Multivariate Analysis of Georgia Coastal Plain 
Groundwaters. 
PB-257 839/1GI 76-25 8H PC AOS/MF AO1 
PB-257 840/9GI 


impact of Hurricane Tidal Surges on Subsequent 

— Use Changes and Water Resources Realioca 

PB. 257 840/9GI 76-25 13B PC AO04/MF A01 
PB-257 841/7GI 

Effect of Wet-Air Oxidation on the Chemical Com- 


position of Sewage Siudges. 
PB-257 841/7GI 76-25 13B PC AQ2/MF A0O1 
PB-257 842/5GI 


Utilization of Clear Water Sewage Effluent in 


Mineral Processing. 

PB-257 842/5GI 76-25 138 PC AO03/MF A01 
PB-257 843/3GI 

An Historical Perspective of Nutrient inputs and 

Trophic States as Deduced from Cayuga Lake Sedi- 

ments. 

PB-257 843/3GI 76-26 8H PC AQ2/MF A0O1 
PB-257 844/1GI 

impact of a Mainstream impoundment on the Fish 


Fauna of Big Walnut Creek, A Scioto River Tributary 

in Central Ohio 

PB-257 844/1Gi 76-25 13B PC A0S/MF A01 
PB-257 845/8Gi 

Fabrication of implantable Artificial Heart Devices 

and Components. 

PB-257 845/8GI 76-25 6. PC AO3/MF A01 
PB-257 846/6GI 


Microfiber Materials for Growth of intimal Linings in 


Circulatory Assist Devices 
PB-257 846/6GI 76-25 6L PC A0Q2/MF AO1 
PB-257 847/4GI 


Technical Manual for the Measurement of oom 


Emissions: Roof Monitor Sampling Method for 

dustrial Fugitive Emissions 

PB-257 847/4GI 7625 13B PC AO04/MF A01 
PB-257 848/2GI 


Technical Manual for the Measurement of Fugitive 
Em : Quasi-Stack Sampling Method for in- 
dustrial Fugitive Emissions. 

PB-257 848/2Gi 76-25 


PB-257 849/0GI 


Preliminary Emissions Assessment of Conventional 
Stationary Combustion Systems. Volume Iil, 
PB-257 849/0GI 76-25 13B PC A04/MF AO1 


PB-257 850/8G!I 
1ERL-RTP Procedures Manual: Level 1. Environ- 


mental Assessment 
PB-257 850/8GI 


1368 PC A04/MF A01 


76-25 13B PC A0O7/MF A01 

PB-257 851/6GI 

Day Care Youth Helper Pr 

PB-257 851/6GI 76- 4 a PC A0S/MF A01 
PB-257 852/4GI 

The Legal Aspects of Contract Parole, 

PB-257 852/4Gi 76-25 5K PC A06/MF A01 
PB-257 853/2GI 

Mining and Mineral Operations in the Pacific States. 

A Visitor Guide. 

PB-257 853/2GI 76-25 8! PC AOS/MF A01 
PB-257 854/0GI 

The Use of Abstract Data Types to Simplify Program 

Modifications. 

PB-257 854/0GI 76-25 98 PC A02/MF A01 
PB-257 855/7GI 

Low Temperature Thermal Behavior of Glassy 

Polymers. 

PB-257 855/7GI 76-25 7D Not available NTIS 
PB-257 856/5GI 

Photonuclear React 

PB-257 856/5G! 76-2 25 20H Not available NTIS 
PB-257 857/3GI 


Measuring Service Delivered in interactive Comput- 


ing. 
PB-257 857/3Gi 76-25 9B Not available NTIS 
PB-257 858-T/GI ° 


The Poppy. its Classification and importance as an 
Crop (Mak: Ego Klassifikatsiya i 
Seoshania, kak Maslichnoi Kultury)-- Translation. 


PB-257 858-T/GI 76-24 6C PC A10/MF A01 
PB-257 859/9Gi 

Education Abstracts, Burma--Translation 

PB-257 859/9G! 76-25 5i PC AO4/MF A01 
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PB-257 860/7GI 


Development of improved Materials for Extraoral 
Maxillofacial Prosthesis. 
PB-257 860/7GI 76-25 6i PO AO3/MF AO1 


PB-257 861/5 


Method of Preparing Feed Grain Compositions. 
PATENT-3 968 254 76-25 2C Not available NTIS 


PB-257 862/3 


Method for Insolubilizing Enzymes on Chitosan. 
PAT-APPL-706 980/Gi 76-25 7C PC A0Q2/MF A01 


PB-257 863/1 


Highly Absorbent Polymeric Compositions Derived 
from Flour. 
PAT-APPL-708 792/G! 76-24 7C PC AQ2/MF A01 


PB-257 864/9 


Wood ge yey Dryer. 
PAT-APPL-705 230/GI 
76-24 11L PC AQ2/MF AO1 


PB-257 866/4GI 


at Evaluation of Compound. FDA 75-10. 
93-0, Triethy! Citrate, FCC. 
PB-257 866/4GI 76-24 6H PC AQ3/MF A01 


PB-257 867/2GI 


Mutagenic Evaluation of Compound. FDA 75-19. 
MX8012-21-3, Lactic Acid USP. 
PB-257 867/2GI 76-24 6H PC A03/MF A0O1 


PB-257 868/0GI 
sotegenle Evaluation of a FDA 71-56. 


> ho 1 seas hs yd 
PB-257 6-24 6H PC AQ3/MF A01 
PB-257 eee 
Mutagenic Evaluation of Compound. FDA 75-32. 
001319-95-5, Glyceryl Monostearate. 
PB-257 869/8GI 76-24 6H PC AOQ3/MF AO1 
PB-257 870/6GI 
an Evaluation of Compound. FDA 71-70. 
7-14-5, Sodium Chloride Reagent, ACS. 
PB-257 870/6GI 76-24 6H PC AO4/MF AO1 
PB-257 871/4GI 


ae Evaluation of Compound. FDA 75-40. 
76-1, Triacetin, (Kressco). 


PB-257 871/4GI 76-24 6H PC AO3/MF AO1 
ae 872/2GI 
nic Evaluation of Sempeune. FDA 75-38. 
0008 4-07-2, Caprylic Acid, 98% 
PB-257 872/2GI 76-24 6H PC AO3/MF AO1 


PB-257 873/0GI 
Mut ic Evaluation of Compound. FDA 75-29. 
007776-28-5, Caicium P e. 
PB-257 873/0GI 76-24 6H PC AO3/MF AO1 
tre 874/8GI 


Mutagenic Evaluation of Compound. FDA 75-35. 
000111-17-1, Thiodiproponic Acid 99.7%. 
PB-257 874/8G! 76-24 6H PC A03/MF A01 


PB-257 875/5GI 


ew Evaluation of Compounds. FDA 75-33. 
-0, Magnesium Stearate. 
PB-257 875/5GI 76-24 6H PC A03/MF A01 


PB-257 876/3GI 


Mu nic a of Compound. FDA 75-36. 
1086-44 


-3, Fer whit <r og 
PB-257 876/361 6-24 6H PC AO03/MF AO1 


PB-257 877/1GI 
Mut ic Evaluation of Compounds. FDA 75-20. 
000814-80-2, Caicium Lactate, USP. 
PB-257 877/1GI 76-24 6H PC AOQ3/MF A0O1 
PB-257 878/9GI 


Mu ic Evaluation of Compound. FDA 75-15. 
38-0, Manganese Acetate. 
PB-257 878/9GI 76-24 6H PC A03/MF A01 
PB-257 879/7GI 


Mu ic Evaluation of anes gy FDA 75-30. 
007758-87-4, Tricaicium Phosphate, NF, FCC. 
PB-257 879/7GI 76-24 6H PC A03/MF A0O1 


PB-257 880/5GI 


Mu ic Evaluation of Compound. FDA 75-14. 
001314-13-2, Zinc Oxide USP. 
PB-257 880/5G! 76-24 6H PC AQ3/MF AO1 


PB-257 881/3GI 
Reprint: Avogadro Constant--Corrections to an 
rt. 


Earlier 
PB-257 881/3GI 76-25 148 PC AQ2/MF AO1 
PB-257 882/1GI 


Reprint: Tchebycheff-Derivative Approximations to 
Photoabsorption Cross Sections in Atoms and Ions. 


PB-257 882/1GI 76-26 7D PC AQ2/MF AO1 
PB-257 884/7Gi 

Development of Flame Retardants for 

Polyester/Cotton Biends. 





PB-257 884/7GI 76-25 11E PC A20/MF Aoi 
PB-257 885/4Gi 

Annotated ror aemy oe phy of the Literature on 

Resource Sharing —— Networks. 

PB-257 885/4GI 98 PC AOS/MF Aoi 
PB-257 886/2Gi 

Oil Spill and Oil Pollution Reports, November 1975 - 

January 1 

PB-257 886/2G! 76-25 138 PC A16/MF Aoi 
PB-257 888/8GI 

implanted Energy Conversion System. 

PB-257 888/8GI 76-25 6. PC A12/MF A01 
PB-257 889/6Gi 


Field Evaluation of Red Jacket Vapor Control 


-257 889/6GI 76-25 13B. PC AO4/MF AO1 
PB-257 890/4G!I 


State Implementation Pian Emission Regulations for 
Particulate Matter: Fuel Combustion 


PB-257 890/4GI 76-25 13B PC AOS/MF AO1 
PB-257 891/2G! 

Reaction Kinetics of Ozone with Sulfur Compounds. 

PB-257 891/2GI 76-26 7C PC AO04/MF A01 
PB-257 892/0GI 


Guideline for Public Reporting of Daily Air Quality: 

Pollutant Standards index (PS PSH. 

PB-257 892/0GI 16.25 1368 PC A03/MF AO1 
PB-257 893/8GI 

Atmospheric Dispersion Parameters in Gaussian 

Plume Modeling. Part |. Review - Current Systems 

and Possible Future Developmen 

PB-257 893/8G! 76-25 <A PC A04/MF A01 
PB-257 894/6GI 

Summary of ASAP Results for lication to State 

and Local Programs. Volume |. ASAP Findings. 

PB-257 894/6GI 76-26 13L PC AO6/MF A01 


PB-257 895/3GI 


Summary of ASAP Results for Application to State 
and Local Programs. Volume lil. Training Guide In- 


structor’s Manual. 
PB-257 895/3GI 76-26 13 PC AO6/MF A011 


PB-257 896/1GI 


Transcript of the Meeting Proceedings (21st) of Na- 
tional Commission for the Protection of Human 
Subjects of Biomedical and Behavioral Research, 
Held at Bethesda, Maryland, on August 6-7, 1976. 

PB-257 896/1GI 76-24 6E PC A13/MF A01 


PB-257 897/9GI 


Series in Applied Mathematics: Time-Dependent 
Response of a Large Variable Depth Basin to a 
Suddenly imposed Wind Stress. 


PB-257 897/9GI 76-25 8H PC AO2/MF AO1 
PB-257 898/7Gi 

Economic Structure of the Florida Shrimp 

Processing Industry, 

PB-257 898/7GI 76-24 5C PC AO4/MF AO1 
PB-257 899/5GI 

—oatene ~ oe Natural Areas Study. Volume 1: 

PB. 257 999/56) 76-24 13B PC AO06/MF A01 
PB-257 900/1Gi 


Proceedings of the Conference on Salmon Aquacul- 
ture and the Alaskan Fishing rene A Held at 
Cordova, Alaska on January 9, 10 and 11, 1976 

PB-257 900/1Gi 76-24 6C PC A13/MF A01 


PB-257 901/9GI 
Evaluation of the National institute for Occupational 
Safety and Health Training Grant Program. Volume 


|. Executive Summary, 
PB-257 901/9GI 76-26 6J PC AOQ2/MF AO1 


PB-257 902/7GI 


Evaluation of the National Institute for Occupational 
Safety and Heaith Training Grant Prag. Volume 
ll. Body of Report and Appendixes 


PB-257 902/7GI 76-25 6) PC AO7/MF A01 
PB-257 904/3GI" 

Diaphr m Action of Aasomibtieg C-shaped P 

PB-257 76- 13M PC AOT/ME. aot 
PB-257 brcencg 


industrial Sound Level Meter Scale of the Indicating 
est, 


instrument T: 
PB-257 905/0GI 76-26 148 PC A0Q2/MF A01 
PB-257 906/8GI 
Strength and Ductility Evaluation of Existing Low- 
a a Concrete Buildings--Screening 
Pe. 087 906/8G! 76-25 13M PC A11/MF AO1 
PB-257 907/6Gi P 
Coupled Lateral Torsional Response of Buildings to 


Ground Shaking, : 





DS, 
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PB-257 907/6GI 76-25 13M PC A0S/MF A01 
PB-257 908/4GI 


A Comparative Assessment of Contemporary 
Procedures to Determine Housing Need. 


PB-257 908/4GI 76-26 5K PC AO8B/MF AO1 
PB-257 909/2G! 

Further Development of a Computer Simulation to 

Predict the gana Distance Provided by 

Headlamp Beams. 

PB-257 909/261 76-26 13F PC A04/MF A01 
PB-257 910/0GI 


investigation of Selected Potential Environmental 
Contaminants: Haloalky! Phosphates 


PB-257 910/0GI 6-25 13B “PC A10/MF A01 
PB-257 911/8GI 

Environmental Assessment Perspectives 

PB-257 911/8GI 76-25 138 PC. A11/MF A01 
PB-257 912/6GI 


Evaluation of Selected Methods for Chemical and 

Biological Testing of Industrial Particulate Emis- 

sions. 

PB-257 912/6GI 76-26 7D PC AOS/MF A01 
PB-257 913/4Gi 

Union Oil Company of California, Tank Truck and 

Full Trailer Overturn and Fire, Seattle, Washington, 

December 4, 1975. 

PB-257 913/4GI 76-26 13F PC A02/MF A01 
PB-257 914/2Gi 


Development of Methods for Forecasting the Na- 


tional Industrial Demand for Energy. 

PB-257 914/2GI 76-25 10A PC AO06/MF A0O1 
PB-257 915/9GI 

Education in Coe and Water Resources in the 

United States, 1965-1974. An Overview with Recom- 

mendations. 

PB-257 915/9GI 76-24 51 PC AOS/MF A01 
PB-257 916/7GI 


Clinical Education in the Health Professions: An An- 
notated Bibliography on Clinical Education Sites, 
Faculty Development, Clinical Education Process, 
Educational Evaluation, and Financial Matters 

PB-257 916/7GI 76-25 6E PC A12/MF A01 


PB-257 917/SGI 


Clinical Education in Physical Therapy: Present 
Status/Future Needs. Final Report of the Project on 
Clinical Education in Physical Therapy, with Con- 
clusions and Recommendations on Clinical Educa- 
tion Sites, Faculty Development, and the Processes 
of Clinical Education and Clinical Education 


Evaluation. 

PB-257 917/5GI 76-25 6E PC A21/MF A01 
PB-257 918/3GI 

Automated Electrocardiography in the United 

PB-257 918/3GI 76-25 6E PC A07/MF AO1 
PB-257 919/1GI 

Steady Thermocapillary Convection Cells in Liquid 

PB_257 919/1GI 76-25 20M PC AO2/MF AO1 
PB-257 921/7GI 


Reprint: The Development of a Clinical Reference 

Method for Glucose in Serum. 

PB-257 921/7GI 76-26 6A PC A02/MF AO1 
PB-257 922/5Gi 


Analysis of microg —s (ppb) Level Hydrocarbons 
in intertidal Zone Sediments and Water by Gas 


Chromatography-Mass Spectrometry. 
PB-257 922/5GI 76-25 13B PC A02/MF A01 
PB-257 923/3Gi 


Reprint: The Measurement of Environmental Levels 
of Rare Gas Nuclides and the Treatment of Very 
Low-Level Counting Data. 

PB-257 923/3GI 76-25 18H PC A02/MF A01 


PB-257 924/1GI 


Reprint: The Elastic Constants of a Particulate- 
Filled Glassy Polymer: Comparison of Experimental 
Values with Theoretical Predictions. 


PB-257 924/1GI 76-25 11D PC AOQ2/MF A01 
PB-257 927/4GI 
int: Crystallization from a Strained Melt or 
PB-257 927/4G! 76-26 7C PC A02/MF AO1 
PB-257 930/8G! 
Polymer-impregnated Concretes. 
PB-257 930/8G! 76-25 13C PC A02/MF AO1 
PB-257 931/6GI 
Pest ‘eat ea 7 een aA PCF Ag2/MF A01 
PB-257 934/0GI 
Reprint: Chemorheology and the Mechanical 


Behavior of Vulcanized Rubbers. 


PB-257 934/0GI 76-26 11J PC A02/MF A01 
PB-257 935/7Gi 

Reprint: ae my | of High Speed Plasma Chro- 

matography with Gas Chromatography. 

PB-257 935/7GI 76-26 14B PC A02/MF A01 
PB-257 936/5GI 

Monitoring Groundwater Quality: Illustrative Exam- 

PB-257 936/5GI 76-25 13B PC AOS/MF A01 
PB-257 937/3Gi 


CSU-FDA Collaborative Radiological Health Labora- 
1975, 


tory Annual Report, 
PB-257 937/3GI 76-25 6R PC AOB/MF AO1 
PB-257 938/1Gi 


Advanced Prototype Direct Reading Instrument for 
Particulate Mass Measurement. 
PB-257 938/1GI 76-25 138 PC AO08/MF A01 


PB-257 939/9GI 


Medical Subject Headings: Tree Annotations 1977. 
MEDLARS Indexing instructions. 
PB-257 939/9GI 76-24 5B PC A06/MF A0O1 


PB-257 940/7GI 
Police Management Training on Factors Influencing 
— Arrests: Training State and Community Instruc- 
PB-257 940/7GI 76-25 5! PC AOS/MF A01 
PB-257 941/5Gi 


Experiments in Guideway - Levitation Vehicle In- 

teraction a aes. 

PB-257 941/5GI 76-25 13F PC AOS/MF AO1 
PB-257 Asie 


Passenger nl Braking Performance. Volume |. 
Summary Repo 


PB-257 o/sGl_ --76-26 13F PC AO3/MF AO1 
PB-257 944/9Gi 
Report on = of Reimbursement for Long- 
Toon Care (L ~eaen Volume |: Analysis and 
Recommendatio 
PB-257 944/9GI 76-25 6E PC A06/MF A01 
PB-257 945/6GI 
Report on Systems of Reimbursement for Long- 
Term Care (LTC) Services. Volume Ii: Proceedings 
of Conferences. 
PB-257 945/6GI 76-25 6E PC A11/MF AO1 
PB-257 946/4GI 


Report on Systems of Reimbursement for Long- 

— Care (LTC) Services. Volume Iti: Background 

Pe. 257 946/4G! 76-25 6E& PC A10/MF A01 
PB-257 947/2Gi 


Carbon Disulfide, Carbonyl! om Literature 
Review and Environmental Assessmen 
PB-257 947/2GI 76-26 138 eC A04/MF A01 


PB-257 948/0GI 


Evaluation and Collaborative Study of Method for 
Visual Determination of Opacity of Emissions from 
Stationary Sources 


PB-257 948/0GI 76-25 13B PC A04/MF A01 
PB-257 949/8Gi 

The Cost of Clean Air. 

PB-257 949/8G! 76-25 13B PC A0S/MF A01 
PB-257 950/6G! 


Tomano Oil Spill in Casco Bay: Environmental Ef- 
fects and Cleanup Operations. 
PB-257 950/6G! 76-26 13B PC A13/MF A01 
PB-257 951/4Gi 
Hazardous Wastes: A Risk-Benefit Framework Ap- 
lied to Cadmium and Asbestos 
B-257 951/4GI 76-25 138 PC A12/MF AO1 
PB-257 952/2Gi 
ne oes Surveillance Studies at the Oyster 
Cree R Nuclear Generating Station, 
PB- 87 982/20) 76-25 18H PC AO9/MF A01 
PB-257 953/0Gi 


Analysis of the impact of Delaying Compliance with 
1977 Water Quality Standards 


PB-257 953/0GI 76-24 13B PC A10/MF AO1 
PB-257 954/8Gi 

Air Pollution Meteorology. 

PB-257 954/8GI 76-25 138 PC A14/MF AO1 
PB-257 955/5Gi 

Optimization of Office Paper Recovery yr 

PB-257 955/5GI 76-26 13B PC AOS/MF AO1 
PB-257 956/3GI 


Compilation and Critique of information Pertaining 
to Potential Severe Accidents at a Large LMFBR. 
PB-257 956/3GI 76-25 18! A99/MF AO1 


PB-257 957/1GI 
Fish Kills Caused by Pollution in 1972. 








PB-257 980/3GI 


PB-257 957/1Gi 76-25 138 PC A03/MF AO} 
PB-257 958/9GI 
Computer Assisted Area Source Emissions Gridding 


Procedure (CAASE) User's Manual. 
PB-257 958/9Gi 76-25 138 PC AQS/MF AO1 
PB-257 959/7Gi 
Groundwater Pollution in Europe - A Conference 
way § 
PB-257 /7GI 76-25 138 PC A0S/MF AO01 
PB-257 960/5GI 


Effects of Heated Discharges from Gulf Power on 
the Temperature Regime and Biota of the Lower 
Escambia River. 


PB-257 960/5GI 76-25 138 PC AO04/MF AO1 
PB-257 961/3GI 

Environmental impacts of Packaging, 

PB-257 961/3GI 76-25 1 PC A02/MF A01 
PB-257 962/1Gi 

School Water Supply Fluoridation, 

PB-257 962/1GI 76-25 1368 PC A02/MF AO1 


PB-257 963/9GI 


implementation Pian Review for Mississippi 
Required by the Energy Supply and Environmental 
Coordination Act 


PB-257 963/9GI 76-25 138 PC A02/MF A01 
PB-257 964/7GI 

Combustion, Boiler, and Utility Glossary, 

PB-257 964/7GI 76-25 5B PC A04/MF A01 
PB-257 965/4GI 

Fish Kills Caused by Pollution in 1973. 

PB-257 965/4GI 76-25 138 PC A03/MF A01 
PB-257 966/2Gi 


A Health Facilities Plan for Northwest Tennessee. 


PB-257 966/2GI! 76-26 6E PC A04/MF AO1 
PB-257 967/0GI 

Mass Emissions from Diesel Trucks Operated Over 

a Road Course. 

PB-257 967/0GI 76-25 138 PC A20/MF AO1 
PB-257 968/8G! : 


Growth Responses of —— Fed Microbial Protein 

Produced from Organic Was 

PB-257 968/8GI 625" 2E PC AO03/MF AO1 
PB-257 969/6GI 


Evaluation of a Compartmentalized Refuse Collec- 
tion Vehicle for Separate Newspaper Collection. 
PB-257 969/6GI 76-24 138 PC AOS/MF AO1 


PB-257 970/4GI 


Development of Representative Driving Patterns at 
Various Average Route Speeds. 
PB-257 970/4GI 76-25 13B PC AOS/MF A0O1 


PB-257 971/2Gi 


Bankhead Lake and Holt Lock and Dam, Walker 
and Tuscaloosa Counties, Alabama. 
PB-257 971/2GI 76-25 138 PC AOS/MF A01 


PB-257 9$72/0GI 


Guntersville Reservoir, Marshall and Johnson Coun- 
ties, Alabama. 
PB-257 972/0GI 76-25 138 PC AOQS/MF AO1 


Bree 973/8GI 
iss Reservoir, Cherokee County, Alabama and 


Flovd County, Georgia. 
PB-257 9 73/661 76-25 13B PC A04/MF AO1 


PB-257 974/6GI 


Lake ores. Jefferson and Sheiby Counties, 
Alabam 
PB-257 ‘974/66! 76-25 138 PC A03/MF AO1 


PB-257 975/3GI 
Standards Support and Environmental impact 
Statement Volume 1: oe Standards of Per- 
ae for Petroleum Refinery Sulfur Recovery 
nts. 
PB-257 975/3GI 76-25 138 PC A0S/MF AO1 
PB-257 977/9GI 
Design, Fabricate, and Demonstrate an Instrument 


for Assaying Benzo(a)Pyrene (BaP), 
PB-257 977/9GI 76-26 148 PC A03/MF AO1 


PB-257 978/7Gi 
Analysis of Blood, Hair, Urine, and Dust Samples for 


is, 
PB-257 978/7GI 76-25 6T PC A06/MF A01 


PB-257 979/5GI 
Wilson Lake, Lauderdale, Colbert, Lawrence Coun- 


ties, Ala 

PB-257 979/5G! 76-25 138 PC AO3/MF AO1 
PB-257 980/3GI 

Martin Lake, Elmore and Tallapoosa Counties, 

Alabama. 

PB-257 980/3GI 76-25 138 PC A04/MF A011 
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PB-257 981/1GI 
Public Behavior and Attitudes in Response to Re- 


cowe Hazardous Drinking Water. A Feasibility 
tudy. 

PB-257 981/1Gi 76-25 6F PC AO4/MF AO1 
PB-257 982/9GI 


California Cooperative Oceanic Fisheries Investiga- 
tions Hydrographic Data Report, Monterey Bay, 
January to December 1975. 

PB-257 982/9G! 76-24 6C PC AO08/MF A01 


PB-257 983/7GI 


An Evaluation of Artificial Reefs Constructed from 
Unit Shelters Designed for the American Lobster. 
PB-257 983/7GI 76-24 6C PC AO3/MF A0O1 


PB-257 984/5GI 
A Study of Lobster ‘V’ Notching Pathology and Mor- 
tali 


PB-257 984/5G! 76-24 6C PC A02/MF A01 


PB-257 985/2GI 
Continuing Survey of Maritime Aerosols 


PB-257 985/2GI 76-24 4A PC AOS/MF AO1 
PB-257 986/0G! 

High Resolution Spectroscopy of the N2(+ ) 
Molecule 

PB-257 986/0G! 76-24 7D PC AOQ2/MF AO1 
PB-257 987/8GI 


Marine Flora and Fauna of the Northeastern United 
States. Tardigrada. 


PB-257 987/ 76-25 8A PC AO3/MF AO1 
PB-257 988/6G! 

Bodysurfing Safety. 

PB-257 988/6G! 76-25 13L PC A02/MF AO1 
PB-257 989/4GI 


Delaware's Small Bay Resources. A Review of Infor- 
mation Relevant to Management of the Resources 
of Rehoboth, indian River, and Little Assawoman 


Bays. 

PB-257 989/4GI 76-24 138 PC A0S/MF A0O1 
PB-257 990/2GI ; 

The Geological Structure of the Shorelines of 

Delaware. 

PB-257 990/2Gi 76-24 8G PC A06/MF A01 
PB-257 991/0GI 


Oyster Growth and Nutrient Nitrogen Cost in 
Bivaive Molluscan Mariculture. 

PB-257 991/0GI 76-24 6C PC AO02/MF A01 
PB-257 992/8GI 


Engineering Aspects of Bivaive Molluscan Maricul- 
ture: Culture System Configurations 


PB-257 992/8GI 76-24 6C PC A02/MF A01 
PB-257 993/6G! 

Shelifish Market Review and Outlook. 

PB-257 993/6GI 76-24 6C PC A04/MF A01 
PB-257 994/4GI 

Manned Undersea Science and Technology Fiscal 

Year 1975 Report 

PB-257 994/4GI 76-24 6K PC AO04/MF AO1 
PB-258 001/7GI 


The impact of Government pongo Programs. in 


General, and on Minorities and Wom 
PB-258 001/7GI 76-26 5iI PC ‘A23/MF A01 
PB-258 002/5G!I 


Development of improved Materials for Extraoral 
Maxillofacial Pros ; 

PB-258 002/5GI 76-25 6L PC AOQ3/MF AO1 
PB-258 003/3GI 

Cracking and Leakage Characteristics of Ferroce- 


ment Water Tanks. 
PB-258 003/3GI 76-26 13D PC A04/MF A011 


PB-258 004/1GI 


Analysis of Problems in the Application of Radar 
Sensors to Automotive Collision Prevention. Phase 
ii, Volume |. 


PB-258 004/1GI 76-26 13F PC A03/MF A01 
PB-258 005/8G! 

Fabrication and Characterization of Grafted 

Hydroge! Coatings Prepared by Active-Hydrogen 

Techniques for Heart-Assist Devices 

PB-258 005/8G! 76-26 6L PC AO3/MF AO1 


PB-258 006/6G! “ 


Development and Mechanica! Characterization of 
Anisotropic Potymeric Biomaterials. 


PB-258 006/6G! 76-26 6. PC AOQ3/MF AO1 
PB-258 007/4Gi 

Standards so dl and Environmental impact 

Statement. Volume 1: Proposed Standards of Per- 

formance for Kraft Pulp Mills. 

PB-258 007/4Gi 76-26 138 PC A17/MF A0O1 
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Molecular Dynamical Calculations of the Thermal 
Diffusivity of a Perfect Lattice. 
PB-258 009/0GI 76-25 201 PC AO02/MF A0O1 


PB-258 011/6GI 
Reprint: Piezoelectricity, Pyroelectricity and Elec- 


trostriction in Polymers. 
PB-258 011/6GI 76-26 7D PC A02/MF AO1 
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PB-258 377/1GI 76-26 13. PC A03/MF A01 
PB-258 378/9GI f 


A Model for Predicting eas Fire Company 
Travel Times 





ewer 












PB-258 378/9GI 76-26 13L PC AO3/MF AO1 


PB-258 379/7GI 


BART impact Program: Analysis of Pre-BART Urban 
tial Environment Survey. 


PB-258 379/7GI 76-26 13F PC A04/MF AO1 
PB-258 383/9GI 

Labor Market Considerations in Economic Develop- 

ment Planning. 

PB-258 383/ 76-26 5C PC AO3/MF A01 
PB-258 385/4GI 


Standard Technical Specifications for General Elec- 
tric Boiling Water Reactors. 
PB-258 385/4GI 76-25 181 PC A14/MF A01 


PB-258 386/2GI 


Family Decisionmaking Over the Life Cycle: Some 
implications for Estimating the Effects of Income 
Maintenance Programs. 


PB-258 386/2GI 76-26 5C PC A04/MF A01 
PB-258 387/0GI 

Neer | Synthetic Rutile from Ilimenite by 

Pyrometallurgy. Pilot-Plant Studies and Economic 

Evaluation. 

PB-258 387/0GI 76-25 11F PC AOQ3/MF AO1 
PB-258 388/8 


Process a4 by Production and Germination of En- 


en Resting Spores 
PAT- L-681 962/GI 76-26 6F PC A02/MF A01 
PB-258 390/4 
Vaccine for Foot and Mouth Disease. 
PAT-APPL-721 644/G 
76-26 6M PC AO02/MF A01 
PB-258 391/2 


Dialysis Regenerating System Using Automatic 
Feedback Control System and Controlled Ultrafiltra- 


tion. 
PAT-APPL-704 687/G! 76-26 6L PC A02/MF AO1 
PB-258 392/0 


Additive Composition for Making Dental Materials. 
PAT-APPL-699 202/G! 76-26 6L PC A02/MF A01 


PB-258 393/8 


Removal of Heavy Metal lons from Aqueous Solu- 
tions with Insoluble Cross-Linked-Star¢h-Xanthates. 
PATENT-3 979 286 76-26 7C Not available NTIS 


PB-258 394/6 


eer coe Graft Polymers repavees oo an Out- 
y ty Polymerization P 
PATE 3 976 552 76- 7E Not available NTIS 


PB-258 395/3 

Blink-Operated Extracorporeal Tear Duct. 

PATENT-3 976072 76-26 6E Not available NTIS 
PB-258 396/1 


A ry of High-Consistency Tomato Products. 
PATENT-3 976 805 76-26 6H Not available NTIS 


PB-258 397/9 


Additive Composition for Making Dental Materials. 
PATENT-3 973970 76-26 6L Not available NTIS 


PB-258 398/7 


Animal Semen Preparations of Increased Fertility. 
PATENT-3 718 740 76-26 2E Not available NTIS 


PB-258 400/1Gi 
Second Homes in Great Britain. Some Comparisons 
with the United States. 
PB-258 400/1GI 76-25 5K PC A07/MF A01 
PB-258 401/9GI 
Evaluation of Sewage Treatment Facilities, San 
Francisco, California, September 1975. 


PB-258 401/9GI 76-25 138 PC AO7/MF AO1 
PB-258 402/7GI 

Manual of Individual Water Supply Systems. 

PB-258 402/7GI 76-25 13B PC A08/MF A01 
PB-258 403/5GI 

Manual of Individual Water Supply System 

PB-258 403/5G! 76-25 138 raat A08/MF A01 
PB-258 404/3G! : 


industrial Waste Sources Inventory and Evaluation, 
Dade yon® conan. 


PB-258 404/3G 76-25 138 PC A03/MF A01 
PB-258 407/6GI 
: FY 1972 State Programs. 
-258 407/6GI 76-25 13B PC AO7/MF A01 
PB-258 408/4GI 


a uaton of Salinity Created by irrigation Return 


PB. 288 408/4GI 76-25 2C PC AO7/MF A01 
PB-258 410/0GI 


oo hg Training Institute Curriculum Descrip- 
Recommendations. Volume li. Curriculum 
suaomene 


PB-258 410/0GI 76-25 5i PC AQS/MF A01 
PB-258 412/6GI 

ene Effects of Schuylkill Oil Spill ll, June 

PB-258 412/6GI 76-25 138 PC A10/MF AO1 
PB-258 415/9GI 

+ vate Analysis a a Phosphorus Removal 

Stra = mies Mode 

PB-2 16-25 13B PC A0QS/MF A01 


PB-258 sina 
Questions and Answers from EPA's Second Na- 
tional Citizens’ Briefing. 
PB-258 416/7GI 76-25 13B PC AO2/MF A0O1 
PB-258 417/5GI 
The Clean Air Act and Transportation Controls. An 
EPA White Paper, 
PB-258 417/5GI 76-25 138 PC AQ3/MF AO1 
PB-258 418/3GI 
Control of Erosion and Sediment Deposition from 
Construction of a -— » Development, 


PB-258 418/3GI 38 PC AO04/MF AO1 
PB-258 419/1Gi 
al Assay Procedure Bottle Test. 
-258 419/1GI 76-25 138 PC AOS/MF AO1 
PB-258 420/9Gi 
Automotive Gas Turbine Economic Analysis. 
PB-258 420/9GIi 76-26 21E PC A0S/MF A01 


PB-258 421/7Gi 
Development of a Unitized Schoo! Bus. Volume iil. 


ea. 
-258 421/7GI 76-26 13F PC A10/MF AO1 
PB-258 422/5Gi 
A Microprocessor-Controlled Manual Ent regia. 
PB-258 422/5GI 76-25 9B PC /MF AO1 
PB-258 423/3GI 
Radiosonde Frangibility Test (Radiosonde impact to 
Aircraft). 
PB-258 423/3GI 76-25 4A PC AOS/MF AO1 
PB-258 424/1Gi 


Estimation of Outgoing Longwave and Shortwave 
Radiation from Meteorological Variables Accessible 
from Numerical Models, 


PB-258 424/1GI 76-25 4B PC A04/MF A01 

PB-258 425/8Gi 

oa of Harbors and Ponds of Martha's 
ineyard 

PB-258 425/8GI 76-24 5D PC A04/MF AO1 


PB-258 426/6GI 
Recreational Adequacy of Beach Activity and Com- 
parative Regulating influences. 
PB-258 426/6GI 76-25 5K PC A03/MF A01 
PB-258 427/4GI 


Water Available for Runoff for 4 to 15 Days Duration 
in the: Snake River Basin in idaho, 


PB-258 427/4GI 76-25 8H PC A03/MF A01 
PB-258 428/2GI 

Fe Statistics of Residuals and the Detection of 

PB-258 428/2GI 76-25 8B PC A07/MF A011 
PB-258 429/0Gi 


Economic impacts of Land Gasepenat: Employ- 


ment, 4p ot "aan erm y Values. 
PB-258 4 138 PC AO7/MF AO1 


PB-258 ado 


Social impacts of Land Development. An Initial Ap- 

proach for Estimating impacts on Neighborhood 
and Perceptions. 

PB-258 430/8G! 76-26 138 PC A06/MF A01 


Bee 431/6Gi 
ment and the Natural Environment: 


Land 
ew cts. 
oe aft. 1681 76-26 138 PC AO7/MF A011 


samen 432/4GI 
Public Utility Productivity, Management and Mea- 


surement, 

PB-258 432/4GI 76-26 136 PC A12/MF AO1 
PB-258 436/5GI 

Quadrennial 4 a of the Division of Biological Ef- 


fects, 1971-1 
PB-258 436/5GI 76-26 6R PC AO08/MF A01 
PB-258 438/1GI 


Mining Research Review - An Annual Review of 
Selected Mining Research Activities of the Bureau 


of Mines. 
PB-258 438/1GI 76-26 81 PC AO4/MF A01 


PB-258 439/9GI 


The Federal Pian for Meteorological Services and 
Supporting Research. Fiscal Year, 1977 
PB-258 439/9GI 76-24 4B PC A04/MF A01 








PB-258 468/8GI 


PB-258 442/3Gi 
Monitoring Report - Automobile Voluntary Fuel 
ery improvement Program. 
2/3GI 76- 13F PC A02/MF AO1 
Bie 446/4GI 


Time-To-Corrosion of Reinforcing Steel in Concrete 

Slabs. Volume 3. Performance After 830 Daily Salt 
plications. 

-258 446/4GI 76-26 13C PC A04/MF A01 
PB-258 448/0GI 


A Preliminary Study on Rearing Chum Salmon, 
‘Oncorhynchus keta’, in an Artificial Upwelling 


a 
PB-258 448/0G! 76-25 6C PC A02/MF A0O1 
PB-258 449/8GI 


integration of a Tropical Cyclone Model on a 
Nested Grid. 
PB-258 449/8GI 


PB-258 450/6GI 
Publications and Final Reports on Contracts and 
Grants, NESS-1975. 
PB-258 450/6GI 
PB-258 452/2GI 


Square-Root Laws for Fire Company Travel 
Distances, 
PB-258 452/2GI 76-26 13L PC AOQ4/MF AO1 


PB-258 453/0GI 


investigation of the Inelastic Characteristics of a 
Single wy | Steel Structure Using System Identifi- 
cation and Shaking Table een, 

PB-258 453/0GI 76-26 


PB-258 454/8G! 


Zooplankton Along the Continental Shelf Off New- 

port, Oregon, 1969-1972: Distribution, Abundance. 

Seasonal Cycle, and Year-to-Year Variations. 

PB-258 454/8GI 76-25 8A PC A06/MF A01 
PB-258 455/5GI 


Coastal Landforms and Scenic Analysis: A Review 
of the Literature, with a Preliminary Examination of 
New York's Shoreline, 

PB-258 455/5GI 76-25 138 PC A04/MF A01 


PB-258 456/3GI 


An Analysis of Weather Spectra Variance in a Tor- 
nadic Storm. 
PB-258 456/3GI 


PB-258 457/1GI 


Reprint: Status of Fisheries in Puerto Rico, 1974. 
Volume Vii, Number 1, (La Pesca en Puerto Rico, 
1974. Volumen Vii, Numero 1), 

PB-258 457/1GI 76-25 6C PC AO03 


PB-258 458/9Gi 
—- images of Lake Erie Ice: January - March 
975. 


PB- 258 458/9GI 76-25 8H PC A02/MF A01 
PB-258 459/7GI 


Development of an Acoustic Probe for Detailed 
Ocean Bottom and Sub-Bottom Surveys. 
PB-258 459/7GI 76-25 8 A02/MF A01 


PB-258 461/3GI 


— States Coast Pilot 3, Atlantic Coast, —_ 
ook to Cape Henry. Fourteenth Edition - July 1976 
PB 258 461/3GI 76-25 17G PC A11/MF AO1 


PB-258 462/1GI 


Subsea Permafrost at Prudhoe Bay, Alaska: Drilling 
Report and Data Analysis. 
PB-258 462/1GI 76-25 8J PC A08/MF A01 


PB-258 464/7GI 


prt of House Officer Effort Demonstration 
a Methodology. Volume |. 
oe. 258 464/7Gi 76-26 6E PC AOS/MF AO1 


PB-258 465/4Gi 


Distribution of House Officer Effort Demonstration 
of a Methodology. Appendices to Volume |. 
PB-258 465/4GI 76-26 6E PC AO7/MF AO1 


PB-258 466/2GI 
Distribution of House Officer Effort Demonstration 
of a Methodology. Volume li. Specialty Task 
Profiles. 
PB-258 466/2GI 76-26 6E PC A06/MF AO1 
PB-258 467/0Gi 


Distribution of House Officer Effort Demonstration 
of a Methodology. Volume Ill. Executive rere 
PB-258 467/0GI 76-26 6E PC A04/MF A0O1 


PB-258 468/8GI 


76-25 48 PC A03/MF A01 


76-25 4B PC A02/MF AO1 


13B PC AO7/MF A01 


76-25 4B PC AQS/MF AO1 


Distribution of House Officer Effort Demonstration 
of a Methodology. Volume IV. Report to Participat- 
ing Institutions. 
PB-258 468/8Gi 


76-26 6E PC A08/MF A01 
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PB-258 469/6GI! 
Construction of Marble Hill Nuclear Generating Sta- 
tion, Units 1 and 2, Public Service Company of Indi- 
ona. inc., Et al. Docket Nos. STN 50-546, STN 50- 

a 
PB-258 469/6GI 
PB-258 471/2G!I 


Erosion and Sediment Control Audiovisual Training 
Program instructor's Workbook. 
13B PC A16/MF AO1 


76-25 18E PC A17/MF A01 


PB-258 471/2GI 76-26 
PB-258 473/8GI 


Evaluation of the Federal Executive Development 
Program Assessment Center. 


PB-258 473/8GI 76-25 5!t PC A0Q3/MF AO1 
PB-258 474/6GIi 

Clam, Mussel, and Oyster Resources of Alaska, 

PB-258 474/6GI 76-25 6C PC A03/MF AO1 
PB-258 475/3Gi 


National Geodetic Survey Data: Availability, Ex- 
planation, and Application. 


PB-258 475/3GI 76-25 8E PC A03/MF AO1 
PB-258 476/1Gi 

Reducing the Profile of Sparse Symmetric Matrices. 

PB-258 476/1GI 76-25 8E PC AO3/MF AO1 


PB-258 477/9GI 


Living Coastal Resources. A Coastal Zone Manage- 
ment Technical Assistance Document. 
PB-258 477/9GI 76-25 13B PC AOS/MF AO1 


PB-258 478/7GI 
Aquatic Ecosystem Analysis and Modeling, 1975. A 


Sea Grant Perspective. 
PB-258 478/7GI 76-25 8A PC AOS/MF AO1 
PB-258 479/5GI 


— System Saimonid Culture in the United 
tates 


PB-258 479/5Gi 76-25 6C PC A02/MF AO1 
PB-258 480/3GI 

Marine Career Series: Marine-Related Occupations, 

A Primer for High School Students. 

PB-258 480/3GI 76-25 5! PC AO02/MF A01 
PB-258 481/1GI 

Reprint: Biochemical Genetics of Lobsters: Genetic 

Variation and the Structure of American Lobster 

(Homarus americanus) Populations, 

PB-256 481/1G 76-26 6C PC AO2 


PB-258 482/9GI 
Reprint: Reef-Coral Dispersion Patterns and En- 
vironmental Variables on a Caribbean Coral Reef, 
PB-258 482/9G! 76-25 8A PC A02 

PB-258 493/6G! 

Ap tye Thin-Film GaAs Solar Cells 
-258 493/61 76-26 108 PC ‘A04/MF A01 

PB-258 503/2G! 

Reprint: A Study on the Natural Repopulation of 

Fishes in Closed-Off Brackish-Water Pipeline 

Canals After Rotenone Applications, 
| 


PB-258 503/2G 76-25 6C PC A02 
PB-258 504/0Gi 
Reprint: Observations on Seabob Shrimp 


(Xiphopenaeus + ey Trapped in a Beach Trough 


During a As Plea 
PB-258 76-25 6C PC A02 
PB-258 505/7GI 


Reprint: The Role of Benthic Communities in the 
—e hy. a —— Cycles of an Estua 
76-25 6 > A02 


PB-258 514/9G! 
Supplement to Development Document: Hazardous 
Substances Regulations, Section 311 A. — Federal 
Water Pollution Control Act as Amended 


PB-258 514/9Gi 76-25 13B PC Ade ME A01 
PB-258 515/6G! 

National Water Quality inventory. 1975 Report to 

Congress. 

PB-258 515/6G! 76-26 13B PC A07/MF A01 
PB-258 516/4G! 


Land Use and Environmental Protection. An Over- 


view for Addressing Environmental Problems 

aeeene from Land Use Practices in the United 

PB-258 516/4G! 76-26 138 PC AO03/MF A01 
PB-258 517/2GI 

Marion, North Carolina. 

PB-258 517/2GI 76-25 13B PC A10/MF AO1 
PB-258 oe 

Report to ress on Hazardous Waste I. 

PB-258 4 i 76-26 13B PC A0S/MF AO1 


PB-258 520/6G! 


information on Rapid Tax Amortization Under Sec- 
tion 169 of the internal Revenue Service. 
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PB-258 520/6GI 

PB-258 521/4Gi 
Storage of Low-Level Radioactive Wastes in the 
Ground Hydrogeologic and Hydrochemical Factors 
with an Appendix on the Maxey Flats, Kentucky, 
Radioactive Waste Storage Site: Current Knowledge 
and Data Needs for a Quantitative Hydrogeologic 


Evaluation. 
76-25 18G PC AO04/MF AO1 


76-25 5A PC A02/MF A01 


PB-258 521/4GI 
PB-258 523/0GI 

Fuel Cycles for Electrical Power Generation. Phase 

|. Towards Comprehensive Standards: The Electric 


Power Case. 
PB-258 523/0GI 76-25 108 PC A10/MF A0O1 
PB-258 524/8Gi 


Report to the Mobile Bay Enforcement Conference 

on Bacteriological Criteria for Shellfish Harvesting. 

PB-258 524/ 76-25 6C PC AOS/MF A01 
PB-258 525/5GI 

Working Toward a Better Environment - Some 

Career Choices. 

PB-258 525/5GI 
PB-258 526/3GI 

Sampling and Analysis of Minnesota ne and 

Municipal Point Sources to Lake Sup 

PB-258 526/3GI 76-25 138 Pc "A11/MF A01 
PB-258 527/1GI 


Environmental impact Assessment Guidelines for 
Selected New Source industries. 


76-25 Si PC AO3/MF A01 


PB-258 527/1GI 76-25 138 PC AO7/MF AO1 
PB-258 528/9GI 

Construction Grants Study. 

PB-258 528/9GI 76-25 13B PC A10/MF AO1 
PB-258 530/5GI 


interim Specifications for OR and M Grant, Contract 

and In-House Reports. 

PB-258 530/5GI 
PB-258 534/7GI 

Personnel Needs and Training for Biomedical and 

Behavioral Research, 1976 Report. 

PB-258 534/7GI 76-25 Si PC A12/MF AO1 
PB-258 535/4GI 


inventory and Analysis of Materials Life Cycle 
Research and Development in the Federal Govern- 


76-25 5B PC AO04/MF A01 


ment Fiscal Year 1976. Phase | Report. 
PB-258 535/4GI 76-26 SA PC AO04/MF AO1 
PB-258 543/8GI 


Passenger Car Braking Performance. Volume I. 


Technical Report. 
PB-258 543/8GI 76-26 13F PC A10/MF AO1 


PB-258 546/1Gi 
Aspects of Land-Treated Waste Applications in 
Louisiana Wetlands, 

PB-258 546/1Gi 76-25 13B PC A02 

PB-258 547/9GI 
Buoyancy Compensation: Use or Abuse and Emer- 

cy Ascent Training: Safe or Unsafe, 
B-258 547/9GI 76-26 13) PC A02 

PB-258 548/7GI 
Reprint: Analysis of Threshold-induced Bias in- 
herent in Acoustic Scattering Cross-Section Esti- 
mates of —— Fish, 


PB-258 548/7 76-25 6C PC AO2 
PB-258 549/5Gi 

Reprint: The Urban Waterfront: Opportunities for 

Renewal, 

PB-258 549/5G! 76-25 13B PC A02 
PB-258 551/1GI 

awe a in the ee Over the 

Tropics, Janua 968-August 19 

PB-258 Ssi/iGh. 76-25 re " PC A19/MF AO1 
PB-258 560/2GI 

Waterlogging in an Alluvial Aquifer Near Lake Min- 

nequa, Pueblo, Colorado. 

PB-258 560/2G! 76-26 8H PC A06/MF A01 
PB-258 561/0Gi 


Evaluation of Biomedical Computer-Assisted in- 

struction from a User/Iinstitutional Viewpoint. 

PB-258 561/0GI 76-26 PC A06/MF A01 
PB-258 563/6G! 


Proceedings of the Conference on The Biological 

Significance of Environmental impacts, Held at the 

University of Michigan, Ann Arbor, June 4-6, 1975, 

PB-258 563/6G! 76-26 6F PC A14/MF A01 
PB-258 564/4GI 


U.S. imports for Consumption and General imports. 
TSUSA > by Country of Origin. 


PB-258 564 
76-26 SC PC-GPO/MF A01-NTIS 





PB-258 565/1G! 
1970 Census of Population and Housing. Procedu- 
ral History. 
PB-258 /1Gi 76-25 SK MF Aoi 
PB-258 584/2GI 


GBF/DIME System, A Geographic Dimension for 
Decisionmaking. Conference Proceedings, October 
30 and 31, 1975, San Francisco, California. 
PB-258 584/2G 

76-26 9B PC-GPO/MF AO1-NTIS 


PB-258 588/3Gi 
Census Bureau Guide to Transportation Statistics. 
1 


PB-258 588/3G 
76-26 138 PC-GPO/MF A01-NTIS 
PB-258 589/1GI 


STATUS: A oneaty Chartbook of Social 
Economic Trends 
PB-258 589/1GI 


PB-258 590/9GI 
Arlington-East Service District, Wastewater Manage- 
ment Facilities, Jacksonville, Florida Project No 


C120541. 

PB-258 590/9GI 76-26 13B PC A12/MF AO1 
PB-258 591/7Gi 

Arlington-East Service District, Wastewater Manage- 

ment Facilities, Jacksonville, Florida Project No 

C120541. 

PB-258 591/7Gi 76-26 138 PC A21/MF Aol 
PB-258 593/3GI 

Operational Control A eae for the Activated 


Sltudge Process - 
PB- 593/3GI 76-25 138 PC AO3/MF A01 
PB-258 594/1GI 


A Study of Some Problems on the Physical Aspects 
of Thermal Pollution 
PB-258 594/1GI 


Sewage Facilities Construction Report, 1971. 
PB-258 596/6G! 76-26 138 PC AQ2/MF AO1 


PB-258 597/4GI 
Design Criteria for Solid Waste Management in 


Recreational Areas, 
76-26 13B PC AOS/MF A01 


and 


76-25 5K Not available NTIS 


76-26 1368 PC A10/MF A01 


PB-258 597/4GI 
PB-258 598/2GI 


A Review of the Capabilities and Recent Projects of 
the Economic Analysis Division. 


PB-258 598/2GI 76-26 13B PC A03/MF A01 
PB-258 599/0GI 

Oil Spill Dispersants Product Data. 

PB-258 599/0GI 76-26 138 PC AO7/MF A01 
PB-258 600/6GI 

Oil Pollution Control Technology. 

PB-258 600/6GI 76-26 13B PC AO08/MF A01 
PB-258 601/4GI 


Environment Protecting Concepts of Beef Cattle 
FeediotWastes Management, 
PB-258 601/4GI 76-25 2C PC A14/MF AO} 


PB-258 602/2Gi 
The Benefit-Cost Relationship in Entry Job Training 


in Water Distribution, 
PB-258 602/2GI 76-26 51 PC A0Q2/MF A01 
PB-258 604/8GI 


Background Document for Proposed Medium and 
tog Avy Noise Regulations. 
: 604/8GI 76-25 5D PC A12/MF A01 
PB-258 606/3GI 


Study of Automobile Exhaust Emissions in Con- 
sumer-Owned Vehicles, Great Plains Surveillance 
Program, 1968-1969 Model Vehicles. 

PB- 606/3GI 76-25 13B PC A99/MF AO1 


PB-258 607/1GI 


Study of Automobile Exhaust Emissions in Con- 
sumer-Owned Vehicles, National Surveillance Pro- 

‘ grem. 1970-Model Vehicles. 
258 607/1GI 76-25 


PB-258 608/9GI 
Study of Automobile Exhaust Emissions in Con- 
sumer-Owned Vehicles, a Surveillance Pro- 


ram, 1971-Model Vehic 
B-258 608/9G! 76.25 13B PC A18/MF A01 
PB-258 609/7GI 


Environmental impact of Land Use on Water Quali- 
ty, Black Creek Project, Allen County, indiana. 
PB-258 609/7GI 76-25 13B PC AQ2/MF AO! 


PB-258 610/5GI 
— Census of Governments, Volume 9. Procedural 


istory. 
Pe. 258 610/5GI 


138 PC A25/MF A01 


76-26 4A PC-GPO/MF A01-NTIS 














PB-258 611/3GI 
Programs, Plans, and Accomplishments of the Na- 
tional Commission on Electronic Fund Transfers: A 
Progress Report to the President and to the Con- 


ress, 

BB.288 611/3GI 76-26 5A PC AOS/MF AO1 
PB-258 612/1GI 

Standardization and Measurement Services in 

Bolivia. A Report of a Survey Conducted Jointly by 

the National Bureau of Standards and the Agency 

for international Development Held June 9-22, 1974 

PB-258 612/1GI 76-26 14B PC AO6/MF AO1 
PB-258 616/2G! 


Field Stabilization of Chinle Clay by Electro-Osmo- 
sis and Base Exchange of lons. 
PB-258 616/2GI 76-26 8M PC AO7/MF A0O1 


PB-258 620/4GI 
Marine Resource Surveys on the Continental Shelf 


Off Oregon, 1971-74. 
PB-258 620/4GI 76-25 6C PC A04/MF AO1 
PB-258 621/2G! 


Wind and (C sup 2, sub n) Profiling with Crossed 

Laser Beams and Spatial Filter Detectors 

PB-258 621/2GI 76-25 4B PC A02/MF AO1 
PB-258 636/0GI 


The Potential of Coal as a Commodity to be Traded 
on United States Commodity Exchanges. Prelimina- 
ry Evaluation. 

PB-258 636/0GI 


PB-258 641/0G! 
investigating “yo Abuse. A Multi-National Pro- 
gramme of Pilot Studies into the Non-Medical Use 
of Drugs, 
PB-258 641/0GI 76-26 SK PC AO9/MF AO1 
PB-258 642/8GI 
Economic Crises and Crime. Correlations Between 
the State of the Economy, Deviance and the Control 


of Deviance. 
76-26 5K PC A11/MF AO1 


76-26 SC PC A02/MF AO1 


PB-258 642/8GI 
PB-258 657/6GI 
FDA enone Nutrition Knowledge Survey. Report 


1, 1973-74 
PB-258 657/6GI 76-26 6H PC AO7/MF A01 
PB-258 658/4GI 


FDA Consumer Nutrition Knowledge Survey. Report 
9 


li, 1975. 
PB-258 658/4GI 76-26 6H PC AOS/MF A0O1 


PB-258 659/2Gi 


FDA Consumer Nutrition Knowledge Survey. Report 
li, 1975. Detailed Tabulations od wt Second Na- 
tionwide Sample of Food Sho 

PB-258 659/2GI 76- 26 CH “PC A18/MF AO1 


PB-258 660/0GI 


FDA Consumer Nutrition Knowledge Survey. Report 
li, 1975. — Tabulations for Part 2. Nationwide 


Panel Sam 

PB-258 0GI 76-26 6H PC A17/MF AO1 
PB-258 680/8G! 

Disposal of Sewage Siudge Into a Sanitary Landfill. 

PB-258 680/8G! 76-26 13B PC A20/MF A01 
PB-258 686/5G! 

A ww yh ¥ cca oy ae 

PB-258 686 A0Q3/MF A011 
PB-258 + ma 

The U-Tube for Water Aerat 

PB-258 688/1GI 76-26 "138 PC AO0B/MF A01 
PB-258 692/3G! 


National Strategy for Control of Sulfur Oxides from 

Electric Power Plants 

PB-258 692/3GI 76-26 13B PC A03/MF A01 
PB-258 693/1GI 

Automobile Sulfuric Acid Emission Seape - The 

ment Status as of December 19 

PB-258 693/1GI 76-26 13F PC RAM AO1 
PB-258 694/9G! 

Ocean Dumping in the United States-1975. Third 

Annual Report of the Environmental Protection 

Agency on Administration of Title | of the Marine 

Protection, Research, and Sanctuaries Act of 1972, 


as Amended. 

PB-258 694/9G! 76-26 13B PC AO4/MF AO1 
PB-258 695/6GI 

Stationary Source Testing of a Missouri-Type Char- 

PB-258 695/6GI 76-26 138 PC AOQS/MF A01 
PB-258 735/0G! 


The iilinois Coastal Zone Management Program: 
First Year Work Product. Volume Ill. Land-Use and 
Public Ownership Data Gathering and Analysis, 

PB-258 735/0GI 76-25 13B PC A12/MF AO1 


PB-258 736/8GI 


The illinois Coastal Zone Management Program. 
First Year Work Product. Volume IV. Public Par- 
ticipation, 

PB-258 736/8G! 76-25 138 PC AO7/MF AO1 


PB-258 748/3GI 
Operation of Offshore Power Systems Floating 
Nuclear Plants (1-8) Docket Number STN 50-437. 
PB-258 748/3GI 76-25 18€ PC A04/MF A01 
PB-258 749/1Gi 


Report to Congress on Abnormal Occurrences. 
ril - June 1976 


PB-258 749/1G! 76-25 18E PC A02/MF AO1 
PB-258 763/2GI 

AMC Regulation. Safety Manual. 

PB-258 763/2GI 76-26 15E PC E07/MF E07 


PB-258 772/3GI 


Fort River Ecosystem: Productivity of the 
Periphyton Component. 
PB-258 772/3GI 
PB-258 773/1GI 

Evaluation of Proposed Man-Made Ponds for Food 
Production to Recover Values in Waste Heat and 
Solid Organic Siudges. 

PB-258 773/1GI 76-26 138 PC AO04/MF A0O1 


PB-258 856/4G! 


A Method for Selecting and Evaluating Simulation 
Games as Educational Tools for Water Resources 
Plannin 

PB- 3-258 856/461 76-26 13B PC AOS/MF A01 

PB-258 857/2Gi 

Marine Studies of San Pedro Bay, California. Part 
10. Physical Water Quality in the Long Beach Har- 
bor Area. Data Report on Temperature, Salinity, Ox- 
ygen, pH and Turbidity for the Port of Long ch 
in 1973 and 1974, 

PB-258 857/2GI 


PB-258 858/0GI 


Marine Studies of San Pedro Bay, California. Part 
11. Potential Effects of Dredging on the Biota of 
Outer Los Angeles Harbor. Toxicity, Bioassay and 
Recolonization Studies, 

PB-258 858/0GI 76-26 8A PC A15/MF AO1 


PB-258 865/5GI 


Solar Collector Manufacturing Activity January 
through June 1976. 
PB-258 865/5G! 76-25 10A PC AO2/MF AO1 


PB-258 886/1GI 


Reprint: FIM Analysis of Dislocation Core Structure. 
PB-258 886/1GI 76-26 11F Not available NTIS 


PB-258 888/7Gi 


The Galvanic Coupling of Some Stainless Steels to 

Copper - Underground. 

PB-258 888/7G! 76-26 11F PC A02/MF A01 
PB-258 891/1GI 

Reprint: Diffuse Sound Fields: Eigenmode and 

Free-Wave Models. 


76-26 6C PC A04/MF A01 


76-26 8A PC AO0S/MF AO1 


PB-258 891/1GI 76-26 20A PC AO2/MF A011 
PB-258 892/9GI 

Risk Benefit Anal ysi 

PB-258 892/9GI 76-26 5A PC A02/MF A01 
PB-258 918/2GI 

Modeling of Soil Movement Across a Watershed 

PB-258 918/2G! 76-26 13B PC NOAM A01 
PB-258 929/9Gi 


Nutrition Survey, 1975. item Analysis. Nutrition 

Knowledge Quiz. Dietary Intake Pretest Analysis. 

PB-258 929/9GI 6-26 6H PC AOS/MF A01 
PB-258 953/9G! 

Assessment of industrial Hazardous Waste Prac- 

tices, Textiles Industry. 

PB-258 953/9G! 76-26 13B PC A13/MF A01 
PB-259 011/5GI 

Reprint: An Acoustic Estimate of the Escapement of 

Sockeye Salmon (‘Oncorhynchus nerka’) into Lake 

Washington in 1971, 

PB-259 011/5GI 76-26 6C PC A02 
PB-259 013/1Gi 

Reprint: E weseeeer e. Tumors in a Population of 

Juvenile English Sole ('Parophrys vetulus’) from 

Puget Sound, Washington, 

PB-259 013/1GI 76-26 6C PC A02 
PB-259 014/9Gi 

Reprint: Composition of Ovarian Fluid and Eggs of 

the University of Washington Strain of Rainbow 

Trout (‘Saimo gairdneri’), 

PB-259 014/9GI 76-26 6C PC AO02 
PB-259 015/6GI 


Reprint: Differences in Carrageenan in 


Gametophytes and Tetrasporophytes of Red Algae, 


PB-259 103/0G! 


PB-259 015/6GI 
PB-259 016/4GI 
Reprint: Orthophosphate and Dissolved Oxygen in 
Puget Sound. 
PB-259 016/4GI 
PB-259 017/2GI 


Reprint: Three-Dimensional Computer Graphics in 


Fisheries Science. 
PB-259 017/2GI 76-26 6C PC AO02 
PB-259 045/3GI 


Reprint: Genetic Variation in the Pacific Oyster. 


‘Crassostrea gigas’. 
PB-259 045/3GI 76-26 6C PC AO2 


PB-259 047/9GI 


Potential for Salmon Aquaculture in Alaska. 

PB-259 047/9G!I 76-26 6C PC AO3 
PB-259 049/5GI 

Reprint: A Design Problem for Determining the 

Population Direction of Movement, 

PB-259 049/5GI 76-26 6C PC AO2 
PB-259 051/1Gi 

Reprint: The Value of Certain Fish-Processing 

Wastes and Dogfish (‘Squalus suckleyi’) as Food for 

Coho Salmon (‘Oncorhynchus kisutch)) Fry, 

PB-259 051/1GI 76-26 6C PC AO1 


76-26 6C PC AO02 


76-26 8J PC A01 


PB-259 052/9G! 
Reprint: Mini Computer System for Shipboard Sam- 
pling, 
PB_359 052/9GI 76-26 8) PC AO2 
PB-259 053/7Gi 


Reprint: A New Hatchery Data System, 
PB-259 053/7Gi 76-26 6C PC A02 


PB-259 054/5GI 
Reprint: Mortality of ‘Transennelia tantilla’ Due to 
Burial, 
PB-259 054/5GI 76-26 6C PC A02 


PB-259 076/8GI 
Vessel Traffic Systems: An Analysis of the Design. 
implementation and Legal Implications in Three 
West Coast Ports. 


PB-259 076/8GI 76-26 13) PC AO4/MF AO1 
PB-259 077/6G! 

Hatchery Manual for the Pacific Ag of 

PB-259 077/6GI 76-26 PC A02/MF A01 


PB-259 079/2Gi 
Reprint: A Quantification of Some Aspects of 
Growth in the Deposit-Feeding Bivalve ‘Macoma 
nasuta’, 
PB-259 079/2GI 76-26 6C PC A02 
PB-259 081/8G! 


Composition, Ecology and Dynamics of Demersal 
Fish Communities on the Northwestern Gulf of 
Mexico Continental Shelf, with a Similar Synopsis 
for the Entire Gulf, 


PB-259 081/8Gi 76-26 6C PC A06/MF A0O1 
PB-259 092/5GI 

Shellfish Sanitation Control Utilizing a Mobile 
Laboratory. 

PB-259 092/5GI 76-26 6C PC AO03/MF AO1 
PB-259 097/4Gi 


ent of Hazardous Waste Practices in the 


Petroleum Refining ae 
PB-259 097/4G! 7A PC A16/MF A01 


The interrelationship of Material Toxicity, Stream 
Properties and Quantity of Spilled Material in As- 
sessing the Risk of Hazardous Material Spills, 


PB-259 098/2Gi 76-26 13B PC A12/MF AO1 
PB-259 099/0GI 

Tidal Current Tables 1977. Atlantic Coast of North 

America. 

PB-259 099/0GI 76-26 8C PC A10/MF AO} 
PB-259 100/6GI 

international Field Year for the Great Lakes, IFYGL 

Bulletin No. 18, 

PB-259 100/6GI 76-26 8H PC AO6/MF AO1 


PB-259 101/4Gi 
oe Characteristics of the Gulf Intracoastal 
Waterway in Texas, 
PB-259 101/4GI 76-26 138 PC A06/MF AO1 
PB-259 102/2Gi 
Fishing Boat Income, Capital and Labor: A Distribu- 
tional Study of a New England Port 
PB-259 102/2Gi 76-26 oc ‘PC AQ2/MF AO1 
PB-259 103/0Gi 
investigations of Commercially important Penaeid 
Shrimp in Mississi 


ppi., 
PB-259 103/0Gi 76-26 6C PC A04/MF A01 


AR-1291 


PB-259 104/8GI 
A Coupled Heat and Salt Transport Model for Sub- 


Sea Permafrost, 
PB-259 104/8GI 76-26 8) PC AOQ3/MF AO1 
PB-259 105/5GI 


Report of a Colloquium on Larval Fish Mortality 
Studies and Their Relation to Fishery Research, 


January 1975. 

PB-259 105/5GI 76-26 6C PC A02/MF A01 
PB-259 146/9GI 

Handbook for Monitoring Industrial Wastewater. 

PB-259 146/9Gi 76-26 138 PC AOS/MF AO1 
PB-259 147/7GI 

Process Design Manual for Suspended Solids 

Removal. 

PB-259 147/7GI 76-26 13B PC A13/MF A01 
PB-259 148/5GI 

Process Design Manual for Upgrading Existing 

Wastewater Treatment Plants. 

PB-259 148/5GI 76-26 13B PC A17/MF AO1 
are 149/3G! 

rocess Design Manual for Nitrogen Control. 

ago 149/3G! 76-26 13B PC A19/MF A01 
PB-259 150/1Gi 

Process Design Manual for Phosphorus Removal. 

PB-259 150/1GI 76-26 13B PC A13/MF AO1 
PB-259 151/9G! 

Process Design Manual for Sludge Treatment and 

PB-259 151/9G! 76-26 138 PC A18/MF AO1 
PB-259 167/5GI 


Drug Use and Crime: Report of the Panel on Drug 

Use and Criminal Behavior. 

PB-259 167/5GI 76-26 SK PC A24/MF A01 
PB-259 192/3G! 

Proceedings of the State-Federal Power Plant Siting 

Conference (2nd), Held at the Regency inn, Denver, 

Colorado, June 16-18, 1976. 

PB-259 192/3GI 76-26 18E PC A22/MF A01 
PB-259 193/1GI 

Construction of Hartsville Nuclear Plants, Units A1, 

A2, B1 and B2. Tennessee Valley Authority. Suppie- 

ment No. 1. Docket Nos. STN 50-518, STN 50-519. 

STN 50-520, STN 50-521. 

PB-259 193/1GI 76-26 18E PC AO6/MF A01 
PB-259 252/5GI 

1975 Florida Area Cumulus Experiment (FACE): 

Operational Summary. 

PB-259 252/5GI 
PB-259 363/0GI 

A Determination of the — Approach to Rail 

Rapid Transit Car Standardizatio 

PB-259 363/0GI 76-26 13F PC A07/MF AO1 
PB-259 561/9GI 

A Successful Method for Tagging the Small, Fragile 

E Stolephorus purpureus’, 

Poeeae 5600 Yeas 6c PC ate 
PBRP/76-3 


President's Biomedical Research Panel. Transcript 
of the Proceedings (7th) Held at Bethesda. 


—— 30 September 1975. 
614/3GI 76-01 6E PC A13/MF A01 


PBRP/76/4 


President's a Research Panel. Transcript 
of the Bethesda, 


ee FT (8th) Held at 
—s ‘Gueuer 75. 
PB-246 759/5GI 76-03 6E PC A12/MF A01 
PBRP-76/5 
President's Biomedical Research Panel. Transcript 


76-26 4B PC A0S/MF AO1 


of the Meeting Proceedi (9th) Held at Bethesda, 

Maryland on 24-25 November 1975. 

PB-248 471/5GI 76-05 5A PC A12/MF A01 
PBRP-76/6 


President's Biomedical Research Panel. Transcript 
of the er onan 19fe. (10th) Held at Washing- 


ton, D.C. on 
PB-248 472/3GI 76-05 6E PC A12/MF A011 
PBRP-76/7 


Transcript of the Panel Meeting Proceedings (11th), 
on President's Biomedical Research Panel, Held at 
Washington, D.C. on Jan 26-27, 1976. 
PB-249 466/4GI 7 6E PC A14/MF A01 
PBRP-76/8 
President's Biomedical Research Panel. Transcript 


of the Meeting Pr (12th) Held at Washing- 
ton, D.C. on 8 February 1976. 
PB-249 758/4GI 76-09 6E PC A13/MF AO1 


AR-1292 





PBRP-76/9 


President's Biomedical Research Panel. Transcript 
of the Meeting Proceedi —_ Held at Washing- 
ton, D.C. on February 23- 4. 19 

PB-250 567/5GI 76-11 OE PC A09/MF A01 


PBRP/76-10 


President's Biomedical Research Panel. Transcript 
of the Meeting Proceedings (14th), Held at 
Washington, D.C. on March 13, 1976. 

PB-251 314/1Gi 76-12 6E PC AO06/MF A01 


PBRP/76-11 


Transcript of Proceedings, The President's 
Biomedical Research Panel Meeting No. 15. 


PB-253 403/0G!I 76-17 6E PC A02/MF A01 
PC-NAS-004 

inelastic rn of 61 Mev Protons by Pb-20 

N76-28980 76-25 20H PC A03/MF "nO 
PC(S1)-104 


1970 Census of Population. Race of the Population 

by County: 1970. Supplementary = 

PB-254 777/6GI 5K MF AO1 
PC(S1)-105 

Census of Population (1970). Seoeementey Re- 

port. Poverty Status in 1969 and 1959 of Persons 

and Families, for States, MSA's Central Cities, and 

Counties: 1970 and 1960 

PB-255 072/1GI 76-19 5K PC-GPO 
PD-B-76-118 


Conceptual Design of an Airborne Laser Doppler 
Velocimeter System for Studying Wind Fields As- 


sociated with Severe Local Storms. 

N76-27787/0GI 76-25 48 PC AO08/MF AO1 
PD-17-5-75 

ne Use and Urban Development Project Research 

PB.247 767/7GI 76-05 13B PC AO4/MF A0O1 
PD-22-7-76 


Development of Methodology for the Assessment of 
BART's —_— Upon Economics and Finance 


Research Plan. 
PB-250 719/2GI 76-10 138 PC AOQ3/MF A01 
PD-22-8-76 


BART impact Program. Public Policy Project: 

Research Plan. 

PB-251 697/9GI 76-12 138 PC AO3/MF AO1 
PD-74-057 

Radar Scattering from a Random Ocean Surface 

Perturbed by a Surface Current. 

AD-A019 523/0GI 76-05 171 PC A04/MF AO1 
PD-75-042 

A Feasibility Study for the Detection of Upper At- 

mospheric Winds Using a Ground Based Laser 


Doppler Velocimeter. 

N76-11639/1GI 76-07 48 PC A08/MF A01 
PD-18972 

Electrical Power Sources Division, Quarterly 


ona Notes, 1 July 1975--30 September 1975. 
-008547 76-14 108 PC AO4/MF AO1 


PDA-TR-5006-00-01 
Low Cost Flight Test Capabilities Stud 


AD-A024 421/0G| 76-14 16D PC AO9/MF AO1 
PDR-AY-88-51R 

Development of Program and Budget Planning 

Man it Procedures and Tools. 

PB-254 026/8G! 76-18 SA PC A02/MF A01 
PDT-73-21 

Evaluation of Sediment Contro! Dams. 

PB-253 040/0GI 76-15 138 PC AO3/MF AO1 
PE-11857-VOL-1 

Laser Wavefront Analyzer Using Sliding Reference 

interferometry. Volume |. Design and ormance 


An ; 
AD 623 053/36! 
PE-11857-VOL-2 


Laser Wavefront Analyzer Using Sliding Reference 
interferometry. Volume li. Subsystem Design Analy- 


76-22 20E PC AO04/MF A01 


sis. 

AD-921 515/3GI 76-22 20E PC AO5/MF A01 
PE-12400 

Diamond —— and Polishing of C Mirrors. 

AD-A022 810/6G 76-11 A02/MF A01 
PE-12464 

Development of Deicing Techniques for Dielectric 

Windows. 

AD-A017 097/7GI 76-01 1C PC AO7/MF AO1 
PE-12471 

Satellite image Quality we Study. 

AD-A017 612/3GI 76-01 PC A07/MF A01 
PE-13039 


Modal Wavefront Control System (MOWACS). 





AD-A028 298/8G! 76-21 20F PC AOS/MF AOi 
PEL-202 


Pelinsca: A Program for Nuclear Elastic and in- 
elastic Scattering Calculations. 


PEL-202 76-15 20H PC AOS/MF Aoi 
PEL-234 

Thermodynamic Properties and Phase Diagram of 

Ternary ium Alloys. lii. The System Sodium - 

Mercury + indium. 

PEL-234 76-02 11F PC AO2/MF Ao1 
PEL-244 


Application of lonizing Radiation to the Shelf Life 
Extension of Mangoes - South Africa 
PEL-244 76-05 6H PC A02/MF A01 


PEL-245 
Preparation and Properties of Asbestos-Cement and 


Ceilite Polymer Composites. 
N76-22386/6G! 76-17 13C Not available NTIS 


Preparation and Properties of Asbestos-Cement and 
Ceilite Polymer Composites. 

PEL-245 76-05 7E PC AO2/MF A01 

PEL-246 

Environinental Radioactivity at the National Nuclear 
— Centre, Pelindaba. Report for the Year 
1974. 

PEL-246 76-05 8H PC A02/MF A0O1 


PEL-247 


List of Unclassified Pel Reports, 1 March 1957--31 
March 1975. 
PEL-247 


PEM-22 
Nuclear EMP: Review Summaries of Pem Notes 
Published Through October 1975. 
PEM-22 76-11 9C PC AO2/MF AO1 


PEM-30 


Nuclear EMP: Bulk Current in an insulated Cable 
ot Je on the Surface of the Earth. 
76-13 9A PC AO2/MF A01 


76-15 5B PC A0Q2/MF A01 


PEM-33 

Nuclear EMP: Voltage Clamping eek for Several 

Transzorb Transient Suppression 

PEM-33 76-13 9A PC “A02/MF A01 
PEM-34 

Nuclear EMP: Transient Current Estimates for Finite 

Le Surtace Cables. 

PEM-34 76-13 SA PC AO3/MF A01 
PEM-37 

Some Handbook References and a Summary for 

“Emp 1 eeemeten and “yg Principles”. 

PEM-3 9C A02/MF A01 

PEM-38 


Nuclear EMP: Key Suppression Device Parameters 
for EMP Hardening. 


PEM-38 76-13 9A PC AO2/MF A01 
PEM-39 
100-KA Dfrect Rive EMP Pulser. 
PEM-39 76-11 148 PC AO03/MF AO1 
PEM-40 
interface Circuit Protection in Satellite Ay says 
PEM-40 76-08 226 02/MF A01 
PEM-45 


Cable and Connector Shielding Attenuation and 
a sfer Impedance Measurements Using Quadraxi- 
al and Quintaxial Test Methods. 
PEM-45 76-10 9A PC AO2/MF AO1 
PENNDOT PUB-114 
ign of an Experimental Post-tensioned Segmen- 
tal rete Box Girder Bridge. Letter Survey on 
‘State of the Art’ in the USA. of Segmental 
Concrete Box Girder Bridges. 
PB-247 855/0GI 76-05 13M PC A03/MF A01 
PENNDOT PUB-118 


Design of an Experimental a Tensioned Seg- 

mental Concrete Box Girder B 

PB-247 788/3GI 76-05 “PC A03/MF AO1 
PEP-178 


Proceedings of the 1975 PEP Summer Study, July 

oe yy 20, 1975, Berkeley, California. 

LBL 76-26 20G PC A11/MF A01 
PER-570-74 

Multicell Fluidized-Bed Boiler Design, Construction, 

and Test Program. interim Report No. 1 for Period 

October 1972--June 1974. 

OCR-90-INT-1 76-06 13A PC A16/MF A0O1 
PERC/B-75/1 

Carbonization Yields, Analyses, and Physical 

Characteristics of Cokes from American Coals. 
PERC/B-75/1 76-08 7A PC A08/MF A01 
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PERC/IC-75/1 
Methanation in Coal Gasification Processes 
PERC/IC-75/1 76-10 7A PC AQ2/MF AO1 
PERC/IC-76-1 
h Btu Gas from Coal: Status and Prospects. 
PERC/IC-76-1 76-25 7A PC A03/MF A0O1 


PERC/RI-75/1 
Catalyst Temperature in a Hot-Gas- 


Recycle Methanation Reactor. 
PERC/RI-75/1 76-06 7A PC AO2/MF A01 


PERC/RI-75/2 


Remote Sensing of So sub 2 and No sub 2 Emis- 
sions from a Cooma Coal Combustor Using a 


Correlation Spectromete 
PERC/RI-75/ 76-06 14B PC AO2/MF AO1 


PERC/RI-75/3 


Catalyst Deactivation in Hot-Gas-Recycle Methana- 
tion ors: ADUathematical Model. 
PERC/RI-75/3 76-10 7A PC AQ2/MF AO1 


PERC/RI-75/4 

Detection of Organic Compounds in Respirable 
Dust. 

PERC/RI-75/4 76-11 7D PC AO3/MF AO1 
PERC/RI-75/5 


Mass Spectrometric Analysis of Streams from Coal 

Gasification and Liquefaction Processes 

PERC/RI-75/5 76-12 7D PC A03/MF AO1 
PERC/RI-75/6 


influence of Synthane Gasifier Conditions on Ef- 
fluent and Product Gas Production. 
PERC/RI-75/6 76-13 7A PC AO4/MF AO1 


PERC/RI-76/2 


Reactivity and Gasification Characteristics of Low 
os Coals and Potentially Reducing Waste 


Materials. 
PERC/RI-76/2 76-21 7A PC A02/MF AO1 
PERC/TPR-75/1 


Trace Element and Major Congenne Balances 
around the S “tr PDU Gasifier 
PERC/TPR-7 76-10 7A PC A02/MF A01 


PERC/TPR-75/2 
Analyses of Tars, Chars, Gases, and Water Found in 
Effiuents from the Synthane Process 
PERC/TPR-75/2 76-13 138 PC A02/MF AO1 
PERC/TPR-76/1 
Aging — of the Synthoil Product. Part |. 


PERCIT PR- ey: pa 76-22 21D PC A02/MF AO1 
PERC-0009-1 
in Situ Conversion of Coal (GO155104). Quarterly 


ty No. 1. 
PERC-0009-1 76-12 7A PC AO2/MF AO1 


PERC-009-3 
in Situ Conversion of Coal. Progress Report, June 
1, 1975--December 31, 1975. 
PERC-009-3 76-21 7A PC A02/MF A01 
PERC-0055-1 
Bubble Behavior on the Scale-Up of Fluidized Bed 
Heat Exchangers. Quarterly Technical Progress 
Letter, 1 September 1975--30 November 1975. 
PERC-0055-1 76-12 13A PC AO2/MF A01 
PERC-0055-2 
Bubble Behavior on the Scale-Up of Fluidized Bed 
Heat pugnangere. ae, Technical Progress 


1 December ba — 1976. 
PERC-0055-2 C A02/MF A01 
PERC-0058-4 


Hot and Dry Char Let down System for the 

— Demonstration Plant. Phase |: Final Re- 

PERC-0058-4 76-25 7A PC AO04/MF AO1 
PERC-0060-2 

Sulfur Poisoning of am. , Cuomory Progress 


Report, October 1--Decem 
PERC-0060-2 76-21 7A PC A02/MF AO1 


PG/GTK/7402 


The Three Shock Confluence Problem for the Case 
of Normally impinging Overexpanded Jets. 
N76-22170/4Gi 76-17 20D PC AOS/MF A01 


PGS-TR-AP-75-11 


Plymouth Park, Cuseapean, aa Air Quality Ex- 
periment, 20 June - 11 July 19 
N76-24749/3GI 76-19 138 PC A06/MF A01 


PGS-TR-AP-75-15 
Software for Digital Acquisition System and Appli- 


cation to Environmental Monitoring 
N76-24750/1GI 76-19 138. ‘PC A03/MF A01 
PGS-TR-AP-75-17 


of impact of Busch Gardens Expansion on 
ity of Surrounding Area. 


N76-25684/1G! 


76-20 138 PC A03/MF A01 
PGS-TR-AP-76-37 


Aerosal Studies. 
N76-27718/5GI 


PGS-TR-PH-75-12 


A Theoretical/Experimental Program to Develop Ac- 
tive Optical Pollution Sensors: Quantitative uate 
Raman Lidar Measurements of Pollutants from Sta- 


tionary Sources 
76-03 13B PC A06/MF A011 


76-25 138 PC A02/MF AO1 


N76-1 582/4G! 
PGS-TR-PH-75-16 
A High-Temperature Wideband Pressure Trans- 


ducer. 

N76-12337/1GI 76-07 14B PC AO3/MF AO1 
PGS-TR-PH-76-39 

X-Ray Emission from High Temperature Plasmas. 

N76-28015/5GI 76-25 201 PC A03/MF A01 
PGSTR-AP75-08 


Data Set for Background investigation of At- 
mospheric Constituents for Cape Henry Site: Au- 


ust 5-22 1974. 
76-23769/2G! 76-18 138 PC AO3/MF A01 


PGSTR-AP75-14 


Ambient Atmospheric Hydrocarbon Content as 
Determined by Gas Chromatographic Techniques 
from Rural Tidewater Virginia in Late Spring A ps 

N76-23768/4GIi 76-18 138 PC AO2/MF AO1 


PGSTR-AP76-21 


Parameterization of Gaseous Constituencies Con- 
centration Profiles in the Planetary Boundary Layer 
as ——— in Support of Airborne and Satellite 


Borne rs. 

N76-19596/5GI 76-15 138 PC A0Q2/MF A01 
PGSTR-AP76-23 

investigation of Aerosol Characteristics and Their 

Measurement. 

N76-17683/3GI 76-12 4A PC A0Q2/MF AO1 
PGSTR-AP76-31 


Application of Satellite Data and Lars’S Data 

Ang oe | Techniques to Mapping Vegetation of 

the Dismal Swamp. 

N76-23669/4GI 
PGSTR-AP76-33 

interdisciplinary Study of Atmospheric Processes 

= Constituents of the Mid-Atlantic Coastal Re- 

n. 

N76-23770/0G! 76-18 13B PC AO02/MF A01 

PGSTR-BAP76-32 


Measurement of Transpiration in Pinus Taeda L. 

And Liquidambar Styracifiua L. in an Environmental 

Chamber Using Tritiated Water. 

N76-23822/9GI 76-18 6C PC AQ3/MF A01 
PGSTR-PH75-19 

Differential Absorption and Scattering Sensitivity 


Predictions. 
N76-16684/2GI 76-11 4A PC AOQ3/MF A01 
Differential Absorption and Scattering Sensitivity 
Predictions. 


N76-30685/1Gi 76-26 13B PC A03/MF AO1 
PGSTR-PH76-24 

A High-Temperature Wideband Pressure Trans- 
ducer. 

N76-18411/8GI 76-13 9E PC A02/MF A01 
PGSTR-PH76-26 


Determination of Transfer Function of Cope Cor- 

relation Interferometer Instrument. 

N76-20449/4GI 76-15 148 PC A02/MF A01 
PGSTR-PH76-28 

A Study of Satellite Remote Measurements of 
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The Effect of Bulky Cyclic Side Groups on the Heat 


76-19 20K PC A03/MF A01 


Resistance of Carbochain P . 
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RD/B/N-3210 


Assessment of Laser Raman Spectroscopy for 
Materials Science Studies. 
RD/B/N-3210 76-02 7D PC A03/MF AO1 
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RD/B/N-3239 76-15 18E& PC AOQ3/MF A01 
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RD/B/N-3421 6-10 11F PC AQ2/MF AO1 
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with and without Tails at Mach Numbers from 0.8 to 
3.0 and Angles of Attack from 0 to 45 — 

PC A99/MF A01 


AD-A028 324/2GI 76-21 20D 

RD008V3201 
Space Shuttle Galley Water System Test Program. 
N76-11726/6GI 76-07 6H PC A03/MF A01 
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RD-76-33 
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Quarter-infinite Crack in a Half-Space. 
N76-10508/9GI PC AOS/MF A01 


REPT-634 


Fragmentation of AIS! 9260 and HF-1 Steels: As- 
sessment of CO-Operative R and D Project Results 
Using Payman Fragment Analyses. 

N76-27402/6GI 76-25 11F PC A02/MF AO1 


REPT-643 
Machining Techniques and Surface integrity: Re- 
rt on Visits to Establishments in USA and UK, 


ay - June 1975. 
N76-27572/6GI 76-25 13H PC AOQ3/MF AO1 
REPT-660 


Similarity Theory and the Laboratory Simulation of 


Thermal Bloomin 
N76-28542/8G! 76-25 20F PC A02/MF A0O1 
REPT-752-015 


Fabrication and Testing of Negative Limited Sealed 


Nickel-Cadmium Cells. 
N75-33493/8GI 76-02 10C PC AO04/MF A01 
REPT-755 


Characteristics of Natural Radioactivity Appearing 
in its Diurnal Variation. 


N76-24799/8GI 76-19 18H PC A04/MF AO1 
REPT-756 

Control of the Spark ~~ Switch by Radiation. 

N76-27478/6GI 6-25 9A PC A06/MF A01 
REPT-757 

Multiple Diffusion Process in Oxide Gia 

N76-27427/3GI 76-25 11B PC "A05/MF A01 
REPT-758 

Laser Excitation ESR Studies on Laser Dyes. 

N76-28543/6GI 76-25 20E PC AOS/MF AO1 
REPT-950/1 


Effect of Gravity on Methane-Air Combustion. 

N76-29381/0GI 76-25 218 PC AOQ4/MF A011 
REPT-1054-303 

instruction Manual, Optical Effects Module Elec- 

tronic Controller and Processor, Model Oemcp 

N76-15377/4GI 76-10 9E PC AO3/MF A01 





instruction Manual, Optical Effects Module, Mode! 


N76-18405/0GI 76-13 148 PC A03/MF Ao1 
REPT-1146 

Combustion Contribution to Noise in Jet Engines. 

N76-28949/5GI 76-25 20A PC A03/MF A01 
REPT-1214-T 


A Search for Chemical Laser Action in Low Pres- 

sure Metal Vapor Flames. 

N76-15450/9GI 76-10 20E PC A18/MF A01 
REPT-1257-R-0001 


Laser Space Rendezvous and Docking 
Trade-off Study. 
N76-16162/9GI 76-11 


REPT-1975-9 
A System for Data Acquisition and Reduction of 
High Resolution Photoplate Mass Spectra with a 


POP 8/1 Computer. 
N76-11262/2GI 76-07 7D PC AO4/MF AO1 
REPT-2532 


Fracture Analysis of Surface and Through-Cracks in 
’ lindrica! Pressure Vessels. 
N76-26580/0GI 76-22 

REPT-2559 

Thermal Diffuse X-Ray Scattering in Simple Metals. 

N76-11276/2GI 76-07 11F PC AQ4/MF A01 
REPT-2630 

Review of Subjective Measures of Human Response 


to Aircraft Noise. 
N76-15779/1GI 76-10 20A PC AO3/MF A0O1 


Concorde Noise-induced Building Vibrations for 

Sully Plantation, Chantilly, Virginia. 

N76-26949/7GI 76-22 1C PC A03/MF A01 

Concorde Noise-induced Building Vibrations, Sully 

Plantation - Report No. 2, Chantilly, Virginia. 

N76-30603/4GI 76-26 13M PC A03/MF A01 
REPT-3179 

Acoustical Modeling Study of the Open Test Sec- 

tion of the NASA a V/STOL Wind Tunnel. 

N76-27958/7GI 25 20A PC A06/MF A01 
REPT-3586-CA/80 

Utilization of Carbon Fiber Reinforced Plastics in 


Satellite Structures Etude sur [Utilisation de 
Plastiques Renforces Par Filaments de Carbone 


System 
22B PC A02/MF A01 


13M PC AO3/MF A01 


dans les Structures de Satellites 

N76-18541/2GI 76-13 11F PC A13/MF A01 
REPT-3788-FR 

Low Cost Silicon Solar Cell Array. 

N76-20633/3GI 76-15 10B PC A05/MF A01 
REPT-6738 

Time Delay Cut-out for Battery Operated Equip- 

N76-18352/4GI 76-13 10C PC A02/MF AO1 
REPT-6808 


“ my ——— Field Strength Reference 
tory Use. 


~ e19313/5Gl” 76-15 14B PC AOQ2/MF A01 
REPT-6854 

A General Purpose Cable Identification Set. 

N76-18313/6GI 76-13 9A PC AO02/MF AO1 
REPT-6875 


Subjective Evaluation of Digital TV Error Conceal- 
ment Techniques. 


N76-18312/ 76-13 178 PC A02/MF A01 
REPT-6890 

A Handbook for the 8.448 Mbit/S Digital Multiplex. 

N76-26364/9GI 76-22 178 bc A04/MF A01 
REPT-6903 


Laser Mode-Locking Techniques for Communica- 


tions Applications. 
N76-14450/0GI 76-09 17B PC A03/MF A01 
REPT-6906 


* 
Airborne Visible Laser Optical Communications 
Program (AVLOC). 


N76-18429/0GI 76-13 17B PC A22/MF A01 
REPT-6915 

arama of the Outer Dimensions of Optical 

ibres. 

N76-26987/7GI 76-22 148 PC AOQ2/MF A01 
REPT-6942 


Tropical Rain Attenuation at 11 Ghz: Analysis of 
Results to April 1975. 
N76-22250/4GI 


REPT-6947 


A Test Instrument for Measuring the Retiming Per- 
formance of Primary Level PCM Regenerators. 
N76-22514/3GI 7647 148 PC AO03/MF A01 


76-17 20N PC A02/MF A01 
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REPT-6950 

A Phase Locked Loop Unit with Store and Synthes- 

izer. 

N76-26365/6GI 76-22 17B PC A04/MF AO1 
REPT-6953 

A Light Obscuration Meter. 

N76-22513/5GI 76-17 134 PC AO2/MF AO1 
REPT-6955 

ital Transmission over Single-Quad Carrier 

N76-18306/0GI 76-13 9A PC AO3/MF AO1 
REPT-6964 

Broadband Parametric Amplifiers for Small Earth 

Stations: Design Survey. 

N76-18305/2G 76-13 9E PC AOS/MF AO1 
REPT-6966 

Computation of Characteristic Values of Non-Sym- 

metric Matrices 

N76.22951/7Gl_ 76-17 12A PC AO02/MF AO1 
REPT-6972 

A 4B-3T Encoder/Decoder ll High-Speed 

Baseband D - Transmission S 

N76-18311/ 76-13 17 oC A02/MF A01 
REPT-6982 


A Technique for Smoothing Justification Jitter in 
ital Systems with Low Justification Rates. 
22429/4GI 76-17 17B PC AOQ2/MF AO1 
REPT-7014 


Transmission of Non-Telephony — over Tan- 
dem PCM Carrier Derived VF Circuits 


N76-22427/8GI 76-17 17B PC A0Q2/MF A01 
REPT-7021 

Digital Circuitry for a 140 M Bit/S Regenerative Re- 

peater. 

N76-22463/3GI 76-17 17B PC AO2/MF AO1 
REPT-7302 

Turbulence with Solid Bodies. 

N76-11376/0GI 76-07 20D PC A03/MF A01 
REPT-7401 

Non-Linear Differential Equations Having Cubic 

Stiffness Terms. 

N76-11775/3GI 76-07 12A PC A04/MF A01 
REPT-7411-006-75-18 


Multipurpose Panel, “7 1, Study Report. 

N76-10218/5GI 9E PC A02/MF A01 
REPT-7601 

Non-Linear Differential Equations 


Having Both 
Cubic Damping and Stiffness. 


N76-22965/7GI 76-17 12A PC A03/MF AO1 
REPT-8254-1 

mg of a 30-Meter Space Based Laser Trans- 

mitter. 

N76-11421/4GI 76-07 20E PC A06/MF A01 
REPT-13133-F-2 


Space Shuttle Orbital Maneuvering Engine Platelet 
oeeae” 
6-18231/0GI 76-13 21H PC AO3/MF AO1 
REPT-13517-F-2-VOL-2 
One Way Doppler Extractor. Volume 2: Digital Vco 


Technique 

N75-32318/8GI 76-01 9E PC A06/MF A01 
REPT-16194C 

Development of a CCD image Sensor, Phase 1 

N76-20452/8GI 76-15 9E PC A06/MF A01 
REPT-25533-H013-R0-00 


Radar Range Data Signal Enhancement Tracker 
N76-21369/3GI 76-16 171 PC A06/MF AO1 


REPT-112000-9-F 
ral Reflectance and Radiance Characteristics 


of Water Pollutants. 
N76-24751/9GI 76-19 138 PC A11/MF AO1 
RESEARCH MONO-5 


Social Effects of Changes in Uses of Bear Lake, An 


Interstate of Water. 

PB-248 069/7G! 76-05 138 PC AO7/MF A01 
RESEARCH MONOGRAPH SER-2 

Operational Definitions in Socio-Behavioral Drug 

Use Research 1975. 

PB-246 338/8G! 76-02 SJ PC A08/MF A01 
RESEARCH MONOGRAPH SER-3 

Aminergic Hypotheses of Behavior: Reality or 


PB-246 687/8GI 76-03 60 PC A06/MF AO1 
RESEARCH MONOGRAPH SER-4 
Narcotic Antagonists: The Search for Long-Acting 


PB-247 096/1GI 76-04 60 PC A03/MF AO1 


RESEARCH MONOGRAPH SER-5 


Young Men and Drugs. A Nationwide Survey. 
PB-247 446/8GI 76-06 6E PC A08/MF A01 


RESEARCH MONOGRAPH SER-6 


Effects of Labeling the ‘Drug-Abuser’: An Inquiry. 
PB-249 092/8G! 76-07 SJ PC AQ3/MF A01 


RESEARCH MONOGRAPH SER-7 


Cannabinoid Assays in Humans. 
PB-251 905/6GI 76-23 60 PC AO7/MF A01 


RESEARCH PUB-90 
Economics of Water Supply Planning and Manage- 


ment, 
PB-247 560/6GI 76-04 138 PC A08/MF A01 
RESEARCH PUB-91 


Water Authority Rate Making. 
PB-254 491/4Gi 76-19 


RESEARCH SERVIC ES-73-106 
Developmental Tests of Concrete Tie and Tie 


Fastening System 
PB-252 181/3GI 76-15 13F PC AO7/MF AO1 
RESEARCH STUDY-7923 


Studded Tire Wear in Montana. 
PB-257 163/6GI 76-26 13F PC AO3/MF A01 


RESOURCE DOC-1-REV 
Parole: (Origins, Development, Current Practices 


and 
76-01 SK PC Al1/MF AO1 


138 PC A0G/MF A01 


Statutes). 
PB-246 337/0GI 
RESOURCE DOC-5 

MAP Markers: Research and Evaluation of the Mu- 


tual Agreement Program. 
PB-246 279/4GI 76-01 5K PC A16/MF A01 


RESOURCE DOC-7 


An Evaluative Summary of Research: MAP Program 
Outcomes in the Initial Demonstration States. 


PB-246 387/5GI 76-01 5K PC AOS/MF AO1 
RESOURCE DOC-8 

The Legal Aspects of Contract Parole, 

PB-257 852/4GI 76-25 5K PC A06/MF AO1 


RESOURCE DOC-9 
ban Pianned implementation of Mutual Agreement 


ramming in a Correctional a 
hy 52 091/ 76-13 PC A0S/MF A011 
RF-76-2 


ression of Atmospheric Dust Data to Analytic 
pwr Gamma Distribution Functions. 
AD-A017 079/5GI 76-01 48 PC A02/MF A01 


RF-968-1 
incinerator Residue in Bituminous Base Construc- 


tion. 

PB-255 419/4GI 76-20 138 PC A0S/MF A01 
RF-3111-2 

Urban-Traffic Operations ae Program. 

PB-251 175/6Gi 76-12 A06/MF A01 


RF-3248-FR-74-1(U) 
pe ay of a Dynamic Simulation Filter. 
AD-B001 641/0GI 76-22 15G PC A06/MF A01 
RF-3491-TR-1-PT-3 
Modeling the Urban Goods Consolidation Terminal 


Site Selection Decision. Part lil. 
PB-249 529/9GI 76-08 138 PC AO7/MF A01 


RF-3944A-1-1 
Fundamental Studies in the Automatic Longitudinal 


Control of Vehicles. 
PB-255 953/2GI 76-20 13F PC A0S/MF A011 
RFCUNY-05534 


Chinese American Manpower and Employment. 
PB-246 259/6G! 76-03 51 PC A16/MF A01 


RECUNY-05534-2 
Statistical Profile of the Chinese in the United 
States 


. 1970 Census. 
PB-256 799/8GI 76-25 5K PC AO7/MF AO1 
RFF WORKING PAPER-QE-1 


Ecological Modeling in a Resource Management 


Framework, 
PB-246 665/4G! 76-02 6C Not available NTIS 
RFP-NUREG-2481 


Reference Critical Experiments. Progress Report, 
July 1, 1975--December 31, 1975. 
RFP-NUREG-2481 76-22 18) PC AOQ4/MF A01 


RFP-TRANS-167 
Recent Developments in Plutonium Analysis. 
RFP-TRANS-167 76-05 7D PC A02/MF A01 
RFP-TRANS-168 


Rate of Decomposition of Ammonium Carbamate. 
RFP-TRANS-168 76-13 7B PC AO02/MF A01 





RFP-2363 


RFP-TRANS-169 
Note on the Reaction of Bis(Trimethyisily!)-Diimine 


with Carbon Dioxide. 
RFP-TRANS-169 76-12 7C PC AQ2/MF A01 
RFP-TRANS-171 


Study of Glasses with Reduced Alkali Content. 
Glass Formation and Certain Properties of Glasses 


of the S Si02--Al203--MgO--Na20-NaCl. 

RFP-T -171 76-13 118 PC A02/MF AO1 
RFP-TRANS-172 

Experimental Research into the Reaction of Carbon 

with rdon. 

RFP-T S-172 76-14 7D PC A0Q2/MF AO1 
RFP-TRANS-173 

Chemistry of Carbon Dioxide Gas. 

RFP-T -173 76-13 7D PC AQ2/MF AO1 
RFP-TRANS-174 


investigations of interactions Between cy ane 
Stressed urfaces and Gases by Means of 


Radioactive Labelling . 
RFP-TRANS-174 76-13 
RFP-TRANS-175 


Kinetics of the Interaction of Lanthanum Oxide with 


Carbon Dioxide. 
RFP-TRANS-175 76-14 7D PC AOQ2/MF A011 
RFP-TRANS-176 


Qualitative Regularities of the Interaction of Carbon 
Dioxide with Sodium Alcoholates 
REP-TRANS- 176 76-13 7D PC AOQ2/MF A01 


RFEP-TRANS-177 
Direct Process for Producin 


11F PC AQ2/MF AO1 


Anhydrous Sodium 


Carbonate by cr of Caustic Soda. 
RFP-TRANS-1 76-18 7D PC AQ2/MF A01 
unas 
Method for Making a Silicic Acid Coating Film. 
RFP-TRANS-178 76-21 11C PC AG@2/MF A01 
RFP-TRANS-179 


Synthesis Reactions Using ae Dioxide by 
of Transition Metal a 
RFP-TRANS-179 76-14 PC A02/MF AO1 


RFP-TRANS-180 
Adsorption Behavior of Oxygen and Carbon Dioxide 


on Silver. 
RFP-TRANS-180 


76-14 11F PC A0Q2/MF AO1 
RFP-TRANS-181 
phenghenes Compounds as ——— yr 
RFP-TRANS-181 76-18 PC A02/MF A01 
RFP-TRANS-182 
Organometallic Complexes Containing Carbon 
Dioxide. 
RFP-TRANS-182 76-25 7C PC A02/MF AO1 
RFP-TRANS-183 
ee for Continuous Production of Barium Car- 
nate. 
RFP-TRANS-183 76-21 7B PC A02/MF AO1 
RFP-TRANS-185 


Studies on Urea. Vii. Reaction Rates in the Forma- 

tion of Ammonium Carbamate from Anhydrous Car- 

bon Dioxide and Ammonia Gas 

RFP-TRANS-185 76-22 7D PC A02/MF A01 
RFP-TRANS-189 

Process for Removing Smali Quantities of CO and 


CO sub 2 from Hydrogen-Containing Gases 
RFP-TRANS-189 76-22 7A PC A02/MF A01 
RFPS-39531-255 


Soil Water Content and Evaporation Determined by 
Thermal Parameters 2 en from Ground-Based 


and Remote Measu 
N76-20613/5GI tie 8M PC AO3/MF A011 
RFP-2233 


Characterization of Brazing Alloys with Stainless 
Steels 


RFP-2233 76-10 11F PC AQ3/MF AO1 
RFP-2297 

Gaseous Pyrolysis Products identified by Combined 

Thermal and s Spectrometric Ana 

RFP-2297 76-06 7D A02/MF A01 
RFP-2299 

Development of All-Beryllium Riveted Structures. 

RFP-2299 22 411F PC AOQ3/MF A01 
RFP-2351 


Corrosion-induced Acoustic Emissions from Urani- 

um 4.5--Weight Percent Niobium Binary Alloy. 

RFP-2351 76-12 11F PC AO02/MF AO1 
RFP-2363 

Consideration of the Effect of Lymph-Node Deposi- 

tion Upon the Measurement of Plutonium and 


76-03 6R PC A02/MF A01 


Americium in the Lungs. 
RFP-2363 


AR-1317 





Molten Salt Extraction of Americium from Molten 
Plutonium Metal. 


RFP-2365 76-25 7D PC A02/MF A01 
RFP-2379 
Fabrication and Properties of a Sexinary Uranium- 
RFP-2379 76-05 11F PC AQ2/MF A01 
RFP-2402 


a into the Dissolution and Direct Assay 
ho Piutonium —s 
76- 7E PC A02/MF A01 


RFP-2430 
Comparative Study of Aqueous and Solvent 
Methods for Cleaning Metals. 
RFP-2430 76-25 13H PC AQ2/MF A01 
RFP-2436 
Carcinogenicity of Residual Fuel Oils by Nonbiolog- 
ical Laboratory Methods: Annotated Bibliography. 


Part |. Laboratory Methods of Analysis. Part li. Anal- 
Results 


RrP-2436 76-25 6T PC AO2/MF AO1 
RFP-2468 


Prototype Gauge for ww my J Se and Wall 
Thicknesses of Hemispherical P 
RFP-2468 76-25 “- ‘PC AQ2/MF A01 


RG-CR-75-2-PT-3 
EDL Performance Model. Part Iii. Analysis of Closed 
Cycle Electron-Beam Sustained CO2 EDL with Air 


76-16 20E PC A06/MF A01 


citons. 

AD-A017 769/1GI 
RG-75-11 

Derivation and Analysis of the Complete Nonlinear 

Dynamical Equations of the MICOM Stabilized Mir- 

ror 

AD-A018 317/8GI 76-03 17G PC AO4/MF A01 
RG-75-37 

DCAT Experimental Evaluations 

t 


nt. 
892/4GI 76-11 


76-02 20H PC A02/MF A01 


and System 
16D PC AO0B/MF A01 


RG-75-45 
Computational Program for Thermal Analysis of 
Fluid Control S . 
AD-A017 758/ 76-02 16D PC A02/MF A01 
RG-76-8 
An Electronic Target Generator to Test Television 
Contrast Automatic Trackers 


AD-AO17 080/3Gi 76-01 17H PC AQ2/MF A01 
RG-76-14 

Evaluation of ine Garrett/AirResearch Electrofiuidic 

Transducer. 

AD-A020 469/3G! 76-07 20D PC AOQ3/MF AO1 
RG-76-19 

Thermal Analysis Considerations of Hybrid 

Microelectronic Circuits. 

76-10 SE PC A04/MF AO1 


AD-A022 256/2G! 

RG-76-21 
Thermal is of the RFSS Switch Driver. 
AD-A018 1 Gi 76-02 PC A02/MF A01 


RG-76-23 
More on IMU Self-Alighment Techn 
AD-A018 174/3GI 76-02 17 
RG-76-26 


Utilization of Common ey and Function 
Su rams in Missile System Sim 


GPC AOS/MF AOt 


AD-A018 870/6G! 76-04 9B PC A03/MF A01 
RG-76-30 
AH-1 Helicopter Vibration Levels for Stub Wing 
Mounted Equ nt 
AD-A026 825/0GI 76-19 1C PC AO7/MF A0O1 
RG-76-31 ‘ 


Seeker Mode! and Mode! Reduction for 
Simulation. 
A020 737/3GI 76-08 17G PC E02/MF A0O1 


RG-76-33 
Computer Simulation of Control System Containing 


Digital are. 
AD-A022 255/4GI . 76-10 9B PC A02/MF A01 
RG-76-34 


User's Guide for a Terminal Homing Monte Cario 
Simulation Utilizing a Digital/Linear Laser Seeker. 
AD-A022 352/9G! 76-10 168 PC A13/MF A01 


RG-76-36 


Digital Navigator Analyzer P 
AD-A021 336/3GI 76-09 ie "PO A03/MF A01 


AR-1318 


RG-76-40 
Analysis and Experiment - an Electrical to Fluidic 
rts 


interface with no mong arts. 
AD-A022 011/1GI 6-10 9C PC AO3/MF A01 


RG-76-41 


Simulation Models and Baseline Guidance and 
Control for indirect-Fire Missiles with Strapdown-in- 
ertial Guidance 

AD-A024 977/1GI 76-15 168 PC A06/MF A01 


RG-76-45 
investigations of Describing Functions and Limit 


Cycles of Nonlinear Systems. 
-A022 605/0GI 76-11 12A PC AO3/MF A01 


RG-76-48 
Analysis and a of a Terminal Homing System 
pra ty Autop 
A022 088/86 76-10 17G PC AO6/MF A01 
ites 


SAM-D Trade-Off Study, Electromechanical Control 
Actuation System (EM/CAS). 
AD-A025 232/0GI 76-15 16D PC A03/MF A01 


RG-76-56 
saalestory Generation by Piecewise Spline inter- 


polatio 
AD- ‘A027 837/4GI 76-21 168 PC AO04/MF A01 


RG-76-59 
Asymmetrical Oscillations in Nonlinear Systems. 
AD-A024 673/6GI 76-14 9E PC MF AO1 
RG on 
icroprocessor ‘oe | System. 
AD -A029 010/6GI PC AO04/MF A01 


RGF-101 


Development of Asymmetric aeene Triacetate 
Membranes for Seawater Desalinatio 


PB-253 440/2GI 76-18 7C eC A08/MF A01 
RH-7T-1 

AD-AOSO 604/301" W625 20F PC A02/MF AO1 
RH-76-4 

A Versatile Facility for Chemical Laser Research 

and Development. 

AD-A018 216/2Gi 76-03 20E PC AQ3/MF A01 
RH-76-6 

ow oy Diagnostics for the Army-Gas Dynamic Laser 

tir 756/0G! 76-13 20E PC AO3/MF A01 
RI-75/5 


intervening Problems way ony identification of 
Particles by the Cherenkov Effect. Efficiency of the 
Triggering System Used in ~ Med Proton” Ex- 


Sra — meee 18D PC A07/MF A01 


Ri-81 
Studies of Selected Precipitation Cases from 
METROMEX. 


PB-248 669/4G! 76-06 4B PC A15/MF A01 
RIA-R-CR-028-75 
improved Materials and Manufacturing Methods for 
Barrels 


Gun ‘ 

AD-A019 520/6GI 76-05 19F PC AO7/MF AO1 
RIA-R-CR-74-026 

Design san Artillery Towing Lightweight Auxiliary 


-A018 279/0G! 76-03 19C MF AO1 

RIA-R-CR-74-031 

Development and Adaptation of A Control System 

for Optimization of Single and Multiple Operation 

Mach ~y" 

AD-A018 129/7GI 76-02 13H PC AQ7/MF A01 
RIA-R-CR-75-048 

tsothermal Sens of Ti-GAI-4V Alloy as an im- 

proved Process for Fabricating Weapon Com- 

ponents. 

AD-A028 861/3Gi 76-22 19F PC AO6/MF AO1 
RIA-R-CR-76-014 

Experimentation and Analysis to Perfect a Shock 


Perturbation Technique. 
AD-A025 351/8G! 76-16 148 PC A03/MF A01 
RIA-R-CR-76-025 


Tantalum Alloy Chemical Vapor Plating of Gun Bar- 


r . 

AD-A028 809/2G! 76-22 19F PC AO3/MF A01 
RIA-R-CR-76-029 

Codeposition of Wear-Resistant Particles with 
Chromium. 

AD-A030 497/2GI 76-25 11C PC AOS/MF A01 


RIA-R-CR-76-030 
Electrodeposition of Chromium with Periodic 
Reverse and Pulsed Current. 
AD-A028 805/0G! 76-22 13H PC AO4/MF AO1 


RIA-R-CR-76-032 


Effects of Electroless Nickel Process Variables on 
Quality Requirements. 
AD-A030 499/8G! 76-25 11C PC AO4/MF Aoi 


RIA-R-TR-74-047 
The Formation of ey! a ge Simul- 
qneene Deposition of Metals from aseous 
ase. 
AD-A018 130/5G! 76-02 11C PC AOQ3/MF Aoi 
RIA-R-TR-75-012 
Application of Atomic Absorption Spectrophotomet- 
~4 Techniques to the Analysis of Copper-Base Al- 
AD-A023 457/5G! 76-12 7D PC A03/MF AO1 
RIA-R-TR-75-013 


Environmental Exposure and Accelerated Testing of 
Rubber-to-Metal Vulcanized Bonded Assemblies 
AD-A017 368/2G! 76-01 115 PC A02/MF A01 


RIA-R-TR-75-023 
A Theoretical and Experimental Thermal Analysis to 


Determine Wali Ratios for a 30mm Tactical Barrel. 
AD-A025 381/5G! 76-16 19D PC AO3/MF A01 


RIA-R-TR-75-034 


Improved Manganese Phosphate Coatings. 
AD-A018 131/3GI 76-02 11C PC AO2/MF A01 


RIA-R-TR-75-042 


The Sputter Deposition and Evaluation of Tungsten 
and Chromium for Use in Weapon Components. 
AD-A024 109/1GI 76-13 13H PC AQ3/MF AO1 


RIA-R-TR-75-045 


External Barrel Temperature of the M16A1 Rifle. 
AD-A019 649/3G! 76-06 19F PC AQ3/MF A01 


RIA-R-TR-75-046 
Calibration of Breech Erosion Gage for 5.56mm 
Chrome-Plated Bores. 
AD-A024 765/0G! 76-14 19F PC AO3/MF AO1 


RIA-R-TR-75-047 
Urban Wartare: A First Report. 
AD-A019 744/2GI 76-06 15G PC A08/MF A01 


RIA-R-TR-76-001 


A Test Method for Measuring the Stiffness of 
Coated Fabrics at Low Temperatures. 
AD-A023 114/2GI 76-12 11E PC A02/MF A01 


RIA-R-TR-76-004 


A Method for nD Fired Projectiles During the 
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RM-548 
Land Use Policy and Program Analysis. Number 5. 
issues and Recommendations-State Critical Areas 
Any 
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RN-DR-0012 

Nrx a-1 Engine Thermal Model. 

RN-DR-0012 76-05 18N PC A0O3/MF AO1 
RN-DR-0042 

Presentation on the Growth Potential of the S/N 9 

Nerva Nozzle. 

RN-DR-0042 76-08 18N PC A03/MF A0O1 


AR-1321 








RN-DR-0048 


Advanced Engine ———- Presentation. 
RN-DR-0048 6-05 18N PC AO2/MF AO1 
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“Nor Sequence 
RT/EL-(75)2 76-09 9E PC A02/MF A01 


RT/EL-(75)3 


impurity Redistribution in Semiconductors with Sur- 
face Rate Limitation 


RT/EL-(75)3 ' 76-21 20L PC AO2/MF AO1 
RT/FI-(75)3 

Nonlinear Dielectric Permittiv of Plasma with 

Striations Coupled to oo Waves. 

RT/FI-(75)3 201 PC A02/MF A01 
RT/FI-(75)5 

Stochastic Kinetics. 2. Detectrons 

RT/FI-(75)5 76-09 18K PC AOS/MF AO1 
RT/FI-(75)7 


Hefrem: Modular System Based on Heterogeneous 
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RT/Fi-(75)7 76-15 20H PC AO6/MF AO1 


RT/Fi-(75)8 

Noise Analysis Studies: international Mailing List of 

ne. 

RT/FI-(75)8 76-11 18K PC AQ3/MF A01 
RT/Fi-(75)9 

Subroutine for Plotting Contour Maps on Plane Net- 

works with Triangular Meshes. 

RT/Fi-(75)9 76-11 8B PC AO3/MF AO1 
RT/Fi-(75)14 


Cnen Calculation Method for the Neutronic Design 
of Lwr Cores: Reactivity and Power Distributions in 
XY Sp ere Versus Burn-Up. Part . The Physical 


of the Code 
RT/FI-(75)14 76-15 1 Be A06/MF A01 
RT/FIMA-(75)1 


Subroutine for Bidimensional interpolation with 
Bicubic Spline Functions. 
RT/FIMA-(75)1 76-10 9B PC AQ2/MF A0O1 


RT/FIMA-(75)2 
Asymptotically Stable Solutions of Functional Dif- 


ferential Equations in Nodal Reactor mics. 
RT/FIMA-(75)2 76-15 18K PC AGQ3/MF AO1 
RT/FIMA-(75)3 


REFLEX: A Program to Calculate the Scattering by 
a Plasma Column in a ye oe Waveguide. 
N76-31009/3G! Not available NTIS 


Reflex: A Program to Calculate the Scattering by a 

Piasma Column in a ee Waveguide. 

RT/FIMA-(75)3 76-16 20! PC AQ3/MF A01 
RT/FIMA-(75)4 


Numerical investigation of Toroidal Axisymmetric 
Free-Boundary Equilibria with External Conductors. 


RT/FIMA-(75 76-16 201 PC AO4/MF AO1 
RT/GEO-(75)2 

Preliminary Research on the Displacements of the 

Sand on the Sea . 

RT/GEO-(75)2 76-05 8) PC A02/MF A01 
RT/ING-(75)3 

Two-Phase Flows — in Boiling and 

Pressurized Water Reactors. Vol. |. 

RT/ING-(75)3 76-05 18E PC A14/MF A01 
RT/ING-(75)5 


Effects Due to Thermal Transients Originated by 


Piant Incidents and Some a Procedures 

RT/ING-(75)5 mec AO4/ME A01 
RT/ING-(75)6 

a Thermal Boundary Layers Along Heated 

alls. 

N76-21462/6GI 76-16 20D Not available NTIS 

Two-Phase Thermal Boundary Layers Along Heated 

Wallis. 

RT/ING-(75)6 76-03 20D PC A03/MF A01 
RT/ING-(75)7 

Design Correlation for Pressure Drops in Coiled, 

Once-Through Steam Generators 

N76-21704/1GI 76-16 18 ‘Not available NTIS 


Design Correlation for Pressure Drops in Coiled, 

Once-Through Steam pe 

RT/ING-(75) 13A PC A03/MF AO1 
RT/ING-{75)8 

Creep in Pipes: Theoretical Calculations and Appli- 

cation to the Primary Circuit of the Pec Reactor 


RT/ING-(75)8 76-09 18E PC A1S/MF AO1 
RT/ING-(75)11 

Full Scale Tests and Thermal Design Ss aaa 

for Coiled Once-T h Steam Genera 

RT/ING-(75)11 6-11 18E PC n02/MF A01 
RT/ING-(75)12 

Thermal ODiffusivity Measurement with Pulse 

Technique. 

RT/ING-(75)12 76-10 18B PC A03/MF AO1 
"gaiiaiaeies 

a a Along Heated Wal 

RT -(75)13 eer 181 PC AQ3/MF A01 
RT/ING-(75)14 

Finite Element Method Applied to Bidimensionally 

Stressed Structures. 

RT/ING-(75)14 76-21 20K PC A15/MF A01 


RT/ING-(75)15 . 
Doice: A Channel Computer Program in the Ther- 


mo-Hydraulic Analysis of Bwr Transient Conditions. 
RT/ING-(75)15 76-15 181 PC A04/MF A01 
RT/PROT-(75)9 


een st Radioactive oseee - Concrete 
ay Polymers. Preliminary Study. 
RT T-(75)9 76-08 18G PC A03/MF A01 
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RT/PROT-(75)11 
Results and Perspectives of Mutagenesis Applied to 
Durum Wheat. 
RT/PROT-(75)11 76-05 6R PC AOS/MF A01 
RT/PROT-(75)20 


ae Principles in 
for Processing Liquid Radioact astes. 
RT/PROT-(75)20 76-15 18G oC A A03/MF A01 


RT-1563-T 
Crossed Field Amplifier for Space Application Etude 
dG'UN Amplificateur a Champs Croises pour Applica- 


tions Spatiales. 
76-25 9E PC AOS/MF A01 


n of a 


N76-27497/6GI 
RT-2007 


Energy Conservation Outline. 
AD-A020 139/2Gi 76-07 10A PC A02/MF AO1 


RT-8111-070 
QUASI-Static System-Generated Electro-Magnetic 
Pulse Code ~-4 ae Analysis. Volume li. Appen- 


dixes 1 thro 
AD-A026 474 he 76-19 22B PC A0S/MF AO1 
RT-8137-003 


Study of the Effects of Radiation on the Electrical 


and Optical Properties of + get 
AD-A025 222/1GI 76-15 17E PC AO4/MF AO1 


RTI-FR-24U-894 
Barriers to Minorities in Allied Health petty vy 


Education. - Sane on owe South ern States 
PB-249 331/ 5I eC A AOT/MF A01 


Be nt 


identify and Describe the Quality Assurance 
Methodologies Employed by Selected Third-Party 
Carriers of Prepaid Dental Plans. Executive Summa- 


PB-253 536/7GI 76-18 6E PC AOQ2/MF A01 
RTI-24U-1007-VOL-1 


identify and Describe the Qual Assurance 


ies Employed by Ph men Third Party 


Methodo 

Carriers of Prepaid Dental Pians. Volume |. 

PB-253 534/2GI 76-18 6E& PC A06/MF A01 
RTI-24U-1007-VOL-2 


identify and Describe the Quality Assurance 
Methodologies Employed by Selected Third Party 
Carriers of Prepaid Dental Plans. Volume ii. Site 
Visit Reports. 
PB-253 535/9GI 76-18 6E PC A10/MF A01 
RTI-24U-1387 
a, National Dialysis Registry Development of a 


a wpe of — on —— pny ny Faas 


RTI-26U-956-VOL-1 


= Use of Existing Facilities for Transporting Dis- 
advantaged Residents of Rural Areas. Volume One. 
—_ for Transportation Providers, 
PB-248 746/0GI 76-06 138 PC AO06/MF A01 


RTI-26U-956-VOL-2 


The Use of Existing Facilities for Transpo ng 
sgventnged Residents of Rural Areas. Volume 
PB-248 747/8GI 76-06 13B PC AIA/MF AC A01 


RTI-41U-946-15 
North Carolina Air Quality Maintenance Area Analy- 


AQMA's for 1973, 1975, 1980, and 1985. 


PB-256 227/0GI 76-21 138 PC AOS/MF AO1 
RTI-43U-962-1 

Mine and Ventilation in Crises. 

AD-A018 783/1Gi 76-04 18F PC AOS/MF AO1 


RT1-44U-896 
Postattack Medical Care impact on Survivors’ Work 


AD-A030 371/9GI 76-25 15C PC AO4/MF AO1 
RT1-44U-988 

Alternative Ways of Providing Host Area Fallout 

Protection. 

AD-A022 041/8GI 76-10 18F PC A13/MF A01 
RTI-44U-1000-VOL-1 

Management of Medical Problems Resulting from 

Population Relocation. Volume |. 

AD-A025 014/2GI 76-15 6E PC AQS/MF A01 


RTI-44U-1000-VOL-2 
Management of Medical Problems Resulting from 
olu 


Population Reloc . Volume ii. 

AD-A025 015/9G! 76-15 6E PC A10/MF A01 
RTOP-161-05-02 

Optical and infrared Transfer Function of the Geos 

3 Retrorefiector Array. 

N76-11857/9GI 76-07 9E PC A086/MF A01 


RTS-3/3081-SY 
Placing a Geostationary Satellite into Orbit: Op- 
timization of Transfer it, Apogee impulse, and 
Final Rendezvous Etude de la Mise en d'UN 
Satellite Geostationnaire: Optimisation de l'Orbite 
de Transfert, de I'impulsion d'Apogee et du Rendez- 


yous Final. 
N75-33143/9G!I 76-02 22C PC AOS/MF A01 
RU-TR-145-MIAE-F 


we Study of an Axisymmetric Choked Nozzle. 


AD-A025 188/4Gi 76-15 20D PC AO6/MF AO1 
RUB-AI-3 

The X-Ray Binary Star Hz Her der Roentgendoppel- 

stern Hz Her. 

N76-22127/4GI 76-16 38 PC AOS/MF A01 
RWB-01128 


Market and Feasibility St of the Kansas City - 
Wyandotte County, Kansas Port Facility and indus- 
trial Park, Kansas City, Kansas. 

PB-255 538/1GI 76-20 SC PC A06/MF A01 


S.E.S.-75/4 


Determination of Hourly Solar Radiation incident 
—_., an inclined Piane from Hourly Measured 


G Horizontal insolation. 

S.E.S.-75/4 76-26 4A PC AO3/MF AO1 
S.E.S.-75/5 

Production of Solar Ethanol from Australian 

Forests. 

S.E.S.-75/5 76-26 7A PC A04/MF AO1 
S4-55A 

Survey li of Suspension Systems on Motor Homes. 

Volume Xil. 

PB-255 962/3GI 76-21 13F PC AO8/MF A01 

Survey of Suspension Systems on Travel Trailers. 

Volume 13. 

PB-257 462/2Gi 76-26 13F PC E07/MF A01 
S-69-1974 


Progress in Radio Science in Finland, 1973. 
N76-11991/6GI 76-07 3B PC A03/MF AO1 


$-70-1975 
Activities of the Radio Laboratory and Its Receiving 
Station 


N76-11992/4G! 76-07 38 PC A03/MF A01 
$-76-2 
— Cope Flight Controi System Redundancy 


AD-A029 021/3G! 76-22 1C PC A06/MF AO1 
$-424-VOL-1 


A Review and Analysis of the et Collision 
Avoidance System. Phase !. Volume 


AD-A021 949/3G! 76-10 18 Pc A07/MF A01 
$-424-VOL-2 

A Review and Analysis of the Honeywell Collision 

Avoidance System. Phase |. Volume li: ices. 

AD-A021 950/1G!I 76-10 1B PC MF AO1 
$425 #4 


A Review and Analysis of the McDonnell Douglas 
Collision Avoidance System. Phase |. 
AD-A021 678/8G! 76-09 1B PC A04/MF A01 


S$-426 
. Review and Analysis of the RCA Collision 
' 


Ss m. Phase |. 
AD-A022 112/7G! 76-10 1B PC AO0S/MF A01 


$-443 

Quantity-Quality Tradeoffs 

AD-B003 482/7GI 76-01 15G PC A11/MF A01 
S-444 


een Test and Evaluation of Tactical Radar 
Bom a ey ee Results of demonstration Test of 
é tet oe - 
B003 167/4GI 76-22 19€ PC A0S/MF AO1 
ae 
The wy TA -Fletcher-Powell 
Method: A Gene 
wie-24964/80 
N76-24964/8GI 
S-450 
Review and ee © of Be Collision Avoidance 


Penalty Function 
ralized Iterative ee for Solv- 

Optimization P 
76-19 128 PC AOQ2/MF AO1 


rithms with Particular Reference to ANTC-117. 
A021 635/8G! non 18 PC A06/MF A01 
$-452 
Cargo Transportation by 3 AS Study. 
N76-27164/2GI 76-25 A09/MF A01 
8-453 
Report Guidance and Control 
Systems: Primary. Guidance, Navigation, and Con- 
trol System Deve 
N76-23335/2G! 76-38 22A PC A04/MF A01 
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$-456 
A Review and poste of the SIERRA DME Collision 


Avoidance Sys 
AD-A021 crn 76-09 1B PC AO7/MF A01 


$-458 

A Review and Analysis of ,- McDonnell Douglas 

Collision Avoidance System. Phase Il. 

AD-A021 679/6GI 76-09 ‘eo. PC A05/MF A01 
$-459 

The Application of Design-to-Cost Acquisition Poli- 
Selected Electronics Subsystem Develop- 

ment Programs. 

AD-A024 895/5GI 76-15 14A PC A0S/MF A01 
$-460 

A Review and Analysis of the Honeywell Collision 

Avoidance System -Phase Ii. 

AD-A021 735/6GI 76-09 1B PC AO7/MF AO1 
$-462 


A Review and Analysis of the RCA Collision 
Avoidance System - Phase Ii 


AD-A021 672/1GI 76-09 1B PC A06/MF A01 
$-1325 

Composite Engines for Application to a Single- 

pM phe Vehicle. 

N76-13203/4GI 76-08 21E PC AOS/MF A01 
$-1559 

improved Large ZnS Windows. 

AD-910 866/3GI 76-13 20F PC AO04/MF AO1 
$-1580 


Chemical Vapor Deposition of Multispectral Win- 


AD-912 492/6GI 76-13 20F PC AO4/MF AO1 
$-1884 


Hardened CVD Zinc Selenide for FLIR Windows. 
AD-A018 682/5GI 76-04 17E PC AOS5S/MF AO1 


S-1904 


High Efficiency Solid-State C-Band Generator. 

AD-A019 131/ 76-05 9A PC A08/MF A01 
$-1937 

Manufacturing Methods and Techno Measure 

Arc - Plasma - for Sprayed Phase - Shifter Ele- 

ments. 

AD-A019 200/5G! 76-05 9E PC A04/MF A01 
$-1963 


Casting of Halide and Fluoride Alloys for Laser Win- 
dows 


AD-A023 460/9G! 76-12 20F PC AO7/MF A01 
$-1975-543 


A Nonrandomized Unconditional Test for Compar- 
Two Proportions. 
A018 710/4GI 76-04 12A PC A04/MF A01 


S-1976-547 
a Bias in the Roots of Sample Covariance 


Matrices. 

AD-A023 490/6GI 76-12 12A PC A02/MF A01 
S-1976-548 

Ridge Estimation of the Inverse of a Covariance 


x. 
AD-A028 727/6GI 76-22 12A PC A03/MF A01 
S-1976-549 


Ridge Discriminant Analysis. 
AD-A028 728/4Gi 76-22 12A PC A03/MF A01 
S-1976-550 


Group Discriminant Analysis. 
AD-A028 729/2G! 76-22 12A PC A02/MF A01 


$-1977 
Manufacturing Methods and Technology Measure 


for Arc Plasma Sprayed Phase Shifter Elements. 

AD-A022 174/7GI 76-10 9E PC A03/MF AO1 
S-1984 

Surface Wave Narrow Band Resonato 

AD-A022 030/1GI 76-10 9E PC ‘A04/MF AO1 
$-2020 


Manufacturing Methods and Technology Measure 

for Arc Plasma Sprayed Phase Shifter Elements. 

AD-A025 025/8Gi 76-15 9E PC A03/MF A01 
S-2061 

Manufacturing Methods and Technology Measure 

for Arc Plasma Sp Phase Shifter Elements. 


AD-A028 754/0GI 76-22 9E PC AO03/MF AO1 
S-2062 

or Ferrite Isolation in Traveling-Wave 

AD-A029 416/5Gi 76-23 9A PC A06/MF A01 
S-2065 


Surface Wave Narrow Band Resonators. 
76-24 9E PC A04/MF A01 


AD-A030 139/0GI 


S-7502 

Regional Parking Inventory and Analysis: Part |. 
Supply and Costs. 

PB-252 120/1GI 76-14 13B PC A14/MF AO1 
S-7503 

The Housing Filtering Process in Southeast 
Peet 121/9GI 76-14 SK PC A04/MF A01 
SA/TIB-19 


Summary Report on the Long-Term Water Quality 

of the South Platte River Basin 1966-1972. 

PB-255 570/4GI 76-21 138 PC AO7/MF A01 
SA/TIB-25 

impact of the Schwartzwalder Mine on the Water 

Quality of vr ay Creek, Ralston Reservoir, and 


Upper L Lake 
PB-255 /1GI 76-20 13B PC AO3/MF A01 
SA/TIB-26 


Radioactivity Levels in the Environs of the Rocky 
Flats Plutonium Plant, Colorado, 1970. Part li. 
PB-255 576/1GI 76-21 18H PC AO3/MF A01 


SA/TIB-27 


Clark Fork River Study. \ ger | ~ Tae ay ust, as 
PB-255 580/3GI 76-21 1 Ab4/MF 


SA/TIB-28 
Dillon ——— - Blue River Study. Colorado, June, 


July, August - 1973. 

PB-255 571/2GI 76-21 138 PC AOS/MF AO1 
SA/TIB-29 

Plutonium Levels in the Sediment of Area impound- 

ments — of the Rocky Flats Plutonium Plant 


18H PC A04/MF A01 


lora 
PB-255 573/0GI 76-21 
SA/TSB-1 


Summary of a Water Quality Survey, Greeley, 
Colorado. November 16-19, 1971. 
PB-255 259/4GI 76-20 13B PC A03/MF A01 


SA/TSB-2 


Longmont Wastewater Treatment Facility, Long- 
mont, Colorado. 
PB-255 569/6GI 76-20 138 PC A03/MF AD1 


SA/TSB-4 
Technical Assistance Project Greeley Wastewater 
LS aaa Facility, Greeley, Colorado. June-July 
PB-245 780/2GI 76-02 138 PC AQ2/MF AO1 
SA/TSB-5 


Bacteriological Survey of the Cache La Poudre 
River Near Greeley, Colorado, i, 1972. 
PB-255 256/0GI 76-20 6 PC A02/MF A01 


SA/TSB-7 


Summary of Plant Evaluation City and County of 
Denver's Northside Wastewater Treatment Facility 
August-September 1972. 


PB-245 781/0GI 76-01 138 PC A02/MF AO1 
SA/TSB-8 
Design Considerations for Aerobic Digesters, 
PB-255 577/9GI 76-21 13B PC A04/MF AO1 
SA/TSB-9 


Technical Assistance Project Trinidad Wastewater 
Treatment Facility, Trinidad, Colorado, September, 


1972. 

PB-256 451/6GI 76-21 13B PC A03/MF AO1 
SA/TSB-10 

Report on the Quality of the Water of the James 

River, South Dakota, 1970. 

PB-255 255/2G! 76-21 
SA/TSB-12 

investigation of the Effects of the Waste Discharges 

from the Northside and Southside Water Treatment 

Plant Reservoirs at Pueblo, Colorado on Water 

Quality and Benthic Organism Conditions in the Ar- 

kansas River, October 10-12, 1972. 

PB-256 450/8G! 76-21 138 PC A02/MF AO1 
SA/TSB-14 

A Benthic Survey of Flat Creek and the Salt River 


Near Thayne, —_— n 
PB- 345 804706 Fe01 13B PC AOQ2/MF AO1 


SA/TSB-15 


The Meeker Well and Other Phenomena in the 
Vicinity of the Meeker Dome, Rio Blanco County, 
Colorado - A Summary Report on the Feasibility of 
Control of Seepage of Saline Ground Water. 

PB-255 258/6GI 76-20 8H PC AO04/MF A01 


SA/TSB-18 
Environmental Evaluation of Mines Developmen 
inc. Uranium and Vanadium Milling Operations ai 


Edgemont, South Dakota 
PB-256 453/2GI 76.21 13B PC A04/MF A01 


138 PC A0S/MF A01 


SAAS-183 


SA/TSB-20 
Mercury Concentrations in Fish 4 A. Oahe, 
South Dakota, — 16 A. ss 7, 1972. 
PB-256 452/4G 13B PC AQ4/MF A01 
SA/TSB-21 
Technical Assistance Project Vail Wastewater Treat- 
ment Facility, Vail, Guasatn: March - April, 1973. 
PB-255 257/8G! 76-21 138 PC AOQ3/MF A01 
SA/TSB-22 | 
Fort Collins Wastewater Treatment Facility, Fort 
PB-255 573/8G! 76-20 138 PC AQ3/MF A0O1 
SA/TSB-23 


Upper Eagle Valley Sanitation District Wastewater 
Treatment Facility, Avon, Colorado. 
PB-255 601/7GI 76-20 138 PC A02/MF A0O1 


SA-7701-V-1 
Development of a High Resolution Stepper Motor 


Prot . Volume 1: General Presentation. 
N76- 1GI 76-17 9C PC AO3/MF A01 
SA-7702-V-2 

Development of a High Resolution ee Motor 
Prototype. Volume 2: Detailed Results. me 3: 
Development re Final Relatif a UN soo 
de Moteur Pas a Pas a Grande Resolution. = 
2: Resultats Detailies. Volume 3: Developpement 
N76-22554/9GI 76-17 9C PC A04/MF AO1 


SA-7703-V-3 


Development of a High Resolution Stepper Motor 
Prototype. Volume 2: Detailed Results. Volume 3: 
Development —— Final Relatif a UN Prototype 
de Moteur Pas a a Grande Resolution. Volume 
2: Resultats Detailies. Volume 3: Developpement. 

N76-22554/9GI 76-17 9C PC A04/MF A01 


SAA-DR-75037 


Australian Standard Methods for the Radi 
Examination of Fusion Weided Butt Joints in tech 
(Metrication and Revision of as 8164-1965). 
N76-21563/1GI 76-16 13E Not available NTIS 


SAAB-RA-OBC-5-079 
Construction and Test of an A yon Mode! on 
Board puter. Volume 2: User's Manual. 
N76-19225/1GI 76-15 98 PC A14/MF A01 
SAAB-RA-OBC-5-084 
Construction and Test of an Engineering Mode! on 


Board Computer. Volume 1: a noe 
N76-19224/4Gi 76-15 A04/MF A01 


SAAB-TN-70 


Some Characteristics of an Amplitude or Phase 
Measuring CW-Radar Altimeter Operating Above a 
Rough Scattering Ground Surface. 

N76-16309/6GI 76-11 148 PC AO7/MF A01 


SAAS-175 


Determination of Accumulation Factors, Fish/Water, 
for Radionuclides Considered to Be Significant for 


Radiation Exposure of Man. 
SAAS-175 76-02 8H PC A02/MF A01 
SAAS-176 


State and Tendencies of Chemical Protection 
: ainst lonizing Radiation. A Literature Survey, 
SAAS-176 76-03 6R PC AOS/MF A01 
SAAS-177 


Recommendations for Development of Plans for 
First Aid Treatment Following Radiation Accidents. 
SAAS-177 6R PC A03/MF AO1 


SAAS-178 
amaaia Radiation Exposure in the Gdr in 


SAAS- 178 76-10 6R PC A03/MF A01 
SAAS-179 


Possibilities of Use of Modern Solid-State Dosime- 
ters for Central Personnel Monitoring. 
SAAS-179 6-12 6R be A03/MF A01 


SAAS-180 
— Radiation Exposure in the Gdr in 


SAAS- 180 76-13 6R PC AO3/MF A01 
SAAS-181 


Report of the National Council for Atomic Safety 
and Radiation Protection of the German Democratic 
Republic. 

SAAS-181 76-13 18E PC AOQ4/MF A01 


SAAS-182 

Recommendations on Standardization in X-Ray 
-182 76-12 6R PC AO3/MF AO1 

SAAS-183 


Ecology of Radium. A Literature Survey 
SAAS-183 76-12 8H PC ‘A03/MF A01 
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SAAS-184 
integral Population Doses Due to off-Gases from 


Nuclear Power Stations. 

SAAS-184 76-12 8H PC A02/MF AO1 
SAAS-185 

Report of the National Council for Atomic Safety 

and Radiation Protection of the German Democratic 


Republic. 
SAAS-185 76-16 6R PC AO2/MF AO1 
SAAS-186 


Quality Assurance System for Nuclear Power Plants 
in the German Democratic Republic. 





SAAS-186 76-16 18E PC AO2/MF A01 
SAAS-187 

First Advanced Training Course on Nuclear Safety 

and Radiation Protection Held in 

Ob hi /Erzgebirge from 5 to 8 May 1975. 

SAAS-187 76-16 6R PC /MF AO1 
SAAS-188 


Relations Between Radiation Risks and Radiation 

Protection Measuring Techniques. 

SAAS-188 76-16 6R PC AQ2/MF A01 
SAAS-189 

Measures of Radiation Protection in the Operation 

of Nuclear Power Plants in the German Democratic 

Republic. 

SAAS-189 76-16 18! PC AO03/MF AO1 
SAAS-190 


Results and Experiences from Environmental Moni- 
vet get at Rheinsberg Nuclear Power Plant. 
76-16 8H PC AO4/MF A01 


SAC-NR-76-01 
Summary and Evaluation of Theoretical Develop- 
ments ~—w Ei to Trailing Wing Tip Vortices 
Generated by Aircraft, 
AD-A025 614/9GI_ 76-16 1C PC E02/MF A01 
SACLANTCEN-CONF-PROC-17-PT-1 
Oceanic Acoustic Modelling: Proceedings of a Con- 
ference Held at SACLANTCEN on 8-11 September 


1975. Part 1. Noise, 
AD-A020 935/3G! 76-08 20A PC AOS/MF A01 
SACLANTCEN-CONF-PROC-17-PT-2 
Oceanic Acoustic Modelling: Proceedings of a Con- 
ference Heid at SACLANTCEN on 8-11 September 
1975. Part 2. Bubbies, 
AD-A020 988/2GI 76-08 8) PC AO04/MF A01 
SACLANTCEN-CONF-PROC-17-PT-3 


Oceanic Acoustic Modelling. Proceedings of a Con- 
ference Held at SACLANTCEN on 8-11 September 
1975. Part 3. Sea Surface, 

AD-A021 345/4G! 76-09 20A PC AO7/MF A01 


SACLANTCEN-CONF-PROC-17-PT-4 
Oceanic Acoustic Modelling: Proceedings of a Con- 
ference Held at SACLANTCEN on 8-11 September 


1975. Part 4. Sea Bottom 
AD-A020 936/1GI 76-08 20A PC A11/MF AO1 


SACLANTCEN-CONF-PROC-17-PT-5 


Oceanic Acoustic Modelling: Proceedings of a Con- 
ference Held at SACLANTCEN on 8-11 September 
1975. Part 5. Macro-Scale Phenomena, 

AD-A020 937/9G! 76-08 20A PC AO6/MF A01 


SACLANTCEN-CONF-PROC-17-PT-6 


Oceanic Acoustic Modelling: Proceedings of a ~~ 
ference Held at SACLANTCEN on 8-11 Septembe 
1975. Part 6. Micro-Scale Phenomena, 

AD-A021 220/9G! 76-09 20A PC A0S/MF A01 

SACLANTCEN-CONF-PROC-17-PT-7 


Oceanic Acoustic Modelling. Proceedings of a Con- 
ference Held at SACLANTCEN on 8-11 September 
1975. Part 7. Field Calculations, 

AD-A021 346/2GI 76-09 20A PC AO7/MF AO1 


SACLANTCEN-CONF-PROC-17-PT-8 


Oceanic Acoustic Modelling. Proceedings of a Con- 
ference Held at SACLANTCEN on 8-11 September 
1975. Part 8. Sonar Models, 

AD-A021 347/0GI 76-09 20A PC A06/MF A01 


SACLANTCEN-GM-76 
ee of Signal Theory, 
AD-A020 950/2Gi 76-08 9D PC AO5/MF A01 
SACLANTCEN-SM-77 


Electric Transmission Properties of an Externally- 
Armoured Electric Cabie, 
AD-A020 955/1Gi 76-08 9A PC A03/MF AO1 


SACLANTCEN-SM-78 
The SACLANTCEN Shipborne Computer Environ- 
mental-Data a System. Volume 3. The 
te 


Meteorological Subsystem. 
AD-A020 849/6G! 76-08 4B PC E02/MF A01 


AR-1328 


SACLANTCEN-SM-79 


Approximate Confidence Limits for a Product of In- 
dependent Positive Random Variables as Applied to 
ASW Exercise Data 

AD-A024 307/1GI 76-14 12B PC AO3/MF A01 


SACLANTCEN-SM-80 
Assessing the Naval Fraction of Soviet Defence 


Resource Allocation. 
AD-A024 314/7GI 76-14 15C PC E02/MF A01 
SACLANTCEN-SM-86 


A Model for the Doppler Spread of Backscattered 
Sound from a Composite Roughness Sea Surface. 
AD-A026 949/8GI 76-19 20A PC AOQS/MF AO1 


SACLANTCEN-SM-88 


The Maltese Oceanic room. oun 


AD-A026 950/6G! SPC hoa/Me A01 
SAHAS-75-2 


Origins of interface States and Oxide Ch 
Generated by lonizing Radiation in Metal-Oxide-Sil- 


icon Structures 
AD-A024 461/6GI 76-14 20. PC AO4/MF A01 

SAI/EF75-23 

_ Continued Research in Mesoscale Air Pollution 
Simulation Mode : Volume |. Assessment of Prior 
Model Evaluation Studies and Analysis of Model 


a aet eons and — 
76-24 4A PC A12/MF A01 

SA\/EF75-25 

Continued Research in Mesoscala Air ao 

Simulation one Volume iil. Modeling of Mic- 

soscale Pheno 

PB-257 528/06. 76-24 4A PC A11/MF A0O1 
SA\/EF75-26 


Continued Research in Mesoscale Air Pollution 

Simulation Modeling: Volume IV. Examination of 

the ee of Modeling Photochemical Aerosol 

a He 257 53 529/8G! 76-24 4A PC AO06/MF AO1 
SAI/EF75-69 


Continued Research in Mesoscale Air Pollution 
Simulation Modeling: Volume Il. Refinements in the 
Treatment of Chemistry, Meteorology, and Numeri- 


cal Integration Procedures 
PB-257 527/2GI 76-24 4A PC A14/MF A01 
SAI/SR-101-PA 


Compilation and Critique of information Pertaining 
to Potential Severe Accidents at a Large LMFBR. 
PB-257 956/3GI 76-25 18! A99/MF A01 


SAI-1-120-194-C1 
Man Power/Cost Estimation Model: Automated 


Planetary Projects. 

mts BA ae 76-08 22A PC AOS/MF AO1 
SAI-1-120-194-T2 

Jupiter Orbiter Lifetime: The Hazard of Galilean 


Satellite Collision 
N76-17173/5GI 76-12 22C PC AOS/MF A01 
SAlI-1-120-194-T3 


Error Analysis of Penetrator impacts on Bodies 


Without Atmospheres. 
N76-18023/1GI 76-12 38 PC A04/MF A01 
SAI-74-505-AQ 


Self-Consistency and Radiation Enhanced Ground 
prwreege | in the Surface Burst Code 
AD-A022 260/4GI 76-10 18F PC AQ3/MF AO1 


SAI-74-629-LJ 


Transport and Energy Balance ey in Tokamak 
Confinement Systems: A Status 
SAI-74-629-LJ 76-03 20)! PC A07/MF AO1 


SAI-74-629-WA 
Propagation Modeling and Analysis for High Energy 


AD-A023 537/4GI 76-12 20F PC AOS/MF A01 
SAI-74-C-643-LJ 

Studies in the Dynamics and Radiation of Laser 

Heated Plasmas. 

AD-A027 872/1GI 76-21 20!1 PC AO3/MF AO1 
SAI-75-500-LJ 

FSCATT: Angular Dependence and Filter Options. 

AD-A023 188/6GI 76-12 9B PC Al1/MF AO1 
SAI-75-501-AQ 


Basics of Ground Motion Instrumentation 
AD-A026 751/8GI 76-19 19D PC A03/MF A01 


SAI-75-502-WA 

Source n EMP Calculations. 

AD-A017 i 76-02 20N PC AO4/MF AO1 
SAI-75-512-AO 


A Three-Dimensional Systems Generated Elec- 

netic Pulse Calculation of an idealized FLT- 
SAT Satellite. 
AD-A026 898/7G! 


76-19 20N PC AO3/MF A01 


SAI-75-523-WA 


Benefit-Cost Methodology for Evaluating Energy 
Conservation Programs, 


PB-249 342/7GI 76-08 10A PC A06/MF A01 
SAI-75-525-LJ 

A Portable Gas-Filter-Correlation Spectrometer for 

HCI and HF. 

AD- 032/9Gi 76-06 148 PC A03/MF A01 


SAI-75-558-WA 
X-Ray Photoemission 
AD-A017 660/2G! 
SAI-75-566-LA 


Effects of Sulfur Oxides on the Lung: An Analytic 
Base. Part ll - Appendix, 


” 76-02 20H PC AOS/MF A01 


PB-249 685/9GI 76-09 6T PC AO7/MF A01 
SAI-75-582-WA-VOL-1 

X-Ray Dose Enhancement. Volume |. Summary Re- 

port. 

AD-A026 248/5G! 76-18 20H PC AOS/MF Aoi 
SAI-75-585-LJ 


Version 3 of Air Transport of Radiation (ATR). 
AD-A025 026/6G! 76-15 15F PC AO4/MF A01 


SAI-75-590-LJ 


Theoretical Studies of Radioactive Debris At- 
tachment to ABM Materials. 
AD-A017 670/1GI 76-02 18H PC AOQ3/MF AOi 


SAI-75-631-WA 
Report of the ARPA Study Group on Advanced 


Memory Co ts. 

AD-A021 274/66! 76-09 9B PC A04/MF AO1 
SAI-75-636-LJ 

One Dimensional Fluid Numerical Analysis. Final 


-75-636-LJ 76-05 201 PC A17/MF AO1 
SAI-75-661-LJ 


Theoretical Studies of Radioactive Cabal At- 
tachment to ABM Materials (Supplement 
AD-A025 092/8G! 76-15 18H PC 


SAlI-75-679-LJ 
Propagation Effects of Large Phase Variations in a 


Striated Plasma. 
AD-A024 997/9G!i 76-15 17B PC A04/MF A01 
SAI-76-001-AA 
Application of High Resolution Spectroscopy to DF 
io 


tion. 
AD-A023 8G! 76-13 20E PC AO04/MF AO1 


/MF AO1 


SAI-76-527-WA 

Visible Laser Research and Analyses. 

AD-A026 186/7G! 76-18 20E PC AOQ4/MF A01 
SAI-76-557-HU 

Terrain Effects on Prompt Tactical Nuclear Radia- 

tion Environments 

AD-A025 027/4Gi «s-76-15-«15F PC AO6/MF A01 
SAI-76-605-LJ 

— - A Numerical Model for Nonlinear 

aves. 

AD-A029 231/8G! 76-23 20D PC A03/MF AO1 
SAI-76-680-LJ 

lonospheric Plasma ae wow 

N76-287 15/0GI 4A “PC A03/MF A01 
SAI-77-518-HU 

Data Analysis for aon — Spectromete 

N76- /OGI 4A PC A0S/MF AO1 
SAI-77-537-HU 


SSL: A Software Specification es vege. 
N76-21931/0GI 76-16 A04/MF A01 


SAI-77-538-HU 


Radar Signature Measurements 10.6 
Micrometers Receiver Modification and ———e 
AD-A023 997/0G! 76-13 17E PC A02/MF A01 


SAI-77-555-HU-PT-1 
NASA Software Specification and Evaluation 


System Design, Part 1. 
nre-220ee/en 76-17 9B PC A04/MF A01 
SAI-77-555-HU-PT-2 


NASA Software Specification and Evaluation 


wy ny Part 2. 
Nre-csowel? 76-17 9B PC A10/MF A01 
SAI-151-00-371-00 

Studies and Code Development for High Tempera- 


ture Plasmas 
AD-A019 478/7G! 76-05 201 PC A17/MF AO1 
SAM-D-76-1 
A Postulated Mechanism that s to Materializa- 
tion and Dematerialization of Matter and to An- 


AD A020 
A020 796/9Gi 76-98 20) PC A02/MF A01 








i a ae 




























































en ee Ss eee le on 


ac 








SAM-D-76-2 
Restatement of the Heisenberg Uncertainty Princi- 
ple for the Condition of 1, eon 
AD-A020 797/7GI PC A02/MF A01 
SAM-D-76-3 
The Boundary identity of Exact Opposites: A Simple 
Solution to the Age-Old Philosophical Problem of 
Cc : 
AD -AS2O 798/5GI 76-08 12A PC A02/MF A01 


SAM-D-76-4 
A Conceptual Derivation of Einstein's Postulates of 


Special Relativity. 
AD-A020 799/3GI 76-08 20J PC A02/MF AO1 
SAM-REVIEW-2-68 
Cricothyrotomy. 
AD-A017 161/1GI 76-01 6E PC A02/MF A01 


SAM-REVIEW-2-76 


Audiometry Materials for Air Force Use. 
AD-A027 821/8GI 76-21 6P PC A02/MF A01 


SAM-REVIEW-3-68 
Lasers: Their Technical, Biologic, and Air Force im- 
plications. 
AD-A017 162/9GI 76-01 20E PC AO2/MF AO1 


SAM-REVIEW-3-76 


Radar and te Birds. 
AD-A030 346 76-25 6R PC AO2/MF A01 


ee a as 

idiopathic ng ta ee aga in Ap- 

parently por hy ilitary Personne 

AD-A017 158/7GI 76-01 ee. PC A03/MF A01 
SAM-REVIEW-4-76 

Midair Collisions: Aeromedical Considerations. 

AD-A030 001/2GI 76-24 1B PC A03/MF AO1 
SAM-REVIEW-5-67 

Carbon Dioxide Tolerance: A Review 

AD-A017 159/5GI 76-01 6T PC A03/MF AO1 
SAM-REVIEW-6-75 

Retinal oe Induced by Heavy Particles: A New 

Therapy M 
AD-A022 149/364 76-11 6E PC A02/MF AO1 


SAM-REVIEW-7-67 


Binoculars and the Eye Burn Problem. 
AD-A017 160/3GI 76-01 6E PC A02/MF AO1 


SAM-REVIEW-7-75 


Principles of anaes. Volume Ill. Physiological 

Mechanisms in the Mammal Underlying Posture, 

Locomotion, and Orientation in Space. 

AD-A023 691/9G! 76-13 6S PC AO6/MF AO1 
SAM-REVIEW-8-68 


Syncope Among Aircrew Evaluated at the USAF 


School of Aerospace Medicine. 
AD-A017 163/7GI 76-01 6N PC AO2/MF A01 
SAM-REVIEW-8-75 


Southeast Asia Operational Aeromedical Support: 


Lessons Learned, 
AD-A018 773/2GI 76-04 6E PC A03/MF A011 
SAM-REVIEW-10-68 


The Significance of on -- oe ae of Pilots. 
AD-A017 164/5GI C A02/MF A01 


SAM-TR-73-206 


Reprint: Ventricular =. ge Following Acute Car- 
bon Monoxide Ex 


AD-A018 940/7GI "J6-04 6E PC A02/MF A01 
SAM-TR-73-246 

Reprint: Relationships of Fatigue and Motion 

Sickness to Vestibulo-ocular Responses to Coriolis 

Stimulation. 

AD-A019 894/5GI 76-06 6S PC A02/MF AO1 
SAM-TR-73-311 

Reprint: What is Your Diagnosis 

AD-A020 555/9G! 76-07 6E PC A02/MF A01 
SAM-TR-74-55 

—_— Cast Cutter for use in Aeromedical 

AD ADI? 225/4GI 76-01 6L PC AO02/MF A01 
SAM-TR-74-61 

Pe eemnene Chest for Tactical Aeromedical 

AD-A017 226/2G! 76-01 6L PC A02/MF A01 
SAM-TR-74-62 

sn nane Gosecde Rack for Tactical Aeromedical Air- 

AD-A017 227/06! 76-01 6L PC A02/MF A01 
SAM-TR-74-236 


Reprint: Serum Urate and Cholesterol Levels in Air 
Force Academy Cadets. 
AD-A017 156/1GI 76-01 6S .PC AO2/MF A01 


SAM-TR-74-240 
Reprint: Animal Model of Human Disease: En- 


dometriosis. Animal Model: Endometriosis in 


Rhesus 

AD-AO'9 066/001 76-05 6C PC A02/MF A01 
SAM-TR-74-258 

Reprint: Monocular Diplopia in Flying Personnel. 

AD-A019 623/8G! 76-06 6E Bc A02/MF A01 
SAM-TR-74-306 


Reprint: EMC Design Effectiveness in Electronic 
Medical Prosthetic Devices. 
AD-A021 541/8Gi 76-09 6E PC A02/MF A01 


eer ae 
rint: Heart awe J Aqpocteins with Exposure 


to - Ly oo ned + 
826/9G! 6S PC AG@2/MF A01 


Es wn ipe 

Reprint: Endometrial Stromal Tumor in a Chimpan- 

zee 

AD-A017 916/8GI 76-02 6P PC A02/MF AO1 
SAM-TR-74-369 

Reprint: A Semiautomated Radioimmunoassay for 

Mass Screening of Drugs of Abuse. 

AD-A019 721/0GI 6-06 6E PC A0Q2/MF AO1 
SAM-TR-74-374 


rint: Circadian Variations in the Concentrations 
of Plasma Thyroxine and Triiodothyronine in Man. 


AD-A017 248/6GI 76-01 6A PC AG2/MF AO1 
SAM-TR-74-423 

Reprint: On the identity of Belfrage. 

AD-A019 739/2GI 76-06 PC A02/MF A01 
SAM-TR-74-424 


agent: Pulmonary sbicheniad by Spectral Analysis 
of Forced Random Noise. 
AD-A018 824/3Gi 76-04 6E PC A02/MF A01 
SAM-TR-75-25 
Satoetion and Prevention of G- a Regional 
, Edema, and Ae yey 


AD-ADze 238/6G! 76-18 6S. “PC A12/MF A01 
SAM-TR-75-29 

A Miniature Environmental Monitor. 

AD-A017 208/0G! 76-01 1C PC A02/MF AO1 
SAM-TR-75-30 


Predicting Safe Distances to Prevent Retinal Burns 


from Nuclear Detonations. 
AD-A019 797/0GI 76-06 6R PC AO4/MF AO1 
SAM-TR-75-33 


+3 a, Gas-F ilter-Correlation Spectrometer for 
AD-A020 032/9G! 76-06 148 PC A03/MF A01 


SAM-TR-75-35 
Method for Measuring the Optical Components of 
the Monkey ye. 
AD-A022 447/7GI 76-11 68 PC A0Q2/MF A01 
SAM-TR-75-36 
Retinal “menos Induced by Heavy Particles: A New 
Therapy Modality. 
AD-A022 449/3G! 76-11 6E PC A02/MF AO1 
SAM-TR-75-37 


Aerial Measurements of Hydrogen Chioride over the 
rowre yy Ship Vulcanus 


AD-A020 187/1GI 76.07 70 PC AQ2/MF A01 

SAM-TR-75-38 
of Human hes” Composition Data as Re- 

teted to to Height and 

AD-A018 350/9G! “6-03 6P PC AO3/MF AG1 
SAM-TR-75-39 

Basic Organization of the Cardiovascular Laborato- 

ry. 

AD-A021 656/4GI 76-09 6E PC AOS/MF A01 
SAM-TR-75-41 


The Effect of Elevated Oxygen Tension on Red Cell 
Function and Integrity. 


AD-A027 641/0GI 76-20 6S PC AQ2/MF A01 
SAM-TR-75-42 
Southeast Asia Operational Aeromedical Support: 


Lessons Learned, 
AD-A018 773/2GI 


SAM-TR-75-43 
An Automated OMFB Method for the Determination 


of Urinary Amino Nit ' 
AD-A018 720/3GI 76-04 6A PC AO02/MF AO1 


SAM-TR-75-44 


Corneal Curvature Cha 


Due to Exposure to a 
Carbon Dioxide Laser: A Preliminary Report. 
76-08 6R 


. 76-04 6E PC AO3/MF A01 


AD-A020 987/4GI PC A02/MF A01 
SAM-TR-75-45 
Interruption of Denitrogenation oy Air-Breathi 
A020 049/3GI 76-06 PC A02/MF A01 


SAM-TR-75-307 


SAM-TR-75-46 

inflight Physiological Data Acquisition S 

AD-A027 822/6G! 76-21 6B PC 2/ MF Ao1 
SAM-TR-75-47 


An Inductively Coupled Plasma haat ical System to 
Simultaneously Determine in Body Fluids Trace Ele- 
ments Associated with Cardiovascular Disease. 

AD-A025 474/8G! 76-16 6A PC AOQ2/MF AO1 


SAM-TR-75-48 


Urinary Zinc, Magnesium, and Caicium from Men 
Exposed to 4% CO2 at 750 Torr. 


AD-A025 685/9G! 76-16 6S PC AQ@2/MF A01 
SAM-TR-75-49 

A Proposed Emergency Passenger-Oxygen System 

for KC-135 Aircraft: An Evaluation. ei 

AD-A023 447/6G! 76-12 6K PC AO2/MF A01 
SAM-TR-75-50 

The Ne eae ea meee rae 

AD-A022 448/ 76-11 PC AO3/MF A01 
SAM-TR-75-51 


Growth and Development of Neonatal Mice Ex- 


posed to High-Frequency ir mY Fields. 
AD-A022 765/2G! 76-11 6R A02/MF AQO1 
SAM-TR-75-52 


Comparison of Theoretical and Experimental Ab- 

sorption of Radiofrequency Power. 

AD-A022 890/8G! 76-11 6R PC A@2/MF AO1 
SAM-TR-75-206 


eae: New Betern for Automated Extraction and 
multaneous Determination of Serum Cholestero! 


aa Trigly 

AD-A017 917/6G! 76-02 148 PC A02/MF A0O1 
SAM-TR-75-220 

Reprint: Binocular Enhancement of Color Dis- 


crimination in a Deutan. 

AD-A022 397/4G! 76-10 6P PC AO2/MF A01 
SAM-TR-75-221 

Reprint: Sam Complex Coordinator and Mul- 
oe tas Pursuit Test: Annotated Bibliogra- 


AD-A022 396/261 76-10 5) PC AO2/MF AO1 

SAM-TR-75-232 

oe The Sporicidal Activity of Glass Bead 
Sterilizers 

AD-A017 819/4G! 76-02 6. PC AG2/MF A01 

SAM-TR-75-248 


Reprint: Use of ERG and EOG in Evaluating the Ef- 
fect = ae, Deprivation on Visual Function in Fly- 


ABAD A019 19 896/061 76-06 6S PC AQ2/MF A01 

SAM-TR-75-268 
nt: Normal Values and Commonly Used 

eet raphic Formulae for Adults ” 

AD-A017 157/9G! 76-01 6E PC A02/MF A01 
SAM-TR-75-262 

pos on wa Systolic Time intervals during + Gz Ac- 

celera 

AD-A030 448/5G! 76-25 6S PC AG@2/MF AO1 
SAM-TR-75-291 

Reprint: Biomedical Cost of Low Level Flight in a 

Hot Environment. 

AD-A020 896/7G! 76-08 6S PC A02/MF AO1 
SAM-TR-75-297 


rint: Cardiovascular Effects of Enflurane and 
thane on the Rhesus . 
AD-A027 344/1GI 76-20 PC A@2/MF A01 


SAM-TR-75-299 


oa Heat Stroke: A Revie 
AD-A023 386/6G! 76-12. 6E PC AG2/MF A01 
SAM-TR-75-300 
Reprint: Radioimmunoassay Technology in Mass 
Drug Screening: An Evaluation of an Absorbent 


aper Disk Transport System. 
AD Ad24 877/3G) 76-15 6. PC AO2/MF A0O1 
SAM-TR-75-303 
Reprint: The Value of Exercise Testing for Screen- 
~~ Ben, Asymptomatic Men for Latent Coronary Artery 
AD-A022 824/7G! 76-11 6E PC AQ2/MF AO1 
SAM-TR-75-304 
—— Care of Patients after Cardiac Catheteriza- 


AD_A021 797/6G! 76-09 6E PC AG2/MF A01 
SAM-TR-75-306 


Reprint: Evaluation of Possible Microwave-induced 
Lens in the United States Air Force. 
AD-A018 6G! 76-04 6J PC A@2/MF A01 


SAM-TR-75-307 
Reprint: Transfer Functions for Arterial Oxygen 
Saturation during + G sub Z Stress. 


AR-1329 





AD-A018 927/4Gi 
SAM-TR-75-317 


Reprint: Cardiovascular Function during Sustained 
+ Gz Stress. 1. Coronary Hem 


76-04 6S PC A02/MF AO1 


tricular Function and Blood Ox Saturation. 
AD-A030 484/0GI 76-25 PC AQ2/MF A01 
SAM-TR-75-328 
Reprint: A Technique for Totally Automated Au- 
iometry. 
AD-A02> 396/6GI 76-10 6E PC A02/MF A01 
SAM-TR-75-337 


Reprint: Human and Nonhuman Operators in 
Manual! Control 


Systems. 
AD-A027 001/7Gi 76-19 SH PC AQ2/MF.A01 
SAM-TR-75-352 


Reprint: The Effect of Aging -_ the impact Re- 
sistance 


of Heat-Tempered 
AD-A027 002/5Gi 76-19 1B. PC AQ2/MF AO1 
SAM-TR-75-357 
Reprint: Biomedical Aspects of Oxygen Regulator 
Pertormance: |. Static 
AD-A025 883/0GI 76-16 6K PC A02/MF AO1 


SAM-TR-75-359 
rint: Flight-induced Changes in Human Amino 


AD-A020 897/5GI 76-08 6S PC A02/MF AO1 
SAM-TR-75-367 
Reprint: Outbreak of Staphylococcal infections in 


ative Primates. 
ADA 306/8GI 76-23 6C PC AQ2/MF AO1 
SAM-TR-75-368 


Reprint: Biomedical Aspects of Oxy ygen Regulator 
Performance. lil. Dynamic Characteris 
AD-A026 504/1Gi 76-19 6K PC AOQ2/MF A01 


t: Nystagmic Responses of the Rhesus Mon- 
to Rotational eaten Following Unilateral 


A Preliminary Report. 
AD-A023 746/10) 76-13 6S PC A02/MF AO1 
SAM-TR-75-370 


Reprint: Training and Performance of Rhesus Mon- 
a as Operators in a Compensatory Manual Con- 
t 
AD-A023 747/9GI 76-13 5i PC A02/MF A01 
SAM-TR-75-373 
Pm nm mee Grid Fringe Pattern for Topo- 


Reprint 
Rates lores 


/2GI 76-11 20E PC A02/MF A01 
SAM-TR-75-378 
Reprint: intra-Oral Dental Laser Grid Surface 
Mapping. 
AD-A025 627/1Gi 76-16 6E PC A02/MF A01 
SAM-TR-75-388 
t: E of Phage Typing Epidemiologicalty 
‘ coccus epidermidis’ Strains 
AD-A022 539/1Gi 76-11 6E PC A02/MF A01 
SAM-TR-75-412 
Reprint: An ~~~! “y Ss ; 
AD-A024 876/5GI MF AO1 
SAM-TR-76-1 


Turbine-Engine-P articulate Sampler: ar Study. 
AD-A027 499/3G! 7-20 1 MF A0O1 
SAM-TR-76-2 


A Portable Ox for Aeromedical 
Crewmembers. An Evaluation. 
AD-A027 373/0G! 76-20 6K PC A02/MF A01 


SAM-TR-76-3 


The — of 1.6 GHz Radiation a. eee 
ters in Discrete Areas of the Rat Bra 


AD-A023 677/8GI 76-13 6R PC AQ2/MF A01 
SAM-TR-76-4 

The ical Significance of Radio-Frequency 

Radiation Emission on Cardiac Pacemaker Per- 

formance. 

AD-A022 886/6G! 76-11 6R PC AQ2/MF A01 
SAM-TR-76-5 

Measurement of ee Power n 

in Monkeys, wy: Phantoms, and Human - 

toms MHz F 

AD-A024 373/30! 76-14 6R PC A02/MF AO1 
SAM-TR-76-6 

eee OF Serna Sunaeee Be Me Beek ane 

Coronary Atherosclerotic Heart Disease. A 

Literature Survey. 

AD-A022 483/1GI 76-11 6E PC A03/MF A01 
SAM-TR-76-7 


initial Study to Evaluate Simple Criteria for identify- 
ing om Amounts of Threshold Shift in Per- 
sons 

AD-A022 888/2G! 


Work in Noise: January-March 1975. 
PC AOQ2/MF A01 


76-11 6J 





AR-1330 


SAM-TR-76-8 
Hearing of Personnel included in the USAF Hearing 
Conservation 


Program. 
AD-A022 258/8GI 76-10 6J PC AO3/MF A01 
SAM-TR-76-9 
Noise Levels Measured within Aircraft during 


——, Climb, and Cruise (Low, Normal, and H n) 
407/0Gi 76-12 20A PC A02/MF 


Rens noses 


Significant Hearing Threshold Shift in USAF Military 
Personnel: January-June 1975 
842/9GI 


AD-A022 76-11 63 PC AQ2/MF A01 

SAM-TR-76-11 

Human Compatibility Testing of a Pressure- 
Breathing Mask, MBU-12/P. 

AD-A027 823/4GI 76-21 SE PC A02/MF AO1 

SAM-TR-76-14 


Oxygen Accumulation in Hypobaric Chambers. 


AD-A025 860/8G! 76-16 148 PC A02/MF A01 
SAM-TR-76-15 

Primate-Performance Assessment Following 3.2- 

GHz E res. 

AD- 495/5GI 76-12 6R PC AOQ2/MF AO01 
SAM-TR-76-16 


Description of Hearing in 13 Groups of Air Force 
Personnel Who Routinely Work in Noise: January- 





June 1975. 

AD-A026 086/9G! 76-17 6E PC AOQ3/MF A01 
SAM-TR-76-17 

Determination of Spatial and Yr Distribution 

of Neutron Fiux in the Texas A and M Nuclear 

Science Center “pape 4 - ure Cell. 

AD-A027 825/9Gi 18K PC A02/MF A01 
SAM-TR-76-18 

Handbook of Technical information for Drug Abuse 

Control Officers. 

AD-A023 772/7GI 76-13 60 PC A03/MF AO1 
SAM-TR-76-19 

Laser-Protection Eyewear: An Evaluation 

ure. 

AD-A027 826/7Gi 76-21 6Q PC A02/MF AO1 
SAM-TR-76-21 

Evaluation of a Portable Mass Spectrometer for 

Measuring yihydrazine and Nitrogen 

Tetroxide in Ai 

AD-A027 924/261 76-21 148 PC A02/MF A01 
SAM-TR-76-22 

a Audiometry — a * Air Force Use. 

821/8GI 76-21 PC AOQ2/MF A01 

aca agen 


The Dietary Prevention of Atherosclerosis and Coro- 
nary Heart Disease. 


AD-A027 529/7GI 76-20 6E PC A02/MF A01 
SAM-TR-76-24 

Radar and Migrating Birds. 

AD-A030 346/1G! 76-25 6R PC AOQ2/MF AO1 
SAM-TR-76-25 

Breathing Oxygen: Purity of Oxygen Generated by a 

Fiuomine-Based S 

AD-A030 851/0GI 76-26 6K PC A03/MF A01 
SAM-TR-76-26 

Use of the Exercise Electrocardiogram to identify 

Latent Corona rt . 

AD-A029 903/2GI 76-24 6E PC A03/MF A01 
SAM-TR-76-29 


Midair Collisions: Aeromedical Considerations. 
AD-A030 001/2GI 76-24 1B PC AOQ3/MF A01 


SAM-TR-76-30 


See ee Oey Effects in ~~ '—ene 
h-Workioad Missions: el St 


A030 524/3GI 76-25 PC MF AO1 
SAM-TR-76-35 
Radiofrequency Radiation wor Handbook. 
AD-A030 874/2G! 76- 6R PC AO7/MF AO1 


SAM-TR-76-204 
Reprint: Cardiac Pathology Associated with High 


Sustained + Gz: Subendocardial Hemorrhage. 

AD-A027 973/7Gi 76-21 6S PC A02/MF AO1 
SAM-TR-76-210 

Reprint: A Note on the Relationship between n Ach 

and Uric Acid. 

AD-A030 516/9G! 76-25 5SJ PC AO2/MF A01 
SAM-TR-76-213 

Reprint: Simplified Body-Composition Analysis 


using Deuterium Dilution and Deuteron Phot 
AS-A030 249/76! 


odisin- 
76-24 6A PC A02/MF A0O1 








SAM-TR-76-249 
Reprint: Application of Hyperbaric Oxygen Therapy 
in a Case of a Cerebral Hypoxia Following 

AD-A029 307/6GI 76-23 6E PC AQ2/MF Aoi 

SAM-TR-76-541 


Reprint: Changes in Clinical Cardiologic Measure- 
ments Associated with igh + Gsubz 
AD-A030 250/5G! 24 6S 


SAMSO-TR-72-77 
225-400 MHz Antenna System for Spin-Stabilized 
Pwo por Satellites. 
76-24 9E PC A04/MF A0o1 


Bh 
Suitability of an image IR Upconverter for the De- 
tection of 300-K Objects Outside the Earth's At- 
Seo 
AD- 275/5GI 76-22 17E PC AOQ2/MF AO1 

SAMSO-TR-74-86-VOL-9 
Passive Nosetip Technology (PANT) 

Flow 


Stress 
PC A02/MF A01 


Program. 


76-08 
SAMSO-TR-74-86-VOL-10 
Passive Nosetip Technology (PANT) Program. 
a X. Summary of Experimental and Analytica! 
AD-A020 708/4Gi 76-08 16C PC AO8/MF AO1 
SAMSO-TR-74-86-VOL-11 


Passive Nosetip Technology (PANT) Program. 
Volume Xi. Analysis and Review of the ABRES 
Combustion Test Facili for —- Pressure 


og ps try N Systems Tests. 
-A020 709/2G! 76-08 148 PC A0OS/MF A01 


SAMSO-TR-74-86-VOL-12 


Passive Nosetip Technology (PANT) Program. 
Volume Xi. Nosetip Transition and Shape —e 
Tests in the AFFDL 50 MW RENT Arc - Data R 

AD-A020 710/0GI 76-08 16C PC A06/M AO 

SAMSO-TR-74-86-VOL-13 

Passive Nosetip Technology (PANT) Program. 
Volume Xill. An Experimental Study to Evaluate 
Heat Transfer Rates to Scalloped Surfaces - Data 


AD-A020 711/8G! 76-08 16C PC AOS/MF A01 
SAMSO-TR-74-86-VOL-14 


Passive Nosetip Technology (PANT) Program. 
Volume XIV. An yee ae ~_—_ hoe —— the 


| ular Nosetip Shape ime - 
AD-A020 712/ 1 Pry wat 16C eC ATONE A01 


SAMSO-TR-74-86-VOL-15 


Passive Nosetip Technology (PANT) Program. 
Volume XV. Roughness induced Transition on Biunt 
Ax metric Bodies - Data rt. 

AD- 713/4GI 76-08 16C PC A06/MF A01 
SAMSO-TH-74-86-VOL-17 

Passive Nosetip Technology (PANT) 
Volume XVii. Computer User's Manual: 
Shape (EROS) Computer Code. 
AD-A026 613/0G! 76-19 16C PC A09/MF AO1 
SAMSO-TR-74-86-VOL-18 


Passive Nosetip Technology (PANT) Program. 


16C PC A10/MF aot 


Program. 
Erosion 


Volume XVill. Nosetip Analyses Using the EROS 
Computer Code. 
AD_A026 ¢ 614/8GI 76-19 16C PC AOS/MF AO1 


SAMSO-TR-74-86-VOL-19 
Passive Nosetip Technology (PANT) Program. 
Saas XIX. Hydrometeor/Shock Layer Interaction 
AD-A026 615/5SGI 76-19 16C PC A04/MF A01 
SAMSO-TR-74-86-VOL-20 


Passive Nosetip Technology (PANT) Program. 
sane XX. Investigation of Flow Phenomena over 


Vehicle ‘_. * 
prwrry A 617/1GI 6-19 16C PC AO6/MF AO1 


SAMSO-TR-74-86-VOL-22 
Passive Nosetip Technology (PANT) Program. 
oe gg Coupled Erosion/Abliation of Reentry 
AD-A026 619/7GI 76-19 16C PC A0QS/MF A01 
SAMSO-TR-74-156-VOL-2 


Evaluation of Sensors for SPACETRACK Augmenta- 
tion (ESSA). Volume li. Appendix. 
AD-921 138/4GI 76-22 17H PC A11/MF AO1 


SAMSO-TR-74-156-VOL-3 


Evaluation of Sensors for SPACETRACK Augmenta- 
tion (ESSA). Volume Ill. Photometric and Radiomet- 
ric Calibration Procedures. 


AD-921 139/2GI 76-22 17H PC AO7/MF AO1 











a- 
t- 


1 





eM Ne ee be 





SAMSO-TR-74-156-VOL-4 


Evaluation of Sensors for SPACETRACK Augmenta- 
tion (ESSA). Volume IV. Low-Noise Detector Pream- 


plifier Design. 
AD-921 140/0GI 76-22 17H PC AOQ6/MF AO1 
SAMSO-TR-74-219-PT-2 
Position Estimation for a ng Ter Sy oy ol saly One 
linear Filtering. Part ti. Mov - r- 
naaied Noise, Monte Carlo Simula n Resu 
AD-A022 597/9GI 76-11 i” PC A04/MF A01 
SAMSO-TR-75-43 
h Altitude Attitude Reference Stu 
A022 324/8GI 76-10 17G > AOG/MF A0O1 


SAMSO-TR-75-44-VOL-1 


Static-Electricity Analysis Program. Volume |. 
AD-A017 873/1GI 76-02 1C PC A0S/MF AO1 


SAMSO-TR-75-178-VOL-1 
Delta interim Upper Stage System Study. Volume |. 


Executive Summary 
AD-A021 416/3GI 76-09 22B PC AO4/MF AO1 
SAMSO-TR-75-178-VOL-2 


Delta interim Upper Stage System Study. Volume Ii. 
ical 


Techn Report. 
AD-A021 417/1GI 76-09 22B PC A23/MF AO1 
SAMSO-TR-75-181-VOL-1 


Centaur interim Upper Stage (1US) System Study. 
Volume |. Executive Summary. 
AD-A021 401/5GI 76-09 22B PC A04/MF AO1 


SAMSO-TR-75-181-VOL-2 
Centaur interim Upper Stage (1US) System Study. 


Volume li. Technical. 
AD-A021 415/5GI 76-09 22B PC A20/MF A011 
SAMSO-TR-75-208 


Migration of Apiezon C on Metal Substrates under 
the influence of Temperature Gradients 
AD-A017 476/3GI 76-01 11H PC ‘A02/MF A011 


SAMSO-TR-75-223 
Ultraviolet Radiometer integration and Launch Ac- 


tivities. 

AD-A018 287/3GI 76-03 22C PC AOS/MF AO1 
SAMSO-TR-75-224 

Characteristics of a 240 to 400 MHz 6-inch Depth 

Cavity-Backed Cross Open-Sleeve Dipole on a 

Curved Ground Plane. 

AD-A017 367/4GI 76-01 9E PC AO03/MF A01 
SAMSO-TR-75-230 


Flight Test Preparation of the Electrically 

Suspended Accelerometer. Phase Ill-A. 

AD-A021 727/3GI 76-09 22B PC A06/MF A01 
SAMSO-TR-75-231 

Annual FY75 Applied Optics Researc 

AD-A023 864/2GI 6-13 20F ec NAF AO1 


SAMSO-TR-75-234 


Planetary Scale Wave Response to Auroral Heating 
of the Neutral Atmosphere. 
AD-A017 189/2GI 76-01 4A PC A03/MF A01 


SAMSO-TR-75-236 
An investigation of the Distribution of Radiation 
Scattered by Optical Surfaces. 
/4GI 76-08 20F PC A06/MF A01 
SAMSO-TR-75-238 
A New Assurance Technology for Computer Soft- 


ware. 

AD-A020 483/4Gi 76-07 9B PC A03/MF AO1 
SAMSO-TR-75-239 

ve Reservoir Systems: Thermal Considera- 


AD-A017 502/6G! 76-01 13K PC A02/MF AO1 
SAMSO-TR-75-240 


Radial Diffusion on Inner-Zone Protons: Observa- 
tions and Variational Ana ‘ 
AD-A017 200/7GI 76-01 20H PC A04/MF AO1 


SAMSO-TR-75-241 


a Test Evaluation of a 240 to 400 MHz Cavity- 
Backed Cross Open-Sieeve Dipole Antenna. 
AD-A017 298/1Gi 76-01 9E PC A03/MF AO1 


po 


AD-ADIS 18G/6GI 76-08 16C ec P 


SAMSO-TR-75-253 
Photometric Data Format. 
AD-A019 458/9G! 76-05 15D PC A03/MF A01 
SAMSO-TR-75-255-VOL-! 
The Generalized Trajectory Simulation System. 
w. 


Volume |. Overvie 
AD-A017 711/3GI 76-02 168 PC A0O3/MF A011 
SAMSO-TR-75-255-VOL-4 


The Generalized Trajectory Simulation System. 
Volume IV. Numerical rators 


ram. 
/MF AO1 


AD-A025 436/7GI 76-16 168 PC A06/MF A01 
SAMSO-TR-75-255-VOL-5 

The Generalized Trajectory Simulation System. 

——- Vv. went Estimation Models for Sizing Ap- 

p 

AD-A019 111/461 76-05 168 PC A20/MF A01 
SAMSO-TR-75-257 


Quarterly Applied Optics Research R (First). 

AD-A024 021/8G! 76-13 20F AQS/MF A01 
SAMSO-TR-75-260-VOL-1 

DSSS/VL (Deep S Surveillance Satellite/Visible 

Light) On-Board Data Processing Definition Study. 

Volume |. eee. 

AD-A019 596/6GI 76-06 17H PC AQ4/MF A01 


SAMSO-TR-75-261 
Department of Defense Transportation 
System Mission Operations Systems Definition Mis- 
—_ Assessment Report: Operations Design Mission 
AD-A018 215/4Gi 76-03 22B PC A13/MF A01 
SAMSO-TR-75-262 
DOD/STS Mission Operations Systems Definition 
— sare Assessment Report: Operations Design 
AD ADI 274/0GI 76-05 228 PC A12/MF A01 


SAMSO-TR-75-264 


Visible — sor. 
AD-A018 /9G!I 76-04 17H PC A10/MF A01 
SAMSO-TR-75-276 


Space Test Program Standard Satellite Launch Op- 

timization Stu 

AD-A018 177/6GI 76-02 22B PC AO06G/MF A01 
SAMSO-TR-75-277 

Space Test Program Standard Satellite Study. 

AD-A018 203/0Gi 76-02 22B PC A06/MF AO1 


SAMSO-TR-75-279 


Software Reliability Measurement. 
AD-A019 147/8GI 76-05 9B PC A04/MF A01 


SAMSO-TR-75-280 


Nonlinear Recursive —— = a Movi N+ 
AD-A018 467/1Gi PC AO2/MF 


SAMSO-TR-75-281 
Study of IEMP Effects on IC Operational Amplifier 


AD AOTS 667/5GI 76-06 18H PC A03/MF A01 
SAMSO-TR-75-282 

as nll ay Sensitization of Photographic 
AD-A019 210/4G! 76-05 14E PC A03/MF A01 
SAMSO-TR-75-284 

Absolute tength Changes by Remote inter- 
feromet 


AD-A019 666/7G! 76-06 20F PC AOQ3/MF A01 
SAMSO-TR-75-285 


Solid Friction ee of Spacecraft Oscillations, 
AD-A018 650/2G 22B PC A02/MF A01 


SAMSO-TR-75-286 


ee Structure .- Pyrocarbon Film Deposited 
ron 
AD-A019 437/3GI 76-05 118 PC AQ2/MF AO1 


SAMSO-TR-75-287 


Radiation from a Line Source Carrying a Traveling 
Wave in a Magnetoplasma. 
AD-A019 148/6GI 76-05 20N PC A03/MF A01 


SAMSO-TR-75-288 
Line-by-Line Calculations of Hot-Gas Spectra in- 


cluding HF and HCl. 
AD-A019 573/5GI 76-06 20F PC A06/MF AO1 
SAMSO-TR-75-289 


Observations on Approximate and Exact Treatments 
of Fracture Statistics for Polyaxial Stress a. 
AD-A019 572/7GI 76-06 20K PC A0Q2/MF A01 


SAMSO-TR-75-290 


SAMSO Computer Language and Software Develop- 
ment Environment Requirements. 
AD-A018 801/1GI 76-04 9B PC A0</MF A01 


SAMSO-TR-75-293 
industrial Practices to Control Computer Program 


Costs. 
AD-A018 887/0GI 76-04 9B PC A03/MF A01 


SAMSO-TR-75-294 
mp tae Control of Drag for Slender Reentry 


AD-AOTS 802/8G! 76-06 22C PC A03/MF A01 
SAMSO-TR-75-295 


Forward and Backward Photoemission Yields from 
Metals at Various X-Ray Angles of incidence. 
AD-A019 135/3GI 76-05 20H PC E02/MF A01 


SAMSO-TR-76-36 


SAMSO-TR-75-298 
wey ete ~-= Technology Phase 18. ILT 
Flight Test = 
AD-A019 414/201 76-05 17G PC A06/MF A01 
SAMSO-TR-75-299 


Film Formation by Transition Metal Dichaicogenides 


on Metal Substra 
AD-A020 042/8G! 76-06 7D PC AQ3/MF AO1 
SAMSO-TR-75-300 
Migration of on C on Metal Substrates Under 
= influence of Temperature Gradients: Mathemati- 
AD-A019 665/9G! 
SAMSO-TR-75-301 
Characterization of Advanced Solid Rocket Nozzie 
Materials. 


AD-A020 041/0G! 76-06 21H PC AO3/MF A01 
SAMSO-TR-75-302 


X-Ray Photoemission from Coated Surfaces. 
AD-A020 161/6G! 76-07 20H PC AO3/MF A01 


SAMSO-TR-75-303 
Analytical Diffusion Model a oe Program. 
AD-A019 692/3Gi 7 PC A03/MF AQ1 
SAMSO-TR-75-304 
Theoretical Determination of the Barriers to Internal 


Rotation in Hydrogen Peroxide. 
AD-A019 746/7Gi 76-06 7C PC A0Q3/MF A01 


SAMSO-TR-75-305 
Evaluation of Metal Film Adhesion to Flexible Sub- 


strates. 

AD-A019 693/1G! 76-06 11C PC AQ2/MF A01 
SAMSO-TR-75-306 

Vapor Pressure of N-Nitrosodimethylamine. 

AD-A021 064/1G! 76-08 19A PC A02/MF AO1 
SAMSO-TR-76-8 

a Difference Schemes for the Solution of the 


aren Soe Equations 
AD-A02O 666/461 168 PC AO4/MF AOt 


76-06 7D PC &02/MF A01 


unitate 
Graphite Ablation Chemistry Nonequilibrium Ef- 


AD-A023 898/0Gi 76-13 20M PC A02/MF AO1 
SAMSO-TR-76-25 
Coomer eon t Degradation of CCD (Cha u- 


oo mager MTF Rs any ransfer 
nction) = bro 
AD-A020 600/3G! 76-0 <™ PC A A03/MF A01 


SAMSO-TR-76-26 
Satellite Attitude Estimation with Measurements 


Available at Random Points in Time. 
AD-A020 969/2G! 76-08 22A PC A02/MF A01 
SAMSO-TR-76-27 


Theoretical Description of the doublet A" 
doublet A’ States of the bay ae a Radical. 
AD-A021 067/4G! 76-08 PC A02/MF AO1 


SAMSO-TR-76-28 
Theoretical Assignments of the Electronic States of 


Nitrous Oxide 
AD-A020 958/5G! 76-08 20J PC A02/MF A01 
SAMSO-TR-76-29 


Determination of Graphite-Liquid-Vapor Triple Point 


A021 168/0G! 76-08 7D PC A04/MF A01 
SAMSO-TR-76-31-VOL-1 


Spectroscopic Constants for Selected wane 
Diatomic Molecules. Volume |. PA. thro rue 
AD-A022 147/3GI 76-10 A14/MF A011 


SAMSO-TR-76-31-VOL-2 
precwannes Constants for Selected ~~+ eee 
Diatomic Molecules. Volume ll. K through Z 
AD-A022 148/1GI 76-10 20) PC E0S/MF AO1 
SAMSO-TR-76-33 


Applied Optics Research R 
AD-A025 283/3G! 76-15 2UF A04/ 


SAMSO-TR-76-34 
a ye, of Alloys with Hydrazine Containing 
Freon. 


AD-A022 434/5G! 76-10 11F PC AQ3/MF AO1 
SAMSO-TR-76-35 


Band Mode! Parameters for the 4.3-microns Funda- 
— Band of CO2 in the 100-3000 K Temperature 


(Second). 
04/MF A01 


AD boat 786/9G! 76-09 7D PC A02/MF AO1 
SAMSO-TR-76-36 
ae eenene ae Measurements ~ HF and 
avelengths Using a erodyne 
feet, oy 
AD-A022 057/4GI 76-10 20F PC A03/MF A01 


AR-1331 





SAMSO-TR-76-37 
90 GHz Radiometric imag 
AD-A022 241/4Gi 7610. 14B PC AO4/MF AO1 
SAMSO-TR-76-38 


Communications Critical 
ix A. Part 1. intermodu 
gy investigation. Part 2. intermodulation Cancella- 


n Stu 
AD A022 53/9G! 76-10 178 PC A0S/MF A01 
SAMSO-TR-76-39 


Department of Defense Space Transportation 
System Mission Operations System Definition - 
Computational Function Allocation. 

AD-A022 864/3G! 76-11 22A PC A10/MF AO1 


SAMSO-TR-76-40 
Fault-Tolerant Software for Spacecraft Applicat 
AD-A022 068/1GI 76-10 9B PC AOs/MF AG A01 
SAMSO-TR-76-41 


Demonstration of a Flexible Remoting System for 
AFSATCOM to Meet Diverse Use 
AD-A022 897/3Gi 76-11 


SAMSO-TR-76-56 


Reduction of Sea Surveillance Data Using Binary 
Matrices 
AD-A022 598/7GI 76-11 


SAMSO-TR-76-57 


Thermally induced Migration of Apiezon C. The Ef- 
fects of Vacuum and Surface Finish. 
AD-A023 089/6GI 76-12 7D PC A0O3/MF A01 


SAMSO-TR-76-58 


Electronic Angular Momentum Transfer in the 
(doublet P(1 a + NF (ae ore Delta) System. 
AD-A024 258/6G 76-13 7D PC AO2/MF AO1 


n he Pac 


r Requirements. 
178 PC A04/MF A0O1 


15D PC A03/MF A01 


SAMSO-TR-76-59 
Lower Thermospheric Composition inferred from 
Total Density Measurements and the OGO-6 450-km 
AD-A023 046/6GI 76-11 4A PC A03/MF A01 
SAMSO-TR-76-60 


Auroral Electron Spectra in the Atmo re. 
AD-A023 450/0G! 76-12 4A PC AO3/MF AO1 


SAMSO-TR-76-71 


Temperature Dependence of the ames of 
Vibrationally Exicted N2 by NO and 
AD-A023 507/7GI 76-12 4A PC. A02/MF A01 


SAMSO-TR-76-72 
A Quasi-Linear Kinetic Equation for Cosmic Rays in 


the Interplanetary Medium. 
AD-A023 849/3G 76-13 38 PC AO2/MF AO1 


SAMSO-TR-76-73 


Particle Motion and Diffusion in Geometric Mirrors 
AD-A024 223/0G! 76-13 20! PC AQ2/MF A011 


SAMSO-TR-76-74 


Gyro Torquer Short Analysis. 
AD-A024 423/6G! 76-14 17G PC A03/MF AO1 


SAMSO-TR-76-78 
Comment on ‘A Paradox: The Thermal Rate Coeffi- 
cient for the H + DCI yields HC! + D Exchange 
AD-A023 896/4G! 76-13 7D PC A02/MF AO1 
SAMSO-TR-76-78 


Calculations for a Multilayer Absorbing 
Stack: Application to Thin Film Photoconductor As- 


semblies. 
AD-A025 798/0Gi 76-16 17E PC AQ3/MF AO1 
SAMSO-TR-76-86 
Vibrational Energy Distribution in the NO Produced 
the Reaction of N(4S) with O2. 
A023 897/2GI 76-13 20J PC AOQ2/MF AO1 
SAMSO-TR-76-82 
A Review of Rate Coefficients in the H2-F2 Chemi- 
cal Laser System. 
AD-A024 332/9Gi 


76-14 20E PC A06/MF A01 
SAMSO-TR-76-83-VOL-3 . 
a Programmable Signal Processor Study. 


Votume 3. 

AD-A026 111/5GI 76-17 15C PC A21/MF AO1 
SAMSO-TR-76-84 . 

Air Force Global Weather Central System Architec- 

ture a oe System/Subsystem Summary Re- 

Summary. 

SD ot 426/5GI 76-22 9B PC A04/MF AO1 

SAMSO-TR-76-85-P T-1 


Air Force Global Weather Central System Architec- 
ture Study. Final 


ts. 
10 427/36! 76-22 96 A13/MF AQ1 





AR-1332 


SAMSO-TR-76-85-P T-2 


Air Force Global Weather Central System ARchitec- 
ture Study. on 7 System/Subsystem Summary Re- 
and 


oo. Volume 2. uirements Compilation 
wy Part 2. “Functional de er 
AD-B010 428/1Gi 76-22 9B PC AOS/MF AO1 


SAMSO-TR-76-85-PT-3 
Air Force Global Weather Central = Architec- 
ture Study. Final System/Subsystem Summary Re- 
port. Volume 2. uirements Compilation and 
Analysis. Part 3. Characteristics Summaries and 


Network Analysis. 

AD-B010 429/9G! 76-22 9B PC A11/MF A01 
SAMSO-TR-76-87 

Air Force Global Weather Central System Architec- 

ture Study. Final System/Subsystem Summary Re- 

port. Volume 4. Systems Analysis and Trade Stu- 


dies. 
AD-B010 430/7GI 76-22 9B PC A17/MF AO1 


SAMSO-TR-76-88 


Air Force Global Weather Central System Architec- 
ture Study. Final System/Subsystem Summary Re- 
port. Volume 5. System Description. 

AD-B010 431/5GI 76-24 9B PC AO7/MF AO1 


SAMSO-TR-76-89 


Air Force Global Weather Central System Architec- 
ture Study. Final System/Subsystem Summary Re- 
port. Volume 6. Aerospace Ground Equipment Pian. 
AD-B010 432/3GI 76-22 9B PC AO6/MF AO1 


SAMSO-TR-76-90 


Air Force Global Weather Central System Architec- 
ture Study. Final System/Subsystem ane ee 


a Volume 7. implementation and 
AD-BO10 433/1GI 76-24 4B PC AOS/MF A01 
SAMSO-TR-76-91 


Air Force Global Weather Central System Architec- 
ture Study. +W: pe ey we Summary Re- 


port. Volume 8. S wr 
AD-B010 434/9G! me "PC A09/MF AQ1 


SAMSO-TR-76-94 


Experimental Studies of a Continuous-Wave HF(DF) 
Confocal Unstable Resonator. 
AD-A025 268/4G! 76-15 20E PC AOQ3/MF A01 


SAMSO-TR-76-97 


Time Series Modeling of Urban Pollution Levels. 
AD-A028 591/6GI 76-22 13B PC AOQ3/MF A01 


SAMSO-TR-76-107-VOL-1 


Titan WiC Transtage/Stage |! Separation-Shock 
Bench Test. Volume |. 
AD-A024 560/5GI 76-14 13E PC AO4/MF A01 


SAMSO-TR-76-107-VOL-2 


Titan Wc aneenneieinge li Separation-Shock 
Bench Test. Volume li 
AD-A024 561/3GI 76-14 13E PC AOS/MF A01 


SAMSO-TR-76-107-VOL-3 


Titan WiC Transtage/Stage ti Separation-Shock 
Bench Test. Volume Iii. 
AD-A024 562/1GI 76-14 13E PC A99/MF A01 


SAMSO-TR-76-108 
Relaxation of DFiv = 
Molecules. 
AD-A025 238/7GI 

SAMSO-TR-76-1098 
Deactivation of HCi Toe 1) and OCKiv = 1) by H 


and D Atoms at T = 
AD-A025 252/8Gi 76-15 20J PC A02/MF A01 
SAMSO-TR-76-110 


Eight-Year ao Optics Research Report. 
A025 340/1GI 76-16 20F PC A04/MF AO1 


SAMSO-TR-76-111 


On-Orbit and In-Piant Satellite seorage. 
AD-A025 902/8G! 76-17 2286 A03/MF A01 


SAMSO-TR-76-112 
Quarterly Applied Optics Research wot 9 
AD- 356/5G! 76-20 20E A04/MF A01 
SAMSO-TR-76-113 


CN Production Efficiencies from Active Nitrogen- 
rocarbon Flames. 
A026 638/7G! 


SAMSO-TR-76-114 
Variable-Aperture Calorimeter for an Unstable 


1) by Various Polyatomic 
76-15 20H PC AO2/MF A0O1 


76-19 20E PC AO03/MF AO1 


Resonator. 

AD-A026 576/9GI 76-19 20E PC AOQ2/MF A0O1 
SAMSO-TR-76-115 

Annular Converging Wave Ca -_* 

AD-A026 917/5Gi 76-19 PC A03/MF A01 


SAMSO-TR-76-116 


A Shock Tube Study of the Reaction of H Atoms 
with DF. 


AD-A026 285/7GI 
SAMSO-TR-76-118 
Pitot Pressure Profile Measurement at the Exit of 


Very Small Nozz! 
AD-A027 497/7G! 76-20 20D PC A0Q2/MF Aoi 
SAMSO-TR-76-131 


Analysis of Etevated-Temperature Impact + yan 

of G ite-Reinforced Aluminum Composit 

AD- 029/7GI 76-21 11D PC A03/MF A01 
SAMSO-TR-76-132 

Reactions of Germanium Vapor with Oxidizers: 

Photon Yields and a New GeO Band he yer 

AD-A027 227/8GI 76-20 7D A03/MF A01 
SAMSO-TR-76-133 

A System Employing Laser Heating for the Mea- 

surement of High- og Thermal Properties 


Over a Wide Pressure R +y 
76- 118 PC AOQ3/MF A011 


76-18 7D PC A03/MF AO1 


AD-A029 459/5G! 
SAMSO-TR-76-134 
The Transformation Operator Approach to Muiti- 
eae rene 
101/5G! 76-19 20K PC A04/MF AO1 


Ba nadansi 


Dispersion of Spinning Missiles Oue to Lift 
Nonaveraging. 
AD-A027 /6GI 76-20 168 PC A03/MF AO1 


SAMSO-TR-76-137 


Evaluation of HAL/S Language Compilability Using 
SAMSO's Compiler Writing System (CWS). 
AD-A029 312/6GI 76-23 98 PC AO4/MF AO1 


SAMSO-TR-76-141 


Ablation instrumentation Effects on Carbon-Carbon 
Nosetip Performance. Phase Il. 
AD-A028 997/5GI 76-22 11D PC AO3/MF AO1 


SAMSO-TR-76-142 
Impact Damage Mechanisms of 3-D Carbon-Carbon 


Material. 
AD-A029 166/6Gi 76-23 16C PC A02/MF A01 
SAMSO-TR-76-151 


Zero-Power-Gain Measurements in CW HF(DF) 
Laser by Means of ee Technique. 
AD-A028 992/6G! 20E PC A04/MF A01 


SAMSO-TR-76-155 
The Role of Electron Spin in the NF Kinetic System. 


AD-A029 527/9G! 76-23 7D PC AQ2/MF A01 
SAMSO-TR-76-156 

Geomagnetically Trapped Alpha Particles. 

AD-A028 726/8G! 76-22 4A PC AQ3/MF A01 


SAMSO-TR-76-157 


Surtace Transport of Oil in the Presence o? Nylasint 
and Micro-Well Reservoirs. 
AD-A028 935/5G! 76-22 11H PC AO3/MF A01 


SAMSO-TR-76-158 
EQUION, An Equatorial lonospheric irregularity Ex- 


periment. 

AD-A028 839/9G! 76-22 4A PC AOS/MF AO1 
SAMSO-TR-76-160 

A Temperature-Dependent Analytical 

Mode! for Continuous-Wave (F + 

Lasers, 

AD-A028 732/6GI 
SAMSO-TR-76-161 

Atlas SLV-3 Space Launch Vehicle Flight Evaluation 


Report SLV-3 7128. 
AD-A027 757/4GI 76-20 22D PC A08/MF A01 
SAMSO-TR-76-162 


Atlas SLV-3 ad Launch Vehicle Flight Evaluation 

Report SLV-3 5306. 

AD-A027 758/26! 76-20 22D PC A07/MF A01 
SAMSO-TR-76-163 

Atlas SLV-3 Space Launch Vehicle Flight Failure In- 


vestigation SLV-3 ' 
76-20 22D PC A11/MF A01 


Diffusion 
H2) Chemical 


76-22 20E PC A04/MF A01 


AD-A027 758/06) 
SAMSO-TR-76-164 

Review of Functional and Qualification Testing for 

SLV-3 General Electric Guidance System 

AD-A027 760/8G! 76-20 22D PC A A08/MF AO1 
SAMSO-TR-76-166 

Difficulties Review Atlas Booster Airborne and 

Ground Support Systems. Book Ii. General Iinforma- 

tion. Volume Ill. Autopilot System Airborne Difficul- 


ties Review 
AD-A027 762/4G! 76-20 22D PC A25/MF AO1 


SAMSO-TR-76-167 


Range Safety Trajectory and Dispersion Information 
for Atlas 89D/OV1-9 and 10, 
AD-A027 763/2GI 6-20, 22D PC A12/MF A01 






















































ot 





BL a a tia 





SAMSO-TR-76-168 
Difficulties Review Atlas Booster Airborne and 
Ground Support Systems. Book |. General informa- 


tion. 

AD-A027 764/0GI 76-20 22D PC A10/MF A0O1 
SAMSO-TR-76-169 

Difficulties Review Atlas Booster Airborne and 

Ground Support Systems. Book Ii. General Informa- 

tion. Volume =, instrumentation System Airborne 


Difficulties Review. 
AD-A027 765/7GI 76-20 22D PC A24/MF A011 


SAMSO-TR-76-170 
Difficulties Review Atlas Booster Airborne and 
Ground Support Systems. Book li. General Informa- 
tion. Volume V. Electrical System Airborne Difficul- 


ties Review. 
AD-A027 766/5GI 76-20 22D PC A10/MF A0O1 
SAMSO-TR-76-171 
Difficulties Review Atlas Booster Airborne and 
Ground Support Systems. Book Ii. General informa- 
tion. Volume Xill. Range Safety Command System 
Airborne Difficulties Review. 
AD-A027 767/3GI 76-20 22D PC A05/MF AO1 
SAMSO-TR-76-172 


Difficulties Review Atlas Booster Airborne and 

Ground Support Systems. Book Ii. General Informa- 

tion. Volumes Ii, 4 er Vi. < o —— and Im- 

plementation Auxiliary Power rce Guidance, Air- 

borne Difficulties Review. 

AD-A027 768/1GI 76-20 22D PC AO06/MF A01 
py ~~ Ath 


ae for Computing the Transfer Func- 
in and pees Response of the Fluidgenics 


py -024), 
TSe/eGl 76- 13G PC A0S/MF A01 


eiiininieaie 

Silver-Zinc Battery Characteristic an, 

AD-A027 770/7GI 76-20 10C PC A17/MF A01 
SAMSO-TR-76-175 

NATO Phase Ili Communications Satellite Systems 


Effectiveness Program. 
AD-A030 045/9G! 76-24 17B PC AQ3/MF A01 
SAMSO-TR-76-176 


Difficulties Review Atlas Booster Airborne and 
Ground Support Systems. Book ti. General informa- 
tion. Volume Xll. Propulsion System Airborne Dif- 


ficulties Review. 
AD-A027 883/8G!I 76-21 16D PC AO06/MF A01 
SAMSO-TR-76-177 


Difficulties Review Atlas Booster Airborne and 
Ground Support Systems. Book Ii. General informa- 
tion. Volume Vii. Hydraulic System Airborne Dif- 


ficulties Review. 
AD-A028 045/3GI 76-21 16D PC A1S5/MF A011 
SAMSO-TR-76-178 


Difficulties Review Atlas Booster Airborne and 
Ground Support Systems. Book II. General informa- 
tion. Volume IX. Pneumatics System Airborne Dif- 


Review. 
AD-A028 046/1GI 76-21 16D PC A10/MF AO1 


SAMSO-TR-76-179 


Difficulties Review Atlas Booster Airborne and 
Ground Support Systems. Book Ii. General informa- 
aon. Volume XI. Propulsion interface Airborne Dif- 


ities , 
AD-A028 047/9GI! 76-21 16D PC AO6/MF AO1 
SAMSO-TR-76-180 
Difficulties Review Atlas Booster Airborne and 


Ground Support Systems. Book Ii. General Informa- 
tion. Volume X. Propellant Utilization System Air- 


borne Difficulties Review. 
AD-A028 048/7GI 76-21 16D PC AOS/MF A01 
SAMSO-TR-76-181 


Difficulties Review Atlas Booster Airborne and 
Ground Support Systems. Book Ii. General Informa- 


tion. Volume |. Aijrframes Aijrborne Difficulties 

AD-A028 049/5G1 76-21 16D PC A0S/MF A01 
SAMSO-TR-76-183 

An Adaptive Transform Coding Algorithm. 

AD-A028 840/7G! 76-22 9D PC A0O2/MF A011 
SAMSO-TR-76-186 


The Measurement of Dimensional Stability of Invar 
Using Strain-Gage Techniques. 


AD-A029 135/1GI 76-23 11F PC AO3/MF A01 
SAMSO-TR-76-188 
TiO2 Thin Ay A New, Unconventional Photo- 
raphic Materia 
A029 640/06! 76-23 14E PC A06/MF AO1 
SAMSO-TR-76-189 


COMSAT Nonrefiective Solar Cell Evaluation. 
AD-A030 532/6G! 76-25 108 PC A02/MF A011 


SAMSO-TR-76-190 


Modulation of Trapped Energetic Electrons at 6.6 

on by the Direction of the Interplanetary Magnetic 

AD-A028 999/1GI 76-22 4A PC A02/MF AO1 
SAMSO-TR-76-191 

Effects of a en Processing on the 


Micr id oovenem of Inv 
AD- 76.24 11F PC AO3/MF A01 
SAMSO-TR-76-192 


Relation Between Monopole Mass and Primary 


Monopole Fiux. 
AD-A030 046/7G! 76-24 20H PC AO2/MF A01 
SAMSO-TR-76-195 


Flow-Tube Studies of Vibrational Energy Transfer 
HF(v) + HF, DF(v) + HF, and DF(v) + SS) Ss. 
AD-A029 981/8GI 76-24 20E€ PC A03/MF AO1 


SAMSO-TR-76-197 
Operating Frequencies for the NAVSTAR/Global 


army Sy pe 
AD-A030 1 | 76-24 17G PC A04/MF A01 


SAMSO-TR-76-200 


Comparative Performance of Chemical Lasers with 
Axi metric and Two-Dimensional Nozzles. 
AD- 933/6GI 76-26 20E PC A0Q2/MF AO1 


SAMSO-TR-76-201 
Temporal Stability of Unstable Resonator with 
Crossflow. 
AD-A030 353/7GI 
SAMSO-TR-76-203 
The Autocorrelation Function of the Output of an N- 
Level Quantizer with an Angle-Modulated input 


Sign 
76-25 9E PC A03/MF AO1 


76-25 20E PC A02/MF AO1 


al. 
-A030 282/8G! 
SAMSO-TR-76-204 


A Simulation Study of Tsypkin's Optimum, Adaptive 
Quantizer for Unknown Data Processes 
354/5GI 76-25 98 PC A02/MF A01 


SAMSO-TR-76-205 
Vibrational Energy Exchange Between H2(V= 1) 


and D2, N2, HCl, and CO2. 
AD-A031 213/2GI 76-26 7D PC A03/MF AO1 
SAMSO-TR-76-208 


a ane One. Relaxation of HF(v = 1, 2, and 3) in H2, 


nd 
AD-A031 177/9G! 76-26 7D PC A03/MF AO1 
SAMSO-TR-76-209 


Evaluation of Nonisothermal Band Models for H20. 
AD-A031 175/3G! 76-26 7D PC AQ3/MF A01 


SAMSO-TR-76-213 


The Use of Holographic Interferometry for Non- 
destructive Testing of Laser Windows. 
AD-A031 176/1GI 76-26 20E PC A0Q2/MF A01 


SAMTEC-TR-75-161 
Reconstruction of the Shape and Size of a Space 


ject. 

AD-A029 561/8G! 76-23 14E PC A03/MF AO1 
SAMTEC-TR-75-167 

Missile impact Positions Determined from Scanning 


dars. 

AD-A029 565/9G! 76-23 171 PC AO2/MF A01 
SAMTEC-TR-75-168 

CAMDAT eee Analysis. 

AD-A029 564/2Gi 76-23 17H PC A06/MF A01 
SAMTEC-TR-75-190 

H Monitor of Air Pollutants, Research and 

evetenmant of a pH Recording Method and 

instruments for the Recording of Acid and/or Basic 

Components Resulting from Launches of Rockets. 

AD-A022 846/0Gi 76-11 13B PC AOS/MF A01 
SAMTEC-TR-76-75 

Multipath Suppression Techniques. 

AD-A029 563/4GI 76-23 17B PC AOS/MF AO1 
SAMTEC-TR-76-76 

Radar Range Bias Corrections. 

AD-A029 562/6Gi 76-23 171 
SAMTEC-TR-76-77 

Utilization of ‘a priori’ Estimates in ICBM Trajectory 

Determination. 

AD-A029 568/3G! 76-23 168 PC A02/MF A01 
SAMTEC-TR-76-198 


Applications of Variance Factors in Evaluations of 
Trajectory Solution Accuracies. 
AD-A030 279/4GI 76-25 12A PC A02/MF A01 


SAN-410-181 


PC A02/MF A01 


Basic Studies of the immune Response and the Ef- 
fects of Radiation on This Response. 
SAN-410-181 76-02 6R PC AO02/MF AO1 








SAND-74-0088 


SAN-807X5 
investigations of Physical Processes Affecting Leaf 
Temperature Profiles and Primary Production in the 
Mangrove Ecosystem. Modification 8 Progress 
eport. 
SAN-807X5 76-26 6F PC A02/MF AO1 
SAN-899X4 


Observations on Immunohemopoietic Marrow. An- 
nual oun anon. 15 July 1975--14 July 1976. 
76-26 6& PC A02/MF AO1 


SAN-936X10 
Energy Distributions of Secondary Electrons from 


AR, N sub 2 . H sub 2 O, and H sub 2 O with 

Clusters Present. 

SAN-936X10 76-15 7D PC A02/MF A01 
SAN-1077-1 


Susanville Geothermal Energy Project. Quarterly 


Report, October 10, 1975 
SAN-1077-1 6-25 8! PC AO3/MF A01 


SAN-1089-T1-P1 


Ocean Thermal Energy Conversion. Research on an 
oe Evaluation and Test Program. Volume 
. Executive Summary. Final Report. 
SAN-1089-T1-P1 76-10 106 PC A0S/MF A01 
SAN-1089-T1-P2 
Ocean Thermal Energy Conversion. Research on an 
Engineering Evaluation and Test Program. Volume 
2. Evaluation of od Work; Subsystems and Com- 


nents. Final Repo 
N-1089-T 1- p2 "76-10 108 PC A0B/MF A01 


SAN-1089-T1-P3 


Ocean Thermal Energy Conversion. Research on an 

ye Evaluation and Test Program. Volume 
aseline System Concept. Final Report. 

SAN-1089-T1-P3 76-10 108 PC A09/MF A01 


SAN-1089-T1-P4 


Ocean Thermal Energy Conversion. Research on an 
Engineering Evaluation and Test Program. Volume 
4. Test Program Plan. Final Report. 

SAN-1089-T1-P4 76-10 108 PC A03/MF A01 


SAN-1089-T1-P5 


Ocean Thermal Energy Conversion. Research on an 
Engineering Evaluation ~— Test Program. Volume 
5. Appendices. Final Re 

SAN-1089-T1-P5 7 10 108 PC A1S/MF A0O1 


SAND-74-0010 


Accident-Resistant Container: Materials and Struc- 
tures Evaluation. 


SAND-74-0010 76-09 13D PC A0S/MF A01 
SAND-74-0071 

Wind Energy Potential - — Mexico 

SAND-74-0071 10A PC A03/MF A0O1 
SAND-74-0075 

Sandia Laboratories Technical Capabilities: 

Aerosciences. 

SAND-74-0075 76-06 1B PC A03/MF A01 
SAND-74-0081 


Sandia Laboratories Technical Capabilities: — 
sives, Electrochemistry and Electromechanism 
SAND-74-0081 76-21 119A PC A03/MF AO1 


SAND-74-0082 

Sandia Laboratories Technical Capabilities. Auxilia- 

pa ee Environmental Health information 

nce. 

SAND-74-0082 76-05 148 PC A02/MF AO1 
SAND-74-0083 

Sandia Laboratories Technical Capabilities: instru- 

mentation and Data Systems. 

SAND-74-0083 76-15 148 PC AO2/MF AO1 
SAND-74-0084 


Sandia Laboratories Technical Capabilities: Design 
Definition and Fabrication. 


SAND-74-0084 76-06 14B PC A02/MF A01 
SAND-74-0085 
Sandia Laboratories Technical Capabilities: Earth 
nces. 
SAND-74-0085 76-07 19D PC AOQ3/?MF A01 
SAND-74-0086 


Sandia Laboratories Technical Capabilities: Elec- 
tronics. 
SAND-74-0086 

SAND-74-0087 
Sandia Laboratories Technical Capabilities: En- 
ineering Analysis. 


76-14 9C PC AO02/MF AO1 


AND-74-0087 76-14 13B PC A04/MF A0O1 
SAND-74-0088 

Sandia Laboratories Technical Capabilities: Testing. 

SAND-74-0088 76-14 10A PC A03/MF A01 


AR-1333 








SAND-74-0090 
Sandia Laboratories Technical Capabilities Safety 


and Reliability Assurance. 
SAND-74-0090 76-13 13L PC AOQ2/MF AO1 
SAND-74-0100 


Practical Approximations to a ae by 
Straight-Line and Circular-Arc Geom 
74-0100 76-06 10A eC A A03/MF AO1 
SAND-74-0105 
Electrical System for Extracting Maximum Power 
from the Wind. 


SAND-74-0105 76-06 10B PC A03/MF AO1 
SAND-74-0152(PT.2) 

Waveform Digitizing System. P 

SAND-74-0152(PT.2) 76-06 ry “PC AOS/MF A01 


SAND-74-0155 


Measurement of Diffraction Efficiency, Resolution, 
and Signal-to-Noise Ratio ad Single Exposure and 
Multiple Exposure Hologram 

SAND-74-0155 76-06 ‘14E PC AO3/MF A01 


SAND-74-0177 


Some Geometrical Aspects of Troposkiens as Ap- 
plied to Vertical-Axis Wind Turbines 
SAND-74-0177 76-10 10B PC AQ3/MF AO1 


SAND-74-0232 


Analytical Thermal Design of Cellular insulations 
and Laminated Composites. 
SAND-74-0232 76-06 11D PC AO4/MF AO1 


SAND-74-0253 
Magma-Tap: The Ultimate Geothermal Energy Pro- 


ram. 

SAND-74-0253 76-06 8! PC A0Q2/MF A01 
SAND-74-0279 

Foundation for Computer Calculation of Chemical 


Equilibria. 
SAND-74-0279 76-06 7D PC A02/MF A01 
SAND-74-0281 


| Calculations for the Prediction of 
Penetration Phenomena for Experiments at the 


Watching Hill ome. Suffield, Alberta, Canada 

SAND-7 76-06 19D PC re A01 
SAND-74-0309 

Simple C tant-M ification Specimen Holder for 





JEOL JSM-2 Scanning Electron _ 
SAND-74-0309 ng Elec 14B PC Ab2/MF AOt 


SAND-74-0311 


Variable Gage Length Extensometer for Displace- 
ment Measurements. 
SAND-7 4-0311 76-06 14B PC A02/MF A01 


SAND-74-0329 
Heat Extraction from a a. Reservoir. 
74-0329 


SAND- 8G PC A02/MF AO1 
SAND-74-0348 

Wind Power Climatology of the United States. 

SAND-74-0348 76-10 10A PC A06/MF A01 
SAND-74-0350 


Sandia APT Postprocesscr for the Wadell Lathe. 
SAND-74-0350 76-06 131 PC A06/MF A0O1 


SAND-74-0372 
Rock Springs Oil Shale Fracturization Experiment: 
Experimental Results ang Mery t Evaluation. 
SAND-74-0372 PC A04/MF A01 
SAND-74-0375 
Selection of Parabolic nar Collector Field Arrays. 
SAND-74-0375 10B PC A02/MF A01 
SAND-74-0378 
Nonlinear Stress Analysis of Vertical-Axis Wind Tur- 
bine Blades. 
SAND-74-0378 76-06 10A PC A02/MF A01 
SAND-74-0379 


investigation of MRotation-induced Stresses of 
Straight and of Curved Vertical-Axis Wind Turbine 


SAND-74-0379 76-06 10A PC AQ2/MF AO1 
SAND-74-0382 

Core-Meltdown Experimenta! Review 

SAND-74-0382 76-02 181° PC A20/MF A01 


SAND-74-0391 

Solar Total Tig Program Quarterly Report, July-- 

September 197 

SAND 74-0901 76-06 13A PC AOS/MF A01 
SAND-74-0394 

Temperature instrumentation for the Hanna 

Research Site Well 16 of the Laramie Energy 
Research Center in Situ Coal Gasification a. 
SAND-74-0394 76-10 8! PC AOQ3/MF A01 


AR-1334 





SAND-74-0396 


Lithium WNiobate Free-Field Stress Measuring 
shun for the Rock Springs, 1 , Oil Shale in 
u dryaes., Experiment of the U.S. Bureau of 
SAND.74-0396 76-06 81 PC AQ2/MF A01 
SAND-74-0398 
Preliminary Analysis of Combined Solar Photovolta- 
ee ery apone 7" eee Applications. 
10B PC A03/MF A01 
naamaiee 
vepees to NSF for a CDS--Cu sub 2 S Photovolta- 
c Celli Development Program. 
76-06 


SAND-74-0399 10B PC AO6/MF A01 
SAND-74-0405 

Solar Collector Test Facility. 

SAND-74-0405 76-07 14B PC AOQ3/MF AO1 
SAND-74-0411 


Characterization of the Thermosonic Wire Bonding 
Technique. 


SAND-74-0411 76-25 13H PC AO3/MF A01 
SAND-74-0412 
Hy a Temperature Tkd Thermal insulation. 
D-74-0412 76-06 11B PC AOQ3/MF A01 
SAND-74-0413 


Penetrometer Mounted Radiometer for Rapid in- 
Situ Measurement of Magma Vempoeiece. 
SAND-74-0413 76-06 14B PC A0Q2/MF A01 


SAND-74-0418 


Effect of Alloying on 


the Shape Memory 
Phenomenon in Nitinol. 


SAND-74-0418 76-07 11F PC AO3/MF A0O1 
SAND-74-0433 

Acoustic Radiation a Nye owe 

SAND-74-0433 20A C AOQ3/MF AO1 
SAND-74-0435 

Wind Power se 

SAND-74-0435 6-06 10A PC A02/MF A01 
SAND-74-0440 


Aeroballistic and Mechanical Design and Develop- 

ment of the Talos-Terrier-Recruit (Tater) Rocket 

System with Flight Test Results. 

SAND-74-0440 76-21 19G PC AO6/MF A01 
SAND-74-0441 

Salogs: A CDC6600 Program to Simulate Digital 

ic Networks. Volume |. User'S Manual. 

SAND-74-0441 76-06 9B PC A04/MF A0O1 

SAND-74-0442 


Mechanical Properties of Plasma-Sprayed 1100 Alu- 
minum as a Composite Matrix. 


SAND-74-0442 76-07 11D PC A02/MF A01 
SAND-74-0448 

2000 Watt-Ghz Trapatt rer Final Report. 

SAND-74-0448 76-11 9A PC AQS/MF A01 
SAND-74-5172 


Soemeter Simulation of an in Situ Shale-Oil Retort. 
74-5172 76-06 81 PC A0Q2/MF AO1 
SAND-74-52861 


atized Collection of Codes for Solving Two- 
Point Boundary-Value Problems. 
SAND-74-5281 76-11 12A PC AO03/MF A01 


SAND-74-5374 

inclined Pullout Forces for Embedded Plate 
Anchors. 

SAND-74-5374 76-08 13J PC AOQ2/MF A0O1 
SAND-74-5439 

Some Notes on Wind Power Climatology. 
SAND-74-5439 76-06 10A A02/MF A01 
SAND-74-5489 


Analysis of the Ay aed and Energy Charac- 
teristics of Acoustic Emission Signals from Tensile 
and Structural Tests. 

SAND-74-5489 76-06 148 PC A0Q2/MF A0O1 


SAND-74-5506 
Effect of Surface Contamination on the Ther- 


poompspenen vege | of Gold. 
ND-74-5506 7 13H PC AO3/MF AO1 


SAND-74-5510 


onens Base Pressure Measurements in High- 
ude my pane er 


SAND-74-5510 20D PC A02/MF A01 
SAND-74-5591 
oe of North--South Oriented Solar Collector 
SAND-74-5561 76-06 10B PC A02/MF A01 
SAND-74-5604 
integration of Photovoltaic and Solar--Thermal 
wm Conversion Systems. 

-74-5604 76-06 10B PC A02/MF A01 


SAND-74-5834 
Microelectronics Data Acquisition System. 
76-06 9B 


SAND-74-5834 PC A02/MF AQ1 
SAND-74-5855 

Nuclear Wastes Beneath the Sea Floor. 

SAND-74-5855 76-02 1 PC A02/MF A01 
SAND-74-5861 

Analysis of an in-Pile —— Tube 

SAND-74-5861 18E “PC AOQ2/MF A01 
SAND-74-7006 

Studies of Tantalum Nitride Thin Film Resistors. 

SAND-74-7006 76-05 9A PC A02/MF AO1 
SAND-74-7013 

Charge Transport and Storage in SiO sub 2 

SAND-74-7013 76-11 20L PC A03/MF Aot 


SAND-74-7019 
Penetrometer System for Measuring in Situ Proper- 
ties of Marine Sediment. 
SAND-74-7019 76-10 13) PC AOQ2/MF A01 
SAND-74-7052 


Problems in Estimating Front Surface Heat Fluxes 
from Rear Surface Temperature Measurements. 
SAND-74-7052 76-06 20M PC A02/MF AO1 


SAND-74-8031 


Performance Calculations for a High Temperature 
Solar Energy Collection System. 
SAND-74-8031 76-06 10B PC A03/MF A01 


SAND-74-8217 

eae Embrittlement and a Superconducting 

Power Transmission System. 

SAND-74-8217 76-06 9A PC A02/MF A01 
SAND-74-8221 

Engineering Mathematics Refresher Course. Part li. 

SAND-74-8221 76-12 12A PC A0S/MF A01 
SAND-74-8245 


Comparison of Linear Focused and Fiat Plate Solar 
Collectors in Livermore, California. 


SAND-74-8245 76-08 10A PC AOS/MF AO1 

SAND-74-8682 

Tritium Removal: A Preliminary Evaluation of 
! ' 

SAND-74-8682 76-13 18A PC A03/MF A01 

SAND-75-0001 


DNA/Sandia Soil Penetration Experiment at ORES: 
Results and Analysis. 
AD-A020 297/8G! 76-07 19A PC A04/MF A01 


SAND-75-0006 
Velocity Measurement Errors in a Differential Dop- 


pler Tracking System. 
SAND-7 171 PC AQ3/MF A01 
SAND-75-0007 


ee eee ee —— Converte 
10B PC A05/MF A01 


sennendiie’ 
Comparisén of Retardation Efficiency of a Single- 
Ribbon Parachute with a Cluster of Four-Ribbon 

tes. 
SAND-75-0027 76-07 1C PC A02/MF A01 

SAND-75-0028 


Feasibility Studies of Measurement Techniques Ap- 
plied to in Situ Coal Gasification. 
SAND-75-0028 76-06 81 PC A03/MF A01 


SAND-75-0029 
Solid Liquid Equation of State for Gold. 
SAND-75-0029 76-07 7D PC A03/MF A01 
SAND-75-0035 
cca Films for Solar Collector Cover 
SAND.75-0035 76-06 10B PC A02/MF A01 
SAND-75-0036 


Experimental Study of Thermally induced Buoyant 
Piumes in Water. 


SAND-75-0036" 76-05 18G PC A02/MF A01 
SAND-75-0038 

Structural Mechanics Computer Plotting Handbook. 

SAND-75-0038 76-11 20K PC AO3/MF AO1 
SAND-75-0044 

Photothermoeleéctric Effect. 

ND-75-0044 76-06 10B PC A0Q2/MF A01 

SAND-75-0045 

General Derivation of ~< ey Effect Formula. 

SAND-75-0045 20L PC AO2/MF AO1 
SAND-75-0048 

wed System Simulation Computer Program: 

SAND-75-0048 76-07 13A PC AO4/MF AOt 





Te ee otf a ee 








See ae 


Se 








SAND-75-0051 

Thermal Model for Solid Rocket my Fires. 

SAND-75-0051 76-06 21B PC AO3/MF A01 
SAND-75-0053 

Solid Phase Welding of bg em en for 

Radioisotope Thermoelectric Genera 

SAND-75-0053 76-05 18N °C A A03/MF A01 
SAND-75-0055 

Material Selection and Processing for the Molten 

Lava/Single Tube Boiler Ex nt. 

SAND-75-0055 76-09 11F PC A0Q2/MF AO1 
SAND-75-0056 


Third Generation Computer interface for Ultrasonic 
Pulse Echo Nondestructive Testing. 
SAND-75-0056 76-06 14B PC A03/MF A01 


SAND-75-0062 


Accident-Resistant Container: Safety for Warhead 
Transport. Executive Summary. 
SAND-75-0062 76-11 18F PC A02/MF AO1 


Pa ae sce 


Total Hemispherical Emittance Measurement Ap- 
< ah _ Selective von. 
76-08 108 PC A03/MF A01 


she obabes 
Design of a Molten-Lava, Single-Tube Boiler Experi- 
ment. 
SAND-75-0080 76-09 81 PC AQ2/MF A01 
ve 


Developmen a High Velocity Solid Particle 
Launcher ~ Laboratory Er Erosion Studies 
SAND-75-0087 228 PCR A03/MF A01 


SAND-75-0094 
Magma/Metal Compatib Study: Compatibility of 
Metals in Molten Depeneed T noleittic _ 
SAND-75-0094 76-05 11F PC A03/MF A01 
py 


Solar Total Energy Com- 


ea og 1000-Home 
mun rr Aye b Clear Air Ay ae ee. Pn 


SAND-75-0112 


rbon Composites Prepared by Chemical 
apor Deposition from Benzene 
SAND-75°0112 76-08 11D PC A03/MF A01 


SAND-75-0114 
Close-in Magnetic Fields of a Lightning Return 


SAND-75-0114 76-10 4A PC AO3/MF AO1 
SAND-75-0116 

Simplified Calibration Sequence for Single-Atom 
Mass Spectrometers. 

SAND-75-0116 76-08 14B PC AO02/MF A01 
SAND-75-0120 

Linearization of the Equations of Motion of a 

Ree Vehicle 


n , 
SAND-75-01 7 76-06 168 PC A02/MF A01 
SAND-75-0124 


Sandia Laboratories Low-Speed Wind Tunnel for 
Research ‘in ee Flows and incompressible 


Fluid Mecha 
SAND-75-0124 76-06 20D PC A02/MF AO1 
SAND-75-0128 
improved Drilling: A Part of the Energy Solution. 
SAND-75-0128 . 76-06 8 Be A02/MF A01 
SAND-75-0130 
Boron Nitride Composites by Chemical Vapor 
n. 
75-0130 76-10 11D PC AQ3/MF A01 
SAND-75-0132 


Solar Central Receiver Testing Options at the San- 
dia Radiant Heat rere 
SAND-75-0132 6-06 13A PC A02/MF A01 


SAND-75-0134 

Substrate Surface Contamination During lon Plat- 

ND-75-0134 76-07 13H PC A02/MF AO1 

SAND-75-0137 

we Hybrid Matrix Composite Pressure Ves- 

SAND-75-0137 76-09 11D PC A03/MF A01 
SAND-75-0147 

Cdc 6600 Subroutines for Bessel Functions and Airy 

unctions. 

SAND-75-0147 76-11 12A PC AO3/MF A0O1 
SAND-75-0148 

Cdc 6600 Subroutines for Besse! Fun 

SAND-75-014¢d 76-11 12A PC oa/MF A01 
SAND-75-0149 

Cdc 6600 Subroutines for Besse! Functions. 

SAND-75-0149 76-11 12A PC A02/MF A01 


SAND-75-0150 

CDC 6600 Subroutines for Bessel Functions and 

Airy Functions. 

SAND-75-0150 76-11 12A PC AQ2/MF AO1 
SAND-75-0151 

Cdc 6600 eipontion for Besse! Functions. 

SAND-75-015 76-11 12A PC AO2/MF A01 
SAND-75-0152 

Cdc 6600 Subroutine for Besse! Func 

SAND-75-0152 76-11 12A PC Asa/MF A01 
SAND-75-0154 

Effect of Heating Rate on the Pyrolysis of Oil Shale. 

SAND-75-0154 76-06 7A PC A02/MF A01 
SAND-75-0155(PT.1) 


Conchas--Manym at Wavecode: A Program to Com- 
te Fine Details of Shock Wave Structure in Rate 
ndent Materials. 

SAND-75-0155(PT.1) 76-09 201 PC A0Q2/MF A01 

SAND-75-0155(PT.2) 


Conchas--Manymat Wavecode: Program to Com- 

ute Fine Details of Shock Wave Structure in Rate 
dent Materials, Part ll. 

75-0155(PT.2) 76-07 201 PC A04/MF A01 


SAND-75-0159 
a of System Parameters on Substrate Bias Dur- 


ng ae. a: Sputter Deposition. 
76-02 11F PC AO02/MF A01 


aaa, 


Inactivation of Ascaris Lumbricoides Eggs by Heat, 
Radiation, and Thermoradiation. 
SAND-75-0163 76-02 6R PC A02/MF AO1 


SAND-75-0165 


Application of the Darrieus Vertical-Axis Wind Tur- 
bine to Synchronous Electrical Power Generation. 
SAND-75-0165 76-06 108 PC A02/MF A01 


SAND-75-0166 


Wind Energy: A Revitalized Pursuit. 
SAND-75-0166 76-06 10A PC A02/MF A01 


SAND-75-0168 


inactivation of Bacteria in Sewage Sludge by loniz- 
Radiation, Heat, and Thermoradiation. 
D-75-0168 76-15 6R PC AO03/MF AO1 


SAND-75-0174 
Predictions of Projectile Penetration Phenomena 
and Comparison with Experiments in a Soil Medi- 
um. 
AD-A020 179/8Gi 76-07 19A PC A16/MF AO1 
Predictions of Projectile Penetration Phenomena 
and Comparison with Experiments in a Soil Medi- 
um. 
SAND-75-0174 76-06 19D PC A16/MF A01 
SAND-75-0175 


Earth Motions Resulting from Large Distributed 
Chemical Explosive Detonations. 


SAND-75-0175 76-11 81 PC A03/MF A01 
SAND-75-0177 

Solid Phase Bonding. 

SAND-75-0177 76-08 13H PC A03/MF AO1 
SAND-75-0182 

Solving Non-Stiff Ordinary Differential Equations: 

The State of the ART. 

SAND-75-0182 76-06 12A PC A04/MF A01 
SAND-75-0186 

Cantilevered Beam--Column under Eccentric Ac- 

ion and Spin 
SAND-75-0186 76-06 20K PC A03/MF A01 


SAND-75-0194 


Airblast from Sequential Detonation of Groups of 
ae in Vertical Drilled Holes. 
SAND-75-0194 76-10 19D PC A0Q3/MF AO1 


SAND-75-0197 


Drilling Cost Analysis. 
SAND-75-0197 


SAND-75-0198 
Suport: A Computer Code for Two-Point Boundary- 
Value Problems Via Orthonormailization. 
SAND-75-0198 76-09 9B PC A0S/MF A01 
SAND-75-0200 
instrumentation and Process Control Development 
for in Situ Coal Gasifiction. |. Technical Concept. li. 
First Quarterly Report; December 1974 Through 


February 1975. 
SAND-75-0200 76-06 148 PC A04/MF A01 


76-08 81 PC A02/MF A01 


SAND-75-0202 


Building 832 and Smali Neighborhood Applications 
for Sandia Laboratories Solar Energy System Test 


SAND-75-0202 76-08 13A PC A03/MF AO1 


SAND-75-0281 


SAND-75-0204 


Evaluation of 
Synchronou wintiees Utilizing the Darrieus 
Vertical-Axis Wind 'd Turbine. 

SAND-75-0204 76-10 10A PC A02/MF A01 


SAND-75-0211 
Using Deroot/Step, intrp to Solve Ordinary Dif- 
ferential E pamone. 
SAND-7 76-06 12A PC AOQ2/MF A01 
csiipbaaan 
Kinetics of the ey of Chromium Through 
Gold Films on Hybrid Microcircuits. 
SAND-75-0216 76-06 11F PC AOQ3/MF AO1 


SAND-75-0217 

oeee Diode and Its Use in E-Beam Diagnostics. 

75-0217 76-09 20G PC A04/MF A01 

SAND-75-0221 

= apa of Flyer Plates by Electrically Exploded 

SAND-75-0221 76-21 19D PC AO3/MF AO1 
SAND-75-0222 

Piezoelectric Nitrile Copolymer. 

SAND-75-0222 76-08 111 PC A03/MF A01 
SAND-75-0223 


Theoretical Studies of Flash X-Ray Diagnostics for 
Fuel Motion Experiments. 


SAND-75-0223 76-10 18& PC AQ3/MF A01 
SAND-75-0241 

Submicron Alumina Powder Obtained by Chemical 

Vapor ceeempeenen. 

SAND-75-0241 76-08 118 PC AOQ2/MF A01 
SAND-75-0242 

Patricia Wl: me a. 

SAND-75-0242 6-12 SB PC AO02/MF AO1 
SAND-75-0243 

Patricia Wil: Query vregrem Ub seers S Manual. 

SAND-75-0243 PC A03/MF A01 
SAND-75-0244 

Electrical Gu Energy: A New Co t in Model- 

ing of Energy Transfer from Electrically Exploded 

Conductors. 

D-75-0244 76-06 19A PC A03/MF A0O1 

SAND-75-0248A 

Transportation Environment Data Bank Index. 

SAND-75-0248A 76-16 18F PC AO3/MF A01 
SAND-75-0250 

Solar Community Systems Ana Projects. 

SAND-75-0250 76-10 1 PC A0Q3/MF A01 
SAND-75-0252 

Effects of Unsymmetrical Stability Derivative 


pny gana on Reentry Vehicle Transient Angu- 
r 


SAND-75-0252 76-10 168 PC A03/MF A01 
SAND-75-0255 

Sandia Technology. 

SAND-75-0255 76-03 148 PC A03/MF A01 


SAND-75-0256 
Terrain Backscattering Radar Cross Section Versus 
wenemnen Coats: Estimates from Experimental Data. 
SAND-7 76-08 171 PC A02/MF A01 
SAND-75-0264 


Airblast ys wee instructions. Tooele Army Depot 
Munitions D 


SAND-7 . 76-06 19D PC AO3/MF AO1 
SAND-75-0274 

ae) of Airbiast Measurements, Project Essex |, 

SAND-75-0274 76-25 18C PC AO4/MF A01 
SAND-75-0275 

Well-Logging yy and Geothermal Applica- 

— A Survey and Assessment with Recommenda- 

SAND-75-0275 76-07 8! PC A04/MF A01 
SAND-75-0276 

Air Drop Test of Shielded Radioactive Material Con- 

ners. 

SAND-75-0276 76-05 18F PC A02/MF A01 
SAND-75-0278 

Solar Total Energy Program Semiannual Report. 

Progress . ober 1974--March 1975. 

D-75-02 76-10 13A PC AOS/MF A01 

SAND-75-0279 

OPSNAP: A Users’ Manual. 

SAND-75-0279 76-09 9& PC A03/MF A01 
SAND-75-0281 

Correlation Between Bond Reliabi and Solid 

Phase Bonding Techniques for ntaminated 

Bonding Surfaces. 

SAND-75-0281 76-11 9E& PC A02/MF AO1 


AR-1335 





SAND-75-0285 


Thermal and Mechanical Limit Study for Sandia 
Laboratories Generation | and li Hybrid Microcircuit 


Tech y. 
SAND 75 1085 76-12 9E PC A04/MF AO1 


SAND-75-0286 
Real Time Digital Control! of Remote Tracking in- 
struments. 
SAND-75-0286 76-06 17! PC A02/MF A01 
SAND-75-0287 


Technique for Precise Alignment of Small Diameter 
Lasers 


SAND-75-0287 76-09 20E PC A02/MF A01 

SAND-75-0288 
Model for Cable Tray F 

75-0288 76-05 181 OC A02/MF A01 
SAND-75-0292 

eee of CVD/Pan Felt Carbon/Carbon 

SAND_75-0292 76-08 11D PC AO3/MF A01 
SAND-75-0304 


influence of Lead Frame Thickness on the Flexure 

a and Peel Strength of Thermocompres- 
nds. 

SAND-75-0304 76-14 SA PC AOQ2/MF AO1 
SAND-75-0305 


Uniaxial Strain Measurement at High Temperatures. 
0-75-0305 76-09 14B PC AQ3/MF AO1 


SAND-75-0311 


Temperature Dependence of the — Moduli of 
Kovar and Ofhhc Above Room Temperature 
SAND-75-0311 76-21 11F PC AQ2/MF At 


SAND-75-0312 
of a Cable with Small Curvature Carrying 
on Accsteratl 


ting Mass. 
SAND-75-0312 76-26 20K PC A02/MF A01 
SAND-75-0313 


Microcircuit Metallization System for the 


SLL Micro Actuator. 
SAND-75-0313 76-26 9E PC A04/MF AO 
SAND-75-0314 


New Technique for Characterizing an Explosive for 
Shock initiation Sensitivity. 


SAND-75-0314 76-13 19D PC AO02/MF AO1 
SAND-75-0316 

Computational Methods for Single Server Queues 

with interarrival and Service Time Distributions of 

Phase Type. 

SAND-7: 16 76-10 9B PC AOS/MF A01 
SAND-75-0318 


Development of a Polyol Cured, 
—— Catalyzed Polybutadiene Urethane 


SAND-7.0318 76-08 11J PC AQ2/MF AO1 
SAND-75-0321 

Automatic Ww. ~4 Acquisition System for 

Meteoro 

SAND-7 1 76-05 4B PC A02/MF A01 
SAND-75-0323 

interior Ballistics of a eee A Light Gas Gun. 

SAND-75-0323 PC A04/MF A01 
SAND-75-0328 


es Fracture Model for Brittle Materiais. 
75-0328 76-10 118 PC AO2/MF AO1 


SAND-75-0330 
Thickness Determination of Ultra-Thin Films by 


Electron Spestresseny. 
SAND-75-0350 76-07 11C PC AQ2/MF AO1 


SAND-75-0331 


Analysis of Targets with Nonuniform Com ion 
as a Function of Depth: Elastic and Inelastic Scat- 


-75-0331 76-13 20L PC AQ3/MF AO1 
SAND-75-0332 
Comparison of Experimental and Calculated 


Release Wave Profiles for Wave Propagation in the 

Solid-Liquid Mixed Phase Region of Aluminum 

SAND-75-0332 76-08 11F PC A03/MF AO1 
SAND-75-0337 


Wind Tunnel Pressure Probes: New eee for 
New ries and Flow Environme 


SAND-75-0337 76-08 148 mec A03/MF A01 
SAND-75-0338 : 

Determination of Electromagnetic Absorption 

Parameters Y Reflection Measurements. 

SAND-7 76-13 20F PC AQ3/MF A0O1 
SAND-75-0339 

and Applications of Rectangular 
Microstrip Antennas. 
SAND-75-0339 76-07 9E PC AOQ3/MF AO1 


AR-1336 





Ferric. 


SAND-75-0344 
Preliminary Studies on the Recovery of Oil from 


Chattanooga Shale 

SAND-75-0344 76-12 8! PC AOQ2/MF AO1 
SAND-75-0347 

Parametric Study of the Diametral Compression 


76-02 11B PC AO0S/MF A01 
SAND-75-0350 
Test Results of the Threedy Wavefitting Algorithm 


on One-Dimensional “— a ion Problems. 
SAND-75-0350 oo PC PC A04/MF A01 


SAND-75-0355 


Sandia Laboratories Environment and Safety Pro- 
ram FY 1976. 


D-75-0355 76-07 13B PC A04/MF A01 

SAND-75-0358 

Effects of Defocus on a Cylindrical Fresnel Lens. 

SAND-75-0358 76-11 20F PC AO2/MF A01 
SAND-75-0360 

Dummy Missile Project. 

SAND-75-0360 76-11 13F PC AQ4/MF A01 
SAND-75-0362 


Short-Time, High Temperature Mechanica! Testing 


of Electrically Conductive Materials 
SAND-7 76-08 11B PC A04/MF A01 
SAND-75-0364 


Characterization of the Electrical Properties of a 

Nonlinear Piezoelectric Material. 

SAND-75-0364 76-098 201i PC AQ2/MF A01 
SAND-75-0366 

instrumentation and Process Control! Development 

for in Situ Coal Gasification. Second Quarterly Re- 

port: March Through May 1975. 

SAND-75-0366 76-07 8! PC AO03/MF A011 
SAND-75-0368 

Approximation to the Exact Solution for Relativistic 

Space Charge Limited Flow in Planar Diodes. 


SAND-7 PC A02/MF A01 
SAND-75-0371 

Cmos Latch-Up Analysis and Prevention. 

SAND-75-0371 76-02 9E PC A02/MF A01 
SAND-75-0374 

Transportation Scheduling Algorithm. 

SAND-75-0374 76-09 12B PC A03/MF A01 
SAND-75-0375 


Two Dimensional Mhd Modeling of Compressed 
— Field Generators. |. The Magnetic Field 
ver. 
SAND-75-0375 76-10 10B PC AO3/MF A0O1 
SAND-75-0388 


Brief Description of SOLSYS: Energy System Simu- 
lation Computer Program. 
SAND-75-0588 _ 


76-11 110A PC A02/MF AO1 
SAND-75-0390 
irradiated Fuel Bundie Counter. 
SAND-75-0390 76-02 18) PC AG2/MF A01 
SAND-75-0396 


Metallizing of Machinable Glass Ceramic 
SAND-75-0396 76-25 11F PC AO3/MF A01 


SAND-75-03986 
Low-Cost-to-Produce 
AD-A019 214/6GI 

SAND-75-0402 
Response of Photochromic Materials to intense 

lashes 


Sensor, 
76-05 14A PC A06/MF A01 


SAND 75-0002 76-18 6Q PC A03/MF A01 
SAND-75-0404 

Graded-index Optical Fibers. 

SAND-75-0404 76-10 20F PC.A03/MF A01 
SAND-75-0410 


Thermal Response of Buried Radioactive Waste: 
Conduction Solutions. 
SAND-75-0410 76-05 18G PC A04/MF A01 


SAND-75-0411 
Composition and Structure of a Stress Relieving 


Removable Epoxy Resin. 

SAND-75-0411 76-11 14B PC AO4/MF A0O1 
SAND-75-0412 

Electromagnetic Environments Simulator (EMES). 

SAND-75-0412 76-11 14B PC AO06/MF A0O1 
SAND-75-0416 


Motion of a Loosely Fitting Piston in a Closed End 
Cylinder pestaleg a Perfect Gas 
‘SAND-75-04 76-11 131 PC AO3/MF AO1 





SAND-75-0417 
Drilling Research on the Electrical Detonation ang 
Subsequent Cavitation in a Liquid Technique (Spark 


Drilling). Status Report. 
SAND-75-0417 76-10 13C PC AO4/MF Aoi 
SAND-75-0419 


Sandia Laboratories Foundry a in Making 


Al Alloy 535 (Al 35 
SAND 75-0419) 76-10. Tif PC AG2/MF A0s 


SAND-75-0420 
Relativistic E-Beam Energy Deposition in H sub 2 -F 
sub 2 Mixtures. 
SAND-75-0420 
SAND-75-0421 


Optimum Frequency for Communication Between a 
Buried Coil and the Earth'S Surface. 


76-09 7D PC AG4/MF AO1 


SAND-75-0421 76-13 178 PC AQ2/MF AO1 
SAND-75-0423 

Structured Programming in Fortran. 

SAND-75-0423 76-10 9B PC AO4/MF AOi 
SAND-75-0424 

VISAR Data Reduction. 

SAND-75-0424 76-13 20F PC AO4/MF A0}1 
SAND-75-0426 

Sandia Technology, Autumn 1975. 

SAND-75-0426 76-16 5B PC AOQ3/MF A01 
SAND-75-0428 


instruction Manual for the Minicomputer System of 


Division 2151 

SAND-7 76-11 98 PC AQ3/MF AOi 
SAND-75-0431 

Darrieus Turbine: A Performance Prediction Model 


Using Multiple Streamtubes. 
SAND-7 1 76-12 108 PC AG3/MF A01 


SAND-75-0434 
Micro-Size Plated Through Connections in Flexible 
Cables 


SAND-75-0434 76-11 9A PC AQ4/MF A01 
SAND-75-0435 
Beneficial sy une 9, 175 Progress Report (For) 


Period Endi 1975. 
SAND-7 7E PC AOS/MF A01 


SAND-75-0436 


Waste Resources Utilization Program. Progress Re- 
port, rt, Period Ending 30 June 1975. 


76-02 138 PC A03/MF A01 

SAND-75-0442 

Comparison of Platinum and Neyoro G for Electrical 

Contact Applications. 

SAND-75-0442 76-26 9A PC A02/MF AO1 
SAND-75-0443 

N-Shell —. pemenesl De and Radiative Matrix 

Elements cer See --Kronig Transition 

Rates in J-J i Coupling 

SAND-7 76-12 7D PC AOS/MF A01 
ieeetiadine,: 

Algorithm for Determining Survival Probabilities for 

Systems with Redundant Components. 

SAND-75-0444 76-13 1C PC AO2/MF AO1 
SAND-75-0446 

Final Report on Special Tests on Plutonium Oxide 

Shipping — to FAA Flight Recorder Sur- 

vivability Standa 

SAND- 76-09 18F PC AO06/MF A01 
SAND-75-0449 

Experimental Fast Reactor Safety Research Pro- 

ram. Quarterly Report, April--June 1975. 

AND-7 D-75-0449 76-05 181 PC AO0S/MF A01 
SAND-75-0450 

Solving Systems of Nonlinear Equations. 

SAND-75-0450 76-11 12A PC AO2/MF AO1 
SAND-75-0451 

Magma vy Research Project. Project Summary, 

July 1, 1974 ne 30, 1975. 

SAND-75-0451 76-21 8i PC AO3/MF AO1 
SAND-75-0454 


Sixty-Minute Thermal Battery. 
SAND-75-0454 76-22 10C PC A02/MF AO1 
SAND-75-0455 


in Situ investigation of Substrate Surface Recon- 
tamination During Glow Discharge Sputter Clean- 


ing. 
SAND-75-0455 76-12 7D PC A02/MF AO1 


SAND-75-0457 


Physical Protection of Special Nuclear Material in 
the Commercial Fuel Cycle. Volume |. Executive 
Summary. 

SAND-75-0457 


76-25 18) PC A03/MF A01 
7. 












ee me 








SAND-75-0459 

in Situ instrumentation Applied to Underground 

Coal Gasification. 

SAND-75-0459 76-10 8) PC A03/MF AO1 
SAND-75-0460 

Resistance of Bonded Composite Joints to out-of- 

Plane Forces. 

SAND-75-0460 76-25 11D PC A03/MF AO1 
SAND-75-0461 


—_ Pilate Performance and the Initiation of Insen- 
orem by Flyer Plate impact. 
uD 78048 76-25 19A PC A02/MF A01 
SAND-75-0464 


Techniques for Fabricating an infrared Optical 

Pyrometry System for Pulsed Electron Beam Diag- 

nostics. 

SAND-75-0464 76-15 20G PC A02/MF A01 
SAND-75-0466 


Technique for Sputtering Transparent CdS and 
CdZnS “y - oemae A Films. 
SAND-75-0466 6-10 20L PC AO02/MF A01 


SAND-75-0467 
Monte-Carlo Analysis of a Radar-Fuze Digital in- 


f. 
SAND. 75-0467 76-11 19A PC AO3/MF A01 


SAND-75-0471 
Attenuation of Acoustic Compressional Waves in 


Coal and a at Hanna, a, Wrens. 
SAND-75-0471 PC A02/MF A01 


SAND-75-0473 
Room Temperature Creep of Keviar 49-Epoxy Com- 


D-75-0473 76-11 111 PC AOQ3/MF AO1 
SAND-75-0475 


a = Copper Wipe Design and the Evaluation of 
ae lium for gy Contacts 


— sder High Contaminati —s 
SAND-75-0475 76-11 9A ‘PC A02/MF A01 
SAND-75-0483 


Adhesive Shear Strengths: Evaluation of the Lap 


Shear Configuration. 
SAND-7 76-12 11A PC A03/MF A0O1 


SAND-75-0485(REV.) 
Bibliog : Sandia Laboratories Hybrid Microcir- 
cuit and ted Thin Film os (Revised 
SAND-75-0485(REV.) 76-13 9E arty A01 


SAND-75-0486 
Comparison of Predicted — Observed Pore Pres- 
sure Increases on Rio Blanc 
SAND-75-0486 7614 ‘19D PC AOS/MF AO1 
SAND-75-0487 
Procedure to Produce Error Estimates for Dif- 


ference Approximations to Differential Equations. |. 

introduction and Iilustration of the Basic Concept. 

SAND-75-0487 76-21 12A PC AO3/MF AO1 
SAND-75-0491 

Wellibore Thermal Model. 

SAND-75-0491 76-14 81 PC A02/MF A01 
SAND-75-0492 

Laser Feedback Calculations. 

SAND-75-0492 76-10 20F PC A02/MF AO1 
SAND-75-0493 


improved Real Gas Routines for Sandia's NASA 

Ames Flow Field Program. 

SAND-75-0493 76-25 20D PC A03/MF A01 
SAND-75-0494 


Approach to Biological Response to Microwaves: A 
Ane Saal Thermal Versus Non-Thermal Experi- 


SAND-75-0494 76-13 6R PC A02/MF A0O1 
SAND-75-0500 

Data Acquisition System for Transient Pulse Test- 

ing. 

SAND-75-0500 76-12 19D PC A02/MF A01 
SAND-75-0501 

Numerical Analysis of Spark Drill Phenomenology. 

SAND-75-0501 76-11 81 PC A04/MF AO1 
SAND-75-0513 


Stability Studies of H sub 2 --F sub 2 --O sub 2 Mix- 

tures at Pressures Above One Atmosphere. 

SAND-75-0513 76-12 7D PC A0Q3/MF A01 
SAND-75-0516 
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Transient Response of Le a ae Ri 

SAND-75-0522 76-25 PC AO3/MF A01 
SAND-75-0524 

Mesh-initiated Large Area Detonato 

SAND-75-0524 76-25 19A "PC A02/MF A01 
SAND-75-0525 


New ~o| for the Root hy Qn. 
SAND- 76-10 98 PC A02/MF A01 


eiiineaiats 
ee he of Wind 7 System 
SAND- 76-14 108 PC A03/MF A01 
eaniniinin. 
instrumentation and Process Control Development 
for in-Situ Coal Gasification. Third Quarterly Report, 
June--August 1975 
SAND-75-0535 76-10 8! PC AQ3/MF AO1 
SAND-75-0536 
Temperature and Shock Testing of Lithium-Organic 


Electro Celis. 
SAND-75-0536 76-13 10C PC A02/MF A01 
SAND-75-0538 


Thermal Acceleration of Ozone interaction with 

Suan and Other Organocarbons 

SAND-75-0538 76-11 7C PC AQ2/MF A01 
SAND-75-0539 
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The initial Roll-Up of a Thick, Two-Dimensional 


Wake Behind a Wing of Finite Span. 
AD-A023 147/2GI 76-12 200 PC AO3/MF A01 
SCIENTIFIC-8 
A Generalized Network Formulation for Aperture 
Probiems, 
AD-A019 690/7G! 76-06 9E PC AQ3/MF A01 
Numerical Calculation of Large eee eate 


Deformation of Beams Due to he} sedina. 

AD-A023 948/3G! 76-13 1 PC AO3/MF A01 
SCIENTIFIC-9 

Anatase of of sonny Oriented Lae Wire Antenna 


— Ground Plane 
AD kae0 oe 991/6G 76-08 9E PC A06/MF A01 


Constitutive ll for Cyclic Loading of Rate 

Dependent Materials. 

AD-A027 655/0G! 76-20 11F PC AO3/MF AO1 
SCIENTIFIC-10 

Correlations of the 4.77 eV-4.28 eV Luminescence 

Band in Silicon Dioxide with the Ox Vacancy. 

AD-A027 296/3G! 76-20 20L A03/MF A01 
SCIENTIFIC-11 

A Computer program for Radiation from Arbitrari 
Oriented Wire Antennas over im 


ect Ground 

AD-A025 457/3G! 76-16 PC A03/MF A01 
SCIENTIFIC-12 

me emery from a ee Waveguide into 

Half Space through a Oo 

AD-A030 779/30)" APC AOA/MF A01 
SCIENTIFIC-14 

Laser Diagnostics of Laser-Produced Plasmas 

AD-A024 7G! 76-15 201 PC AO3/MF AO1 

Electromagnetic of a Current Pulse 

Propagating Along a erica on Channel, 

PB-250 712/7Gi 76-11 A03/MF A01 
SCIENTIFIC-17 

Electromagnetic Penetration in Cylindrical Enclo- 

sures. 

AD-A026 647/8G! 76-19 9C PC AOB/MF AO1 
SCOGS-16 


Evaluation of the Health eon of Mustard and Oil 
of Mustard as Food Ingredien 
PB-254 528/3GI 76-19 "eH PC A03/MF A01 


SCOGS-26 
Evaluation of the Health Aspects of Carbonates and 


rbonates as Food . ients. 
PB-254 535/8GI 76-19 6H PC AOQ3/MF A01 


SCOGS-28 
Evaluation of the Health Aspects of Licorice, Gly- 
cyrrhiza and Ammoniated Glycyrrhizin as Food in- 
any 
-254 529/1GI 76-19 6H PC AO3/MF AO1 
SCOGS-29 
Evaluation of the Health Aspects of Caprylic Acid as 
a Food ingredient. 


PB-254 1 76-19 6H PC A02/MF A01 
SCOGS-30 


Evaluation of the Health ~~ “para of Glycerin and 
G as Food Ingredien 
254 536/6GI 76-19 eH PC A03/MF A0% 
SCOGS-31 
Evaluation of the Health Aspects of Stannous 
Chioride as a Food Ingredient. 
PB-254 531/7Gi 76-19 6H PC AQ2/MF A01 


SCOGS-34 


Evaluation of the Health capes of Certain Am- 
monium Salts as Food Ingredients. 
PB-254 532/5GI 19 6H PC AO3/MF A01 


Evaluation of the Health Aspects of Potassium 
lodide, Potassium lodate, and Calcium lodate as 
Food Ingredients. 


PB-254 /HGI 76-19 6H PC AOQ3/MF A01 
SCOGS-41 . 

Evaluation of the Health Aspects of Aconitic Acid as 

a Food ingred 

PB-254 534/1GI 76-19 6H PC A02/MF AO1 
SCOGS-44 


Evaluation of the Health oe mel of Bile Salts and 

Ox Bile Extract as Food ingredien 

PB-254 524/2GI 76-19 on ‘PC AQ2/MF AO1 
SCOGS-45 


Evaluation of the Health Aspects of Certain Caicium 
Salts as Food ingredients. 


PB-254 539/0GI 76-19 6H PC A02/MF A01 
SCOGS-49 
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nee /2GI 76-17 22A PC A04/MF AO1 
SDA-3541 
— Improvements in the Gradient Search Method 
ah en 
76-06 12B PC A02/MF A0O1 
SDAC-TR-75-2 


Additional Investigation of Earthquakes with Low M 
sub s to m sub b Ratios in the Tibet-Himalaya Re- 


n. 

90 N023 949/1GI 76-13 8K PC AO04/MF AO1 
SDAC-TR-75-4 

Use of Source-Region-Station Time Corrections at 

NTS for th Estimation. 

AD-A025 349/2G! 76-16 8K PC AO3/MF A01 
SDAC-TR-75-7 

The RTDOCOM Protocol - A Real-Time intercomputer 

Data Transmission Protocol for the ARPA Network. 

AD-A021 687/9GI 76-09 9B PC A03/MF A01 
SDAC-TR-75-8 


Application of the me Beam Processor to 
Lon -Period Ae a 
76-12. 17J PC AQ3/MF A01 


SDAC-TR-75-9 
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SOCS-ER-75-26 


Special Data Collection System (SDCS) Event Re- 
port, Eastern Kazakh, 30 June 1975. 
AD-A019 257/5GI 76-05 8K PC A02/MF A01 


SDCS-ER-75-27 


Special Data Collection — (SDCS) Event Re- 


port, Tadzhik SSR, 9 Re 
AD-A019 255/9GI PC A02/MF A01 


SDCS-ER-75-28 


Special Data Collection System Event Report. East- 
ern Kashmir, 28 April 1975 
AD-A020 875/1GI 76-08 17J PC AO2/MF A01 


SDOCS-ER-75-29 


Special Data Collection System Event Report. 
Southern California, 1 June 1975. 


AD-A020 876/9GI 76-08 17J PC AOQ2/MF AO1 
SDCS-ER-75-30 
Special Data Collection System Event Report. Yel- 
lowstone Nationa! Park, hy gare sy 30 June 1975. 
AD-A020 877/7GI PC A02/MF A01 
SDCS-ER-75-31 
Special Data Collection System Event Report. Gulf 
of California, 8 poy 1975. 
-A020 878/5GI 76-08 17J PC A0Q2/MF A0O1 
SDCS-ER-75-32 


Special Data Collection System (SDCS) Event Re- 
port, Eastern Kazakh, 7 - ust te 


AD-A019 262/5G! PC A02/MF A01 
SOCS-ER-75-33 

Special Data Collection System Event Report. Cen- 

tral Siberia, 12 August 1975. 

AD-A020 879/3GI 76-08 17J PC A02/MF AO1 
SOCS-ER-75-34 


Special Data Collection System Event Report. 

Novaya —., - August 1975. 

AD-A020 880 76-08 17J PC A02/MF A01 
sieheenen 

Special Data Spey . os (SDCS) Event Re- 

port, Mexico, 23 April 1 

AD-A024 594/4G! 76-14 17J PC AQ2/MF A01 
SDCS-ER-75-36 

Special Data Collection System Event Report - 

Japan, 4 May 1975. 

AD-A020 913/0GI 76-08 17J PC AQ2/MF A01 
SDCS-ER-75-37 

Special Data Collection System Event Report - Mex- 

ico, 4 May 1975. 

AD-A020 914/8GI 76-08 17J PC AQ2/MF A01 








SDCS-ER-75-38 


Special Data Collection System Event Report - 
Japan, 6 May 1975. 
AD-A020 915/5Gi 76-08 17J PC A02/MF Aoi 


SDCS-ER-75-39 


Special Data Collection System Event Report - Cen- 
tral Siberia, 29 September 1975. 
AD-A020 916/3GI 76-08 17) PC A0Q2/MF Aoi 


SDOCS-ER-75-40 


Special Data Collection System Event Report - NTS 
Event ‘MARSH’, 6 September 1975. 
AD-A020 918/9G! 76-08 17J PC AQ2/MF A01 


SOCS-ER-75-41 


Special Data Collection ie Event Report - NTS 
Event ‘KASSERI', 28 October 1975. 
AD-A020 919/7Gi 76-08 17J PC AOQ2/MF Aol 


SOCS-ER-75-43 


Special Data Collection System Event Report - Mex- 
ico-Guatemala Border, 22 August 1975. 
AD-A020 921/3G! 76-08 17J PC AO2/MF A01 


SOCS-ER-75-44 
Special Data Collection System (SDCS) Event Re- 
a Near East Coast of Eastern Russia, 16 May 
1975. 
AD-A022 872/6G! 76-11 173) PC AQ2/MF AO1 
SDCS-ER-75-45 


Special Data Collection System (SDCS) Event Re- 
port, Southern Sinkia Me army 27 October 1975, 


AD-A021 395/9G! 17J PC AO2/MF AO1 
SOCS-ER-75-46 

Special Data Collection System (SDCS) Event Re- 

port, Unimak Island ion, 16 May 1 ° 

AD-A022 542/5G! 6-11 173) PC AOQ2/MF A01 
SDCS-ER-75-47 


Special Data Collection System (SDCS) Event Re- 

port, Northern Colombia, 23 June 1975. 

AD-A023 164/7GI 76-12 17J PC A0Q2/MF AO1 
SDCS-ER-75-48 

Special Data Collection System Event Report - East- 

ern Kazakh, 5 October 1975 


AD-A020 928/8G! 76-08 17) PC A02/MF A01 
SDCS-ER-75-49 

Special Data Collection ——- (SOCS) Event Re- 

port, Central Mid-Atlantic Ridge, 7 October 1975. 

AD-A023 165/4G! 76-12 173 PC AO2/MF A01 
SDCS-ER-75-50 


Special Data Collection System (SDCS) Event Re- 

port, Peru, 16 August 1975, 

AD-A022 874/2GI 76-11 173 PC AQ2/MF A01 
SDOCS-ER-75-51 

Special Data Collection System (SDCS) Event Re- 

port, Novaya ave. 18 October 1975, 

AD-A021 396/7GI 76-09 17J PC AOQ2/MF A01 
SDCS-ER-75-52 

Special Data Collection System ny Event Re- 

port, Northern California, 1 August 1975, 

AD-A021 $97/5G! 76-09 17J PC AOQ2/MF A01 
SDCS-ER-75-53 

Special Data Collection System (SDCS) Event Re- 

port, Kashmir-Tibet Border Region, 19 May 1975, 

AD-A022 543/3GI 76-11 173 PC AOQ2/MF A01 
SDCS-ER-75-54 


Special Data Collection System (SDCS) Event Re- 
port, Central America, 15 July 1975, 


AD-A021 398/3G! 76-09 175 PC A02/MF A01 
SDCS-ER-75-55 

Special Data Collection System (SDCS) Event Re- 

port, Zemlya, 21 October 1975, 

AD-A021 /1GI 76-09 17J PC A02/MF A011 
SDCS-ER-75-56 


Special Data Collection —- (SOCS) Event Re- 

port, Kurile island, 19 May 1975, 

AD-A022 545/8G! 76-11 173 PC AQ2/MF AO1 
SDCS-ER-75-57 


ay oe Data yo System (SDCS) Event Re- 

port Rico Region, 17 June 1975, 

RD-AO21 40 400/7G! 76-09 17) PC AQ2/MF A01 
SDCS-ER-75-58 


Special Data Collection a (SDCS) Event Re- 
port, Gulf of Alaska, 25 May 19 
AD-A022 544/1Gi 76-11 173 PC AO2/MF A01 


SDCS-ER-75-60 


Special Data Collection System (SOCS) Event Re- 
port, Near Coast of Venezuela, 8 June 1975, 
AD-A022 546/6G! 76-11 173 PC AQ2/MF AO1 


SOCS-ER-75-61 


Speciai Data Collection System (SDCS) Event Re- 
port, Gulf of California, 14 June 1975. 
AD-A022 877/5G!i 76-4) 17 PC AQ2/MF A01 
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SDCS-ER-75-62 7 
Special Data Collection System pees Event Re- 
port, Peru-Bolivia Border Region, 12 July 1975. 
AD-A023 166/2GI 76-12 17J PC /MF AO1 
SDCS-ER-75-63 
Special Data Collection uly 1975, (SOCS) Event Re- 


port, California, 28 Ju 
AD- 550/8GI 76-11 17) PC AQ2/MF A01 


SDCS-ER-75-64 
Special Data Collection System (SDCS) Event Re- 


port, Peru-Ecuador Border, 6 June 1975 
AD-A022 549/0GI 76-11 17J PC A02/MF A01 
SDCS-ER-75-65 


Special Data Collection System (SDCS) Event Re- 
port, Near Coast of Northern California, 7 June 


1975, 
AD-A022 548/2GI 76-11 173 PC AQ2/MF A01 
SDCS-ER-75-66 


Special Data Collection ee (SDCS) Event Re- 


port, Minnesota, 9 July 1 
AD-A023 518/4GI 76-12 175) PC AO2/MF AO1 
SOCS-ER-75-67 


Special Data Collection System (SDCS) Event Re- 
NTS Event ‘HUSKY PUP’, 24 October 1975, 
AD-A022 547/4GI 76-11 17J PC AQ2/MF A01 
SOCS-ER-75-68 
Special Data Collection System —— a Re- 


port, Eastern Kazakh SSR, 25 December 1975, 
AD-A024 595/1GI 76-14 173 PC ‘aoa/ MF A01 
SDCS-ER-75-69 


Special Data Collection System (SDCS) Event Re- 


port, Turkey, 6 September 1975. 
AD-A023 519/2GI 76-12 17J PC AO2/MF A01 
SOCS-ER-75-70 


Special Data Collection System (SDCS) Event Re- 


port, Eastern Kazakh, 29 October 1975, 
AD-A023 520/0GI 76-12 17) PC AQ2/MF AO1 
SDCS-ER-75-71 


Special Data Collection System (SDCS). NTS Event 
‘inlet’, 20 November 1975. 
AD-A027 162/7GI 76-20 17J PC A02/MF AO1 


SDCS-ER-75-73 


Special Data Collection System (SDCS) Event Re- 
port, NTS Event ‘LEYDEN’, 26 November 1975. 
AD-A023 859/2GI 76-13 17) PC A02/MF AO1 


SOCS-ER-75-74 


Special Data Collection on System eT Event 
Report, Hawaiian Islands, 29 November 1975. 
AD-A023 858/4G! 76-13 173 PC A02/MF AO1 


SDCS-ER-75-75 


Special Data Collection System (SOCS) Event Re- 
port, Vancouver Island Region, 11 December 1975, 
AD-A024 596/9GI 76-14 17J PC AO2/MF AO1 


SDCS-ER-75-76 
Special Data Collection System (SDCS) Event Re- 


port, Eastern Kazakh SSR, 13 December 1975, 
AD-A024 597/7GI 76-14 17J PC AOQ2/MF AO1 
SDCS-ER-75-77 


Special Data Collection S 
port, NTS Event ‘CHIBERT 
AD-A024 598/5GI 


SDCS-ER-75-78 


Special Data Collection — (SDCS) Event Re- 


port, Greece, 21 Decembe 5 
AD-A024 599/3GI 76-14 17J PC AOQ2/MF AO1 


SDCS-ER-76-79 


Special Data Collection System (SDCS) Event Re- 
port, NTS Event ‘MUENSTER’, 3 January 1976. 
AD-A026 733/6GI 76-19 17J PC A02/MF AO1 


SOCS-ER-76-80 
Special Data Collection System (SDCS) Event Re- 


port, Peru, 5 January 1976. 
AD A026 608/0GI 76-19 17J PC AOQ2/MF AO1 
SOCS-ER-76-81 


Special Data Coilection System — Event Re- 
port, Off Coast of Oregon, 10 — 1976. 
AD-A026 542/1Gi a 6-19 17J PC AOQ2/MF AO1 


SOCS-ER-76-82 


Special Data Collection System 20Ce Great Re- 
port. Eastern Kazakh SSR, 15 —— 
AD-A026 606/4Gi 76-19 173 PC Aea/MF A01 


SOCS-ER-76-83 
Special Data Collection ag I (SDCS) Event Re- 


port, Guatemala, 4 F 
wt & eer PC A0Q2/MF AO1 


em (SDCS) Event Re- 
", 20 December 1975, 
76-14 17J PC AOQ2/MF AO1 


Data Collection System (SOCS) Event Re- 
port, NTS Event ‘KEELSON’, 04 February 1976. 
17J PCs A02/MF A01 


AD-A026 732/8G! 76-19 


SOCS-ER-76-85 


Special Data Collection System (SDCS) Event Re- 
port, NTS Event ‘ESROM'’, 04 OTe 1976. 
AD-A026 731/0GI 76-19 173 PC AQ2/MF A01 


SOCS-ER-76-86 


Special Data Collection System (SDCS) Event Re- 
port, NTS Event ‘FONTINA’, 12 February 1976. 
AD-A026 730/2GI 76-19 173 PC AOQ2/MF AO1 


SOCS-ER-76-87 


Special Data Collection System (SOCS) Event Re- 
port, NTS Event ‘CHESHIRE’, 14 February 1976. 
AD-A026 729/4GI 76-19 173 PC /MF AO1 


SDOCS-ER-76-88 
Special Data Collection System (SDCS) Event Re- 
port, Andreanof islands, Aleutian Islands, 8 March 
AD-A026 543/9G! 76-19 173 PC AQ2/MF AO1 
SDCS-ER-76-89 
Special Data Collection System (SDCS) Event Re- 


port NTS ol \ ees ‘9 ay 1976. 
AD-A026 7 6-19 17J PC A02/MF A0O1 


ouside 


oy Data Collection System (SDCS) Event Re- 
rt, NTS Event ‘COLBY’', 14 March 1976. 
RD A027 671/7GI 76-20 17) PC A02/MF AO1 


SDCS-ER-76-91 


Special Data Collection System (SDCS) Event Re- 
port, NTS Event ‘Pool’, 17 Mar 76. 
AD-A026 727/8GI ‘76-19 17) PC AO2/MF AO1 


SOCS-ER-76-92 


Special Data Collection System (SDCS) Event Re- 
port, NTS Event ‘STRAIT’, 17 March 1976. 
AD-A026 726/0G! 76-19 17J PC AO2/MF AO1 


SDCS-ER-76-93 


Special Data Collection System (SDCS) Event Re- 
port, Eastern Kazakh SSR. 20 March 1976. 
AD-A026 725/2GI 76-19 17J PC AOQ2/MF AO1 


SDCS-ER-76-94 

Special Data Collection System (SDCS) Northern 

Sinkiang Province, China, 20 March 1976. 

AD-A 549/6GI 76-19 17) PC A02/MF AO1 
SDCS-ER-76-95 

Special Data Collection System (SDCS) Event Re- 

port, New Madrid, Missouri ~~} 25 March 1976. 

AD-A026 544/7GI 76-19 17J PC A02/MF A0O1 
SDOCS-ER-76-96 

Special Data Collection System ean Event Re- 

port, North Atlantic — X y March 1976. 

AD-A026 605/6GI 17J pc A02/MF A01 
SDCS-ER-76-97 

Special Data Collection System (SOCS) Event Re- 

port, North Atlantic Ocean, 31 March 1976. 

AD-A026 545/4G! 76-19 17J PC A02/MF AO1 
SDCS-ER-76-98 

Special Data Collection System (SOCS), UZBEK 


we 8 At. 1976 
158/5GI_ 76-20 17J PC AO2/MF AO1 
manda 
Special Data Collection — (SDCS) Fox Islands, 


Aleutian islands, 12 April 1 
AD-A027 160/1GI 76-20. 17) PC AQ2/MF A01 


SDCS-ER-76-100 


Special Data Collection System (SDCS). Eastern 
Kazakh SSR, (first event), 21 April 1976. 
AD-A027 159/3GI 76-20 17J PC AO2/MF A01 


SDCS-ER-76-101 
Special Data Collection System Event Report. East- 
ern Kazakh SSR, (second event), 21 April 1976. 
AD-A027 161/9GI 76-20 17J A02/MF AO1 
SDOCS-ER-76-102 
Special Data pone System (SDCS) Northern 


italy, 6 May 197 
AD-A027 $12/5Gi 76-20 175 PC AQ2/MF AO1 


SDCS-ER-76-103 

Special Data Collection yo. (SOCS) Event Re- 

port UZBEK SSR, 17M 

AD-A029 996/6G! 7 on “7 PC A02/MF AO1 

SOCS-ER-76-104 

Special Data Collection System (SDCS) Event Re- 

port Eastern Kazakh SSR, 19 May 1976. 

AD-A029 997/4Gi 76-24 175) PC AOQ2/MF AO1 
SOG-382-PT-1 

Solar ical Data Number 382. Part |. (Prompt 
Reports). Data for May 1976-April 1976. Explanation 
of Data rts issued as Number 378 


Repo 
(Supplement) February 1976, 
PB-247 137-382-1/GI 76-25 368 MF AO1 


SEA GRANT REPRINT-91 


SOSMT-CNSF-7301 


Load Distribution 
Systems. Part |. Ex 
One-Fifteenth Scale 


in Non-Lineal Shear Wall 
rimental cmp on Using 
icroconcrete M 


PB-248 443/4GI 76-05 13M PC A10/MF AO1 
SOSMT-CNSF-7302 

Load Distribution in Non-Lineal Shear Wall 

Systems. Part li. Theoretical investigation Using 

Finite Element Method. 

PB-248 444/2GI 76-05 13M PC AOQ4/MF AO1 
SOSMT-CNSF-7401 


Load Distribution Shear Wall 
ystems. Part lili. Theoretical investigation Using 


Ss 
Finite Element Method 
PB-248 445/9GI 13M PC AO7/MF AO1 


in Non-Lineal 


76-05 
SOSMT-CNSF-7402 
Load Distribution in Non-Lineal Shear Wall 
Systems. Part IV. Experimental a Using 
One-Fifteenth Scale Microconcrete M 
PB-248 446/7GI 76-05 13M PO AST/ME A01 
SOSMT-CNSF-7403 
Load Distribution in Non-Lineal Shear Wall 
Systems. Part V. Theoretical Investigation Using 
Finite Element Method, 
PB-248 447/5GI 76-05 13M PC AQ3/MF AO1 
SOSMT-CNSF-7404 
Load Distribution in WNon-Lineal Shear Wall 
Systems. Part Vi. Comparison of Theoretical and 
gyre Results. 


248 448/3GI 76-05 13M PC A0O7/MF AO1 
SDOSMT-CNSF-7405 
Shear Wall Structures. A Bibliography of their 
n, Analysis, Construction and Testing. 
PB-245 923/8GI 76-02 13M PC A0Q4/MF AO1 
SOSMT-CNSF-7406 


Experimental Investigation of a Seven Story Shear 
Wall Plexiglas Model 


PB-245 921/2Gl 76-02 13M PC A06/MF AO1 
SDOSMT/MNSF-7601 
ae Absorptance Correlations for Semitransparent 
ids. 
PB-258 089/2GI 76-26 20. PC A03/MF A01 
SDSU-RSI-75-09 


Soil Moisture and Evapotranspiration Predictions 


Using Skylab Data. 
E76-10413 76-20 8M PC A05S/MF A01 
SDSU-RSI-75-10 


Investigation of Remote Sensing to Detect Near- 
Surtace Groundwater on Irrigated Lands. 
N76-20610/1GI 76-15 8H PC AO3/MF A01 


SDSU-RSI-75-11 
a Thermal Scanner Data for Monitoring Roof- 


Temperatures 
N 6-11546/8GI 76-07 148 PC A0Q2/MF AO1 
SOSU-RSI-76-02 
Application of Remote Sensing Technology to Land 
Evaluation, Planning Utilization of Land Resources, 


and Assessment of 

Dakota. 

N76-22639/8G! 
SE-1 


Cata of Tsunamis in Alaska, Revised 1976, 
PB- 007/8G!I 76-17 8C PC AO3/MF A01 


SEA GRANT FIELD GUIDE SER-4 
A — to the Sea Grasses of Florida, the Gulf of 


Mexico, and the Caribbean Region, 
PB-248 114/1GI 76-05 6C PC A03/MF AO1 


SEA GRANT PUB-30 
Tethered Float Breakwaters, Proceedi 
Breakwaters Conference 23-25 April 19 
R island, 
PB-246 595/3G! 76-02 
SEA GRANT PUB-45 
investigation of eS on the 


ildiife Areas in Eastern South 
76-17 138 PC A03/MF AO1 


s, Floating 
4, Newport, 


138 PC AQ2/MF A01 


Performance of a Tethered Float Break 

PB-256 090/2Gi 76-21 IW PC J A02/MF A01 
SEA GRANT PUB-46 

Performance of Tethered Float Breakwaters in Deep 

Ocean Waves 

PB-256 096/9G! 76-21 13) PC AOQ2/MF AO1 
SEA GRANT PUB-47 


University of California Sea Grant College Program 


Annua! Report 1974-1975. 
PB-256 185/0GI 76-21 8A PC A06/MF A01 


SEA GRANT PUB-48 


Hatchery Methods for the Production of Juvenile 
Lobsters (‘Homarus americanus’), 
PB-256 107/4GI 76-21 6C PC AO2/MF A01 


SEA GRANT REPRINT-91 
Reprint: Caspian Tern Nesting in North Carolina, 


AR-1347 











PB-256 079/5GI 
SEA GRANT REPRINT-92 
Reprint: First Record of the Roseate Tern Nesting in 


North Carolina, 
76-20 6C PC AO2 





76-20 6C PC AQ2 


PB-256 074/6GI 
SEA sens re 


Biscayne Bay: Past/Present/Future 
PB-254 671/1GI 76-18 6c. PC A14/MF A01 


SEA GRANT TECHNICAL BULL-30 
Preliminary Experimentation in the Development of 
Natural Food Analogues for Culture of Detritivorous 


Shrimp, 
PB-253 652/2Gi 76-16 6C PC AO7/MF AO1 
SEA GRANT TECHNICAL BULL-31 


~ ~~ for Mtg Culture of Penaeid Shrimp 


the Postia 
PB-247 923/6GI 76-04 6C PC AO06/MF A01 
SEA GRANT TECHNICAL BULL-32 


ep een Survey Data Report. Summary of 
—— Larvae Data Used to Determine Abundance 

° id Fishes in the Eastern Gulf of Mexico, 

PB- 973/2GI 76-17 6C PC AOS/MF AO1 


SEA GRANT TECHNICAL BULL-33 
international Cooperation for the Prevention of 
Marine Oil Pollution. Ocean and Coastal Law Pro- 
Bp-253 970/8GI 76-17 13B PC AO06/MF AO1 
SEA GRANT-75-1 
Structure and Properties of ice Lenses in Frozen 


round, 
PB-248 708/0GI 76-06 8L PC AO3/MF AO1 
SEA GRANT-75-4 


Proceedings of the Conference Workshop 

Review the Draft wy Pian for Environmental An 

sessment of the Gulf , Southeastern Ber- 
and Beaufort 


ing ky 

PB-246 873/4GI 76-03 10A PC A0S/MF A01 
SEA GRANT 75-5 

The Alaskan Ciam Fishery: A Survey and Analysis of 


Economic Potential, 
PB-248 820/3G! 76-06 6C PC A08/MF A011 
SEA GRANT-75-6 


Nearshore yg Studies in the Vicinity of 


Point Barrow 
PB-246 STeveGh 76-03 8. PC AOS/MF AO1 
SEA GRANT-75-12 


The Alaska Snow Crab, ‘Chionoecetes bairdi’: Size 
Growth, 


and 
PB-253 972/4GI 76-17 6C PC AO3/MF A01 
SEA GRANT-75-13 


Economic Feasibility of Private Nonprofit Salmon 
Hatcheries: An introduction, 
PB-252 509/5GI 76-14 6C PC AOQ2/MF A0O1 


SEA GRANT-75-14 
Proceedings of the Conference to Review the Draft 
Study Plan for Social and Economic impact Assess- 
ment of Alaska Outer Continental Shelf Petroleum 
Development, 
PB-256 813/7GI 76-22 10A PC AO7/MF AO1 
SEA GRANT-75-15 


Social and Economic im Assessment of Alaska 
Outer Continental Shelf roleum Weoyooory 
PB-254 669/5GI 76-18 21D PC /MF AO1 


SEA GRANT-76-1 
fit Saimon Hatcheries in Alaska 


Private Non 
Aquaculture Notes, 
76-14 6C PC A02/MF A01 


PB-252 roma 
SEA GRANT-76- 


Proceedings - the Conference on Saimon . <-y7" 
ture and the Alaskan Fishing Community Held at 
Cordova, Alaska on January 9, 10 and 11, 1976, 
PB-257 900/1GI 76-24 6C PC A13/MF A01 


SEA GRANT-76-3 
The Arctic Coastal! Environment of Alaska. Volume |. 
The Nearshore Marine Environment in Prudhoe Bay, 
PB-257 353/3G! 76-23 8A PC A06/MF A01 
SEA GRANT-76-4 


Selected References to the Some ‘Chionoecetes’, 
PB-257 onan 76- 6C PC A03/MF A01 


SEA GRANT-76- 
Supees Permatos at Prudhoe Bay, Alaska: Drilling 


Report and Data Analysis. 

PB-258 Me2/1Gr 76-25 8J PC AO6/MF AO1 
SEA GRANT-76-6 

Ciam, Mussei, and Oyster Resources of Alaska, 

PB-258 474/6GI 76-25 6C PC AO3/MF AO1 
SEA GRANT-76-7 


Some Remarks on the Unusual Beaufort Sea ice 
Conditions in Summer 1975, 


AR-1348 


PB-257 252/7GI 
SEA GRANT-76-8 
Enhancement of Primary Productivity by Artificial 


welling. 
PB. 76-23 6C PC AG2/MF A01 


76-22 4B PC AQ3/MF AO1 


257 253/5GI 

SEA GRANT-76-11 

A Preliminary Study on Rearing Chum Saimon, 

‘Oncorhynchus keta’, in an Artificial Upwelling 

PB-258 448/0GI 76-25 6C PC AQ2/MF A01 
SEA GRANT-76-15 

A Coupled Heat and Salt Transport Model for Sub- 


Sea Permafrost 
PB-259 104/8Gi 76-26 8) PC AO3/MF AO1 
SEA USE-1-76-VOL-1 


improvement of Marine Advisories and Optimum 
Track Ship Routings. Volume |. 
PB-257 730/2G! 76-25 


SEA USE-1-76-VOL-2 


at ena of Marine Advisories and Optimum 
rack Ship Routings. Volume li. Annexes A-F. 
Pe-257 731/0GI 76-25 4B PC A13/MF AO1 


SEA USE-1-76-VOL-3 


improvement of Marine Advisories and Optimum 
Track Routings. Volume ili. Annexes G1-J. 
PB-257 732/8GI 76-25 4B PC AO7/MF A0O1 


SEAHAC/TR-75-2 
od Entry and the Cavity-Running Behavior of 
les 


AD-A020 429/7GI 76-07 19A PC A19/MF AO1 
SEDA-COG-75-04 


SEDA-COG Regional F Recovery Plan. 
PB-252 153/2Gi 76-13 13B PC A16/MF A01 


SEDA-COG-75-05 


Centre County Disaster Housing Plan. 
PB-251 706/8GI 76-13 138 PC A04/MF A01 


SEDA-COG-75-06 
Clinton County Disaster Housing Plan 


4B PC A04/MF A01 


PB-250 643/4GI 76-11 13B PC A04/MF A01 
SEDA-COG-75-07 

Columbia County Disaster Housing Pian. 

PB-250 647/5GI 76-11 138 PC AO04/MF AO1 
SEDA-COG-75-08 

Juniata County Disaster Housing Plan. 

PB-250 651/7GI 76-11 1 PC A04/MF A01 


SEDA-COG-75-09 
Lycoming County Disaster Housing Pian. 


PB-250 644/2GI 76-11 13B PC AO4/MF A01 
SEDA-COG-75-10 

Mifflin County Disaster Housing P 

PB-250 650/9GI 76-11 £5" "PC A04/MF A01 
SEDA-COG-75-11 

Montour County Disaster Housi 

PB-250 648/3GI 76-11 1 "te A04/MF A01 
SEDA-COG-75-12 

Northumberland County Disaster oy 

PB-250 646/7GI 76-11 138 PC /MF AO1 
SEDA-COG-75-13 

Snyder County Disaster eppeing Pe 

PB-250 649/1GI 76-11 PC A04/MF A01 
SEDA-COG-75-14 

Union County Disaster Housing Pian. 

PB-250 645/9G! 76-11 138 PC AO4/MF AO1 
SEDA-COG-75-15 

ial Watershed ro. 
-251 440/4GI 6-12 13B PC AOS/MF A01 

SEDCOM-01 

Proceedings of the Federal Inter-Agency Sedimen- 

tation Conference, Held at Bureau of lamation 

Laboratories, Denver, Colorado on M 1947. 

PB-245 379/3G! 76-08 8H E08/MF A01 


SEDCOM-02 
Proceedings of the Federal Inter-Agency Sedimen- 
tation Conference Held at Jackson, Mississippi on 
January 28-February 1, 1963. 
PB-245 380/1Gi 76-08 8H PC A99/MF A01 
SEDCOM-03 


Proceedings of the Federal Inter-Agency Sedimen- 

tation Conference (3rd) Held at Denver, Colorado 

on March 22-25, 1976. 
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Magnetic a =H and the Sunspot Cycle Variation in 


Cosmic tensity 
AD-A024 ert 76-14 3B PC A02/MF A01 
SU-IPR-663 
> Sees Approach to Sun-Weather investiga- 
ns. 
N76-29863/7GI 76-25 48 PC A02/MF AO1 
SU-IPR-665 
— Solar-Terrestriai Relations as Deduced 
raft and Geomagnetic Data: Solar M 
— 76-25 3B PC A02/MF A0O1 
SU-IPR-667 
Solar Activity, Geomagnetic Field and Terrestrial 
eather. 
AD-A028 423/2G! 76-21 4A PC A0Q2/MF A01 
SU-IPR-671 
Ee aeeaae Se ey 
mre ca 76-25 4B PC AO3/MF A01 
SU-SEL-7 


Search a4 Whistler-Ducts During an lonospheric 
Ex ppemmont at Boulder, Colorado. 
AD-AOSS 76-22 4A PC A02/MF AO1 
SU-SEL 74-049 
Digital Spectra of Artificially Stimulated VLF Emis- 


sions. 
AD-A022 833/8G! 76-11 20N PC A11/MF AO1 
$SU-SEL-75-017 


sen y of Computer-Aided a Techniques 
Device and Circuit Designs 
AD-A018 220/4GI 76-03 9E PC A10/MF AO1 


SU-SEL-75-021 
Biocybernetic Factors in Human Perception and 
Memory. 
AD-A017 374/0GI 76-01 6B PC A06/MF A0O1 
SU-SEL-75-034 


Advanced integrated-Circuit Technology for 


row oy ICs. rated Circuits). 
AD-. 507/5G! 76-16 9E PC A1l1/MF AO1 
SU-SEL-75-035 


Semi-Annual Status Report No. 128, 1 January 
h 30 June 1975. 
AD-A019 297/1GI 


SU-SEL-75-037 
Stack Working Set: A Characterization of Spatial 
Locality. Technical Report No. 95. 
SU-SEL-75-037 76-12 9B PC AO04/MF AO1 
SU-SEL-75-040 


The Use of lon Implantation for the Control of im- 
purity Diffusion in ill-V Compound Semiconductors. 


76-05 9C PC AOS/MF A01 


AD-A018 760/9G! 
SU-SEL-75-042 


A Canonical Formulation for Analysing Multi-Ele- 
ment Unstable Resonators. 


76-04 20 PC AQ2/MF Aoi 


AD-A021 095/5G! 76-08 20F PC AO3/MF Aoi 
SU-SEL-75-045 
A Tale of Three Emulators. 
653/2GI 7 968 PC AO02/MF AOo1 
SU-SEL-75-046 


EMMYPL: Description and implementation. 
SU-SEL-75-046 76-26 9B PC A04/MF AOi 


SU-SEL-75-047 


High Performance Emulation. 
665/6G! 76-08 98 PC A0Q2/MF Aoi 


SU-SEL-75-049 
New Philosophy for Wire Routing. Technical Report 
No. 101. 
SU-SEL-75-049 76-13 9E PC AO3/MF Aol 
SU-SEL-76-001 
A and Other Very Low Direction Finder for Whistiers 
requency Signals. 
AD-A022 834/ 76-11 17C PC E04/MF Aol 


SU-SEL-76-005 
 eonteny = y Status — Number 129, 1 July 


through 31 December 1975. 
AD- 930/1GI 76-13 9B PC AOS/MF AO1 
SU-SEL-76-009 
he Response of the ~~ rn to the Injection of 


T 
aaardame Reactive Vapo 
N76-28719/2G 76-25 4A PC A12/MF A01 


SU-SEL-76-030 
Ultrasonic Doppler Measurement of Renal Artery 
lood Fiow 


N76-30796/6G! 76-26 6B PC A02/MF At 
SU-SSEL-75-022 


Preparation and Properties of Al(x)Ga(1-x)Sb for 
a to Luminescent Devices 
A017 862/4GI 76-02 20L PC AOS/MF AO1 


SU-TR-248 


Tenex Sail. 
N76-11754/8G!I 


SU-TR-3208-5 
poet noe — in Radio Occultation Studies of 


76-07 9B PC A03/MF A01 


Atm a ee 

N76- mane 6-16 3B PC A02/MF AO1 
SU-326-P16X9 

Systems Seeian Project. Progress Report, 1 

October 1974--30 June 1975. 

SU-326-P18X9 76-09 10A PC AO3/MF AO1 
SU-326-P30-36 


\il-Conditioned Eigensystems and the Computation 
of the Jordan Canonical Form. 
STAN-CS-75-478 76-10 12A PC A04/MF A0O1 


SU-326P30-37 


Eigeriprobiems for Matrices Associated with 
Periodic Boundary Conditions. 
SU-326P30-37 76-09 12A PC A02/MF A01 


SU-326-P30-38 


Error Bounds in the Approximation of Eigenvalues 
of Differential and integral Operators. 
SU-326-P30-38 6-10 12A PC AO03/MF AO1 


SU-326-P30-40 
Adaptive Finite Difference Solver for Nonlinear Two 
Point Boundary Problems with Mild Boundary 
-326-P30-40 76-25 98 PC A03/MF AO1 
SU-326P30-41 


iterative vemew Nate ee Se for es Solution of 
Large Sparse Symmetr igenprobi 
STAN-CS-75-496 76-11 12A PC A07/MF A01 


SU-326-P30-42 
Relation Between Quadratic Termination and Con- 
ce Nee Properties of Minimization Al- 
rithms. 
8t)-326-P30-42 76-12 12B PC AO6/MF A01 
SU-326-P30-43 
Numerical Analysis. Progress Report, July 1, 1974-- 


August 15, 1975. 

SU-326-P30-43 76-11 12A PC AO02/MF A01 
SU-326-P30-44 

Generalized Conjugate Gradient Method for the Nu- 

— Solution of Elliptic Partial Differential Equa- 

SU-326-P30-44 76-21 12A PC A03/MF A01 
SU-326-P30-45 


Generalized Conjugate Gradient Method for 
Nonsymmetric — “Y Linear Equations. 
SU-326-P30-45 6-2} 12A PC A02/MF AO! 
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$U-326-P.39-1 
Complexity of Control Structures and Program 
Validation. 
SU-326-P.39-1 76-09 9B PC A03/MF A01 
$U-326P-39-2 


Stack Working Set: A A ee of Spatial 
Locality. Technical Report No. 95. 
SU-SEL-75-037 76-12 9B PC AO4/MF A01 


$U-326-P.39-3 


Studies in the Organization of Computer Systems. 
1975 Progress a 
$U-326-P.39-3 6-22 9B PC A02/MF A01 


S$U-326-? 39-4 


fe epearaton and implementation. 
wen -7 76-26 9B PC A04/MF A01 


= Emulator Performance Estimate. 
P39-5 76-12 9B PC AOQ2/MF AO1 


a per ee for Wire Routing. Technical Report 
101. 


SU-SEL- 75-049 76-13 9E PC AO3/MF AO1 
$U-326-P.39-9 
EMMY System cocoate: Principles of Operation. 


Technical Note No. 
SU-326-P.39-9 76-26 98 PC A03/MF A01 
SU-326P39X3 

Functional Description of the Emmy Main Memory 


one. Technical Note No. 57. 
326P39X3 76-12 98 PC AQ2/MF A01 


SU-326P39X4 


Emulation Oriented, Dynamic Microprogrammabie 
Processor ° 3). echnical Note No. 
SU-326P39X4 76-26 98 PC A04/MF AO1 


SU-326-PA30-39 
Hybrid Difference Methods for the Initial Boundary- 
Value Problem for Hyperbolic Equations. 
SU-326-PA30-39 76-12 12A PC AO3/MF AO1 
SU-4206-61 


Current Status of Baryon ~ wpe: 
COO-3533-61 76-12 20H A03/MF A01 


SU-4206-64(V .1) 
Proceedings of the IV International cog: on 
Nucleon-Antinucleon interactions, Creme 
York, May 2--4, 1975. Volume I. | Chapters 1--4 
coo- V.1) 76-16 PC A A15/MF A01 


$U-4206-64(V.2) 
Proceedi of the IV International Symposium on 
Nucleon-Antinucleon Interactions, Syracuse, New 
York, 2--4 May 1975. Volume 2. Chapters 5--8. 
COO0-3533-64(V.2) 76-16 20H PC A14/MF AO1 
SUDAAR-482 
Senet of State-Feedback Controllers including 
ity Reduction, with Applications to Precision 
Net /8GI 76-15 17G PC A12/MF A01 
SUDAAR-492 


The Motion of Ellipsoidal Particles in a Viscous 
Shear Fiow. |. The First-Order Solutions. 
AD-A018 889/6GI 76-04 20D PC AO3/MF AO1 


SUDAM-75-7 
tion of a Shock Wave Front across a 


Cu Fiuid-Solid Interface. 
AD-A017 673/5GI 76-02 20D PC A03/MF A01 
SUDAM-75-8 


A Note on Critical Reflections of Waves in an 


isotropic Elastic Plate. 
AD-A017 671/9GI 76-02 20K PC A02/MF A011 
SUDAM-75-9 


Flutter of Articulated Pipes at Finite Amplitude. 
AD-A017 634/7GI 76-01 20D PC A03/MF A01 


SUDAM-75-11 
Torsional a of a Hollow Cylinder with 


Periodic Stru 

AD-A017 674/361 76-02 20B PC A03/MF A01 
SUDAM-75-15 

Structural Analysis and Design for Energy Absorp- 

tion in impact. 

PB-254 801/4GI 76-19 13F PC A10/MF AO1 
SUIPR-619 

Solution of the Nine-Point Poisson Operator by 

Cyclic Reduction. 

SUIPR-619 76-05 201 PC AOQ2/MF A01 
SUIPR-646 

The Causes of Goemagnetic Activity. 

N76-18720/2GI 76-13 4A PC A03/MF AO1 


SURC-TR-73-186-VOL-3 


ECM/ECCM Studies. Volume 3. Adaptive Array 
Technique Study. 


AD-919 655/1GI 76-24 17D PC AO6/MF A01 


SURC-TR-74-572.1 


Environmental Hazard Assessment of One and Two 
Carbon Fluorocarbons. 


PB-246 419/6GI 76-02 138 PC A12/MF A01 
SURC-TR-74-572.2 

Assessment of Liquid Siloxanes (Silicones). 

PB-247 778/4GI 76-06 6F PC A06/MF A01 


SURC-TR-75-197 


Rapid Runway Repair St 
AD-A021 1 352/061 7 


SURC-TR-75-561 


investigation of Selected Potential Environmental 
Contaminants: Haloethers. 
PB-246 356/0GI 76-02 138 PC A08/MF AO1 


SURC-TR-75-622 


1E PC AQ4/MF AO1 


investigation of Selected Potential Environmental 

Contaminants: Chlorinated Paraffins. 

PB-248 634/8GI 76-06 138 PC AO6/MF A01 
SURRC-52/75 

Report on Session 1973--1974. 

SURRC-52/75 76-02 18E PC AO3/MF A01 
SURVEY-380 


Market Study of Building Products and Construc- 

— Equipment - Singapore. Main Findings. Volume 

DIB-76-05-511 76-15 5C PC A16/MF AO1 
SUSF-SG-75-007 

= oe age oe Florida Gulf Coast Red Snapper-Grouper 

+ Boat Operations - An Economic Analysis. 

PB-250 589/9GI 76-10 6C PC AOQ2/MF A01 
SVHSER-6529-SUP -1 


Shuttle Environmental and Thermal Control/Life 
Support System Computer cveoeeam. Supplement 1. 


N76-18787/1GI 76-13 PC A06/MF A0O1 
SVHSER-6546 

One Man Electrochemical Air Revitalization System. 

N75-32765/0GI 76-01 6K PC AQ7/MF A01 
SVHSER6784 


Design, Development, and Fabrication of a Proto- 
type ice Pack Heat Sink Subsystem. Flight Experi- 


ment Phenomena Experiment Chest. 
N76. 10008/801 76-11 6K PC AOS/MF A01 


SVHSER-6786 
Development of Hydrazine Gas Generator/Plenum 


-A025 931/7G1 76-17 21H PC AOS/MF A01 
SVHSER-6821 
Fusible Heat Sink for Eva Thermal Control. 
N76-17826/8GI 76-12 6K PC AO6/MF AO1 
SVM-10 
Shock and Vibration Computer Programs. Reviews 


and Summaries, 
AD-A030 680/3G! 76-25 20K PC A98/MF A01 


SWAP-74-1 
Seattie's Solid Waste - A. sh we yy 
PB-255 448/3GI PC A08/ MF A01 


SWAP-74-2 


Feasibility Study: Conversion of Solid Waste to 
Methanol or Ammonia. 
PB-255 449/1GI 76-20 138 PC A16/MF AO1 


SWAP-75-1 

meee Waste to Methanol/Ammonia Conversion 

ant. 

PB-255 450/9GI 76-20 13B PC A13/MF AO1 
SWR-35 

Analytical and Special Support to Division of 

Technical Operations and Division of Research and 

mage pee 

PB- 380/7GI 76-23 138 PC AO2/MF AO1 
SWR-71 

Laboratory Procedure for the Gravimetric Deter- 

mination of Carbon and Hydrogen in Solid Wastes 

for Methods Manual). 

-256 379/9GI 76-22 148 PC A03/MF AO1 

SWR-91 

Evaluation of the MC-300A Soil Moisture Meter to 

Determine in-Pilace Moisture Content of Refuse at 

Land Disposal Sites. 

PB-256 359/1GI 76-22 138 PC A02/MF AO1 
SWR-101 


Evaluation of a Muffle Furnace Procedure for Deter- 
mining Percent Ash and Percent Weight Loss on 


Heating of Solid Wastes 
PB-256 358/3G! 76-23 7A PC AOS/MF A01 
SWR-102 


Studies of Smal! Particles in Solid Waste Opera- 
tions. 


SWRI-AR-1055 


PB-256 357/5GI 76-22 138 PC A03/MF AO1 
SWR-118 


Landfill Temperature Sampling Interval Analysis. 
PB-256 356/7GI 76-22 138 PC A02/MF A01 


SWR-121 
Methods for Bacteriological Examination of Solid 


Waste and Waste Effiuents, 
PB-256 374/0GI 76-22 6M PC AO3/MF A01 
SWR-122 


Evaluation of a Method for the Determination of In- 


nic Carbon (Carbonates) in Solid Wastes. 
-256 373/2GI 76-22 148 PC A02/MF AO1 
SWR-125 


Vacuum-Acid at ag of Fungal Protein and of 
Other Protein So 


PB-256 372/4G) re8: 16-22 6A PC A02/MF A01 
SWR-126 
Laboratory Procedure for the a Deter- 


mination of Carbonate Carbon in Solid W 
PB-256 371/6GI 76-22 148 PC Aea/MF AO1 


SWR-126 
Laboratory Procedure for Determining Percent Ash 
and pyr Weight Loss of Solid Wastes on Heat- 
po-28 256 370/8GI 76-22 148 PC A02/MF A01 
SWR-130 
Determination of the Phosphate in Solid Waste 


Using the A oem se Acid Method. 
PB- 377/3G! 76-23 7C PC AQ2/MF A01 


SWR-135 


Laboratory Procedure for the Potential Heat Deter- 
mination in Solid Wastes 


PB-256 378/1Gi 76-22 138 PC AO2/MF AO1 
SWR-136 

Laboratory Procedure for the Preparation of Solid 

Waste Related Materials for a, 

PB-256 390/6G! 76-22 1 PC A02/MF A01 
SWR-137 

Water Quality/Land Disposed Solid Waste: A 

PB-268 30174 

PB- 1/4G) 76-22 138 PC A02/MF AO1 
SWR-149 


Formulas (incorporating Decomposition of Car- 
bonates at 600 C) for the Determination of Total Ox- 


in Solid Wastes 
-256 366/6G! 76-22 7C PC AO3/MF AO1 
SWR-155 


Mathematical Determination of Total Oxygen in 

Solid Wastes 

PB-256 365/8G! 76-22 148 PC A02/MF AO1 
SWR-156 

Extension of Carbon-Hydrogen Method to Include 

Lolasoc. Volatiles or Loss on ignition 

at 950 

b-386 364/1GI 76-23 138 PC AO02/MF AO1 
SWR-160 

Determination of Heat of Combustion of Solid 

Wastes from Ultimate Ana . 

PB-256 383/1GI 76- 138 PC A02/MF A01 
SWR-162 

Procedure for the Mathematical Determination of 

Total Heat of Combustion Content of Solid Wastes. 

PB-256 382/3G! 76-22 7D PC A02/MF A01 
SWR-176 

Analytical and Special Support to Division of 

Technical Operations and Solid Waste Research. 

PB-256 381/5GI 76-22 138 PC A02/MF A01 


SWRA-75-NO-25 


Selected Water Resources Abstracts. Annual Cumu- 
> meg indexes to V. 8, 1975. Part 1. Author Organiza- 
n, Accession Number. + ae Sub 


SWAA-75-NO-25 76-08 -Subscription 
SWRI-AR-848 

Spray Protector Testing on Trucks. 

PB-249 761/8GI 76-08 13 PC A0Q4/MF AO1 
SWRI-AR-955 

Truck Splash and Spray Tests at Madras, Oregon. 

PB-250 596/4Gi 76-10 13F PC AOQ3/MF AO1 
SWRI-AR-964 


in-Use Heavy Duty Gasoline Truck Emissions. Part 
li. Surveillance Study of Control Equipped Heavy- 
Duty Gasoline-Powered Vehicles. 

PB-251 679/7GI 76-12 138 PC A19/MF A01 


SWRI-AR-1055 


Headlight Requirements in bea ere and 
Mini-Field Trial of Polarized Headlights 
PB-258 145/2Gi 76-26 13F PC AO7/MF A01 


AR-1363 





SWRI-RS-621A 
Rolling ~ om Test Results on RAO-28-74 and 
PAO-29t74 


AD-A017 558/8G! 76-01 11H PC AOQ3/MF AG1 
SWRI-RS-632 


Analysis of Film Thickness Effect in Slow-Speed 
earsanses ee oe Contacts. Part 
rement of Film Thicknesses in Vacuum. 
AD-A021 512/9GI 76-08 11H PC AO7/MF 
SWRI-RS-636 

Lubricant/Metatiurgy interaction Effects on Turbine 
Engine Lubricant Load Rating. 

AD-A026 208/9GI 76-18 21E PC A11/MF AO1 


SWRI-01-3381-001 


Study of Volatile Contaminants in Reclaimed Water. 
N76-14805/5GI 76-08 6K PC A03/MF AOG1 
SWRI-01-3462-606 
Evaluation and Collaborative Study of Method for 
Visual Determination of Opacity of Emissions from 
Sta Sources, 
PB-257 948/0G! 76-25 138 PC AQ4/MF AO1 
SWRI-01-4101-001 
A Study of Stress Corrosion Phenomena Resulting 


from Transportation of Anhydrous Ammonia in 
Quenched-and-Tempered Stee! Cargo Tanks. 


PB-250 483/5G! 76-11 11F PC AQS/MF AO1 
SWRI-02-4268 

Crack Tip Plasticity Associated with Corrosion 

AD-A028 aroha 76-21 11F PC A02/MF AO1 
SWRI-02-4317 

Bulk i Operations Safety Enhancement Pro- 

Ps ose 10 10/40 76-21 13) PC A11/MF A0O1 
SWRI-11-3075(1) 


Multidisciplinary Accident Investigations - Special 
Study of Active and Passive Restraint Systems in 
1973-1976 Mode! Year Vehicles. Volume 1. Restraint 


Ss s Effectiveness Program. 
257 434/1GI 76-25 13. PC AO04/MF A01 
SWRI-11-3675(2) 


Multidisciplinary a investigations - Special 
Study of Active and Passive Restraint Systems in 
1973-1976 Model ‘wear Vehicles. Volume 2. In-Depth 
investigations of ACRS, Control Group, and School- 


bus Accidents. 
PB-257 435/8G! 76-25 13 PC AOQS/MF AO1 


SWRi-11-3675(3) 
Multi-Disciplinary Accident Investigations - Special 
of Active and Passive Restraint Systems in 
1973-1976 Model Year Vehicles. Volume 3. Data 
Summaries for Restraint System Effectiveness Pro- 
ram. 
Be-257 436/6G! 76-25 13L PC AG7/MF A01 
SWRI-11-3075(4) 
inary Accident Investigations - Special 
Study of Active and Passive Restraint Systems in 
1973-1976 Model Year Vehicles. Volume 4. Forms, 
, and uter —. 
PB-257 437/4Gi 25 13 PC A12/MF A01 
SWRi-15-3903(2) 
Nondestructive Testing information Analysis Center: 


1975 - Year of Transition. 
AD-A024 848/4G! 76-14 568 PC AOQ3/MF AO01 


SWRI-15-4017 
Feasibility of Measuring impact Conditions with 
Traffic 1 
PB-248 2869/1GI 76-06 14B PC AOS/MF AO1 
SWRiI-15-4225-F 


Determining the Potential of Radiofrequency 
Absorption Detection of Explosives Hid- 
in Airline Baggage. 
AD-A022 111/9GI 76-10 19A PC AO6/MF A01 
SX/104/F 
Development of a High Efficiency Thin Silicon Solar 


N76-10568/3G! 76-03 108 PC A03/MF A01 
$X/105/20 

a eeerne of a High Efficiency Thin Silicon Solar 

save-208e1/008 76-15 10B PC AG2/MF AO1 
SYSTAN-0D143-VOL-1 


impacts of the Crists Relocation Strategy on Trans- 
Systems. Volume |. Analysis and Case 


76-23 15C PC A13/MF AG1 


AD-A029 525/3G! 
SYSTAN-D143-VOL-2 


Se ee ey aaa 
portation . Volume fi. a 
1G! 76-23 15C P 


uidelines. 
AG7/MF AO1 





AR-1364 





SYSTAN-D147 
Macroanalysis of the implications of Major Modal 
Shifts in integrated Regional Transportation Net- 
works. 

PB-254 923/6GI 76-19 13B PC AQ3/MF A01 
Macroanalysis of the Implications of Major Modal 
— in Integrated Regional Transportation Net- 
works. 

PB-256 136/3GI 76-21 138 PC A10/MF AO1 

SYSTAN-D147-1 


Deployment Scenarios for integrated Regional 
Transportation Networks. 
PB-257 742/7GI 76-26 13B PC AO7/MF AG1 


SYSTAN-D147-APP 
Macroanalysis of the implications of Major Modal 
— in Integrated a Transportation Net- 
Phase |: Appendices. 
PB-256 137/1GI 76-21 138 PC AO6/MF A@1 
T/AM-373 


Fatigue Crack Propagation in an Epoxy Polymer 
76-13 20L PC A03/MF AO1 


AD-A023 658/8G! 
T/AM-404 

Pulse Propagation in Fluid-Filled Tubes, 

PB-255 880/7GI 76-20 20D PC A03/MF AO1 
T/AM-406 


Biaxial Cyclic Hardening of Annealed Copper Cylin- 

ders Evaluated by Deformation Plasticity Theories 

AD-A022 615/9Gi_ . 76-11 20K PC AQ4/MF AO1 
T(F)S/072 

The Lubrication of Bearings and Slip Rings in 

Vacuum. 

N76-24595/0G! 76-19 11H PC AQ3/MF A01 
T(F)S/096 

A Study of on Board Balancing Systems for 


ares Satellites. 
N76- /7GI 76-17 228 PC A23/MF A01 


T(F)S/100 
Lubrication of Bearings and Slip —— in Vacuum. 
N76-27587/4GI 76-25 11H A0S/MF A01 
T3:1975 
Research on Quality of Life in Urban Settlements in 
moan: 334/9GI 76-12 5K PC A06/MF A01 
714:1975 


Swedish Aid to Post-Disaster Reconstruction. Case 
Studies from Peru, Turkey and the Democratic 
ge oe of Vietnam. 


PB-251 335/6GI 76-12 13 PC A06/MF AQG1 

T122-RP-044 

Shuttle Kit Freezer Refrigeration Unit Conceptual 

Desies. 

N75-32763/5GI 76-01 13A PC A0S/MF AO1 
T122-RP-046 

Development of a Refrigeration System for Lunar 

Surface and cecraft lications. 

N76-25795/5G 76- 13A PC AOQ3/MF AO1 


1157-76 


Development and Parametric ye of the 
Proto otype 2 and 3 Flash Evaporato 
N75-32168/7GI 76-01 228 “pC A11/MF A01 


T211-RP-028 
ees god of a Self-Contained Heat Rejection 
1 


Module (SHRM), ‘ 

N76-21426/1GI 76-16 13A PC A12/MF A01 
T-604 

Processing of Cardiograms for Pattern Recognition. 

AD-A028 852/2GI 76-22 6B PC A06/MF A01 
T-623 


interpretation " conn a Recorder Data 


Describing Bu ons 

AD-A023 418/7 5 76-1 1“ PC A04/MF A0O1 
T-624 

Task Descriptors for Automated Assembly. 

PB-255 545/6Gi 76-21 13H PC A06/MF A01 
T1114F 


Data Acquisition and Electromagnetic Damper 
— for Space Shuttle Ground Wind Loads 


n76-39083/9G1 76-02 22B PC A04/MF A01 
T-1755 

A Laboratory and Field investigation of Tunnel 
Boreability. 

PB-246 /9GI 76-03 138 PC A10/MF A01 
TA/OST-75-26 


Feasibility Test of an Approach and Prototype for 
Ultra Low Cost H 


PB-251 471/9GI 76-12 5K PC A06/MF A01 





TA-848-R1 : 
Operative Disturbance Reporting for the Commer- 


cial Airplane. 
N7 /4G\ 76-01 1B PC A04/MF Aoi 
TAC-ERR-75-800 


New Mexico Energy Research Resource Registry. 
Researchers and Facilities. 


N76-18640/2GI 76-13 5A Not available NTIS 
TAC-HP-74-102 

Heat Pipe Technology: A Bibliography with Ab- 

stracts. 

N76-18372/2GI 76-13 13A PC E10 
TAC/ST-74/601 


Solar Thermal Energy Utilization. A Bibliogra 

a Abstracts. Semiannual Update July- December 

PB-249 925/9GI 76-09 108 PC-Subscription 
TAC/W-75-700 


Wind Energy Utilization: A oo my with Ab- 
stracts. Cumulative Volume 1944/197 
PB-247 970/7GI 76-05 10A PC E06/MF E06 


Wind Energy Utilization. A Satogcephy with Ab- 

stracts. Cumulative Volume 1944/1974 

TAC-W-75-700 76-21 10A PC A22/MF A01 
TACOM-TR-11893 


Feasibility Analysis and Evaluation of an Adaptive 
Tracked Vehicle Suspension and Control System. 


AD-A023 984/8G! 76-13 13F PC E04/MF Aol 
TACOM-TR-11922 
Design investigation of inertia Measuring Platform. 


AD-A023 983/0G! 76-13 20K PC A11/MF AO1 
TACOM-TR-12043-1 


Advanced Heat —y ¢ Semapeiaee for Army 
Mobile Applications. Addendum I. 
AD-A029 751/5G! 76-24 13A PC A03/MF A01 


TACOM-TR-12072 
investigation of Fluidically Controlled Suspension 
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Freight Car Truck Design Optimization. Literature 


Search. Volume |. 

PB-248 350/1GI 76-05 13F PC AO6/MF AO1 
TDOP-75-252 

Freight Car Truck Design Optimization. Literature 

Search. Volume ii. 

PB-248 351/9GI 76-05 13F PC AOS/MF AO1 
TOOP-75-253 

Freight Car Truck Design Optimization. Literature 

Search. Volume Ill. 

PB-248 352/7GI 76-05 13F PC A10/MF A01 
TOP-OT-031 


Test Design Plan, New Army Battle Tank, Xm1, 


yh Test | (TOP XMiI at 
1 726/5GI 76-09 1 PC A03/MF A01 


TOP-OT-328 


pwd n Plan for Baseline Armor Reliability Test. 
4/5GI 76-10 19C PC AOQ3/MF A01 


a. 


The Role of Fill Strength in the Stability of Embank- 
ments on Soft Clay Foundations. 


AD-A027 087/6G! 76-19 138 PC A11/MF AO1 
TE4143-78-76 

Fabrication of implantable Artificial Heart Devices 

and Components. 

PB-257 845/8GI 76-25 6. PC AO3/MF A01 
TE-4166-6-74 

Summary Report on —_ Additive 

TEE-3056-2 108 PC A06/MF A01 
TE4167-91-75 

Development and Testing of Flocking Materials. 

PB-255 744/5GI 76-22 6. PC A0S/MF AO1 
1E4174-94-75 

Left Ventricular Assist Device (LVAD): Pre-Clinical 

Evaluation of Temporary Assist ‘wy! 

PB-247 280/1GI 6-04 6. PC A14/MF A01 
TE4174-112-75 


Left Ventricular Assist Device: Pre-Clinical Evaiua- 


tion of Temporary Assist Pumpi 
PB-249 149/6G! 76-08 6 PC A22/MF A01 
TE4182-94-76 
Vapor Cycle Energy System for implantable Circula- 
tory Assit Devices. 
PB-257 751/8GI 76-25 6. PC A13/MF AO1 
TE4182-119-75 
Vapor Cycle Energy System for implantable Circula- 
tory Assist Devices. 
PB-246 384/2GI 76-02 6B PC A06/MF A01 
TE4183-14-75 
Development and Evaluation of Unilateral and Bi- 
lateral Cardiac Devices. 
PB-246 315/6GI 76-01 6. PC A0S/MF AO1 
eee 75 
Thermionic Leeroy: FY1975. 
Progress, rt Number 4, October 1974 
190-57-75 76-06 10B PC A02/MF A01 


TES429-71-76 


A hey of improved Fuel Lay rere oe in the Iron 
and Steel and Paper and Pulp industries. 
PB-254 042/5GI 76-19 10A- PC A12/MF A01 


TES429-97-76 
A Study of Inplant Electric Power Generation in the 
, Petroleum Refining, and Paper and Pulp 
PB-255 658/7G! 76-21 10B PC A0Q2/MF AO1 
A tener of inpiant Electric Power Generation in the 
Chemical, Petroleum Refining, and Paper and Pulp 


industries. 
PB-255 659/5G! 76-21 


10B PC A14/MF A01 


TEC-75/001 
Motor bey ae these of Hydrogen Using Metal 
Tee-7sv00 wae 21D PC A0S/MF A01 


oie 
Automotive Stor 


of Hydrogen Using Modified 
wees 


76-13 21D PC AQ4/MF A01 


TEC-75/003 
Study of Automotive S$ of Hydrogen Using 
Liquid Chemical 
TEC-75/003 76-13 21D PC A06/MF A01 
TEC-75/004 


Automotive Storage of rogen as a Mixture of 
Methanol and Water. Pinal h 
TEC-75/004 76-14 21D PC AQ4/MF AO1 


TEC-75/005 
Hyd Fueled internal Combustion Engine, a 
Technical Survey ¢ Contemporary U.S. Projects. 


ETA Report PR-51 
TEC-75/005 76-14 21D PC A06/MF A01 
TEC-75-006A 


impact of Future Use of Electric Cars in the St. 
Louis and Philadeiphia ions. Volume |. Execu- 


tive Summary and nica “ee Final Report. 
-75-006A 3 1 PC A06/MF A01 
TEC-75/007 


y=) epee Preliminary Evalua- 
tion. Final rt. 


TEC-75/007 76-21 21D PC A10/MF AO1 
TECHMATE-TR74-08-01 


Evaluation of the Effect of Discrete Fluid renton 
on Turbulent Bou ——- Layer Skin Friction in the 
Presence of Wali Roughness. 

AD-A026 569/4Gi 6-19 20D PC AO6/MF AO1 


TECHNICAL ANALYSIS PAPER-1 
Runaway Youth: Annotated Bibliography and Litera- 


ture Overview, 
PB-253 527/6GI 76-17 5K PC AO6/MF A01 
TECHNICAL BULL-301 


Climate of Minnesota. Part Vili. Precipitation Pat- 
terns in the Minneapolis-St. Paul Metropolitan Area 
and Surrounding Counties, 

PB-246 189/5GI 76-01 48 PC A03/MF AO1 


TECHNICAL BULL-303 
Effect of Deicing Salts on Woody Vegetation Along 


Minnesota Roads. 
PB-254 169/6GI 76-19 2D PC AO4/MF A01 
TECHNICAL GUIDELINES-2 


New York State Coastal Zone Management Pro- 
|e Public Participation and Public information. 
-253 319/8G! 76-16 138 PC AO2/MF A01 


TECHNICAL INFOR MATION-89 


The Interface Message Processor Progra 
AD-A025 358/3GI 76-16 98 


TECHNICAL INFOR MATION-91 
The Terminal interface Message Processor Pro- 


ram. 
RD- A024 905/2GI 76-15 98 PC A12/MF A01 
The Terminal interface Message Processor Pro- 


ram. 
R-A025 888/9G! 76-16 9B PC Al1/MF AO1 
TECHNICAL PAPER -3619 


Use of Otoliths to arate Juvenile Steelhead 

Trout from Juvenile Rain Trout, 

COM-75-50192-03-10/GI 
76-01 6C (Order as COM-75-50192-03) 


: E03/MF A01 


TECHNICAL SER-75-1 


Variations in the Abundance of Channel Catfish 
Year Classes a the Upper Mississippi River and 


Causative Fact 

PB-254 o714Gn 76-17 6C PC A03/MF AO1 
TEE-3056-2 

Summary Report on Oxygen Additives. 

TEE-3056-2 76-06 10B PC A08/MF AO1 
TEES-3018-75-01A 

Force and Pressure Measurements on an Airfoil 

Oscillati oe Stall, Part 2. 

N76-13025/6G 76-08 1A PC A04/MF AO1 
veenahdahenoi 

Analysis of the Technical and Cost Feasibility of 

Solar and/or Wind Energy Systems for Coast Guard 

Public Quarters, 

AD-A028 332/5G! 76-21 13A PC A0OS/MF A01 
TETRAT-A-642-75-121 

Proposal Evaluation - Ocean Thermal Gradients and 

Solar Ponds. 

AD-A022 080/6G! 76-10 108 PC A02/MF A01 
TETRAT-A-642-75-130 


Absorption Air Conditioning. 


TH-75-E-57 


AD-A022 079/8Gi 76-10 13A PC A0Q2/MF AO1 
TETRAT-A-642-75-158 

AD ADe2 081/401 "76-10 nD PC AO3/MF AO1 
TETRAT-A-642-75-169 

E Fact Book 1975. Parts |-V, A ixes A-H 

010/2G! 76-11 10A A09/MF A01 

TETRAT-A-642-75-170 

Assessment of Potential for Colloidal Fuels. 

AD-A022 082/2Gi 76-10 21D PC AQ4/MF AO1 


TETRAT-A-642-76-208 
Navy Energy Research and Development Quarterly 


Report. 

AD-A023 435/1G! 76-12 210 PC AQ3/MF A01 
TETRAT-A-642-76-238 

A Preliminary Assessment of the Tidal Power Poten- 

tial at Two Sites in the Vicinity of Cutler, Maine. 

AD-A023 824/6G! 76-13 108 PC AQ3/MF A01 
TETRAT-A-642-76-239 

U.S. y wba | Research and Development Pro- 


R0-A023 * OG eid 10A PC A03/MF AO1 


76-12 
TETRAT-A-642-76-240 


Assessment of pe po eee Art of Feeding 
Wind-Generated E _- Utility Power Grids. 
AD-A024 278/4Gi 


ee: 4 A03/MF A01 
TETRAT-A-642-76-254 


E Fact Book 1976. Chapters 1 through 21. 
AD- 284/8G! 76-21 10A PC A19/MF AO1 


TETRAT-SD-449-75-1 


Trends in Merchant Shipping (1969-1 
AD-A017 076/1GI 76-01 20A 


TETRAT-TC-394 
Computer Prediction of Nearshore and Surf Zone 


PC °C AOS/MF Aol 


Statistics. 

AD-A018 008/3G! 76-02 8C PC AO7/MF A01 
TETRAT-TC-406 

 enanens of Models for Prediction of Short- 

Term Fate of — Material Discharged in the 

Estuarine Environm 

AD-A027 131/2G! on 6-19 13B PC A13/MF A01 
pe 

A Comprehensive Water Quality-Ecological Model 

for Lake Ontario " 

PB-258 cease 76-24 138 PC A10/MF A01 
TETRAT-TC-620 

Study of rofoil n for the HOC. 

AD-A022 861/9G! 6-11 13J PC E04/MF A01 
TF-021-EB-73 


Experimental Program for investigation of a Propul- 
sion S$ ith P 


w Pressure Feed and Multiple 
Clusteri (Phase 1) Experimenta ramm Zur 
Untersuchung Eines seaieadiionn oo 


derung und Vielfachbuendelu 
N76- 1/5GI 76-17 2 n PC ANT/ME A01 


TF-021-EB-74 


tg ee ~ for investigation of a Propul- 
Pressure Feed and Multiple 

Sent (Phase 2. 

N76-22308/3G! 76-17 21H PC A12/MF AO1 


TF76-175 
Refinement = Pilot-Testing of a Process for 
re Use of Frequency Requirements 
PB-257 243/6GI 76-25 178 PC A13/MF AO1 
TFD-75-640 


— h Toughness Titanium Alloy Development. 
-A017 452/4G1 76-01 11F A06/MF AO1 
TFD-76-471 


h Toughness ‘Yee Alloy Developmen 
AC. {A030 274/5G 76-25 11F PC AOS/MF A01 


TFR-507 

Evaluation of a a Materials. 

AD-A021 688/7G! 7 11D PC AOG/MF A01 
TFR/7508 

eS of Failure Mechanisms in Fiber Com- 


AD-A021 342/361 76-09 11D PC A0S/MF A01 
TH-74-E-56 


Analysis of Three Conductor Coaxial Systems. Com- 
puter-Aided Determination of the Frequency 
Characteristics and the Impulse and Step Response 
of a Two-Port Consisting of a System of Three 
Coaxial Conductors Terminating in Lumped im- 


pedances 
N76-21399/0G! 76-16 9A PC AO3/MF AO1 
TH-75-E-57 


Ray-Optical Analysis of a Two-Dimensional Aperture 
Radiation Probiem. 


AR-1367 


N76-21400/6GI 
TH-75-E-58 


Analysis and Simulation of a Syndrome Decoder for 

. Constraint Length K Equals 5, Rate R Equals 1/2 
Binary Convolutional Code. 

N76-16310/4G! 76-11 9D PC AOQ3/MF A01 


TH-75-E-59 
Aang with a Large Sized Hollow Cathode 
a ed with Argon, Part 2. 
N76-22070/6GI 76-16 20! PC AOS/MF A01 
TH-75-E-60 
Some Aspects of Ground Station Antennas for 


Satellite Communication. 
N76-21401/4GI 76-16 .9E PC AO8/MF AOi 
THD-1-19-71-186-2F 


Numerical Ground ~—— System. 
PB-249 512/5GI 8B PC A06/MF A01 


THEMIS-CER-TR-20 


Vortex-Containing Wakes of Surface 
AD-A019 785/5G! 76-06 


THEMIS-TR-50 


Statistical PERT: Decomposing a Proj 
AD-A020 471/9GI 76-07 12A 


THEMIS-TR-51 
Statistical PERT: An improved Subnetwork Analysis 


Procedure. 

AD-A020 470/1Gi 76-07 12A PC AO6/MF AO1 
THEMIS-TR-52 

incorpo haste Project Cost Considerations into 

Stochastic PERT (Project Evaluation and Review 

AD-ADa © 021/7G! 
THEMIS-TR-53 

A Statistical Procedure for Optimization of PERT 

treet ay ently and Review Technique) Network 

n02s Oe2/eah 76-15 5A PC AOQS/MF A01 

Ba 

An interactive Worksheet System for Statistical 


AD R020 515/3GI 76-07 9B PC A13/MF A01 
THEMIS-UGA-36 


Computational Algorithms and Modules for the 
Evaluation of Statistical Distribution F 


76-16 9A PC AOQ3/MF AO1 


rface Obstacles. 
PC A0S/MF AO1 


Network. 
A03/MF A01 


76-15 SA PC AO4/MF AO1 


unctions. 

AD-A020 514/6GI 76-07 9B PC A11/MF A011 
TI-ALEX(01)-FR-75-01 

VELA Network Evaluation and Automatic 
P Research. 

AD-A026 183/4GI 76-18 17J PC AQ3/MF AO1 
Ti-ALEX(01)-QR-76-01 

VELA Network Evaluation and Automatic 
AD-A027 144/5GI — 175 PC AQ2/MF A01 
Tl-ALEX(01)-QR-76- 

—— _ Network re and Automatic 


ng Research. 
AD-MaT "fas/2G1 76-198 173 PC AOQ3/MF AO1 
Tl-ALEX(01)-QR-76-03 
VELA Network Automatic 


a Research. 
AD-A030 010/3G! 76-24 17J PC AQ3/MF AO1 


Evaluation and 


Evaluation and Automatic 


P rch. 
AD-A030 165/5GI 76-24 17J PC A02/MF A01 


Tl-ALEX(01)-TR-75-04 

Basic Seismic Analysis of Regional Events Ob- 

served at NORSAR. 

AD-A017 381/5GI 76-01 17J PC AQ3/MF A01 
Tl-ALEX(01)-TR-75-05 

Prelimi Evaluation of the Korean Seismological 

Research Station Short-Period Array 

AD-A017 395/5Gi 76-01 17J "Pc A04/MF A0O1 
Tl-ALEX(01)-TR-75-06 

The Study of Adaptive oe Detection Per- 

formance on ALPA (Alaskan Long-Period Array) In- 

vents. 

AD-A017 380/7GI 76-01 17J PC AQ3/MF A01 
TI-ALEX(01)-TR-75-07 

An Automatic Seismic Detection Aigorith 

AD-A026 177/6GI 76-18 175 PC AG3/MF A01 
TI-ALEX(01)-TR-75-08 

Application of P-Wave Spectral Measurements to 

Short-Period Discrimination. 

AD-A026 226/1Gi 76-18 8K PC E02/MF A01 
TI-ALEX(02)-TR-75-01-PT-A 

Source Studies in the Near- and Far-Field. 

AD-A019 577/6GI 76-06 17J PC A06/MF A01 


AR-1368 


Ti-ALEX(02)-TR-75-02-PT-A 
Source Studies in the Near- and Far 
AD-A029 559/2G! 76-23 8K PC a A06/MF AO1 


Ti-ALEX(02)-TR-75-02-PT-B 

Counterevasion Studies - the Effects of Noise, Dis- 

AD_A02S se0/0G! 7623 17) PC pry bes ‘A01 
TI-ALEX(03)-FR-76-01 

Advanced A. Processing. 

AD-A026 627/0GI 76-18 20A PC AOS/MF AO1 
Tl-ALEX(03)-TR-75-01 


The Maximum Entropy Spectrum and the Burg 
ere. Technical Report No. 1: Advanced 


rocessing. 
A026 626/2Gi 76-19 9D PC AOS/MF A01 

TI-DM-75/01-13 

Non-image Glideslope investigation. 

AD-A025 281/7GI 76-15 17G PC AO6/MF A01 
Tl-03-73-28 

High Slew Rate Operational Amplifier. 

AD-911 337/4GI 76-13 9E PC AO0S/MF A01 
Tl-03-74-14 

investigation of Microcircuit Seal Test 


AD- 618/5GI 
Tl-03-75-34 
Application of MOS _ Hardening Techniques to 


lar Device Pr ‘ 
-A018 363/2GI 76.03 9A PC A04/MF AO1 


Tl-03-75-41 
poiepmens of Vertical Multijunction Solar Cells 


76-20 11A PC A11/MF A01 


ior Spacecraft Primary Power. Volume Il. 

AD-A025 719/6GI 76-16 10B PC AO4/MF A0O1 
Tl-03-75-48 

Solar Silicon Definition. 

PB-252 382/7GI 76-14 10B PC A04/MF AO1 
Tl-03-75-50 


Control of Microcircuit Contamination. A Microsen- 
sor for Moisture Measurement. 


AD-A022 974/0GI 76-11 9E PC AO3/MF A01 
Tl-06-73-68 

Subminiature Broadband Filters. 

AD-918 369/0G! 76-22 20A PC A02/MF AO1 


TIl-08-74-09 


c . a s 4 let 


Structures for the 1- to 2- 


Micrometers Region. 
AD-A022 970/8G! 76-11 20 PC AO3/MF A01 
Ti-08-74-25 


Charge Coupled Device Signal Processing infrared 
Detector Array Component. 
AD-923 467/5GI 76-22 17E PC AOQ7/MF AO1 


Ti-08-75-41 
Development of CCD imaging Sensors for Space 


plications, Phase 1. 
N76-26985/1GI 76-22 14E PC A13/MF AO1 
Tl-08-75-43 


Tunable Filters Using Charge Transfer Devices. 





AD-A022 065/7GI 76-10 9E PC A04/MF A01 
Tl-08-76-05 
Acoustic Ridge Waveguide Technology. 
AD-A020 745/6GI 76-08 9A A03/MF A01 
Tl-08-76-12 
GaAs Optical Stripline. 
AD-AOZ 3 393/3G! 76-10 20F PC A03/MF A01 
Ti-08-76-37 


Progress Report on 
Waveguide Circuits 


(Al,Ga)As Devices for 


AD- 247/4GI 76-23 9A PC AOS/MF A01 
Tl-08-76-41 

Acoustic Ridge Waveguide Technology. 

AD-A029 510/5GI 76-23 9A AOS/MF A01 
Tl-08-76-50 . 

Acoustic Adaptive Transversal Filter. 

AD-A031 063/1GI 76-26 20A PC A08/MF A01 
TI-5040-TSA0002 


.An Experimental investigation of the Effect of 1.06 
ee Laser Light on the Transparent Ocular 
AD-A029 489/2G! 76-23 6R PC A04/MF A01 

Tl-069220-75-06 


ent of RMS Cost Mode! and Demonstra- 
tion of Alternative OH-58 Maintenance Scenarios 
AD-A017 760/0GI 76-02 1 PC AOS/MF AO1 


Tl-073820-75-1 
tative Engine Power Data for Army 


Helicopters 
AD-A022 254/7GI 76-10 21E PC AQ3/MF A01 


Ti-92614 

Category Ili instrument Landing System 

AD-A018 sa0/eas 76-03 17G PC ‘A07/MF A01 
ye 

yoy Gasification of a Subbituminous Coal. 

TDAEA 76-21 81 PC A02/MF A0i 
ane” 

Outlook for Underground Coal Gasification. 

TID/LERC-7 76-26 81 PC AO3/MF Aoi 
TID/SNA-83 

Comparison of Nuclear wn Chemica! Rockets. 

TID/SNA-93 76-11 18N PC A02/MF A01 
TID/SNA-236 

Performance/ nm and Qualification Require- 

ments for Shield cer. 

TID/SNA-236 76-11 18N PC AOQ2/MF AO1 
TID/SNA-288 

Nerva a eoaaamen on Management Pian, C-018. 

TID/SNA 6-11 18N PC AO3/MF A0O1 
TID/SNA-1410 

Temperature Measurement Systems. 

TID/SNA-1410 76-02 18N PC AO4/MF A01 
TID/SNA-1604 


Design Criteria Instrumentation and Controls, Nerva 
Propellant Feed System ayy Facilities 
TID/SNA- 1604 1F PC AOQ2/MF AO1 


TID/SNA-1817 


Effects of Radiation on Bearing Cage Materials and 
Retainers in a Liquid- _—— Environment. 
TID/SNA-1817 18N PC AO3/MF AO1 


TID/SNA-1823 
Final Report of Shield System Trade Study. Volume 
li. Want Support Activities for Shielding Trade 


Study. 
TID/SNA- 1823 76-05 18N PC A25/MF A01 


TID/SNA-1828 

Transmittal of Slide Copies. 

TID/SNA- 1828 76-08 18N PC A06/MF A01 
TID/SNA-1835 

Phoebus-2 Thermal and Fluid Flow is. 

TID/SNA- 1835 76-05 18N PC A0O3/MF A01 
TID/SNA-1843 

Las! Phoebus Presentation. Phoebus-2 Neutronics . 

TID/SNA- 1843 76-08 18N PC A08/MF AO1 
TID/SNA-1912 

Notes on Phiico--Ford intremoid Data. 

TID/SNA-1912 76-02 18N PC AO7/MF AO1 
TID/SNA-2040 

Nerva ae Common Analog Model Equation 

TID/SNA-2 2040 76-05 18N PC A0S/MF AO1 
TID/SNA-2048 

Nondestructive Testing of Fuel Elemen 

TID/SNA-2048 6-05 18N PC A02/MF A01 
TID/SNA- 

ee Test Report of Kiwi-B and Hybrid Noz- 

TID/SNA-2092 76-02 18N PC A06/MF AO1 
TID/SNA-2148 

Phoebus Presentation. Phoebus-1-322 Design. 

TID/SNA-2148 76-05 18N PC A02/MF A0i 
TID/SNA-2252 


Minutes of Third Meeting of Nerva Me sc Com- 


mittee at Las Vegas and Nts, Nevad 
TID/SNA-2252 76-05 18N “PC A02/MF A01 


TID/SNA-2257 


Nerva E-1 sayetons. 
TID/SNA-225 76-05 18N PC A04/MF A01 


TID/SNA-2259 


Delivery of a Liquid- a oo" gress 
TID/SNA-2259 A03/MF A01 


TID/SNA-2264 * 


Dragon Memoranda: — liia, Nrx-A6 Test Series. 

TID/SNA-2264 18N PC A13/MF A01 
TID/SNA-2265 

ae ey Evaluation for Alternative Sources 


for Turbine Drive Gas, ve et Engin 
TID/SNA-2265 76-03 ay A08/MF AO1 


TID/SNA-2267 
Test Cell “C" Modifications. Phoebus Presentation. 
TID/SNA-2267 76-05 18N PC AO2/MF A01 
TID/SNA-2279 


Minutes of the Fifth Meeting of the Rover Flight 
ony Panel, Cape Canaveral,-Florida, April 18--19. 


TID/SNA-2279 76-08 18N PC A03/MF AO1 
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TID/SNA-3008 
Comparison of the Full Flow and Hot Bleed Engines 
for Nerva ames Book 2. 
TID/SNA-3008 76-02 18N PC A04/MF A01 
TID/SNA-3009 
Test Report for Nrx-a S/N 0000004, 3.4-03-Nnn-001 


Beouel 3.4-03-Nnn-009. 
TID/ -3009 76-02 18N PC A04/MF AO1 


TID/SNA-3010 

Tod 9660-004 Hybrid Nozzie Test Pian. 

TID/SNA-3010 76-02 18N PC A02/MF A01 
TID/SNA-3023 

Dynamic Requirements for Block | Engine Control 

System. 

TID/SNA-3023 76-02 181 PC AOQ2/MF A01 
TID/SNA-3024 

Abstracts of Symposium Papers. 

TID/SNA-3024 76-02 18N PC AO5/MF A01 
TID/SNA-3034 

Compilation of Las! n-2 Documents as of October 

1963. Volume Ii. 

TIO/SNA-3034 76-08 18N PC A13/MF AO1 
TID/SNA-3035 


Comparison of the Full Flow and Hot Bleed Engines 
for Nerva Application. Book 2. 


TID/SNA-3035 76-08 18N PC A04/MF A01 
TID/SNA-3040 

E-1 Common Analog Model. Supplement. Revision 

6. 

TID/SNA-3040 76-05 18N PC AO2/MF AO1 
TID/SNA-3043 


Fluidic Controls for the Nerva Engine. Fourth Semi- 


— Progress Report, November 1969--April 
1970. 

TID/SNA-3043 76-05 18N PC A10/MF A0O1 
TID/SNA-3044 

Design and Development Goals for Nuclear Rocket 

Engines. 

TID/SNA-3044 76-05 18N PC A02/MF A01 
TID/SNA-3046 


Analytical Procedure for the Structural Analysis of 
the Reactor Core Base Soy aes 


Toy SNA-3046 18N PC AO3/MF AO1 
TiD/SNA-3048 

Kiwi B-4A Cold Flow. Photo Index. 

TID/SNA-3048 76-08 18N PC A03/MF AO1 


TID/SNA-3054 
Development of a Nuclear Rocket Engine. Volume 
V. Related Experience and Key Personnel. 
TID/SNA-3054 76-08 18N PC A14/MF A011 
TID/SNA-3058 


Compilation of Lasi n-1 Documents as of October 
1963. Volume Ii. 
TID/SNA-3058 


TID/SNA-3064 
Nerva ty Technical Review, February 26, 27, 
26, 1 


76-08 18N PC A10/MF A01 


TID/SNA-3064 76-08 18N PC AOS/MF A01 

TID/SNA-3066 

Kiwi-B-4A Disassembly and Post-Mortem Photo- 
raphs. 

Fi SNA-3066 76-08 18N PC A11/MF AO1 

TID/SNA-3067 


Phoebus-1B Status Review: Briefing Material, Oc- 


tober 19 and 20, 1965. 
TID/SNA-3067 76-08 18N PC A08/MF AO1 
TID/SNA-3076 


instrumentation and Control System Design Criteria. 

Test Celi Ets-1 Nnrdc. Volume 3. Criteria Technical 

Data Sheets pupae. 

TID/SNA-3076 18N PC A11/MF AO1 
TID/SNA-3078 


instrumentation and Control System Criteria. Test 
Cell Ets-1 Nnrdc. Volume |. Criteria. 
TIO/SNA-3078 76-08 18N PC A22/MF A01 


TID/SNA-3080 
Bleed Cycle, 75K Nerva Engine System Analy- 


TID/SNA-3080 76-08 18N PC A11/MF AO1 
TID/SNA-3084 

Remote Diagnostic Disassembly sig mee for the 

Nerva wet -1 Engine peaenue © 
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TT-70-57256 

Investigations of and Sediment 

T Fiows--T tion. 

PB-252 991/5GI 76-17 20D PC A06/MF AO1 
TT-70-57763 


Fauna of U.S.S.R. Lepidoptera. Volume IV, Number 
3. True Moths (Tineidae), Part 3. a Tineinae 


Podsemeistvo Tineinae)--Transilatio 
251 832/2GI 6-14 6C PC A20/MF A01 
TT-70-57765-VOL-1 
Handbook for Hydrogeologists. Volume |--Transia- 
PB-249 789/9G! 76-09 8H PC A99/MF AO1 
TT-71-51039 


Physical Properties of Snow Cover of the Greater 
Caucasus (Fizicheskie Svoistva Snezhnogo Pokrova 
a)--Transiation. 
PB-252 992/3GI 76-15 8. PC A14/MF AO1 
TT-71-53129 


Hyperiidea (Amphipoda-Hyperiidea) of the Western 
Part of the Bering Sea. (Giperiidy (Amphipoda - 
A. ante me zapadnikh Pawnov Beringova Morya)-- 


PB-248 927/6GI 76-06 8A PC A04/MF AO! 
TT-71-58013 

Ventilation for Dus? Elimination in Underground 

Mines--Transiation. 

PB-254 451/8Gi 76-19 81 PC A14/MF A01 
TT-72-51017 

Cooling of Hydrogenerators--Transiation 

TT-72-51017 76-04 108 PC A21/MF AO1 


AR-1391 








TT-72-51102 
Calculation of Daily Groundwater Levels in Swamps 
Using Meteorological Data (Raschet Ezhednevnykh 
Urovnei Gruntovykh Vod na — po 


Meteorologicheskim Dannym)--Trans 
PB-257 8G! 76-25 8H PC A03/MF A01 
TT-72-51103 


Methods of Caiculation of ice-Crust Flow (Metodika 

Rascheta eee a ee 

PB-257 559/5G! 8H PC A03/MF A01 
TT-72-51147 

Coccidia in Pigs ard Cattle of Kazakhstan (Koktsidii 

Svinei i Krupnogo Rogatogo Skota v Kazakhstane)-- 


Translation. 

TT-72-51147 76-01 2E PC AO04/MF AO1 
TT-72-51148 , 

Structural Transformations in Fibrillar Proteins 

(Strukturn Prevashcheniya v_ Fibrillyarnykh 

Belkakh)--Translation. 

TT-72-51148 76-01 6A PC A02/MF A01 
TT-72-52003 

Dissociating Gases as Heat-Transfer Media and 

Working Fluids in Power installations. Materials of 

the All-Union ecg January 27--30, 1969. 

AEC-tr-7295 6-13 1 PC A13/MF A01 
TT-72-52017/03 

Ukrainian Physics Journal. 

AEC-tr-7297/3 76-16 5B PC A10/MF A01 


TT-72-52018 
Computer Systems. Volume 42, 1970. Collection of 


Articies--Transiation. 

TT-72-52018 76-03 9B PC A06/MF A01 
TT-72-54011 

Problems of the Periglacial Zone (Zagadnienia 
Strefy Peryglacjainej)--Translation. 

PB-248 901/1Gi 76-07 8. PC A13/MF A0O1 
TT-72-56002/03-04 

Archives of Biological Sciences, Volume 24, 
Number 3-4, 1972--Translation. 

TT-72-56002/03-04 76-17 6C PC AQ7/MF AO1 
TT-72-56041 

Oil Preparations of 


uvon (Bayer) in Warble Con- 
trol (Primjena Uijanih 


ripravaka Neguvona (Bayer) 


u Sane oie Hipodermoze)--Translation. 
PB- 0G! 76-13 2E PC A02/MF A01 
TT-72-56049 


Our Experience in Application of Neguvon in Con- 
trol of Warbies —— iskustva u Primjeni Neguvona 
bay Hipodermoze)--Transiation. 
834/8GI 76-14 2E PC AO2/MF AO1 
TT-72-56065 
introduction to Oceanography and Marine 
logy. Second Edition ( vi Oceanografi 


Meteoro 
i Pomorske wenden ransiation. 
TT-72-56065 8) PC A20/MF A01 


TT-72-58001 

Diffusion Processes in Metals. 

TT-72-58001 76-18 11F PC AO7/MF AO1 
TT-72-58002 

Earth and Rock-Fill Dams Basis of Their Design and 

Construction. Second Edition--Translation. 

PB-248 217/2G! 76-05 138 PC A98/MF A01 
TT-72-58020 

Radiation Technology, issue 6. 

AEC-tr-7315 76-13 188 PC A11/MF AO1 
TT-73-52020 

Parasitic Nematodes of Woody and Herbaceous 

Piants--Transiation. 

TT-73-52020 76-01 6C PC AO6/MF A01 
TT-73-52023 


empeaie Genetic Characteristics of Soils of 
— USSR and Western Europe--Trans- 
PB 252 916/2GI 76-16 8M PC AO5S/MF A01 
TT-73-52029 
Thermophysical Properties of Matter and Sub- 
Pedr eaisar 
PB-251 822/3GI 76-14 7D PC A0S/MF AO1 
"Proceedings of ee See eee Conference 
les, Radiation Study of 


sdonoriota” Yano. 5--10 October 1970. Vol. 2. 
CONF-701074-P2 76-03 18E PC A99/MF A01 


TT-73-53053 ’ 


Nitriding of High Temperature Alloys (Azotirovanie 
He yy allov)--Transiation. 

76-01 <i1F PC A12/MF A01 
aban” 


Coal Dust Explosions and Their Suppression-- 
Translation. 


AR-1392 








TT-73-54001 76-05 8! PC A25/MF A01 
Tr- selon 

po 251 1 es1/aor oo 46-12 atom PC ASA/ME A01 
TT-73-54033 

General Plant pepe Tg oe 

PB-251 849/6GI 6C PC A20/MF A01 
TT-73-54037 


Scots Pine - ‘Pinus 


vestris L’. (Sosna zwyczajna - 
‘Pinus silvestris L*)-- 


ransliation. 


PB-251 894/2GI 76-14 2F PC A14/MF A01 
TT-73-54039 

a Basidiomycetes Boletales--Transiation. 

TT-73-54039 76-02 6C PC AO06 
TT-73-54045 

Stone-Pine (Pinus cembra L.)--Transliation. 

TT-73-54045 76-02 6C PC AOS 
TT-73-54085 


Re Ceenetenine- eae 
73-54085 76-02 6C PC AOS 
he 


Forest Fungi Soeinat the Background of Environ- 
ment--Translatio 


TT-73-54086 76-01 6F PC AOS 
TT-73-54097 

Fishery Atlas of the Northwest African Shelf. 
Volumes | and Ii--Translation. 

PB-256 183/5G! 76-21 6C PC E06/MF E08 
TT-73-55013 


Radio interference from Corona-Displaying Over- 
head Power Lines--Transiation. 

PB-255 680/1GI 76-22 9A PC A13/MF A0O1 

TT-73-56000 

Types of Beech and Mixed Beech, Fir and Spruce 
Forests in Bosnia and Herzegovina (Tipovi Bukovih 
Suma i Mesovitih Suma eee, Jele i Smrce u 
Bosni i eluate ee 


PB-254 499 2F PC AOS/MF AO1 
TT-73-56005 
On Yeasts from the Larvae of Healthy Honeybee 
Colonies (O Kvasnicama iz Licin Zdravih 
Pcelinijih Zajednica)-- Translation. 
PB-251 895/9GI 76-13 6M PC AO02/MF A0O1 
TT-73-56008 
4 Very leospore"Calvescene Poppy Disease - Pleosporosa 
(Fr.) Tul.) (@WJedna Vrio 
roza (Pleospora Cal- 
veoeene ire ) y Tul Translation, 
PB-251 835/5GI 76-13 6C PC AO02/MF A01 
TT-73-56009 


Study of the Fungus wee calvescens’ (Fr.) 
Tulasne on Poppy (Prilog Pesnmvenie Gijive 
ra calvescens’ (Fr.) Tulasne na Maku)-- 


Translation. 
PB-251 836/3GI 76-14 6M PC AQ2/MF A01 
TT-74-§0028 


Transition from Defiagration to Detonation in Con- 
densed Phases--Tra tion. 


TT-74-§0028 76-03 19D PC A12/MF A01 
TT-74-52003 


ological Field 
roelectric Pow 
PB-256 729-T/GI 


TT-74-§2017 
Technique of Artificial Hybridization in the Peanut 
(Tekhn iskusstevennoi Gibridizatsii Arakhisa)-- 


Translation. 
76-06 2D PC A02/MF A011 


investigations for Designing 
erplants--Transiation 
76-23 138 PC A14/MF AO1 


PB-248 362/6GI 
TT-74-52020 

The yan of Maple Pollen for the Purpose of 

oe oe a Pyitsy Klenov diya 


Ana = ransiation. 
pease 2G 8G PC A02/MF A01 
TT-74-§2021 


The Activity of Cellulolytic Enzymes from the Cul- 
ture Filtrates of ‘Fomitopsis annosa’ (Fr.) Karst. De- 

ion of the Nutrient Medi- 
loliticheskikh Fermentov Kul- 
turainykh Filtratov Fomitopsis Annosa (Fr.) Karst. v 
Zavisimosti of Sostava Pitateinoi Sredy)--Transia- 


PB.248 414/5GI 76-06 6C PC A02/MF A01 
TT-74-52024 
—_— Poppy--Transiation. 
-249 471/4GI 76-10 6C PC AQ3/MF AO1 
TT-74-52025 


On the Races of the Opium Poppy A gg = We 

Semirech’e and the Origin of ure 

Semirechenskie Rasy oe a i Vopros o 
hozhdenii ego a 

PB-254 476/5GI “PC al A04/MF A01 





TT-74-52026 


Principal Se es Parse of Opium 
‘Papaver somniferum’ (Osnovnye Botaniko- 

Sistematicheskie Gruppy Opiinogo Maka Papaver 

Somniferum)--Translation. 

PB-248 360/0GI 6C PC AOQ2/MF AO1 
TT-74-52028 

What Has Been Done in Peanut Breeding (Chto 

sdelano po Selektsii Arakhisa)--Transiation. 

PB-248 361/8GI 76-06 2D PC AQ2/MF AO1 
TT-74-52031 


On the Structure and Reactions of Aromatic Diazo 

Compounds. XLV. epee nye of Aliphatic Aromatic 

Nitrosamines in Acid Media (K vesveas © Stroenii i 
neck h Diazosoedienii. 


he 
Nitrozaminov v Kislykh Sredak be yr 
PB-248 363/4GI PC A02/MF A01 
TT-74-52053 
The Poppy. its Classification and yoeeh es as » 





Oleiferous Crop (Mak: Ego Klassifikatsiya 
Znachenie, kak Maslichnoi Kultu Rury)-Translation 
PB-257 858-T/GI 76-24 PC A10/MF AO1 
oe pn 
Tuberculosis of the Spine, 
PB-248 210/7Gi 76-07 6E PC A0S/MF A01 
TT-74-53069 


Problems of Meteorology - Review of the Work of 
the institute of Experimental Meteorology (Problemy 
Meteorologii - Obzor Rabot institut Eksperimental- 


noi Meteoro i)-- Translation. 
PB-249 691/7 76-11 48 PC A21/MF AO1 
TT-74-53075 


sohyude peen of -~ .. Some of its Alloys with 
(Sam uziya Niobiya v ose wee ss 
Ss Ego Splavak 4 Moldenom)-Tran atio 
76-14 11F PC A02/MF A01 
eee 
Electron Microscopic Study of thn Surface ay een 
of Barium on the Faces of a Large Tungsten Si 


Crystal (issledoyanie Poverkhnostoii va na Granya 
a daa 





nomikroskop Icheskim Metodom)--Translation. 
PB-250 830/7GI 76-11 11F PC AQ2/MF A01 
TT-74-53079 


— Principles of the Nitriding Process--Trans- 
lat 


TT-74-53079 76-01 11F PC A13/MF A01 
TT-74-53080 
biter of Diffusion of Atoms in Crystals (Teoriya 
i oo v aan ik mY 
11F PC AOS/MF AO1 
mana 


Calculation of the Kinetics of the Condensation of 
Point Defects at Dislocations in Copper and Alu- 
minum After Detormaiie at Fairly High Tempera- 
tures (Raschet Kinetiki Osazhdeniya Tochechnykh 


Defektov na Disioka akh v Medi Yalyuminii 
Deformatsii Pri hennykh Temperatu- 
rakh)--Trangiation. 
TT-74- 76-01 11F PC A03/MF A01 
TT-74-53085 


Diffusion Coefficients of Fe(3+ ) lons in Chioride 
Melts (Koeffitsienty Diffuzii iona Trekhvaient 
eee V Rasplavakh Khioristykh Solei)--Transia- 


PB-254 723/0GI 76-19 11F PC A02/MF At 
TT-74-53086 

Effect of Vacuum on the Diffusion Mobility of Ni in 

Mo (Viiyanie Yakuume na = ong Podvizh- 

nost Nikel ya v ee a ae 

TT-74-53086 7 11F PC AO2/MF A01 
TT-74-53087 

Mechanism of Diffusion in Molten Zinc and Cadmi- 

um (O Mekhanizme Diffuzii v Zhidkikh Tsinke i Kad- 


mii)--Transiation. 
PB-250 865/3GI 76-11 11F PC AO3/MF AO1 


TT-74-53090 
Mechanism of the Dynamic Spheroidization of Ce- 
mentite (O Mekhanizme Dinamicheskoi Sferoidizat- 
skii Tsementita)--Translation. 
TT-74-53090 76-02 11F PC A02/MF AO1 
TT-74-53110 
hneee Theory of the Diffraction of Electromag- 
aves--Translation. 
TT-74-53110 76-02 20N PC A14/MF AO1 
TT-74-53209 
of Radioactive isotopes in the Study L. 
Phase a 


Accompa 
Chemical Transformation (Primenenie Padioaktiv- 
— izotopov diya oe a heya Fazowym! Prot- 
zhdaiosh Fazovymi i Kh- 
micheskimi Prevpashchentyamiyet ransiation. 
PB-250 827/3GI 7O-11 ie PC A02/MF A01 














TT-74-53212 

X-Ray Study of Diffusion Reactions in the Copper- 

Seleniv ium and Copper  fellurium System 
Issledovanie Reaktsionnoi 

Diffuzii v Sistemakh Med-Selen i Med-Tellur)-- 

Translation. 

PB-250 829/9G! 76-11 11F PC AQ2/MF AO1 

TT-74-53214 


On the Effect of Small Additions of Antimony on In- 
terdiffusion of Silver in Poly-crystallic Copper 
timony Alloys (O Vliyanii Malykh Primesei Surmy Na 
Frontainuyu ODiffuziyu Serebra V_  Polikristal- 
licheskuyu Med)--Transiation. 
PB-250 828/1GI 76-11 11F PC AQ2/MF A01 
TT-74-53217 
A Vacuum installation for Diffusion Welding and 
Brazing of Members (Vakuumnaya Ustanovka diya 
Diffuzionnoii Svarki i Pakki ideli) Translation 
PB-254 724/8GI 76-19 11F PC AQ2/MF AO1 
TT-74-53219 


Vacuum Diffusion Welding of Metallic and Non- 
Metallic Materials (Diffuzionnaya Svarka v Vakuume 


Metallicheskikh i Nemetallicheskikh Materialov)-- 

ransiation. 

PB-254 725/5GI 76-19 13H PC AO2/MF AG1 
TT-74-53220 

Soldering of Copper with Copper-Gallium Solders 

(Paiika i Medno-Gallievmi Pripoyami)--Transia- 

tion. 

PB-254 726/3GI 76-19 11F PC AQ2/MF AO1 
TT-74-53227 


Phenomena of Diffusion of Copper in iron in Con- 
nection with Production of Bimetals (issiedovanie 
Yavieniya Diffuzii Medi v Zhelezo v Svyazi $s Iz- 
orter eee Ye ae 
-74-5322 76-01 11F PC AOQ2/MF AO1 
TT-74-53228 
influence of Certain Dissolved Alloying Additions on 
Silver Diffusion in riyes Bitoozi Copper (Sbornik 
Rabot Po issiedovan ifoozii i Vnootrennei Ad- 
sorbstii ve Metallakh | YStivakit) -Translation, 
PB-250 834/9GI 76-12 11F PC A0Q2/MF AO1 
TT-74-53229 
An investigation of the Temperature Dependence of 
Hydrogen Permeability through Cu and Its Alloys 


(issledovanie Temperaturnoii Zavisimosti Pronit- 
saemosti Vodoroda Skvozmedi Splavy na ee 


og any» ma 
PB-250 833/1GI 76-11 11F PC AQ2/MF AO1 
TT-74-53231 


Electrotransport of Silver in Copper (Elektropereos 

Serebra v Medi)-- Translation. 

PB-250 832/3G 76-11 11F PC AQ2/MF A01 
TT-74-53232 


Effect of Carbon Content on Diffusion of Arsenic in 
Austenite 2 ew a a Diffuziyu Myshyaka 


v Auctenite)-- 

PB-251 884/3GI 76-14 11F PC AQ2/MF A01 
TT-74-53290 

Origin of the instincts of the Bees (Hymenoptera, 

— (Putii i Usloviya Vozniknoveniya Instinktov 

Hymenoptera, Apoidea) ve Proshesse 

Svotyutelly Tromshation. 

TT-74-53290 76-01 6C PC AOS/MF A01 
TT-74-53392/03 


Selected Bibliography of Educational Materiais in 
Pakistan. Volume 8, Number 3, 1974. Period 


Covered July-September 1974. 

PB-248 409/5GI 76-05 5i PC A04/MF A01 
TT-74-53392/4 

Selected Bibliography and Abstracts of yo 

Materials in Pakistan. Volume 8, Number 4, Octobe 

- December 1974, 

PB-252 412/2GI 76-14 5i PC AQ4/MF AO1 
TT-74-54003/4 

Nukleonika. 

AEC-tr-7533/4 76-08 7E PC A0S/MF A01 
TT-74-54003/6 

Nukleonika. 

AEC-tr-7533/6 76-08 7D PC A0S/MF A01 
TT-74-54003/10 

Nukleonika. 

AEC-tr-7533/10 76-13 7E PC A0S/MF A01 
TT-74-§4003/11 

Nukleonika. 

AEC-tr-7533/11 76-18 7E PC A0S/MF A0O1 
TT-74-54005 

The Range Expansion of Animals and Its Causes (as 

Demonstrated by Presently Spread spouse 

from Europe) (O bony msetereg A sie Zwierzat i 

Jego Przyczynach - na Przykladzie 2 iczesnie 

Rozprzestrzeniajacych sie Giaiee z Terenu Eu- 


ropy)--Translation. 


PB-248 123/2GI 
TT-74-54006 
Birds of Poland. A List of Species and Their Dis- 


tribution--Transiation. 
76-25 6C PC A12/MF AO1 


76-06 6C PC A0S/MF AO1 


PB-257 556/1Gi 
TT-74-54018 


Acta Zoologica Cracoviensia. Volume 16, Numbers 
2, 4, 5, 7, 8 and 17. (English articles Numbere 1. 3, 
6, 9-16 and 18 are not ee 


PB-248 902/96 eR AtS/MF ae! 
TT-74-54025 
ada "soh “ac” Sty’ Paper Som 
m- 
oe L.))--Translation. schol 
TT-74- 76-01 6C PC AO4 
TY-74-54035 
Fungi Destroy Railroad Ties in Poland (Grzyby 
Niezezace.Podk Peditedy Kolejowe w Polenehtraniet 
PB-251 837/1GI 76-13 13F PC AGS 
TT-74-54039 
Basic Problems of ~ Soil Cutting Process Using 
Til implemen (Podstawowe Problemy 
Mecheniki Procesu Bo Gruntow Narzedziami 
we y+ aa 
76-20 2D PC AQ5/MF AO1 
veheiaes 


Effect of Plowing Speed and on Page Content 


on the Voluminal aa tae -- , ‘Guey 
plyw osc igotnose 

oo alcenia Objetescio wege)-Tenale- 

PB-248 126/5GI 76-05 2C PC AG3/MF AGt 
TT-74-54053/3 ’ 

Air Conservation. Volum 8, Number 341), 1974-- 

Translation. 

TT-74-54053/3 76-01 138 PC AOS 
TT-74-54053/4 


Air Conservation. Volume 8, Number 4(42) 1974-- 


Translation. 
PB-248 124/0GI 76-06 138 PC AOS/MF AO 
TT-74-54053/5 
Air Conservation. Volume 8, Number 5(43), 1974-- 
Translation. 
PB-248 125/7Gi 76-06 
TT-74-54058 
Modern Methods for the Control and Measurement 
of Humidity and Moisture--Transiation 


138 PC AQS/MF A01 


PB-254 769/3GI 76-19 13A PC EO7/MF A01 
TT-74-54066 
Lepidoptera of Poland. | - General Part (Motyle 
Wry re Polski Czesc | - na)--Transiation. 
-256 019/1GI 76-25 PC A06/MF A01 
TT-74-58007 


Effect of Silicon, Iron, and Beryilium on the Rate of 
Diffusion 


of Iron in Aluminum. 
TT-74-58007 76-13 11F PC A@2/MF AO1 


TT-74-58009 
po oe pg Oxidation and Wea 


r Resistance 
sion-Saturated by " peemainbaen, 
Nickel, and Zirconium. 


TT-74-58009 76-18 11F PC A@2/MF AO1 
TT-74-58011 

Diftusion Coefficients in Molten Metals. 

TT-74-58011 76-18 iE. PC A02/MF A01 
TT-74-58023 

Metallization on Cubic Boron Nitride 

TT-74-58023 76-18 11F PC AGQ2/MF AO1 
ees 


meta Characteristics of the Genus Trichogram- 


— 
76-01 6C PC AO3/MF A01 
enaiainne 


Physics and Technology of Semiconducting Materi- 
als and Converters. 


TT-74-58063 76-13 201 PC AG7/MF A01 
TT-74-58064 

Methods of Direct Conversion of Thermal Energy 

into Electrical Energy (Metodei P 

Preobrazovan Teplovoi Energii v  Elec- 

tricheskuyu)-- Translation. 

TT-74- 76-02 10B PC AG7 
TT-74-58065 

pr of Direct Conversion of Thermal Energy 

Electrical Energy (Metodei Pryamogo 
Preobrazovan a ae Energii v_ Elec- 
u)--Transiat 

PB-281 251 848/9GI 1612 108 PC A11/MF AO1 

TT-74-58066 


Methods of Direct Conversion of Thermal Energy 
into Electrical Energy. 


TT-75-55027 


TT-74-58066 76-13 10A PC AOQ6/MF AQ1 
TT-74-58067 

Methods of Direct Conversion of Thermal Energy 

into = Electrical neem —s — 

oe oe aera ™ eplovoi nergi sv lec- 

trichesk ransiation. 

TT-74- 76-05 108 PC A@6/MF AO1 
TT-74-§8069 


Methods of yt ag 


at Tepiov ; E i Elec 
vo! nergii v . 
nme me a 
PB-251 843/9GI 76-12 6C PC AO0S/MF AO1 
TT-76-60062 


The Seigmics of Heterogeneous and Turbid Media-- 
Translation. 


PB-248 369/2G! 76-05 OK PC AG7/MF AG1 
TT-75-50003 
Seismic Zoning of the US6A--Transiation. 
PB-2655 76-20 @K PC A23/MF A01 
TT-75-50004 
Fundamentais of 6 ae. Volume Vi. Mol- 
pene ng poda (Ceratitida and 
monitida), Endocochiia, --Transia- 
PB.248 979/7Gi 76-08 8G PC A21/MF Al 


TT-78-50005 
Electrical Fishing. and Practice (Elektrolov 


Phiss eovtar 76-15 ec PC A14/MF AO1 


TT-76-50007 
ic and Thermophysical Properties of 
Products. Volume iii. Oxygen- and Air- 
Based lants-- Translation. 
PB-248 719/7GI 76-06 70 PC AS9O/MF A01 
TT-75-50008 
Lunar Soil Science. Physicomechanical Properties 
of Lunar Soils--Transiation. 
365/9G! 76-05 38 PC AGO/MF AO1 
TT-75-60008 
Noctilucent Sigude-Teeniatien. 
PB-246 980/5GI 48 PC A11/MF AG1 
TT-7§-50010 
Artificial and Natural Radionuclides in Marine Life-- 
Translation. 
PB-248 358/4Gi 76-05 GR PC AG6/MF AO1 
TT-75-50011 
Oxyurate 


Part Three. 
eaeey snvotnyeh i Cheloveka) Tom Xill--Trans- 


PB-248 961/3Gi 76-07 6C PC A21/MF AG1 
TT-7§-S50014 

Piant Biophysics--Transiation 

PB-255 644/7Gi 76-21 6C PC A11/MF AO1 
TT-75-50017 

os Stability of incompressible Fivids-- 

PB. 255 64 645/4Gi 76-20 200 PC A1S/MF A01 
TT-7S-82077 


Se Sens eenea fy Ce ee Vee 


po ze 728-T/GI 76-24 8. PC Al1/MF AO1 
TT-76-63043 

Pro Plants. Volume |--Transiatio 

TT-75- 76-01 6C PC. A90/MF A01 
TT-75-53101 


Structure and Function of Flower Nectaries 
(Stroenie i Funktsiya Nektarnikov Tsvetka Dvidol- 
nikh Rastenii)--T 


PB-257 508-T/GI 76-23 6C PC A20/MF AO1 
TT-75-63364/01 

Selected Bi raphy and Abstracts of Educational 

Materials in istan. Volume 9, Number 1, 1975-- 

Translation. 

PB-254 842/8GI 76-19 5) PC AG@4/MF A01 
TY-75-63354/02 

Selected raphy of Educational Materials in 


Bibliog 
akistan. Volume 9, Number 2, 1975--Transiation. 
PB-257 348/3G! 76-24 Si PC A@4/MF AO1 


TY-78-54026/1 
Air Conservation. Volume 9, Number 1(45), 1975-- 
Translation. 
PB-257 558/7GI 76-25 138 PC AQ6/MF A01 
TT-75-55027 


Cotton Boll Rot. Laying Out a Trial of a Method of 
Control (La Pourriture des Capsules du Cotonnier: 
Essai de Mise en Place d'une Methode de Lutte)-- 


Translation. 
PB-249 731/1Gi 76-09 6F PC AG6/MF A01 


AR-1393 








TT-75-65070/1 
Selected Bibliography of Educational Materials: Al- 
Libya, Morocco, Tunisia. Volume 8, Number 


, 1972--Transiation. 

TT-75-55070/1 76-03 5i PC AQ3/MF A01 
TT-75-55070/3 

Selected Bibliography of Educational Materials: Al- 

geria. ba he ~ 7 Tunisia. Volume 8, Number 

, 1974-- 

PB-255 nee 76-19 5i PC AOQ4/MF AO1 
TT-75-55070/04 

Selected Bibliography of Educational Materials: Al- 

, Libya, Morocco, Tunisia. Volume 8, Number 


Sn) 181/0GI 76-19 Si PC AG3/MF AO1 
TT-75-57000/01 

Education Abstracts, Burma--Transiation 

PB-257 859/9G! 76-25 5I PC AQ4/MF AO1 
TT-75-58002 

Technology of Extracted Phosphoric Acid--Transia- 

TT-75-58002 76-05 7A PC A1S/MF AO1 
TT-75-58049 

A Study send Surface Diffusion of Copper 


eee oe ea) Poverkhnostnoi Diffuzii na 
lakh Medi ransiation. 

PB-250 831/5GI pe 11—F PC AQ2/MF AO1 
TT-75-58050 


influence of the Third Element of Diffusion in Solid 
State (V ie T Elementa na Diffuziyu v 
Tverdom a ransiation. 
PB-250 866/1G 76-11 11F PC AQ2/MF AO1 
TT-75-58051 
Determination of the Diffusion Coefficient of Car- 
bon in Molten tron by the Electro-Motive Forces 
Method (Opredelenie Diftuzii 
Ugleroda v Zhidkom Zheleze Metodom Elektrodviz- 
hushchikh Translation. 
76-11 11F PC AQ2/MF AO1 





Vodoroda v Zhidkom Alyuminii 
PB-250 836/4GI 12 
TT-75-58053 
Effect of Preliminary Plastic Deformation on the in- 
terdiffusion of Copper and Nickel (Viiyanie 
iP i Deformatsii na Raz- 
vitne Vzaimnoi Diffuzii medi i Nikelya)--Transiation. 
PB-250 835/6G! 76-12 11F PC AG2/MF AO1 
TT-75-58055 
Self-Diftusion 


1F PC AG2/MF A01 


76-11 11F PC AGQ2/MF AO1 
TT-75-58057 
On the Diffusion of Hydrogen in Metais (O Nekoto- 
Modelyakh Diffuzii Vodoroda v Metaliakh 
ransiation. 
PB-250 864/6G! 
TT-75-58058 
~ Diffusion Constants (O Konstantakh Diffuzii)-- 


PB-250 861/2GI 11F PC AQ2/MF AO1 

TT-75-58060 
Study of Diffusion of Mercury in Molten Alloys of 
Lead - Mercury (issigdovanie Diffuzii Rtuti v 
Svinets- rtut v Zhidkom Sostoianii)-- 


76-11 


76-11 11F PC AG2/MF A01 


76-11 


Translation. 
PB-250 860/4GI 
TT-75-58061 


X-Ray Study of Mutual Diffusion of Iron and Nickel 
eskoe issiedovanie Vzaimmoi Dif- 


i “yes “os 
838/0GI 11F PC AG2/MF AO1 


TT-75-58062 
ee ee of Cadmium in the Molten Alloys 
Lead-Cadm ium and Bismuth-Cadmium 
catedbents Diffuzii Kadmiya v Splavakh Svinets - 
Kadmii i Vismut - Kadmii v Zhidkom Sostoyanii)-- 
Translation. 
PB-250 839/8G! 76-11 11F PC AG2/MF AO01 
TT-75-58063 
Effect of Deformation on the Ojiffusion Rate 
(Viiyanie Deformatsii na Skorost Diffuzii)--Transla- 


PB-250 840/6G! 76-11 11F PC A02/MF A01 


11F PC AOQ2/MF A01 


AR-1394 





TT-75-58099 


X-Ray Study of Phases, Formed in Diffusion of Alu- 
minum Copper in the Presence of Chiorine 
ae — Set Olttust in nite 
z m v v 
Prisutstvii Khlora)-T nes ” 
PB-250 837/2GI 76-11 11F PC AQ2/MF A01 
TT-75-59002 
ea Dames Game Sains and Casting Gxt 


Pez 6-28 ribiegl “je20 13h 13K PC AO4/MF A01 


 eueaieee Bibliography of riers. Educational 





Materials. Volume 1, —. 1 

PB-253 756/1GI PC AOS/MF A01 
TT-75-59026/02 

Selected Bibliography of Educational 

. Volume 1, Number 2 5--Transiation. 

PB-257 503/3G! 76-24 5i PC AOQS/MF A01 
TT-76-53188 

Five Articles from: V ae Translation. 

PB-254 484/9GI 0619 PC AO04/MF A01 
TTF-3-75 

Revenue Sources for Transit Su 

PB-258 209/6GI 76-26 1 PC A17/MF AO1 
TTi-1-8-69-123-28 


Optimal Flexible Pavement Cross-Section Design 
an eee eeeuas Cost Masel, 
PB- l 76-19 13B PC AO7/MF AO1 


TTl-2-5-71-169-4F 


PB-251 994/0GI 76-14 13M "PC AOS/MF AO1 

TTi-2-5-73-22-1F 
ne Design of Continuous with 
Precast Prestressed a Beams. Volume i. 


PE ous OSaiGl 034/1GI 


TTl-2-5-74-10-2 


Correlation of the Texas Highway De 
eee ea Sees 
of Cohesioniess Soils. 


Hone 9-06 13M PC AO4/MF A01 


t Cone 
Strength 


PB-249 687/5G! 76-08 8M PC AOS/MF A01 
TTI-2-5-75-195-1F 
t of Pile Driving Forces and Its Ap- 
to Wave Equation = ¥ . 
-251 964/3G! 76-15 1 PC A07/MF A01 
TTl-2-8-73-18-2 
Thermal of Base Course Materia! Related to 
Pavement C ing. 
PB-254 754/5GI 76-19 13C PC AO7/MF A01 
TTl-2-8-73-18-3 


Prediction of Thermal Reflection Cracking in West 


Texas. 

PB-252 084/9G! 76-13 138 PC AO6/MF AO1 
TTl-2-8-75-190-1 

Social impacts: Evaluation of ey Project 
es Oo ene ee 
PB-255 684/3Gi 76-20 5K PC A12/MF AO1 


TTl-2-18-72-165-9 


a = Microwave Television for Traffic Surveil- 
PB-251 006/36! 76-11 17B PC AG3/MF AO1 


TTl-2-18-74-182-1 


Preliminary Control of African Rue (‘Peganum har- 
mala’ L.) with Various Herbicides. 
PB-253 341/2GI 76-18 138 PC AOQ2/MF AO1 


TTl-2-18-75-200-1F 
of a Changeable Message Sign System 
on the Inbound Gulf Freeway. 
PB-252 255/5G! 76-13 13B PC AO06/MF A01 
TTl-2-18-75-202-1 
Evaluation of the High Load Detection and Warning 


on 1.H. 45 in Houston. 
-254 755/2GI 76-18 13 PC AO4/MF A01 
TTl-2-18-75-202-2 
Benefit-Cost Analysis: Updated Unit Costs and 


Procedures. 
PB-255 743/7GI 76-20 138 PC AO04/MF AOi 
TTi-2-18-75-202-3F 


n and Evaluation of Freeway Surveillance and 
T Control Systems. 


PB-255 846/8G! 76-20 13B PC A04/MF A01 
TTO-ORT-032-75-V3-AP-D 
Cost E s oe Pian for Joint Tactical 


flectivenes 
Communications. Volume ili. Life Cycle Costing. 
ae Military Personnel and Training Costs, 
A022 062/4Gi 76-10 Si PC /MF A01 





TTO-ORT-032-75-VOL-1-A 
Cost Effectiveness Program Pian for Joint Tactical 
SPeEERIEERD. Volume lA. Management Over- 
AD-A021 740/6G! 76-09 17B PC AO3/MF Ao1 
TTO-ORT-032-75-VOL-3-APP-E 
Cost Effectiveness Program Pian for Joint Tactical 
Communications, Volume lil. Life le Costing. 
Appendix E. Transportation Cost of Spares and 
Repair . 
AD-A023 223/1GI 76-12 17B PC AO2/MF A01 
TTO-ORT-032-76A-V3-APF 
Cost Effectiveness Program Pian for Joint Tactical 
Communications. Volume ill. Life Cycle Costing. 


ix F. Computer Models 
A027 643/6G! 76-20 17B PC AOS/MF Ao1 
TTO-ORT-032-768-V3 


Cost Effectiveness Program Pian for Joint Tactical 
Communications. Volume lil. Life Cree Cost 
AD-A027 827/5G! 76-21 178 PC AO6/MF Ao1 


TTO-ORT-032-76-V3-AP-G 
Cost Effectiveness ram Pian for Joint Tactical 
AD-A027 666/ 77 

TUETP-75-12 
Transverse Momentum Distribution in the Nielsen 


and Olesen Model 
N76-11851/2G!I 76-07 20H PC AOQ2/MF AO1 
TUETP-75-20 


Nonileptonic Decays of Charmed Baryons in the 
Quark 


N76-18899/4GI 76-13 20H PC A0Q2/MF AO1 
TUNL-14 


Annual Report (On =e Aw ae 
ORO-1067-14 PC AO7/MF A01 


TVA-F75-PRS-5 
Conditioning of Fly Ash with Sulfur Trioxide and 


Ammonia. 
PB-247 231/4GI 76-04 7A PC AO0B/MF AO1 
U. OF 1IOWA-75-5 
: Observations of Piasmas in the Jovian 


Magnet 
AD-A024 128/1Gi 76-13 36 PC A02/MF AO1 
U. OF 1OWA-75-18 


Correlation of Bow Shock Plasma Wave Turbulence 
with Solar Wind Parameters 


AD-A021 249/8G! 76-09 4A PC A04/MF AO1 
U-OF-IOWA-75-35 

The 10 ~~ }iccnaae pe Semone and lions. 

N76-11983/3GI PC AO03/MF A01 
U-OF-IOWA-75-37 

The Current Sheet in Ju “— Magnetosphere 

N76-17007/5GI 38° | PC A03/MF A01 
U-OF-IOWA-75-40 

Low-E Electron intensities at Large Distances 

over the ‘'S Polar 

N76-28714/9G! 76-25 4A PC A0O3/MF AO1 

U-OF-IOWA-75-44 


rodynamics in Two-Dimensional Mag- 


N76- 76-17 201 PC AOQ3/MF AO1 
U. OF mopogl 


Direction-Finding emeate of Type ili Radio 
Bursts out of the Eci 


AD-A022 801/5GI 76-11 “7G PC A04/MF A01 

Le pb pers Measurements of Type 3 Radio 

Bursts out o Ecliptic Plane. 

se bp ie 76-15 3B PC A04/MF A0O1 
U-OF-IOWA-76-7 

no gga of Velocity Shear Driven Plasma Tur- 

N76-19640/1GI 76-15 4A PC A03/MF AO1 
U. OF 1OWA-76-9 

Plasma Waves im the Distant Magnetotail. 

AD-A023 624/0G! 76-12 PC A04/MF A01 
U-OF-IOWA-76-10 

A Model for Polar Cap ee Fields. 

N76-20745/5G! 4A PC A03/MF A01 


U. OF 1\OWA-76-12 
A Region of intense Plasma Wave Turbulence on 


76-15 4A PC AOS/MF A01 


Steady-State Combustion of Nonmetallized Com- 


Solid Propellant. 
AD-A019 674/1GI 76-06 2}! PC AOS/MF AO} 
U-75-4505A 


CTPB Back-up Propeliant for SAM-D. 








AD-A023 233/0G! 76-12 211 PC AOQ7/MF AO1 
U-76-18 

Mean Flow/Acoustic Interactions and Statistical 

Analysis of Steady State oe of Nonmetal- 

lized Composite Solid Propeliants 

AD-A031 006/0G! 76-26 211 PC AO6/MF AO1 


U-136 
thesis and Testing of ae Susceptible to 


Syn 
radation by Proteo 

AD PA02S 935/461 Veo 24 D PC AO3/MF AO1 
U-6159 

infrared Absorption by H20, NO2 and N204. 

AD-A019 686/5GI 76-06 7D PC AO3/MF A01 
U-6179 

Monitoring NO and CO in Aircraft Jet Exhaust by a 

Gas-Filter Correlation Technique 

AD-A022 353/7GI 76-10 7D PC AO4/MF A01 
U-6200 


infrared Absorption by ene Acid V 
PB-257 088/5GI 76-24 138 


U-6201 


Versatile Gas Filter Correlatio 
PB-251 577/3GI 76-12 "14 


U-6213 


Thermal Protective Coati 
AD-A031 035/9GI 76- 


UAG-NLC-74 
Noctilucent Cloud Observations Coordinated with 


apor. 
PC A03/MF A0O1 


rometer. 
PC A04/MF A01 


' 13L PC AQ4/MF A01 


Rocket Temperature Soundings in Central Alaska. 

AD-A022 625/8G! 76-11 4A PC AQ3/MF A01 
UAG-R-233 

Structure and Properties of ice Lenses in Frozen 

PB 248 708/0G! 76-06 8. PC AOQ3/MF A01 
UAG-R-237 


Nearshore Permafrost Studies in the Vicinity of 


Point Barrow, Alaska 
PB-246 875/9GI 76-03 8. PC AOS/MF AO1 
UAG-R-239 


Cold Start Automotive Emissions in Fairbanks, 


PB-256 300/5G! 76-22 138 PC AO7/MF A01 
UAG-R-245 

Subsea Permafrost at Prudhoe Bay, Alaska: Drilling 

Report a A ; 

PB-258 462/1GI 76-25 8) PC AOS/MF AO1 
UAG-R-246 


Some Remarks on the Unusual Beaufort Sea ice 
Conditions in Summer 1975, 


PB-257 252/7GI 76-22 48 PC AO03/MF AO1 
UAG-R-247 
A Coupled Heat and Salt Transport Model for Sub- 
Permafrost, 
PB-259 104/8GI 76-26 8J PC AO3/MF A01 
UAG-50 


High Latitude Supplement to the URS! Handbook 

on ram interpretation and Reduction, 

PB-247 916-50/G! 76-06 4A MF A01 
UAG-51 


ny Maps 4) Ay Coronal Hole Boundaries 

Derived from He Ii 304 A Spectroheliograms from 
the Manned Skyt ‘ab Missions, 
PB-247 916-51/GI 


UAG-52 


Experimental Comprehensive Solar Fiare indices for 
Certain Flares, 1970-1974, 
PB-247 916-52/GI 76-07 38 MF A01 


UAG-53 
Description and Cata 
Deta, Jicamarca Radar 
1969, 
PB-247 916-53/GI 
UAG-54 


76-06 3B MF AO1 


of lonospheric ie 
rvatory November 1966 


76-24 4A MF AO1 


Cata lonosphere Vertical Soundings D 
PB-24 s1e-sarch 76-24 4A 


UAG-55 
Equivalent enenenene Current Representations oy 
a New Method, Illustrated for 8-9 November 1 
Magnetic Disturbances 
PB-247 916-55/GI 76-23 
UAG-56 
iso-intensity Contours of Ground ‘or H Per- 
pm for the December 16-18, 1971 Geomag- 
PB-247 916-56/GI 76-23 4A MF AO1 
UAH-RR-159 


Temperature Sensitive Dynamic Cushioni 
tion Development and Validation for 
Minicel Thermoplastic Foam. 


MF A01 


4A MF AO1 


Func- 
cules 


AD-A023 221/5GI 76-12 111 PC AQ7/MF AQ1 
UAH-RR-172 

Temperature —y— ic Cush Func- 

tion ant Volaation for BLOCKSOM 

Rubberized 

AD-A023 219/9G! 76-12 113 PC AG7/MF AQ1 
UAH-RR-173 


Environmental Parameters of Se Sane River 


Stratificat 
76-13 138 PC AOG/MF AO1 
Environmental Parameters of the Tennessee River 


in Alabama. 2: Physical, Chemical, and Biological 
Parameters. 
N76-27717/7GI 76-25 138 PC A13/MF AO1 
—— 
nds and Alloys Research 
N? Nel 11F PC AO6/MF AO1 
UAH-RR-176 


a of the G-H-K Tracking Filter. Volume |. 

ADAG 317/3G! 76-09 171 PC AOQ6/MF A01 
UAH-RR-179 

Quantization Effects in Digital MTi Filters. Volume 


AD-A021 318/1GI 76-09 171 PC A11/MF A01 
UAH-RR-181 
i on immiscible Al 
6-20258/9G! 76-15 11F PC AQ6/MF A01 
Bh rae 
moviscoelastoplastic _ * Reinforced » AR. 


Shelis in Missile Structures 
AD-A027 154/4G! 76-20 11D PC A0S/MF A01 


UAH-RAR-185 

Chemical Laser Window Measureme 

AD-A028 402/6G! 76-21 20E PC ‘A03/MF Aol 
UAH-RR-186 

Environmental Dynamics at Orbital Altitudes. 

N76-27748/2GI 76-25 4A PC AO7/MF A011 
UAH-RR-188 

ionization Effects Due to Solar Flare on Terrestrial 

N76-29146/7GI 76-25 4A PC AG3/MF A01 
UAH-RR-189 


Theoretical a of the Laser _ 
of De neees Wave, Electrical 


Discharge Laser (CW en 20E PC A04/MF A01 
UARL-M921315-14 


Active Thin Film Optical Elements for integrated 


AD-909 830/2G! 76-12 20F PC AQS/MF AO1 
UARL-N911750-6 

Laser Wavefront Analyzer Using Frequency Offset 
interferometry. 

AD-922 980/8G! 76-22 20F PC A06/MF AO1 
gr ern 


tory Research and Development Program on 


= oe eed oe. 
AD-916 9A PC A03/MF AO1 


umemnanen 


tng may Study of the Use of Resonance Scatter- 
og for the Remote Detection of SO2. 
-257 838/3GI 76-26 7D PC AO4/MF A01 


UARL-N921769-1 
Reduction of Thermal Blooming by Beam Optimiza- 


tion. 

AD-A019 561/0Gi 76-06 20E PC A03/MF A01 
UARL-N921769-2 

Reduction of Thermal Blooming by Beam Optimiza- 


tion. 

AD-A019 562/8G! 76-06 20E PC A02/MF A01 
UARL-N921769-3 

Reduction of Thermal Blooming by Beam Optimiza- 


tion. 
AD-A019 563/6GI 76-06 20€ PC A02/MF A01 
UARL-N921769-4 
Reduction of Thermal Blooming by Beam Optimiza- 
tion. 
AD-A020 497/4GI 76-07 20F PC AOS/MF A01 
UAZ/EES-07279-F 
Define an A em in Application of Specific 
ne pe Deve to Public Sector. 
111/7GI 76-07 5A PC AO2/MF AO1 
UC-EA-040175-4-N SF 
User's Manual for UCIN-SUPER: Chain Systems. 
PB-247 059/9G! 76-03 20K PC AOQ3/MF A01 
UC-EA-080176-5-N SF 
nye of General Chain Systems. 
-257 183/4GI 76-24 20K PC AO3/MF A01 


UCCND-CSD-INF-58 


UC-MET-1-1975 
ee ae Sto atigue Behavior of Ti-6AI-4V Alloy. 
AD- 255/3G! 76-12 11F PC AGa/ME Abt 
UC-7254-02 
infrared image Prediction Using the Project 1183 
Off-Line Digital Data Base. 
AD-A020 117/8GI 76-06 8B PC A06/MF AO1 
UC-7256 
prey Radar Azimuth Study. 
618/3G! 76-11 171 PC AG@4/MF AO1 
UCAL-WRC-W-392 
Removal of anic Carbon from Water by Oxide- 
tion with cae bemivemn 
PB-248 182/8GI 76-05 7D PC AOQ2/MF AO1 
UCAL-WRC-W-424 
Residential Water . 
PB-253 253/9G! 76-17 138 PC A20/MF A01 
UCAL-WRC-389 
irrigation Efficien the Production of California 
Seve Setoden ond mary Kh 
PB-255 793/2Gi 76-21 2C PC AOS/MF A01 
UCB-FRG-75-18 
of a Fire Proof Vehicle, 
PB-246 740/5GI 76-03 13F PC AOS/MF A01 
UC5-FRG-75-19 


An introductory Summary of Heat Transfer Funda- 
mentais to Fire, 
PB-246 959/1Gi 76-02 131 PC AQ3/MF AO1 


PB-249 016/7GI 
UCB-ME-75-9 

Extension Pe Lean Operating Limit of : Rotary 

Combustion ine nriched Fuel. 
ngine by toy A a, 


76-08 7D PC A10/MF AO1 


PB-249 089/4Gi MF AO1 
UCB-ME-75-11 

Automotive Engine Combustion with Excess Air. 

PB-248 76-07 21G PC A04/MF AO1 
UCB-ME-76-2 

The Thermal Pyrolysis of Methyiamine. 

AD-A029 705/1Gi 76-24 7C PC AQ2/MF AO1 
UCB-ME-76-3 

The Thermal Oxidation of ine. 

AD-A029 704/4G! 76-24 7C PC AQ2/MF AO1 
UCB-ME-76-4 

Nonequilibrium Combustion. 

AD-A023 045/86! 76-11 218 PC A02/MF A01 
UCB-34P128Xx5 

In ress on Plasma Com 

: troductory ae Report puta- 

UCB-34P128X5 76-02 20!i PC A02/MF A01 
UCB-34P211-2 


ere CEOS Cea 


UCB-34P211-2 76-02 6C PC A03/MF A01 
UCCE-75-2 

Coupled Base Motion Response Analysis of Payload 

Structural . 

N76-23624 76-18 2268 PC A0G/MF A01 
UCCND-CSD-INF-36 


Computi ae Department Cumulative 
we 


INF-36 76-09 98 PC AO7/MF AO1 
UCCND-CSD-INF-38 
Se Sane = 6 Senet Shock Wave in Su- 


ic Flow of a Gas Mixture 
D-CSD-INF-38 76-02 188 PC A02/MF AO1 
UCCND-CSD-INF-41 


Adbase: A PL/1 Procedure to Access ADSEP Data 


UCCND-CSD-INF-41 76-09 9B PC A02/MF AO1 
UCCND-CSD-INF-50 
ADSORT: A Pi/I Program to Sort ADSEP Data 


UCCND-CSD-INF-50 76-10 98 PC A02/MF A01 
UCCND-CSD-INF-51 

Text and Data Compression. 

UCCND-CSD-INF-51 76-09 98 PC A02/MF AO1 
UCCND-CSD-INF-56 


Magnetic Field of a Fiat Coil of p eeeneeae Cross 

Section and Arbitrarily 

UOCND-CODINF-06” 76- mn PC AQ2/MF AO1 
UCCND-CSD-INF-58 

Hartree--Fock Caiculation of Various Excited States 

of Neutral and lonized Iron. 

UCCND-CSD-INF-58 76-09 7D PC A02/MF AO1 


AR-1395 








UCCND-CS0-INF-S80 
ene e: An Seceas Sveqeam tor Vebuter Reports 
of information in ADSE 


P 
F-59 76-14 98 PC AOS/MF AO1 
UCCNO-CSD-INF-64 


Statistical Analysis of Environmental 
UCCND-CSD-INF-64 76-09 8H 


UCCND-CSO-WWF-72 


| Data. 
PC AOQ3/MF AO1 


Oe See 


Comparative Study 
~ Srainary Differential Equations 
-INF-72 76-12 9B PC AG@6/MF A@1 


yy —— ne ~ aaeevta 


_vocko C80 Matrices. 
vk, > 1 N2A PC AG3/MF AO1 
"tiene Probabil 
: vocab User’ 


Estimates of Resources 
Manual. 


76-12 81 PC AQ6/MF AO1 


> yy Sampling of Subjective Probability 


UCCND-CSD-3 76-11 8! PC AO4/MF AGQ1 
UCCND-CSD-4 

Subjective Probability Estimate oe — Manage- 

ment Programs. Program User'S M 

UCCND-CSD-4 76-12 8 PC. AaaMr A01 
UCCND-CSD-$ 

rte y Ay pe ——: “y 
pC AO6/MF AO1 

UCCND-CSD-11 

General Productivity Code: Productivity Optimize- 

tion of Gaseous Di mn Cascades. The Pro- 

rammer’S Guide. 

BCCND-CSD-11 76-05 18B PC A12/MF A0Ol 
UCCND-CS0-12 

Statistics for Testing Uotemniy ot on the Unit interval. 

UCCND-CSD-12 PC AO5S/MF A0O1 
UCCND-CSD-15 


a Systems of Linear Equations by Fac- 


UCCND-CSD-15 76-12 9B PC AG2/MF A01 
UCCND-CS0-18 
Mathematics and Statistics R 


P f E ding . a ne 30 1s75 
Repent or Period Ending une 
UCEND-CS 18 76-08 12A PC AOQ4/MF AO1 


UCCND-CSD-21 
eapease Surface Designs for the Detection of 
inadequacy. 


UCCND-CSD-21 76-11 12A PC A11/MF AO1 
UCCND-CSD-24 
Numerical Computation of the Matrix Exponential 


with Accuracy Estimate. 
UCCND-CSD-24 76-11 12A PC A@3/MF AO1 
UCD-34P-200X2 


meg Structure of Natural Populations. Progress 


UCD. 3aP- 200X2 76-11 6E PC AQ2/MF AO1 
UCD-472-122 


Annual Report, Fiscal Year 1975. 
UCD-472-122 76-15 6R PC A11/MF AO1 


UCI-ARTR-76-16 


Mechanisms of Exhaust Pollutants and Plume For- 
mation in Continuous Combustion. 
AD-A031 233/0G! 76-26 218 PC AO6/MF AO1 


UCI-16-P19-05 
Progress Report for a Research Program in 
Neutrino 


— Cosmic Rays, and E 
Particles, 1 ober 1974--30 tember 1975. 
UCI-10-P 19-95 76-03 


PC AQ2/MF A@1 
UCI-34P149X4 
—* ig? Palos ne Se yy ca Report, Oc- 


lone my 20H PC AO4/MF AG@1 
UCI-34P267X3 
Study of Plasma Heating by intense Relativistic 
Electron BEAMS. 
3 76-25 201 PC AO4/MF AQ1 
UCI-75-14 
eeeny instabilities of Rotating Electron 
ucr7e04 76-16 201 PC AG3/MF A01 
UCI-75-41 . 
Surface Filamentation of a Relativistic Electron 
Beam in a Plasma. 
UCI-75-41 76-16 201 PC AQ2/MF AO1 
UCI-75-45 
Excitation of Harmonic Waves with an 
ton Beam of High ular Ene 
75-45 76-16 201 P A02/MF A01 


ery may of Circumsolar Radi 
Report No. 1 Covering the Period 


ation. Progress 
May 3, 1974 to 
December 31, 1974. 


UCID-3705 76-06 108 PC AQ4/MF AO1 
UCID-3707(REV.) 

Holidays, Gifts, and the Energy Crisis 

UCID-3707(REV.) 76-13 10A PC AQ2/MF AQ1 
UCID-3711 

Program of Geoscience Research 

-3711 76-11 8G PC AQ3/MF AO1 

UCID-3716 


Contro! System for Combined Solar 


Heating and 
Tera" Becember — a eee 


76-06 13A PC AO4/MF A01 


ona 

Wind ~~ ed for Human Needs. 

UCID-3724 76-11 108 PC A0S/MF AO1 
UCIO-3731 

Program Debugging and Testing a Linear Pro- 

— Analysis of U.S. Production, Employ- 

Energy Use. 

UCID-3731 76-11 10A PC AG2/MF AO1 

UCID-3734 


Disaggregating the Electric Utility Sector in a 97- 
Sector Linear Model of the U.S. Economy. 
UCID-3734 76-11 21D PC AG2/MF A01 


is a Crystal Bali Better Than a rae Anatysis. 


A Review and interpretation of Projections. 
UCID-3735 76-11 10A Bc AOQ3/MF AO1 
UCID-3739 


Nitinol Engine Project Test Bed. Project Final Re- 
port. Covering the Period June 1, 1974--July 31, 
UCID-3739 76-13 10B PC AQ4/MF AO1 
UCID-3760 
Eneray Pl Renee <0 the Man Constraints on 
yo eh nt struction and Operation. 
76-11 10A PC AQ6/MF AG1 
ae 
— System to BART Automatic Train Control 
yh to Transbay Crossing. Progress Re- 


fost, Se port March 1 
76-11 138 PC AO3/MF AQ1 
aan 
BART Train Control Subsystems: CABS and SOR 
for the Transbay ' 
UCID-3772 76-11 138 PC AQ2/MF AQ1 
UCID-3773 


BART Train Control Subsystem: Summary and 
ee of Recommendations for CABS and the 
ng. 
UCID-3 76-11 138 PC AQ2/MF A01 
UCID-3774 
Evaluation of BART, August 3 Test for Transbay 
Service 


UCID-3774 76-11 13B PC AQ2/MF AO1 
UCID-3775 


LBL Role and Recommendations with Respect to 
Puc Hearings on BART Safety Appliances and 


ures. 
UCID-3775 76-11 13F PC AOQ2/MF AO1 
UCID-3776 
Recommended Prerequisites for Replacing CABS 
with SOR in the BART Train Contro! S . 
UCID-3776 76-11 138 A02/MF A01 
UCID-3792 


Standards for Multilateral and Woridwide Exchange 
of Geothermal! Data. —— \. 
UCID-3792 6-14 5B PC A02/MF A01 


UCID-15432(REV.1) 
i; implosion by Extremely intense Convergent 
t 


-15432(REV.1) 76-22 201 PC A02/MF AO1 
UCID-15644-75-2 
General Chemistry Division Quarterly Report, April-- 
YOID-18084-76-2 76-11 7D PC AQ3/MF A@1 
UCID-15644-75-3 
General eee Division Quarterly Report, July-- 
September 1975. 
UCI. 15644.75-5 76-16 7D PC AO4/MF AO1 
UCID-15644-75-4 


General —, Division Quarterly Report, Oc- 
5 


tober--December 1975. 
UCID-15644-75-4 76-25 7E PC A0S/MF A01 


UCID-15702(REV.1) 
Digital Conversion of Two-Dimensional Analog Dis- 


-15702(REV.1) 76-21 9E PC A02/MF aot 
UCID-15850 
High Pressure Mechanical Properties of Tugboat 


Coral. 
UCID-1 76-15 13B PC AQ2/MF A01 
UCID-16443(REV.1) 
[A Neg ag ee for the Analysis of Generai- 
n Operator’S Manual. 
UCID-16443(FEV. 1) 76-07 98 PC AOS/MF A01 
UCID-16528(REV.1) 
Use of Methanol in Transportation. 
UCID-16528(REV.1) 76-06 21D PC AO3/MF A01 
UCID-16602 


Procedure for the Estimation of Carbon Oxidation 
Rates in Porous Spent Oil Shale. 


UCID-16602 76-06 7A PC AQ2/MF A01 
UCID-16614 

Preliminary Proposal: Fundamental Combustion 
UCID-16614 76-06 218 PC A02/MF A01 


UCID-16619 


Geothermal Sam Design. 
16619 an 148 $c A0Q2/MF A01 


UCID-16630-2 
— Solar Process Heat Project. Report No. 


UCID-16630-2 76-06 10B PC AQ2/MF Ao1 
UCID-16630-3 

LLL-Sohio Solar Process Heat Project. Report No. 

3, LLL Solar Energy Group. 

UCID-1 76-22 10A PC AQ3/MF A01 
UCID-16639 

Coal Fracture Measurements Using in Situ Electri- 

cal Methods: = Cusine —. 

UCID-16639 8G PC A03/MF A01 
UCID-16640 


Optical Remote Measurement of Temperature in the 


aeee 5 Se sees anp © ©. 
16640 76-06 8! PC AO02/MF A01 


UCID-16651 
in Situ Coal Gasification Progress on the Experi- 
— and Caiculational Coal Fracture Program, 
la 1974. 
UCID- 76-06 81 PC AO3/MF A01 
UCID- 16669 
On-Line information Retrieval Systems for Energy 
Studies. 


UCID- 16669 76-06 5B PC A03/MF A01 
UCID-16670 
ey ey Energy R and D: A Picture Compiled 
from Open Sources. 
UCID- 16670 76-06 10A PC A08/MF A01 
UCID-16694 
Waste-Heft Rejection System for the Total-Fiow 


Turbine ae eee bv | Hot Geothermal! Brines. 
UCID- 16694 108 PC AO02/MF A01 


UCID- 16699 
Summary of Large Block Oil Shale Retorting Ex- 
ments. 


16699 76-06 7A PC A02/MF A01 
UCID-16709 
Diagnostics for the Magnetic Compression Experi- 
ment to Produce Metallic = Sareragan. 
709 PC A02/MF A0O1 


UCID-16710 


Pyrolysis of Wyoming Subbituminous Coal. 
UCID-16710 76-06 7A PC A02/MF AO} 


UCID-16713 
Fabrication and Testing of Graphite Fiber/Polyimide 


mposites 
UCID-16713. 76-08 11D PC A03/MF AO1 
uciID-16717 ~*~ 


Environmental Aspects of Geothermal 
pment Salton Sea/imperial Valley Area 
UCID-16717 76-06 13B PC A02/MF A01 


UCID-16720 


Assessment of Hazards Resulting from Atmospheric 


Propane Explosions at LI. 
UCID-16720 76-07 13M PC A03/MF A01 


UCID-16721 
LLL Geothermal Energy wey wenn ny ve. 


Status —- soeaR, a - 19 
UCID-167 76-06 be We A03/MF A01 


UCID-16738 


Obtaining Computer Data Privacy Through Ac- 
creditation of Computer Centers. 


Sane 








UCID-16738 76-06 98 PC AQ2/MF A01 
UCID-16741 

Carbon Stress Gage Comparison. 

UCID-16741 76-06 148 PC A0Q3/MF A0O1 
UCID-16746 


Preliminary Studies on Accelerator Development 
ram. 
uote 16746 76-13 20G PC A02/MF A01 


UCID-16747 

Keviar/Epoxy and cin Gane Com- 

for the C-4 ig a Center P 
1D-16747 11D PC DME A01 

UCID-16748 

Hivelite Propellant Characterization. 

UCID-16748 76-06 19A PC A02/MF A01 
UCID-16751 

Lithium--Water--Air Battery: A New Concept for Au- 

tomotive Propulsion. 

UCID-16751 76-06 10C PC A04/MF A01 
UCID-16752 


Carbon Stress Gage Study Using the Materials En- 


yoo A Division om —— 
148 PC AO3/MF A011 


UCID-16758-75-1 
Fae Initiation Project. Progress Report No. 1, 1 
Jan 


uary--31 March 1975. 

UCID-16758-75-1 76-06 19D PC A0Q2/MF A01 
UCID-16764 

Empirical Tuff Equation of State Models. 

UCID-16764 76-07 8G PC A02/MF A01 
UCID-16766 

Study of Conventional Preconcentration Techniques 

for Explosive Vapors. 

AD-A026 117/2GI 76-17 19A PC E02/MF AO1 
UCID-16769 


Toxic Vapor Hazard of Heated Mock High Explo- 


UCID-16769 76-08 19A PC A02/MF AO1 
UCID-16776 

Numerical Results from a Study of Lih: The 
Proposed Standard Material for the High Pressure 


roe Ex ent. 
76-09 20i PC AO2/MF A011 


Bohr 
X-Ray Determination of Charge States of lons Mov- 
rin Solids. 
16777 76-02 20L PC A04/MF A01 
UCID-16786 


Fracture Study by Computer Simulation and Holog- 


16786 76-06 11F PC A03/MF AO1 
UCID-16791 
Effect of Salinity on Geothermal Well Performance. 


UCID-16791 76-07 81 PC AQ2/MF A01 
UCID-16794 

Equilibrium Water Vapor Pressure over Adhesives 

and Epoxies. 

UCID-16794 76-06 148 PC A02/MF AO1 
UCID-16795 


Attack of Stainless Stee! Type 2169 by Decomposi- 
tion Products of Tatb Studied by Auger Spectrosco- 


and Esca. 
16795 76-07 11F PC AOQ2/MF AO1 
UCID-16796 


Determination of Chloride Pee nage on 
Detonator Components hs and 
UCID-16796 70 PCA A02/MF A01 


UCID-16797 
ane a Compatibility Behavior of Bridgewires in 


vei 16797 76-10 19D PC A02/MF A01 
UCID-16803 


Reflect: A Program to Integrate the Wave Equation 
ae th Plane — Plasma. 
201 PC A04/MF A01 


senate 
instrumentation for Two-Phase Goethermal Flow. 
UCID- 16806 76-08 8! PC A02/MF A01 
UCID-16807 
Regulatory Aspects of Geothermal Energy Develop- 


ment in the Salton Sea/imperial Valley Area. 
UCID- 16807 76-09 10A PC A03/MF A01 


UCID-16811 


User information for Revised ‘““SOC74" Codes. 
UCID-16811 76-10 8G PC AG3/MF A01 


UCID-16817 


Preliminary Modeling of Roof Collapse and Caiculae- 
tion of Gas Loss, Water influx, and Surface Sub- 
sidence Associated with the Packed-Bed Scheme of 
in Situ Coal Gasification. 

UCID-16817 76-07 81 PC AO3/MF AO1 


UCID-16818 


—— Manual for Code EPSOLA 
-16818 76-10 20K PC A03/MF AO1 


Be etn: 
Elastic--Plastic Stress--Strain Relations Used in 
Code E 


UCID-16819 » 76-07 20K PC AQ2/MF A01 
UCID-16821 

Transport of lon BEAMS by Magnetic Fields on the 

Beam E . 


UCID-1 76-02 18A PC AQ2/MF A01 
UCID-16823 
a Mass Spectrometer for Field and Laborato- 
UCiD-16823 76-05 148 PC AQ2/MF AO1 
UCID-16827-1 


i Propagation Code Work Status Report Mov 
oe ~-4ay Zones and Multi-Pulse BEAMS. 
UCID- 76-09 4A PC A03/MF AO1 


Pee tof 

Current Status of LLL Four-D Atmospheric 
Propagation Code Effort 

UCID-16827-2 76-26 20F PC A02/MF A01 
UCID-16829 


Thermal Stress Analysis of a Ceramic Gas Turbine 


Stator Blade. prepa R 

UCID-16829 21E PC A03/MF AO1 
UCID-16830(REV.1) 

Voa: A 2-D Plasma Physics Code. 

UCID-16830(REV.1) 76-14 201 PC A03/MF A01 
UCID-16833 


Proposed Pressure Vessel Concept and Design for 

Tritium Gas for Operation to Pressures of 68.95 

“ws (680.5 ATM) and Temperatures to 1000 exp 0 

UCID-16833 76-02 18) PC A03/MF AO1 
UCID-16834 

Lithium “Super Hydride”. 

UCID-16834 76-02 7D PC A02/MF AO1 
UCID-16844 


Photodetachment of Electrons from Negative lons 
in a 200-Kev Neutral Deuterium-Beam Source 
UCID-16844 76-10 7D PC A02/MF A01 


UCID-16845 


sagt pre of Laboratory Eaportmente in Ay ay of 

the Lawrence Livermore Laboratory in Situ Coal 
Gasification Program. 
UCID-16845 76-14 7A PC AQ2/MF AO1 
UCID-16846 


Vetoatly Measurements of Mylar Flyers Using the 


UCID-16846 76-10 20D PC A02/MF A01 
UCID-16849 
Dt Fusion meen irradiation of Anil Electron 


rote x 4 Samples 
UCID- 76-02 18A PC A02/MF A01 


UCID-16850 


Dt Fusion Neutron Irradiation of Lasi YAG, a 
and Alumina Samples, Lil Supracil, Lil Molybdenum 
and Lil Photon interrupter. 


UCID-16850 76-02 18A PC A02/MF A01 
UCID-16855 

Windowless X-Ray Detectors 

UCID-16855 76-02 18D PC A02/MF A01 
UCID-16858-76-1 

Effects of Free Radicals in the Shock initiation of 

Explosives. 

AD-A022 812/2GI 76-11 119A PC AOQ2/MF AO1 
UCID-16860 

Flashiamp Pumping of Ed-2. 

UCID- 16860 76-02 20E PC A02/MF A01 
UCID-16861 

ow in —— Energy Flashiamp Envelopes. 

UCID-1 76-02 20E PC A02/MF AO1 
santo 

Scaling of Electron Beam Sources for Laser Fusion 

ope ications. 

UCID-16864 76-05 18A PC A04/MF AG1 

UCID-16865 

Thin Foil Electron Beam impulse Experiments. 

UCID-16865 76-08 201 PC AOQ3/MF AO1 
UCID-16867 


Qdac: A Computerized Version of the Bote Model. 


UCID-16899 


UCID- 16867 76-02 18C PC AQS/MF A01 
UCID-16869 

Clamshell Tests. 

UCID- 16869 76-02 18A PC A02/MF AO1 
UCID-16871 

Lirag-2 Boundary Conditions. 

UCID- 16871 76-10 20D PC A0Q2/MF AO1 
UCID-16872 

Laser-Peliet Heating Studies for Plasma-Target 

Production. 

UCID- 16872 76-05 201 PC AO03/MF AO1 
UCID-16873 


Ot eer A ‘eee — of Bpni Niobiu 
UCID-168 18A PC A02/ ME A011 


senate 


Dt Fusion Neutron irradiation of Wrdc Electron 
Microscopy Samples 


UCID-16874 ‘76-03 18A PC A02/MF AO1 
UCID-16876 

uci tere , 18A PC AQ2/MF AO1 
UCID-16877 

Semifixed Solar- Sneray Concentrator. 

UCID-16877 6-12 13A PC A02/MF AO1 
UCID-16878 


Preview of a Measurement of the Neutron-induced 
Fission Cross Section of exp 241 Pu Relative to exp 


235 U from 0.1 to 30 
UCID-16878 20H PC AOQ2/MF AO1 
UCID-16879 


Electron Beam irradiation of High Explosives. 
UCID-16879 76-10 1 A02/MF A01 


UCID-16880 

Monte Cario Calculations of Cumulative Target Sur- 

— Probability in the Presence of Warhead Fratri- 

cide. 

UCID- 16880 76-11 15G PC A0QB/MF A01 
UCID-16883 

Lii Uranium Hydrogeochemical Survey. Project 

ee for July 1975. 

1D-16883 76-02 8D PC A02/MF AO1 

UCID-16884 


High Power Uv Metal Vapor lon Lasers Pumped by 
Thermal Energy Charge Exc 
UCID- 16884 76-02 


" PC A03/MF A01 

UCID-16885(REV.1) 

Neutron Reactions on U-237. 

UCID-16885(REV.1) 76-03 20H PC AOQ3/MF A01 
UCID-16886 

Geometric (een Pr ye Mica of a 

Particle Traversing an RF GAP hag! 

UCID- 16886 76-02 20G PC A02/MF A01 
UCID-16887 


— of Floor Coverings for Explosives Work 
eas. 
UCID-16887 


76-10 111 PC AOQ2/MF A01 
UCID-16889-1 
Lag see Pw ress in the Design Automation Pro- 
ooh eport, January--June 1975. 
CiD-1 89-1 76-10 9E PC AO03/MF A01 
UCID-16890 
Motion of Charged Particles in Periodically Varying 
Magnetic Fields. 
UCID-16890 76-08 20G PC A02/MF A01 
UCID-16891 
Relation Between Lagrangian Solutions and 
Berstein--Greene--Kruskal Modes in a Cold Plasma. 
UCID-16891 76-05 201 PC AQ2/MF A01 
UCID-16892 
me of a Large Diameter Plasma Focus Insulator. 
UCID- 16892 76-05 201 PC AQ3/MF A0O1 
UCID-16893 


Safety Analysis for Neutron Radiography of High 


Explosives at the Lptr. 
UCID-16893 76-03 181 PC AOQ4/MF AO1 
UCID-16894 


Equalizing Cable to Transmit Wideband Pulse-Like, 
Rising Exponential Analog Waveforms: A New 


rvey. 

UCID-16894 76-08 18C PC AQ4/MF AO1 
UCID-16897 

imacon 600 Uitrafast Streak Camera Evaluation. 

UCID-16897 76-05 20!) PC A0Q3/MF A01 
UCID-16899 

Matrix Multiplication by Diagonals on Vec- 

tor/Parallel Processors. 

UCID-16899 76-11 12A PC AQ2/MF A01 


AR-1397 








UCID-16900 
Ot —— Neutron Irradiation of LI! initial Damage 


UID 1690 “feos 5 18A PC AO2/MF AO1 
sian 


New EOS for Air. 
UCID-16901 76-12 7D PC AQ2/MF A01 
UCID-16902 
Notes on the “RATS” and “Capability-List"’ Operat- 
To eey 
-16902 76-10 9B PC AQ2/MF A01 
UCID-16903 


UCID-16903 7610. BB PC AGZ/ME AO1 


UCID-16904 


E Division Activities Fy 1975. 
UCID-16904 MOS 20H PC A02/MF A01 


UCID-16906 
Application of State Machine Techniques (As 


ee 


UCID-16907 
Ferrofiuidic Seal Test. 
UCID-16907 76-10 11A PC AQ3/MF AO1 


UCID- 16908 

Strain Subjected to a High Pressure 
nvironment. 

UCID-16908 76-21 14B PC A0Q2/MF A0O1 

UCID-16910(PT.1) 


LLL Obase Glossary and Parameter Definitions, Part 
1. 
UCID-16910(PT.1) 


76-10 18C PC AO04/MF A01 
UCID-16913 
Univac Parser. 
UCID-16913 76-13 9B PC A06/MF A01 
UCID-16914 
Compact High-Energy oo —_ S ' 
UCID-16914 A02/MF A0O1 
UCID-16915 
PATTER: A _ Polyaigorithm for the Analysis o 
Generalized Data Sets, Princ Principles and Practice. 
UCID-16915 76-11 9B PC AOS/MF A01 
UCID-16916 
Use of the LLL Fire Data Base. 
UCID-16916 76-12 5B PC AQ2/MF A01 
UCID-16917 
Recent -~ rreaeed Results from Orbit Caiculations 
UCID-16917 76-05 PC A03/MF A01 
UCID-16918 
System to Svaduee how Concentrations of Gas and 
Solvent V  atimaliee r. 
UCID-1691 76-11 14B PC AQ2/MF A01 
UCID-16919 
Automatec ey ye of Operating Systems Written in 
oo 
16919 76-11 9B PC AG2/ME AO1 
UCID-16923 
Scientific Computer Animation. 
UCID-16923 76-12 9B PC AQ2/MF AO1 
UCID-16924 
Linear enegeton Via peas Transforms 
UCID-1692 76-11 20F PC A02/MF A01 
UCID-16925 
Effect of Optical Systems on Diffraction 
UCID-16925 76-08 20F PC A02/MF AO1 
"wan es 


and Propagation Study for the 
Kjoule Laver System 
76-08 20E PC A03/MF A01 


UCID-16827 
Response to Subcommittee on Environment and At- 


16927 76-12 138 PC A02/MF AO1 
UCID-16928 
Subnet: A Preprocessor for Management of Com- 
okt Networks. 
16928 76-12 9B PC A0Q2/MF AOi 
UCID-16830 


Flowing Dye Cell om: Pump System for Mode- 
Locked Oscillator. 


UCI 16890 76-08 20E PC A02/MF A01 
UCID-16931 

Piezo-Electric Fiuid Dye Cell Pump. 

UCID-16931 76-09 20F PC AQ2/MF AO1 
UCID-16932 


Dielectric Analysis of a Room-Temperature-Cured 
Urethane Adhesive. 


AR-1398 


UCID-16932 76-12 11A PC AOQ2/MF AO1 
UCID-16833 

1 Principles of Chemistry and Physical Chemis- 

ry. 

UCID-16933 76-12 7D PC A11/MF AO1 
UCID-16934 

Characterization Procedure for Thermosetting 

UCID-16934 76-12 111 PC AQ2/MF AO1 
UCID-16935 


ae Modeling of Photodissociation lodine Laser 


UCID-16935 76-08 20E PC A03/MF A01 
UCID-16937(PT.1) 

Automatic Radiochemical Gas-Separation System 

Development. Part . 

UCID-16937(PT.1) 76-08 148 PC A02/MF A01 
UCID-16937(PT.2) 

Automatic Radiochemical Gas-Separation System 

Development. Part 2 Components. 

UCID-16937(PT.2) 6-10 148 PC A02/MF AO1 
UCID-16938 


Decomposition of Carbonate Minerals in Spent Oil 


UCID-16938 76-12 81 PC AQ3/MF AO1 
UCID-16939 

Caiculations for eek nostics in 2XiB. 

UCID-16939 201 PC AO04/MF A01 
UCID-16940 

Dt Fusion Neutron irradiation of Bpni Graphite Ir- 

radiation Capsule and Lili Niobium Tensile 

Specimens. 

UCID-16940 76-10 18A PC A02/MF A01 
UCID-16941 


Dt Fusion Neutron Irradiation of Wrdc Electron 
Microscopy Samples, Lii Supracil Samples, and Lil 


Aluminum Tensile . 

UCID-16941 76-08 18A PC A02/MF AO1 
UCID-16942 

Dt Fusion Neutron Irradiation of Lil Copper Tensile 

Specimens at 210 exp 0 C. 

UCID-16942 76-10 18A PC AOQ2/MF A01 
UCID-16944 


Spectral Measurements of Electrons and X Rays 

Emitted from Plasmas Produced Using a 1.06- mu 

UCID-16944 76-09 201 PC A02/MF A01 
UCID-16945 


Final Report for EMP instrumentation Project DONA 

lacro 75-815: Magnetic Thin Film Sensors 

UCID-16945 76-09 148 PC A03/MF AO1 
UCID-16946 


uations of State for the Ceramics BeO and B sub 


UCID-16946 76-10 11B PC A02/MF AO1 
UCID-16947 

ppunee Sesengee a p Seema. 

UCID-1694 201i PC A02/MF AO1 
nl 

Enhanced Filtration, July--September 1975 Progress 

Report. P No. ‘ 

UCID-16949-75-3 76-11 148 PC AO02/MF A011 
UCID-16949-75-4 

eee Filtration, October--December 1975 

UCw 16049 75-4 76-25 13H PC AQ2/MF AO1 
UCID-16950 


Two-Dimensional Calculations of a Five-Spot High- 
Explosive Array i 1 


UCID-16950 ‘76-12 81 PC AO2/MF AO1 
UCID-16951 
» eae we Pro pa a — LLL Experimental 
Site Salton Sea 
UCID-16951 me *i PC A02/MF A01 
UCID-16952 


Determination of Silver in Electroplating Baths by 
Controlled-Poten tial -  e ~~ 
UCID-16952 PC A02/MF A01 


UCID-16953 
row of State for Pentolite. 
1D-16953 76-11 19D PC AQ2/MF AO1 
po vee 
Program 
Staiue Report. wh on 1Brs--August 07 197 . 
PC AOS/MF A01 
snail 
Thermophysical Measurements on Metals Up to 0.4 
GPa and 8000K. 
UCID-16956 76-11 11F PC AQ2/MF AO1 


UCID-16958 


oer yl the Dependence of gamma -Ray 
yey A. 9 on the aire interval Size for 

roe A gamma ) 
76-10 20H PC A02/MF A01 


Bp 
Hone Rotator 5 Kv oe Ban 
UCID- 16960 6-10 108 PC A02/MF A01 
UCID-16961 
Full ay + CRT and Teletypewriter Driver. 
76-14 9B PC A04/MF A01 
sonias 


oe 1. aaa Flow in a Two-Component Mirror 


UCI. 16962 76-13 201 PC AOQ3/MF A01 
UCID-16963 

W2T-ARIZ/LLL1: A Time-Domain oo for Studying 

Electromagnetic ee ae 

UCID-1 20N oe /MF A01 
UCID-16966 

Determination of Neptunium in a U--0.5% Nop Alloy 

by Controtied-Potential Coulo 

UCID-16966 76-12 7D PC AQ2/MF A01 
UCID-16968 


Calculation of TNT Coal Fracturing in Air and 
Water 


UCID-16968 76-13 81 PC AQ2/MF A01 
UCID-16969 


Frictional Effects Between Overton Sand and a 
Simulated Casing for a Bore Hole. 
UCID- 16969 76-12 18C PC AQ3/MF A01 


UCID-16972 

Theoretical Consideration of Possible Noniinearities 

in the Optical Faraday Effect for Pulsed High Mao. 

netic Fields. 

UCID-16972 76-14 20L PC AO3/MF AO1 
UCID-16973 

Radiationally-induced Radial Contraction of Z- 

Pinches. 

UCID-16973 76-12 201 PC AOQ3/MF AO1 
UCID-16977 

Classification of X-Ray Powder Diffraction Patterns 

Using Pattern Recognition. 

UCID-16977 76-14 208 PC A03/MF A01 
UCID-16978 


Dt Fusion Neutron Irradiation of Bni-Las! Supercon- 
ductor Wires and LIi-Bpn! Aluminum Foils. 
UCID-16978 6-12 18A PC AO02/MF A01 


UCID-16979 
Dt Fusion Neutron oes of Bni-Lasi Supercon- 
ductor Wires, Wrdc E n Microscopy, Samples, 
Bpni Molybdenum Be Nickel Foils, and Lil "alu: 
minum Tensile S 
UCID-16979 76-12 18A PC A02/MF A01 
UCID-16980 


Ot Fusion 
Wires, and 
UCID-16980 


tron irradiation of Bni-Lil al--1% Cu 
| Supracil. 
76-12 18A PC A02/MF A0O1 
UCID-16981 


Fission Cross Section Ratio of exp 239 Pu to exp 
235 U from 0.1 to 30 Mev 


UCID-16981 76-12 20H PC A02/MF A01 
UCID-16982 
an ot of State for ere. a 
11L PC 
UCID-16984 


Control of Gas and Liquid Effiuents During Hoe 
Creek Experiment No. 1. 
UCID- 16984 76-22 13B PC A03/MF AO1 
UCID-16985 


Some Considerations in the Design of a Venetian 


Blind Direct Converter. 
UCID-16985 76-13 18A PC AO02/MF AO1 
UCID-16989 “ 


Plasma Focus Project. 
UCID-16989 76-15 18A PC AOQ2/MF AO1 
UCID-16990 


Development of —a Adhesives for Phase 3 


Ww ns: Status Repo 
UCID- 16990 OP OT os 15F PC AO2/MF AO1 
UCID-16992 


Photon-induced Gas Breakdown in the Gas-Em- 

bedded Z-Pinch. 

UCID-16992 76-14 201 PC AOQ2/MF AO1 
UCID-16993 

Dynamics of Trivalent Rare Earth Molecular Vapor 

Lasers 


UCID-16993 76-13, 20E PC A03/MF A01 








UCID-16996 
Basic Manual for the Use of Automatically Pro- 
rammed Tools 
§ciD-16996 76-21 5i PC AO4/MF AO1 
UCID-16997 


Methods for ay = Treating Metals, Ceramics, and 


Plastics Before nding. 

UCID-16997 76-16 13H PC A02/MF AO1 
UCID-16998 

Direct Communication Through a Conducting Medi- 

um. 

UCID-16998 76-14 17B PC AQ2/MF AO1 
UCID-17002 

H, D and T Profiling by Bey - 

UCID-1 17002 6-14 18A PC A03/MF A01 
UCID-17003 

NEWORLD: A World Dynamics Code for Assessing 

the += of Space Colonization. 

UCID-17003 76-14 98 PC A03/MF AO1 
UCID-17005 

Use of implicit Monte a Radiation Transport 

ics and Compton 

YciD-+7005 76-15 18H Sec aoa har A01 

UCID-17007 


Estimates of Thermal Front Movements and Pres- 


sure-D Vs-Flow-Rate Relations in Forward in 
Situ Gasification. 

UCID-17007 76-21 81 PC AO02/MF A01 
UCID-17008 


Summary of Geology at the ERDA--Magma--Sdg 
and E Geothermal! Test Site. 
UCID-17008 76-14 81 PC A02/MF AO1 
UCID-17009 
Velocity Damping in the HEMP Computer Program. 
UCID-17009 76-25 20K PC A02/MF A01 
UCID-17010 


Descriptive Summary of Airbiast Effects for Buried 


Detonations. 
UCID-17010 76-25 18C PC AO2/MF A01 
UCID-17011 


Draft Environmental Assessment of Application by 

ERDA for a Special Land Use Permit for Use of 

Public Lands in Wyoming for in Situ Coal Gasifica- 
ents. 


tion 

UCID-1 76-21 138 PC E03/MF AO1 
UCID-17012 

Equations for a Two-Dimensional Diffusion Routine. 

UCID-170 012 76-15 18K PC AOQ2/MF AO1 
UCID-17013 

Bbc Hydrodynamics. 

UCID-17013 76-14 20D PC A03/MF A01 
UCID-17014 

STIL: A oa Tool wr } Language. 

UCID-170 98 PC AO04/MF A01 
inca 

NADS FSK Modem, Lea 74-2248 

UCID-17015 76-13 18C PC AG3/MF AO1 
UCID-17017 

Design - a in Situ — coro. 

UCID-17 81 PC A02/MF A01 
i cate 


Flow Through Porous Media from a Nuclear Cavity. 
UCID-17018 76-14 18C PC A03/MF AO1 
UCID-17021 


Dt Fusion Neutron Irradiation of BNL-LASL Super- 
conductor Wires, UW-LLL Metallic Foils, and LLL 
Tensile Specimens. 
17021 76-16 20 PC AO2/MF AO1 
UCID-17022 


ress on the Reference Mirror Fusion Reactor 
n 


UCID-17022 76-15 18A PC A02/MF A01 
UCID-17024 

Design of Yagi Antennas for a Doppler Radar 

System That Measures Ocean Surface Currents. 

UCID-17024 76-26 17! PC AO04/MF A01 
UCID-17025 

Mx Draft Proposal. 

UCID-17025 76-14 18A PC A10/MF A011 
UCID-17026 

TARTNP User's Manual. 

UCID-17026 76-26 18K PC A03/MF A01 
UCID-17027 

Dynamics of Permeable Membranes in Microwave 

oe Applications 

76-21 7D PC A02/MF A01 


UCID-17028 
Comparison of Series Regulated Neutral 
Accel Supplies with Shunt Regulated Accel — 
Gon-17008 76-25 18A PC AOQ2/MF AO1 
UCID-17030 


Estimate of Energy Density on Cyclops Spatial Filter 
Pinhole Structure 


UCID-17030 76-16 18A PC AQ2/MF AO1 
UCID-17¢31 


cil E Power ong Filter Conaisesetonn. with Spe- 
a — on ~~ °c etry. 
6-1 1A PC A03/MF A01 


hes 
ee Goene Grid * — a Direct Converters. 
UCID- 18A PC A03/MF A01 
dies, 


Determination of the Grueneisen Thermodynamic 
Lattice — for alpha -Plutonium. 
1D-17033 76-25 18) PC AO2/MF A01 


UCID-17035 

ntegrai Hologram as a Scientific Tool. 

UCI. 17035 76-25 14E PC AO2/MF AO1 
UCID-17037 

Status of 2X11B Plasma or ar Experiments. 

UCID-17037 201 PC AOS/MF A01 
UCID-17038 

+ ow a of anes a The 

UCID- PC! A04/MF A01 
sannatheies 


Present Status of Mirror a Aggy 
UCID-17038(REV.1) 76-25 1 PC A04/MF A01 
UCID-17039-1 
Shock and Vibration Testing of an Mx-Missile 
pees Solid Propellant oe: Motor (Project 
ny en re pe a Progress Report, 


in "1. 1975--January 31, 1976. 
UCID-17039-1 6-21 21H PC A02/MF AO1 
UCID-17040 


Semiautomatic Dosimeter Loader. 
UCID-17040 


76-25 18D PC A02/MF A01 
UCID-17044 


Thermodynamic Equilibrium for Wyoming Coal: 
New Calculations. 
UCID-17044 76-22 21D PC A02/MF A01 


UCID-17045 
Introduction to the Theory of Machines and Lan- 


17045 76-26 98 PC A06/MF A01 
UCID-17047 
Measuremen of the Neutron-induced Fission 
Cross Sections of exp 240 Pu and exp 242 Pu Rela- 
tive to exp 235 U. 
UCID-17047 76-22 20H PC A02/MF A01 
UCID-17048 


a Blanco Gas Composition: Preproduction Test- 
of the Rbe-01 Wellhead. 


ID-17048 76-25 18C PC A04/MF AO1 
UCID-17049 
Equilibrium Water Vapor Pressure and Total 
Moisture Content Measurements on TAT 
UCID-17049 76-21 19A PC AQ2/MF A01 
UCID-17055 


Dt Fusion Neutron Irradiation of Bni-Lasi Supercon- 
ductor Wires, Bpni Nickel and Molybdenum, Orni 


Magnesium Oxide, Uw-Lli Metallic Foils, and Lil 

Aluminum Tensile. 

UCID-17055 76-16 18A PC AOQ2/MF A01 
UCID-17059 

Piecewise Polynomial Functions. 

UCID-17059 76-25 12A PC AOQ3/MF A01 
UCID-17061 


DT Fusion Neutron Irradiation of BPNL Graphite Ir- 
on ea Capsule, LLL Niobium, and LLL SiC 


1D-17061 76-25 18A PC A02/MF AO1 


UCID-17062 


DT Fusion Neutron Irradiation of ANL Electron 
Microscopy Samples, LLL ‘Tritium-Tricked’ Niobi- 
um, LLL Al sub 2 O sub 3, SIC, and B sub 4C, and 
an LLL Sputtering Experiment. 


UCID-17062 18A PC A02/MF A01 
UCID-17067 

Overview of the imperial Valley Environmental Pro- 

ject. 

UCID-17067 76-22 138 PC A02/MF A01 
UCID-17068 


Performance Test of a Biladeless Turbine for 
Geothermal Applications. 
UCID-17068 76-26 108 PC A0Q2/MF A01 


UCID-17127 


UCID-17069 
ee emma interval Meter System Evalua- 
t , 


UCID-1 76-26 18C PC A06/MF AO1 
UCID-17070 
Neutron Measuements of a Reflex Diode Pulsed lon 
Source Experiment 
UCID-17070 76-22 201 PC A0Q2/MF A01 
UCID-17071 
UC ort 76-25 20€ PC AGQ/MF AOt 
UCID-17073 
LPTR irradiation of LLL Bk-7 — Sam yor 
UCID-17073 76-25 118 PC AOQ2/MF AO1 
UCID-17074 
LPTR irradiation of ORNL Magnesium Oxide 
1D. 17074 76-26 18) PC AOQ2/MF AO1 
UCID-17075 


Dt Fusion Neutron irradiation of Lii Copper Tensile 

. mens at 210 exp 0 C and Sil Fiber Optic Bun- 

UCID-17075 76-16 18A PC A02/MF A01 
UCID-17076 

Dt Fusion Neutron irradiation of Bni-Lasi Su on- 

ductor Wires, Bpni Graphite irradiation Capsule, 

and Lil Kelviar 49. 

UCID-17076 76-18 18A PC A02/MF AO1 
UCID-17078 


DT Fusion Neutron Irradiation of BNL-LASL Super- 
conductor Wires, BPNL Molybdenum and Nickel, 
UW-LLL High Purity Metallic Foils, LLL Niobium, 
LLL Supracil, and LLL Aluminum Tensile 


mens. 
UCID-17078 76-22 
UCID-17082 


—_ Frequency System Project implementation 


18H PC A02/MF A01 


UCID-17082 76-22 18C PC AOS/MF AO1 
UCID-17083 

Mirror Reactor Blankets. 

UCID-17083 76-22 18A PC A0S/MF AO1 
UCID-17086 


Flat-Plate Solar Collector Handbook: A Survey of 
fy Technical Data and Evaluation Results 
UCID-17086 76-22 13A PC AOS/MF AO 


UCID-17087 

TATB Formulation ~~ 

UCID-17087 25 119A PC AO3/MF AO1 
UCID-17093 

Electron Bounce Modes in Mirror Piasm 

UCID-17093 76-25 201 PC A02/MF A011 
UCID-17096 

Cross-Fieid injection of a Charged, Polarized, lon- 

Electron . 

UCID-17096 76-25 118A PC A02/MF A01 
UCID-17097 

Status to Erda Nuclear oe Committee. 

UCID-17 76-25 PC A03/MF AO1 
UCID-17105 

Bausch © Effect in Uranium. 

UCID-171 76-26 11F PC AO2/MF AO1 
UCID-17106 


Anisn-L, a Cdc-7600 Code Which Solves the One- 

Dimensional, Multigroup, Time Dependent Trans- 

rthe wy by the Method of Discrete Ordinates. 

Cl 76-26 18F PC AOS/MF AO1 

‘man. 

Some Effects of Magnetic Wallis on the Transverse 

Motion of an intense Beam of Charged Particles. 

UCID-17108 76-26 20G PC A02/MF A01 
UCID-17119 


Modification of a Hardwired fy teers apnetoat to 


UCID-17 

datas: 
gy of the Shallow Depth Explosions. 
UCID-17120 76-26 18C PC A02/MF AO1 


UCID-17123 
na of Layered ge in Comparison 
Homogeneous Stemming. 
76-26 15F PC AOQ2/MF AO1 


UCID-171 123 
UCID-17124 

tw | Users sone for — 

UCID-17 6-26 PC A03/MF AO1 
rst 

Number Systems: Cross-Reference Guide MCS-8 

Microcomputer. 

UCID-17127 76-26 9B PC A02/MF A01 


AR-1399 








UCID-17128 

= een ublication Reference List. 
UCID-17 76-26 9B PC AOQ2/MF A01 
amet 

MCS-8 Microcom 


Debugging fection 6 00D} for MCS-8 Microcom- 


-17129 76-26 9B PC AQ2/MF A01 

UCID-17130 

LIL6/V2: A List interpretive Language for the MCS-8 

Microcomputer 

UCID-17130 76-26 9B PC AO2/MF A01 
UCID-17131 

Simulator Program for the MCS-80 8080 CPU. 

UCID-17131 76-26 9B PC A0Q2/MF A01 
UCID-17132 

MCS80 Marco Assembler for the 8080 CPU. 

UCID-17132 76-26 9B PC A0Q2/MF A01 
UCID-17153 

Estimation of the Adiabatic Energy Limit Versus 

beta in Baseball II. 

UCID-17153 76-26 18A PC AQ3/MF A01 
UCID-30040(ED.7) 


a. oa f A Set of General-Purpose Text Editing 


GOI s0neED.7) 76-12 9B PC AO4/MF AO1 
UCID-30048(REV.2) 

User's Guide to the OCTOPUS Computer Network 

(The Shoc Manual 

UCID-30048(REV .2) 76-14 9B PC AOQS/MF AO1 
UCID. 30087(REV.1) 


Structural-Analysis Movie Postprocessor (Sampp), 
User’S Manual. 
UCID-30087(REV.1) 76-12 20K PC AOQ3/MF A01 


UCID-30098(REV.1) 
BLIB76 Subroutine Library and Macro File CF76 
with the Blibstar Subroutine Library and 

File Cfstar. 
UCID-30098(REV.1) 76-11 9B PC AOS/MF AO1 

UCID-30100(REV.1) 
TRIX: An interactive, interpretive Language for 

Manipulating Strings of Characters. 

UCID-30 76-14 98 PC AO04/MF AO1 


100(REV.1) 
UCID-30103 
os A General Analysis and Plotting P 
UCID-30103 76-07 9B PC a/MF A01 
UCID-30106 


ane reer Jot and Readi. 
UCID-30106 76-06 9B PC AOQ2/MF AO1 


UCID-30107 

Subroutine Givrj. 

UCID-30107 76-06 9B PC A02/MF A01 
UCID-30110 

CALFIL: A Subroutine to Prepare Calendar Table 

UCID-30110 r 76-10 SA "Pe A02/MF A0t 
UCID-30111 

Octopus System User’S Guide. 

UCID-30111 76-06 98 PC A03/MF AO1 


UCID-30112 


Episode: An Experimental Package for the integra- 
tion of ~ Ay + gm of mae | Differential Equations. 
12A PC /MF A01 


UCID-30113(PT.1) 
Finding LLL ‘Computer Documentation. Part |. TRIX 
DOCUMENT: A Kno Way to Get information on 
Any Com cument. 
UCMD-SOTIPT 1) 76-11 9B PC A0Q2/MF AO1 
UCID-30113(PT.2) 


Finding LLL Computer Documentation. Part 2. Cita- 
tion Searching with Master Control. 
UCID-30113(PT.2) 76-11 9B PC AOQ2/MF AO1 


UCID-30114 


ee Epos Satte # Cyrene Soars S 
UCID-30 6-10 9B PC AGS/MF AO1 


ease 


User'S Guide to Slope, a Simulator of the Scope 

Operating System Executable under the Livermore 

ee ne oe OS TS See a 

UCID-30115 76-11 98 PC A03/MF A01 
UCID-30115(REV.1) 


User's Guide to Slope, a Simulator of the Scope 
Executable under the Livermore 
Timesharing System on CDC 7600 ences at 


LLL. 
UCID-3011S(REV.1) 76-26 9B PC A03/MF A01 


AR-1400 


UCID-30116 
GEARS: Solution of Ordinary Differential Equations 
Jacobian Ma 


Having a S trix. 
UCID-90116 76-12 12A PC AQ3/MF AO1 


UCID-30118 

TMDS Manual. 

UCID-30118 76-14 9B PC AO3/MF AO1 
UCID-30119 

oo A Vectorized Ordinary Differential Equation 

UCID-30119 76-11 12A PC AO3/MF AO1 
UCID-30120 

ND: A Program to Analyze Data on Air Pollution in 

the San Francisco Bay Area. 

UCID-30120 76-12 13B PC AOS/MF A0O1 
UCID-30121 

VALID: A Routine to Validate input Data 

UCID-30121 76-11 9B PC A02/MF AO1 
UCID-30122 

——— An Aid in Converting Programs from Chat 

UCID-30122 76-11 968 PC AG2/MF AO1 
UCID-30123 


Star ‘“Basic’’ Mathematica! Subrout 
UCID-30123 76-13 9B ~~ 
UCID-30125 


ly A Postprocessor for the TRIX/RED Report 


UCID-30125 76-13 9B PC A04/MF AO1 
UCID-30126 

CONCORD: A Word index Generator for Arbitrary 
Text vy 

UCID-301 76-14 9B PC AOQ2/MF A01 
UCID-30127(PT.1) 

PLOTPK: An interactive Program That Creates 
Graphs and Edits Pictures. Part 1. User's Guide. 
UCI 127(PT.1) 76-14 9B PC AQ3/MF A01 
UCID-30127(PT.2) 

PLOTPK: An interactive Program That Creates 
—— and Edits Pictures. Part 2: Reference 

anual. 

UCID-30127(PT.2) 76-14 9B PC A04/MF A01 
UCID-30128 

FENIX: The LRLTRAN Compiler for the Star. 
UCID-30128 76-21. 9B PC A02/MF A01 
UCID-30130 


Preliminary Documentation of GEARIB: Solution of 


—_—_* ome i. ee Sraenary Differential Equations 

UCID-301 130 a2 12A PC A02/MF AO1 
UCID-30131 

— OCTOPUS Error Messages, Order, Orderlib, 

UCID-30131 76-26 9B PC A03/MF AO1 
UCID-30135 

oo a s Guide. 

UCID-30 76-26 9B PC AO3/MF A01 
Ps = ae 

Energy and Technology Rev 

UCID-52000-76-2 76-25 OE PC A03/MF A01 
UCLA-ENG-75-81 


A Text wor mn gnome, Mt ee for Modifying Facial 
Line Draw on a CRT 


AD-A020 753/0G! 76-08 9B PC AOS/MF A01 
UCLA-ENG-7423 
Estimates of the Risks Associated with Dam Failure. 


UCLA-ENG-7423 76-10 138 PC A17/MF A01 
UCLA-ENG-7442 

Experiments in Hydraulic —_ es oe 

PB-246 739/7GI 76-03 A04/MF A01 
UCLA-ENG-7445 

PERA (CV) Project Risk Managemen 

AD-A018 961/3GI 76-04 13) Bc AQ3/MF A01 
UCLA-ENG-7468 


Transient Analysis « Lmfbr Oxide Fuel Elements 
During Accidents. 2. Technical Report. Final Report, 
1 ee aoe a — 1974. 

76-05 


181 PC AO7/MF A01 


hn —— 

Post-Accident Core Retention for Umfbr’S. 2. 
Technical Report, 1 July 1973--30 June 1974. 
UCLA-ENG-7472 6-02 181 PC AO7/MF A01 
UCLA-ENG-7488 


Methodology for Digital System Design Based on 
Structural and Functional Modeling. 
UCLA-34P214-8 76-06 9B PC A17/MF A01 


UCLA-ENG-7499 


Random Access Techniques for —_ Transmission 
over Packet Switched Radio Networks 


AD-A018 656/9G! 76-04 178 PC A13/MF A01 
UCLA-ENG-7505 

On the Synthesis of Reliable rams. 

UCLA-34P214-9 76-09 PC A11/MF A01 
UCLA-ENG-7542 

Reclamation of Hyperion Secondary Effiuent by 

PB-249 260/1Gi 76-08 138 PC A06/MF AO1 
UCLA-ENG-7543 

Relative Transport Rates of Alkali lon Across Cellu- 

PB-249 193/4GI 76-08 7A PC AOS/MF A01 
UCLA-ENG-7545 

Safety Research Needs for Carbide and Nitride 

Fueled Umfbr'S. Final wry 

UCLA-ENG-7545 181 PC AOQ4/MF AO1 
UCLA-ENG-7558 

Precipitation Hardening of Nickel--Aluminum Alloy 

Single Crystalis and Its on the Size Dis- 

tribution of gamma-Prime Precipitates. 

UCLA-34P172-15 76-10 11F PC AO7/MF A01 
UCLA-ENG-7568 


Anisotropic Transport Effects in IGFETS. 
AD-A017 450/8G! 76-01 20L PC A02/MF A01 


UCLA-ENG-7569 
Amplitude Distribution Analysis of Acoustic Emis- 


AD-A017 004/3G! 76-01 20A PC AOQ3/MF AO1 
UCLA-ENG-7575 


Long Term Memory in Junction Devices Using Mul- 

tivalent Trapping impurities in Silicon. 

AD-A018 213/9G! 76-03 9A PC AO7/MF A01 
UCLA-ENG-7578 


A General Purpose eye Mode! to ne onl 

ment the Use of TRANS! Decisio 

Alternatives. A See ‘Study a and Demonstration, 
PC A04/M 


AD-A021 094/8G! F AO1 
UCLA-ENG-7579 

Queueing Network Models for Computer Systems. 

AD-A018 657/7GI 76-04 9B PC A12/MF A01 
UCLA-ENG-7580 

Anisotropic Transport Effects in FETS. 

AD-A023 917/8G! 76-13 20L PC A02/MF A01 
UCLA-ENG-7587 


Optimum Design of ee Cylindrical Shells 
Subjected to Dynamic Loading 
AD-A021 248/0G! 76-09 PC A03/MF A01 


UCLA-ENG-7590 
Se of New or improved Optical and Electrical 


AD-AO2S 903/8G! 76-13 20E PC A04/MF A01 
UCLA-ENG-7595 

Communication Networks: Delay-Capacity Func- 

tions and Reliable Topological Structures, 

AD-A021 439/5G! 7 17B PC AO4/MF AO1 


UCLA-ENG-7600 


Stress Wave Generation in Solids Using a Low 

Power Laser, 

AD-A022 239/8G! 76-10 
UCLA-ENG-7608 


Moment Space Error Bounds for Digital Communi- 
cation Systems with intersymbol interference Based 


11B PC AOS/MF A01 


on nth. Moment. 
AD-A025 013/4GI 76-15 17B PC A03/MF A01 
UCLA-ENG-7609 
Zero-Gravity Growth of NaF-NaCi Eutectics in the 
lab Program. 
N76-24289/0GI 76-19 208 PC A04/MF A01 
UCLA-ENG-7612 
Synthesis of New gears Materials and Their 
ary to ating ools. 
342/8G! 76-14 131 PC AOQ3/MF A0!1 
UCLA-ENG-7620 


Stability and Instability seer S for Nonlinear 


Evolutional Equations in Hilbert Spa 
AD-A023 220/7G! 76-12 12a" PC ‘A03/MF A011 
UCLA-ENG-7621 


A Study of Strain Hardening and Fracture in tron- 
Based 


AD A022 388/76! 76-10 


UCLA-ENG-7623 
On Reliable Topological Strucwres for Message- 
Networks 


Switching Somme ‘ 
76-20 178 PC A04/MF AO} 
4. 


11F PC AQ2/MF A01 


AD-A027 150/2G! 








UCLA-ENG-7624 

Theoretical a of ATJS Graphite Disks Frac- 

tured by Spinnin 

AD-A024 711/4GP 76-14 118 PC A03/MF aot 
UCLA-ENG-7628 

Optimization ee See. Time Daily Operation of a Mul- 

potos? 61571 515/7G! 76-24 138 PC A0S/MF AO1 
UCLA-ENG-7633 

a Sone Electrodes with Sparingly Solu- 

ble ts, li Short Time Transients. 

AD-A024 031/7GI 76-13 10C PC AO3/MF AO1 
UCLA-ENG-7634 


Secondary Elect oro of Shape Change in Zinc 
AD-A026 25 1/201 Ort 6-19 10C PC AO7/MF AO1 


UCLA-ENG-7638 
interactions of Satellite-Speed Helium Atoms with 


Satellite Surfaces. 2: Energy Distributions of 

Reflected Helium Atoms. 

N76-23960/7GI 76-18 7D PC AQ3/MF A01 
UCLA-ENG-7654 

Biocybernetic Control in Man-Machine Interaction. 

AD-A026 194/1GI 76-18 6D PC AOS/MF A01 
UCLA-ENG-7656 


Diameter and Connectivity Considerations in the 
Design of Communication Networks 


AD-A026 367/1Gi 76-21 17B PC AQS/MF A01 
UCLA-ENG-7657 

Biocybernetic Control in Man-Machine interaction. 

AD-A026 193/3GI 76-18 6D PC A0S/MF AO1 
UCLA-ENG-7672 

Waves and instabilities in Steady-State High-Beta 

Plasmas. 

AD-A030 924/5GI 76-26 201 PC A04/MF A01 
UCLA-ENG-7696 

Computer Network Research. 

AD-A031 242/1GI 76-26 9B PC A02/MF AO1 
UCLA-10-P25-33 


Annual Progress Report to U.S. Energy Research 

and Development Administration. 

UCLA-10-P25-33 76-11 20H PC A02/MF AO1 
UCLA-12-990 

Preliminary Analyses of Soils and Vegetation in the 


Vicinity of the Mohave Generating Station in 
UCLA-12-990 


76-06 6F PC A06/MF A01 
UCLA-12-1010 


Exp 239 Pu, exp 240 Pu, and exp 241 AM Con- 

tamination of Vegetation in Aged Fallout Areas. 

UCLA-12-1010 76-05 8H PC A02/MF AO1 
UCLA-12-1016 

Roots of Higher Plants as a Barrier to Translocation 

of Some Metals to Shoots of Plants. 


UCLA-12-1016 76-14 6C PC A02/MF A01 
"aliement 
Cellophane Sandwich ent Se System 
UCLA-12-1019 PC AOQ2/MF AO1 


UCLA-12-1040 
Origins of Circular Dichroism Bands in Bowman-- 


Birk Soybean Trypsin Inhibitor. 
UCLA-12-1040 76-13 


UCLA-12-1047 


Determination of exp 238 Pu and exp 242 cm in 
ueous Solid Extracts 
LA-12-1047 


UCLA-12-1060 


Strand yo Base Release and Post-irradiation 
n ONA gamma pA me in Dilute O sub 


2- nied Aqueous Solution. 
UCLA-12-1060 76-26 6A PC A0Q3/MF A01 


UCLA-12-1061 
Monophosphate End Groups Produced in Radiation 
in ONA 


induced Strand eee 
UCLA-12-1061 6-26 6A PC A0Z2/MF AO} 


UCLA-12-1062 
Double-Stranded DNA in Methanol-Ethanol-Buffer 


Solvent System. 

UCLA-12-1062 76-26 6A PC AO3/MF AO1 
UCLA-12-1063 

Chemical Consequences of 
Acids. 

UCLA-12-1063 
UCLA-34P8X7 


Function of Chloroplast DNA in Relation to 
Chloroplast Proteins. —— Report (1972--1975) 
and Future Plans (1975--1976). 

UCLA-34P8X7 76-07 6A PC AO02/MF A01 


70 PC AO3/MF AO1 


76-16 7D PC A02/MF A01 


irradiating Nucleic 
76-26 6R PC A02/MF A01 


UCLA-34P88-36 


Pa and Inter-Molecular Energy Transfer S 
ress Report, 1 June i May 1975. 
UGCA S4PO8 96 76-08 PC AOS 


UCLA-34P91-82 
Mechanisms of 


/MF AO1 


—- monte and 

Resonance 

Techn ues. Annual Report, 15 ‘Vabeen 1974--14 
September 1975. 

76-10 70 PC AO2/MF AO1 





UCLA-34P91-82 
UCLA-34P102-53 


isotopic Studies on Structure-Function Relation- 

ships of Nucleic oa. Sw Enzymes. Three Year 

Progress Report, --October 1975. 

UCLA-34P 102-53 ” 76-14 7D PC AQ2/MF AO1 
UCLA-34P172-14 


Particle Size Distribution Effects in Precipitation 


Hardening. Sixth Annual Progress Report, 16 
January 1974--15 January 1975. 
UCLA-34P172-14 76-02 11F PC AO04/MF A01 


UCLA-34P172-15 


Precipitation Harden of Nickel--Aluminum Alloy 
Single Crystals and Its on the Size Dis- 
tribution of gamma-Prime P 


recipitates. 
UCLA-34P172-15 76-10 11F PC AO7/MF A01 
UCLA-34P172-16 


Irradiation-induced i. in Ni--Si os 
UCLA-34P172-16 76-02 11F PC A02/ 


UCLA-34P177-23 


Reactor Steels Studies. Progress Report, July 1974- 

-January 1976. 

UCLA-34P177-23 76-25 11F PC AQ2/MF AO1 
UCLA-34P203-1B 


Post-Accident Core Retention for Lmfbr'S. 2. 

Technical Report, 1 July 1973--30 June 1974. 

UCLA-ENG-7472 6-02 18! PC AO7/MF A01 
UCLA-34P214-8 


Methodology for D 


| System Design Based on 
Structural and Funct onal Moda 


odeling. 
9B PC A17/MF A01 


UCLA-34P214-8 

UCLA-34P214-9 
On the Synthesis of Reliable Programs. 
UCLA-34P214-9 76-09 PC A11/MF A01 


UCLA-34P214-14 


Annual Progress Report for Ener Dae and 


= ment Administration, . 
UCLA-34P214-14 76-09 PC ‘A02/MF AO1 


UCLA-34P214-15 
- Hoc saa ued Networking Group Experimental 


Progra 
UCLA-34P214-15 76-10 9B PC A04/MF A01 
UCLA-34P218X1 


Multiheteromacrocycles That Complex Metal ions. 
UCLA-34P218X1 76-06 7C PC A02/MF A01 


UCLA-34P218X2 
iultinetaramacrogscles That Complex Metal ions. 


Secon rt, 1 May 1975--30 April 1976. 

UCLA-34P218X2 76-14 7C PC MF A01 
UCLA-34P224X1 

Relationship of Rock Physics and Petrology to 


Geothermal Energy a Progress Report, 


November 1, 1974--August 1, 5. 
UCLA-34P224X1 76-10 "8G PC A03/MF A01 
UCR-34P77-47 


Electric and yale. vueperees of Transition 


Metals and Their 
UCR-34P77-47 re16. “11F PC AQ3/MF A01 
UCRL-TRANS-1521 


Epimination of Olefins by 3,3-Pentamethylene Ox- 
azridine Le Stage Synthesis of Aziridines. 
UCRL-TRANS-1521 76-12 7C PC AO2/MF AO1 


UCRL-TRANS-1522 


Studies for Seg neg | a Heavy lon Linear Ac- 
celerator of the Wideroe Type (Dimensioning of the 
Four Wideroe Sections of the Unilac Accelerator). 

UCRL-TRANS-1522 76-05 20G PC A05/MF A01 


UCRL-TRANS-10518 


Process for Producing Shiny Surfaces on Objects 
Made of Aluminum and Aluminum Al : 
UCRL-TRANS-10518 76-12 13H A02/MF A0O1 


UCRL-TRANS-10669 
Use of Nuclear Explosions in Underground Ore 


ge 
UCAL- NS-10669 76-15 81 PC A02/MF A011 


UCRL-TRANS-10670 
me mney 2 Study of the DNA Content in Gas- 
Cancer Ce 
UCRL-TRANS-10670 76-13 6A PC A02/MF AO1 
UCRL-TRANS-10697 


Methanol! as a Fuel. 


UCRL-TRANS-10745 


UCRL-TRANS-10697 76-13 21D PC A02/MF AO1 
UCRL-TRANS-10708 
Chemical - Ye and Precise Measurement of 


the Tritium in s Medium. 
UCRL-TRANS-10708 76-15 7D PC AO3/MF AO01 
UCRL-TRANS-10714 


Molecular Complexes and the Spectrum of Inter- 

molecular Electron Transfer. 

UCRL-TRANS-10714 76-08 7D PC AOS/MF A01 
UCRL-TRANS-10715 


Automatic Titration in the Laboratory Practice. 
UCRL-TRANS-10715 76-08 148 PC A02/MF A01 


UCRL-TRANS-10719 
P-V-T Relationship for the n-Paraffins at Pressures 
Up to 2500 ATM and Temperatures Up to 120 exp 0 
UCRL-TRANS-10719 76-10 7D PC A02/MF A01 
UCRL-TRANS-10721 
Models for Wind Profiles over Rough and Smooth 


Surtaces. 
UCRL-TRANS-10721 
UCRL-TRANS-10722 


Microtexture of Ceramic Substances Based on Alu- 
minum Oxide and Silicon Carbide. 
UCRL-TRANS-10722 76-09 11B PC A0Q3/MF AO! 


UCRL-TRANS-10724 


Mathematical Description of Cellular Proliferation. 
UCRL-TRANS-10724 76-07 6C PC AOQ2/MF AO1 


UCRL-TRANS-10725 

Duration of the Phases of the Cell rw in — 

— oon ey of imp 

re ic Measuremen 

UCRLT 10725 76-08 6C PC A02/MF AO1 
UCRL-TRANS-10727 

Velocity of Elastic Waves at High Pressures in the 

neous and Metamorphic Rocks of Various Re- 

g 

UCRL-TRANS-10727 76-12 81 PC AQ2/MF A01 
UCRL-TRANS-10728 

Sound Emission Analysis: A New Non-Destructive 


ap " 
UCRAL-TRANS-10728 76-11 148 PC A02/MF A01 
UCRL-TRANS-10729 


Determining the Elastic Modulus of a Rock Mass by 

Measuring the Deformations Produced by Concen- 

trated Loads in an Experimental Tunnel. 

UCRL-TRANS-10729 76-11 138 PC A0Q2/MF A01 
UCRL-TRANS-10730 


Formulation of the Boundary Conditions for 
pre war om Fluid Flows with Injection and Suction 


at the W 
20D PC A03/MF A01 


76-11 48 PC A03/MF AO1 





UCRL-TRANS-10730 76-11 
UCRL-TRANS-10731 


Head for a Shaped-Charge 
UCRL-TRANS-10731 76-11 


UCRL-TRANS-10733 
Luminescence of Some Tri- and Bi-Valent Rare 
Earths in Quartz G 
UCRL-TRANS-10733 
UCRL-TRANS-10734 


Phase Transformations in Uranium--Vanadium Al- 
: Influence of the n Content. 
RL-TRANS-10734 76-12 11F PC AQ3/MF AO1 


UCRL-TRANS-10735 
Theoretical Calculation of the Solubility of 
+ he in Solid and Liquid Metals. 
RL-TRANS-10735 76-13 11F PC AQ2/MF AO1 
UCRL-TRANS-10738 
Study of the Photochemical Oxidation of 5 any 


jectile. 
190 PC A02/MF A01 


‘76-15 7D PC AO2/MF AO1 


Application to the tion of Mercury 

UCRL-TRANS-10738 76-12 7D PC AOs/MP AGT 
UCRL-TRANS-10739 

Properties of a Polyurethane Foams of 

Microporous Stru 

UCRLTRANS-10739 76-14 111 PC A02/MF A01 
UCRL-TRANS-10741 


bw of Light Pressure for Selective Pumping of 


ases. 
UCRL-TRANS-10741 76-14 188 PC AQ2/MF A01 
UCRL-TRANS-10743 


Novel Reduction Procedure for the Ane ge of 
SmF sub 2 , YbF sub 2, SmS, YbS, and EuO. 
UCRL-TRANS-10743 76-15 78 PC A02/MF Aoi 


UCRL-TRANS-10745 


“Electronic Cam" to Control the Volume of injected 
Fuel in internal-Combusti 


ion Engines. 
UCRL-TRANS-10745 76-21 13F PC AQ2/MF A01 


AR-1401 








UCRL-TRANS-10746 


Spectroscopy Using a Laser Source. lii. intensities 
and Line Widths for the 00 exp 0 1-10 exp 0 0 
Transition of Nitrous Oxide. Deviations from the 


Lorentzian Line Shape. 
UCRL-TRANS-10746 76-21 7D PC A0Q2/MF A01 
UCRL-TRANS-10747 


Acoustic Emission: A Critical Review. 
UCRL-TRANS-10747 76-06 148 PC AO3/MF AO1 


UCRL-TRANS-10749 


Preparation of a Laser Amplifier om oy a Power 
of 50 Mw at 3371 a in Molecular Nitro 
UCRL-TRANS-10749 76-14 20E P 


UCRL-TRANS-10750 
Calculation of the Total Power Emitted at 3.371 A 
by a Pulsed N sub 2 Laser with Transverse Excita- 
UCRIL-TRANS- 10750 76-14 20E PC AO02/MF AO1 
UCRL-TRANS-10751 
Pulsated Molecular Nitrogen Laser Emitting U!- 


traviolet. 
76-14 20E PC A0Q2/MF AO1 


A02/MF A01 


UCRL-TRANS-10751 
UCRL-TRANS-10752 
Some Problems of the Underground Gasification of 


Coal. 

UCRL-TRANS- 10752 76-06 81 PC A02/MF A01 
UCRL-TRANS-10753 

Nuclear States in exp 186 Re Excited by the (N, 


ma 
BCRL- TRANS. 10753 76-15 20H PC AO3/MF AO1 
UCRL-TRANS-10754 
Proposal for Method Development in Biological 


Dosimetry. 
UCRL-TRANS-10754 76-14 6R PC A02/MF AO1 
UCRL-TRANS-10755 


interaction of Titanium with a High-Alumina Ceram- 


ic. 
UCRL-TRANS-10755 76-14 
UCRL-TRANS-10757 


Use of Terrestrial Photogrammetry to Measure 
Ground Subsidence Due to Underground Gas 


Production. 
UCRL-TRANS-10757 76-06 8B PC A02/MF AO1 


UCRL-TRANS-10758 
Quantitative Evaluation of Ultrasonic Backscattering 
Measurements in Metals. 
UCRL-TRANS-10758 76-14 
UCRL-TRANS-10759 
Trace Analysis by Concentration on lon Exchange 
Papers, and X-Radioisotopic Fluorescence 
UCRL-TRANS-10759 76-14 7D PC A02/MF AO1 
UCRL-TRANS-10760 


Phase investigations and Vapor Pressure Measure- 
ments on Europium Difluoride. 
UCRL-TRANS-10760 76-14 7D PC A03/MF A01 


UCRL-TRANS-10761 


Explosive Compaction A Ceramic and Metal Pow- 
ders and Mixtures Thereo 
UCRL-TRANS- 10761 e148 
UCRL-TRANS-10762 
Amperocoulometric Method for the Study of Elec- 
se and Chemical Reactions During Elec- 
|. introduction: Purely Electrochemical 
oe li. Chemical Reactions Coincident with 
Electrochemical Reactions. 
UCRL-TRANS-10762 76-25 7D PC AO04/MF AO1 
UCRL-TRANS-10763 
Studies of Multiperiodic Structures by Means of Cir- 
cuits with Discrete Elements. 
UCRL-TRANS-10763 76-18 20G PC A0Q3/MF AO1 


UCRL-TRANS-10764 
New Possibilities for Underground Gasification by 
the Pressure ee oe and by Injection of 
Heat from Nuclear 
UCRL-TRANS- 10764 
UCRL-TRANS-10765 
Organic Utimate Analysis of Small Amounts of Sub- 
stance by Means of Coulometry. Ill. Accelerating 
Coulometric Titration. 
UCRL-TRANS-10765 
UCRL-TRANS-10767 
Absolutely Stable Scheme for Calculating the Fiows 
of a Viscous Gas 
UCAL- TRANS. 10767 76-22 20D PC A02/MF AO1 
UCRL-TRANS-107686 
Effect of Ceti Geometry in Coulometric Titrations. 
UCRL-TRANS-10768 76-22 148 PC A0Q2/MF A01 
UCRL-TRANS-10772 
Calculating a Magnetic Gas-Dynamic Flow past a 
Body. 


11B PC A02/MF A01 


14B PC A02/MF A01 


11B PC AQ3/MF A01 


76-18 81 PC AQ2/MF A01 


76-21 7D PC AOQ2/MF AO1 


AR-1402 


UCRL-TRANS-10772 76-16 20! PC A02/MF AO1 
UCRL-TRANS-10777 


Use of a Photodissociation lodine Laser to Measure 

the Recombination-Rate Constants for Radicals CF 

sub 3 , n-C sub 3 F sub7, pte Ft 

UCRL-TRANS-10777 76-22 PC AOQ2/MF A01 
UCRL-TRANS-10778 

Energy Transfers in Explosive Propulsion. 

UCRL-TRANS-10778 76-14 19D PC A11/MF AO1 
UCRL-TRANS-10779 

Study of the Hot-Electron ~— in the Circe 

Minimum-B — etic Configuratio 

77 


UCRL-TRANS-10779 76-26 18A "pc AQ2/MF A01 
UCRL-TRANS-10780 

Heat ee and Physical Transitions of Some Di- 

alkyl Phthala 


UC L-TRANS-10780 76-22 7D PC AO2/MF AO1 
UCRL-TRANS-10781 


Recombination of lodine Atoms in Highly Com- 
ressed Gases and in Liquids. 
RL-TRANS-10781 76-26 


UCRL-TRANS-10782 


Formal Kinetics of 
Photodissociation Gas Lase 
UCRL-TRANS-10782 7622 20€ PC A02/MF A0O1 


UCRL-TRANS-10783 


Formal Kinetics of Reactions 
Photodissociative Gas Lasers. 
UCRL-TRANS-10783 76-26 7D PC A0Q2/MF A01 


UCRL-TRANS-10784 
Power Engineering in the USSR: Past, Present, and 


Future 
10A PC AO3/MF AO1 


7D PC AO3/MF A01 


~~ cea Occurring in 


Occurring in 


UCRL-TRANS-10784 76-06 
UCRL-TRANS-10788 

Experimental Study of the Effect of the Buffer-Gas 

Pressure on the Generation-Spectrum Kinetics of a 


Photodissociation Laser. 
UCRL-TRANS-10788 76-21 20E PC A02/MF AO1 
UCRL-TRANS-10790 


Photoelectric Method of Measurin 
Yield of a Photodissociation Laser (PD 
UCRL-TRANS-10790 76-26 20E 


UCRL-TRANS-10791 


implicit Scheme for Calculating the Flow of a 
Viscous Heat-Conducting Gas. 
UCRL-TRANS-10791 76-26 20D PC A02/MF A01 


UCRL-TRANS-10792 


Calculation of Gas Losses in Joint Operation of 
Several Underground Gasifiers 
UCRL-TRANS-10792 76-06 8! PC A0Q2/MF A951 


UCRL-TRANS-10793 


Rig Quantum 
L). 
PC A02/MF A01 


et ne Gasification of Coal in 

Czechoslovaki 

UCRL-TRANS-10793 76-06 8! PC A02/MF AO1 
UCRL-TRANS-10794 


Raising the ee of Combustion of Gas Produced 
by Underground Gasification of Coal. 
UCRL- TRANS. mO7R4 7A 


76-06 PC A02/MF A01 
UCRL-TRANS-10795 
Results of Underground Brown-Coal Gasification in 
North Bohemia. 
UCRL-TRANS-10795 76-06 8! PC A02/MF A01 
UCRL-TRANS-10796 


Underground Gasification of Coal in Poland. 

UCRL-TRANS-10796 76-06 8! PC AOQ2/MF A01 
UCRL-TRANS-10798 

Fluorimetric Routine Determination of Uranium in 


Urine Samples. 

UCRL-TRANS-10798 76-22 i4B PC A0Q2/MF A01 
UCRL-TRANS-10799 

Cryptograpy of the Glowing ‘ers 7 

UCRL-TRANS-10799 76-22 A02/MF A01 
UCRL-TRANS-10801 


Study of the Neutron Emission and Turbulence in 
the Focus Experiment with a Time Resolution on 
the Order of a Nanosecond. 
UCRL-TRANS-10801 76-26 18A PC AQ3/MF A0O1 


UCRL-TRANS-10802 


Various Factors Affecting the Calorific Value of Gas 
Produced by Underground Gasification of Coal. 
Operation of the Southern-Abinsk Ungerground- 
Gasification Station ‘Podzemgaz 

UCRL-TRANS-10802 76-06 7A PC A02/MF A01 


UCRL-TRANS-10803 
Experience Gained trom the Operation _of the 
—— ‘Podzemgaz' ( 
UCRL-TRANS-10803 





Very VY al 


76-06 7A PC A03/MF A01 


UCRL-TRANS-10604 
Some ga Parameters of Underground Coai 


Gasificatio 

UCRL “TRANS-10804 76-06 8! PC A02/MF Aoi 
UCRL-TRANS-10805 

Results of Studies of Underground Gasification of 


Brown Coal. 
UCRL-TRANS- 10805 76-06 81 PC AOQ2/MF Aoi 
UCRL-TRANS-10806 


Technological Progress in U.S. Industry: Economic 


Probiems. 

UCRL-TRANS-10806 76-21 5C PC AO3/MF Aoi 
UCRL-TRANS-108607 

Technical and Economic Analysis of the Operation 

of the Angren, Southern-Abinsk, and Lisichansk Un- 

— —-fincnaeaeaa Stations (‘Podzemgaz’) Dur- 

URL TRANS-10807 76-06 8! PC AO2/MF A01 
UCRL-TRANS-10808 

Relative Effect of Certain Technological Parameters 

= _ Economics of Underground Gasification of 

UCRL-TRANS-10808 76-06 8! PC AQ2/MF AO1 
UCRL-TRANS-10810 


Underground Gasification of Coal. 
UCRL-TRANS-10810 76-06 &i 


UCRL-TRANS-10811 


Study of the Gasification Process at 300- to 400- 
Meter — at the Lichansk Underground-Gasifi- 
cation Statio 

UCRL-TRANS-1081 1 


UCRL-TRANS-10812 
Effect of Artificial Heat Sources on the Formation of 
the Composition of Underground Waters and on the 
Underground-Water Regime. 
UCRL-TRANS-10812 76-06 8! PC A03/MF A01 


UCRL-TRANS-10814 
Representation of a Two-Dimensional Fracture Net- 
work by a Probabilistic Model: Application to Caicu- 
—. of the Geometric Magnitudes of Matrix 
UCRL-TRANS-10814 76-06 8! PC AQ4/MF A01 
UCRL-TRANS-10817 
Hydrogen Utilization and Electrical Power Engineer- 


UCRL-TRANS-10817 76-06 21D PC A03/MF A01 
UCRL-TRANS-10818 


Hydrogen Energy, Chemical Problems. 
UCRL-TRANS-10818 76-06 7A PC A02/MF A01 


UCRL-TRANS-10629 


Determination of the Damage Limit of Gfk Laminae: 
New Destruction Free Methods and Their Suitability 
as Production Control Processes. 
UCRL-TRANS-10829 76-06 


11D PC A02/MF A01 
UCRL-TRANS-10630 


Use of the Method of Electrohydrodynamic Anaio- 
gies to Study Certain Problems Involved in the Un- 
neues Gasification of Coal. 

UCRL-TRANS-10830 76-07 81 PC A02/MF A01 


UCRL-TRANS-10833 


Thermal ~1“‘pageraaats of Hard Coal as a Function 
of Particle S 
UCRL-TRANS-10833 76-06 21D PC A03/MF A01 


UCAL-TRANS-10834 
Thermal Decomposition of Hard Coal as a Function 
of Particle » Se. = . —_— to the Theory of 
top bred 
976-06 7A PC AO2/MF A01 
ne 
ery of Methanol Vapor on an Ag--Zno Mixed 


talyst. 
UCRL-TRANS-10835 76-06 7C PC A02/MF A01 
UCRL-TRANS-10836 


Method for Production of Formaldehyde from 
Methanol by ar Oxidation Process with an in- 
creased Use of Reaction Heat and a System for Its 
Production. 

UCRL-TRANS-10836 76-06 7A PC A02/MF A01 


UCRL-TRANS-10640 

Role of Snow in Climate Formation. 

UCRL-TRANS-10840 76-08 4B PC A02/MF AO! 
UCRL-TRANS-10642 

“ayo > = San Lat./48 exp 0 -49 exp 0 

UCRLTRANS-108 

UCRL- $-10842" 76-11 8G PC A0S/MF A01 

UCRL-TRANS- 10843 


Geological Description of Eastérn Kazakhstan. 
UCRL-TRANS-10843 76-06 8G PC A03/MF A01 


PC AOS/MF A01 


76-06 81 PC A02/MF AO} 


7, 








——————_—_—— 





UCRL-TRANS-10846 


Major Research institutions of Environmental Pro- 
tection in the U.S.a. And Europe. 
UCRL-TRANS-10846 76-06 13B PC A02/MF AO1 


UCRL-TRANS-10647 
influence of Particle T ories on the Volume 
Distribution Curves According to the Coulter Princi- 
BCAL-TRANS-10047 76-09 6P PC A02/MF A0O1 
UCRL-TRANS-10848 


Difference Method for Calculation of ° Gas Flow in 
a Channel of Arbitrary Shape. 
UCRL-TRANS-10848 76-06 20D PC A02/MF A01 


UCRL-TRANS-10849 
Study of the Cokability of Various Ranks of Coal, 
with — Attention to Grain-Packing Density and 
UCAL- S-10849 76-07 7A PC AOQ2/MF A01 
UCRL-TRANS-10850 
Method of one Gasification of Lignite and 


UeRLTRANS-10850 76-08 81 PC A0Q2/MF A01 


UCRL-TRANS-10851 
of the Chingiz Range and Ch River. 
UCRLTRANS-1085% 76-08 8 AOS/MF AO1 
UCRL-TRANS-10852 


Use of Curvilinear Finite Elements in Schemes for 


oaeeng Mince Elliptic Equations of Order 2N. 
UCRL- S-10852 76-09 12A PC A0Q2/MF A01 


UCRL-TRANS- 10854 
a 2 for <n Ry Production by Means of Un- 


(TRANS: 10854 76-07 8! PC A02/MF A01 
UCRL-TRANS-10855 


Process for Underground Gasification of Coal. 
UCRL-TRANS-10855 76-07 81 PC A02/MF A01 


UCRL-TRANS-10856 


Process for Underground Gasification of Coal. 
UCRL-TRANS- 108 76-07 81 PC AO02/MF AO1 


UCRL-TRANS-10657 

a Rang on noel Model of a Polydispersed 
Aeroso 

von S-10857 76-07 4A PC A02/MF A01 

UCRL-TRANS-10858 


Effect of the -» > _rcrccess Process on the 
Ground-Water Regi 


UCRL-TRANS-108%8 76-10 81 PC AO2/MF AO1 
yet 

U nd Gasification of -_ Coal. 

UCARL- nS 10880 76-07 PC A02/MF A0O1 
UCRL-TRANS-10860 


U round Gasification of Coal in the USSR. 
UCRL S-10860 76-07 81 PC A0Q2/MF A01 


UCRL-TRANS-10861 


U round Gasification in the Chomutov ion. 
UCRL TRANS. 10861 76-07 81 PC AO2/MF AO1 


UCRL-TRANS-10862 
Use of an Electrolytic Model to Solve Certain 
Problems of under Ground Gasification of Coal. 
UCRL-TRANS-10862 76-07 8! PC A02/MF AO1 
UCRL-TRANS-10863 
inclusion of Weakly Anisotropic Transport 
Processes in Numerical Calculations of the Dynam- 
ics of a Viscous Fluid. 
UCRL-TRANS-10863 76-08 20D PC A02/MF A01 
UCRL-TRANS-10864 
instruments for Measuring the Moisture Content of 


Gas Produced U round Gasification of Coal. 
UCRL-TRANS- 10864 7 148 PC AO2/MF AO1 


UCRL-TRANS-10866 

U round Gasification Processes. 

UCAL- S-10866 76-07 81 PC AO2/MF A01 
UCRL-TRANS-10867 


U round Gasification in Brezno. 
UCAL- S- 10867 76-07 81 PC AQ2/MF AO1 


UCRL-TRANS-10868 


State of Underground Gasification of Coal in the 
Soviet Union. 
UCRL-TRANS- 10868 76-07 81 PC AO2/MF AO1 


UCRL-TRANS-10869 
influence of Ground Water on the Process of Un- 
creas Gasification of Coal Deposits. 
L-TRANS-10869 76-07 81 PC AG3/MF AO1 
UCRL-TRANS-10870 
Experimental Studies of the Coal-Gasification 
Process on a Test Model under Conditions of Dif- 


ferent Water imes 
UCRL-TRANS-1 70 76-08 7A PC A0Q3/MF AO1 


UCRL-TRANS-10871 
Method for Obtaining Hydroaromatic Solvents. 
UCRL-TRANS-10871 76-07 7A PC A02/MF A01 


UCRL-TRANS-10872 


1 of the Coal SEAM and Enclosing Rock in 
round Gasification of Coal. 
UCAL RANS- 10872 76-07 81 PC AO2/MF A01 


UCRL-TRANS-10873 


reer oy nyo ESeeeaten of Coal: A New Branch of 

UCRL- TRANS 1 873 76-08 8! PC AO4/MF A01 
UCRL-TRANS-10874 

Underground Gasification of Coal by the Electrical 


UCRL-TRANS-10874 76-09 8! PC AQ4/MF AO1 


UCRL-TRANS-10875 
Process for Thickening and Sinterin 
UCRL-TRANS-10875 76-07 13H 5 A0a/ ME Aol 
UCRL-TRANS-10877 


Experiments on Determining pe 3 Kinetic 
Parameters in isothermal stg of onan _ 
Part li. Development of 


gram and —— of Results oa" = 

Gedeus Cond 

UCAL TRANS. 10877 76-09 7A PC AOQ2/MF AO1 
UCRL-TRANS-10878 


Thermal Decomposition of Hard Coal as a Function 


of Particle Size. IV. Fundamental h on 

Reaction Kinetics. 

UCRL-TRANS-10878 76-07 7D PC AQ2/MF A01 
UCRL-TRANS-10879 


On the Trail of New Fuels: Alternative Fuels for 

Motor Vehicles 

UCRL-TRANS-10879 76-10 21D PC A17/MF AO1 
UCRL-TRANS-10880 


Underground Gasification of Coal. 
UCRL-TRANS- 10880 76-10 8! PC A18/MF A0O1 


UCRL-TRANS-10882 

Fuel Cell. 

UCRL-TRANS-10882 76-09 108 PC A02/MF AO1 
UCRL-TRANS-10883 


Structural Changes in the Explosive Compaction of 
Alumina Powders. 
UCRL-TRANS-10883 76-07 11B PC A02/MF A01 


UCRL-TRANS-10885 


Elastic Surface Acoustic Wave Device Fabrication. 
UCRL-TRANS-10885 76-10 9A PC AO02/MF AO1 


UCRL-TRANS-10887 
Preparation of Finely Divided Alumina by the Vapor 
Phase Oxygenolysis of Aluminum Tribromide. 
UCRL-TRANS-10887 76-08 7D PC A02/MF A01 


UCRL-TRANS-10888 
Properties of bn giae Ferrodielectric Porcelain 
and Its Applica 
UCRL TRANS. 10888 76-09 11B PC A02/MF A01 

UCRL-TRANS-10889 
Thermal Neutron Source and Problems of Calibrat- 
ing Thermal-, intermediate-, and Fast-Neutron 
Radiometers. 

UCRL-TRANS-10889 76-03 18D PC A02/MF A01 

UCRL-TRANS-10890 


“om ater or Sopericccnte in OS in ee ec nearer pat 


sane 


Principles of Interpreting the Physicochemical 
Processes Involved in Underground Gasification of 


by Air, and Experimental Demonstration 
reof. 

UCRL-TRANS- 10892 76-10 81 PC A02/MF A01 
UCRL-TRANS-10893 

Numerical Investigation of the Si wh a Gas 

Flow around a Circular Cone wit in Wing, 


Given a Supersonic Flow at the Angie of incidence. 
UCRL-TRANS-10893 76-09 1A PC A0Q2/MF A01 


UCRL-TRANS-10894 
Role of Ground Water and Other Natural Factors in 
the Underground Gasification of Coal (With the 
Lisichansk Facility and the One Outside Moscow as 
Examples). 
UCRL-TRANS-10894 76-10 81 PC A04/MF A0O1 
UCRL-TRANS-10895 
yy Systems Associated with Volcanism 
the Prospecting Thereof for Economic Pur- 
a Application to the Furnas Region (S. Miguel, 
UCTIL: TRANS-10805 76-10 8G PC A04/MF AO1 
UCRL-TRANS-10896 
Gasification of Moscow-Basin Coal in the First Half 


of the Nineteenth Century. 
UCRL-TRANS- 10896 76-10 81 PC AOQ2/MF AO1 


UCRL-TRANS-10919 


UCRL-TRANS-10897 
Diffusion of Oxygen to the Reaction Surface of a 


wees rical Coal nel. 
RL-TRANS-10897 76-10 7A PC AOQ2/MF AO1 
UCRL-TRANS-108698 

Results of Experiments with my ag Gasifica- 


tion of Brown Coal in 
UCRL-TRANS- 10898 76-10 8i PC A02/MF A011 
UCRL-TRANS-10899 


Effect of Moisture on the Gas-Forming Process 
under the Conditions of the Angren “Podzemgaz"™ 
(U round-Gasification) Station. 

UCRL-TRANS-10899 76-10 81 PC AOQ2/MF A0O1 


UCRL-TRANS-10900 
Study of the Kinetics of the Conversion of Carbon 
aor oe by Steam in the Presence of Ash from 
UCRL-TRANS-10900 76-10 7A PC AQ2/MF AO1 
UCRL-TRANS-10901 
Main Results ry Operating the Yuzhno--Abinsk 


“Podzemgaz”™ Syne a ea Station 
from June 1955 to 1 Novem 1 
UCRL-TRANS-10901 76-10 81 PC A0Q2/MF AO1 


UCRL-TRANS-10902 


Numerical investigation of the Motion of a Fluid in 
an Electric Furnace (Plane Problem). 
UCRL-TRANS. 10902 76-09 20M PC AOQ2/MF AQ1 


UCRL-TRANS-10903 


On the Problem of the initiation of Turbulence 
UCRL-TRANS-10903 76-09 20D PC A02/MF A01 


UCRL-TRANS-10904 
Dnieper Brown-Coal Basin: A Large Raw-Material 
Base for the Building of Underground-Gasification 


Station. 
UCRL-TRANS-10904 76-09 8! PC A02/MF A01 
UCRL-TRANS-10905 


industrial Exploitation of Coal Deposits Through 


U round Gasification 
UCRL-TRANS-10905 76-08 81 PC A03/MF A01 
UCRL-TRANS-10906 


New Procedure for Calibrating High Range Ac- 


celerometers. 

UCRL-TRANS-10906 76-09 148 PC A03/MF A01 
UCRL-TRANS-10908 

Methanol: A Raw Material for Synthesis and an 


Energy Source. 
UCRL-TRANS-10908 76-09 21D PC A0Q2/MF A01 
UCRL-TRANS-10909 


— of Impurities and ee ee on the 
r of the Aluminum Matrix. 
RIL-TRANS-10909 76-10 118 PC AOQ2/MF AO1 


UCRL-TRANS-10910 
High Frequency Damping Mechanisms in Disperse 


ystems. 

UCRL-TRANS-10910 76-10 118 PC A02/MF A01 
UCRL-TRANS-10911 

Cracking } A -gaae in Condensates Containing 


+ She. eon 76-12 11F PC AO2/MF AO1 
UCRL-TRANS-10912 
a of the Li sub 2 O--BeO--B sub 2 O sub 3 | 


ystem. 
UCRL-TRANS-10912 76-10 118 PC AQ3/MF A01 
UCRL-TRANS-10913 


Mechanized System for the Performance of Wet- 
Decomposition Methods for Organic Matrices. 
UCRL-TRANS-10913 76-10 7C PC A02/MF A01 


UCRL-TRANS-10914 


een of the Use of Mw na Antibiotics in 
nosis of Malignant Tumors 
UCRL- RANS-10914 76-13 6E PC A02/MF A01 


UCRL-TRANS-10915 
a Negative-Mass instability in the a.S. 


UCRL-TRANS-10915 76-08 201 PC A02/MF AO1 
sa ibe Ar 


Dipo rey rofiling. Manual ll Geological 
Mapp a Mineral Search and Exploration. 
L- ‘A04/MF A011 


ANns-10016 76-12 8i 
UCRL-TRANS-10917 
Methods of Chromosome —~ = in the 
Gamet and Em of Mammais. 
UCAL-T 10917 76-13 6C PC AO2/MF A01 
UCRL-TRANS-10918 


peey of eres for Christmas Trees Working in 


sub 2 S-Containing 
UCAL-TRANS. 10918 76-12 11F PC AQ2/MF AO1 
UCRL-TRANS-10919 


Efficiency of Selective Two-Step Laser Action in an 
Atomic Beam. 


AR-1403 








UCRL-TRANS-10919 76-08 
a rTRANS-10820 

tions of the Corrosion Cracking of Steel 
KNiON OT in Media Containing Chloride and 
UGRU TRANS. 10520 76-11 11F PC AQ2/MF AO1 
UCRL-TRANS-10921 


Predicting the Explosive Properties of Coal Dust. 
UCRL-TRANS-10921 76-11 81 PC AQ2/MF A01 


UCRL-TRANS-10922 
Underground Gasification of the Angren Brown- 
Coal Fi 


ield. 
UCRL-TRANS-10922 76-11 8! PC A02/MF A01 
UCRL-TRANS-10823 


Electric losion of Foils in Arc-Quenching Media. 
UCAL-T S-10923 76-15 18A PC AQ2/MF AO1 


UCRL-TRANS- 10924 


—_ ofa we mae Foil Circuit-Breaker. 1. Elec- 
n of Foils in Pulverized Quartz. 
UCRL S-10924 76-11 9A PC A02/MF A0O1 


UCRL-TRANS-10925 
First-Order Aberrations of Asymmetric Catoptric 
Systems: Application to the Total-Reflection X-Ray 
Microscope. 
UCRL-TRANS-10925 76-11 14B PC A0Q3/MF A01 
UCRL-TRANS-10926 


Methanol, the Future in Motorized Transportation. 
UCRL-TRANS-10926 76-11 21D PC A02/MF A01 


UCRL-TRANS-10927 
Main Trends in the Development of Solid-Fuel 
io 


Gasification. 
UCRL-TRANS-10927 76-10 21D PC A03/MF A01 


1868 PC A02/MF A01 


UCRL-TRANS-10928 

a and Elimination of Oj and Gas 
Blowo 

UCRL-TRANS- 10928 76-15 81 PC AOS/MF AO1 
UCRL-TRANS-10929 


_— Report for the German Research Agency 
~ , Bad Godesberg) on the Projects: Ah 12/6: 
tudy ‘of the Crack Resistance of Fiber-Reinforced 
Plastics; and AH 12/10: Use of New Nondestructive 
Tests for Early Detection of Damage in Com 
Materials ‘Men i978 to ee Loads. Period 
Covered: 1 1973--30 April 1974 

UCAL TRANS. 10920 76-13 11D PC AQ3/MF AO1 


UCRL-TRANS-10931 


Electrical Explosions of Fiat Foils in Air. 
UCRL-TRANS-10931 76-10 9A PC AQ3/MF AO1 


UCRL-TRANS-10932 
investigation of the Gas Condensate Produced in 
voeeenens Gasification of Coal. 
UCARL- S-10932 76-10 7A PC A02/MF AO1 
UCRL-TRANS-10933 


U round Gasification of Coal. 
UCRL-TRANS-10933 76-11 8! PC AO3/MF AO1 


UCRL-TRANS-108934 


Stress Corrosion of Welded Petrochemical Equip- 
ment in the Presence of Hydr ulfide. 
UCRL-TRANS-10934 76-12 11F PC A02/MF AO1 


UCRL-TRANS-10935 
oe we nol Approach to the Problem of the 
ic Instabilities of a by roe n. 
RL- RANS- 10935 76-09 PC F AO1 
UCRL-TRANS-10936 
Mode! Caiculation of the Emf and lon Selectivity of 
Electrochemical Celis Containing Membrane Elec- 
trodes. 
UCRL-TRANS-10936 76-11 10C PC AOQ3/MF A01 
UCRL-TRANS-10937 
ey of pe Lipophilic Ligands for Mem- 
Electrodes with Selectivity for Alkaline-Earth 
UCRiL-TRANS-10937 76-11 
UCRL-TRANS-10938(PT.1-2) 
Methods for Nondestructive Testing of Composite 


Materials. 
UCRL-TRANS-10938(PT.1-2) 
76-11 11D PC AQ3/MF A01 


7C PC AQ2/MF A01 


UCRL-TRANS-10939 
Theory of the Conductivity of Strong, Nonassociat- 
Concentrat 


Electrolytes at Higher 
L-TRANS-10939 76-11 7D PC A02/MF A01 
UCRL-TRANS-10940 ~ 


Fusion Reactors as a Future Energy Sou 
UCRL-TRANS-10940 76-11 168A PC A04/MF A01 


UCRL-TRANS-10941 
Solvation and Diffusion Rates in the Complex Dis- 


solution of Salts. 
UCRL-TRANS-10941 76-10 7D PC A03/MF A01 


AR-1404 


UCRL-TRANS-10942 
interaction of a High-Power Laser Beam with an Lid 


arget. 

UCRL-TRANS-10942 76-09 18A PC A02/MF A01 
UCRL-TRANS-10943 

Corrosion Cracking Tests on High-St 

UCRL-TRANS-10943 76-11 1K Pe RO2/ME A A01 
UCRL-TRANS-10944 


Anisotropic Cyclotron ———s in the as System. 
UCRL-TRANS-10944 76-05 PC AO3/MF A01 


UCRL-TRANS-10945 


orn Theory of the Knife-Edge Test and its 
improved Form, the Phase-Contrast Method. 
L-TRANS-10945 76-11 OF PC AOQ2/MF A01 


UCRL-TRANS-10946 
Pressure Broadening of the 1.3 Um lodine Laser 
Line 


UCRL-TRANS-10946 76-08 7D PC A03/MF AO1 
UCRL-TRANS-10947 
Delay in Boiling of Liquid Sheet Glass with Electron 


irradiation. 
UCRL-TRANS-10947 76-09 118 PC AOQ2/MF A01 
UCRL-TRANS-10948 


Distribution of Stable Isotopes Along an infinitely 


Long Separation Tube with an infin ts 
Reservoir at the End, in the Stationary Co 
UCRL-TRANS-10948 76-09 7D PC A02/MF At 


UCRL-TRANS-10951 


Crystal Structure of BeB su 
UCRL-TRANS-10951 11 


UCRL-TRANS-10952 
Thermal a of the Primary Products of the 


‘208 PC A02/MF A01 


Coki 


UCARL- RANS-10952 76-11 7A PC AOQ2/MF A01 
UCRL-TRANS-10953 

Study of Coal from the Novomoskovskii Field in the 

Western Donets Basin. 

UCRL-TRANS-10953 76-11 81 PC AQ2/MF A01 
UCRL-TRANS-10954 


Compression of a Dense Toroidal Piasma with beta 


> 1 by a Gas Piston. 
UCRL-TRANS-10954 76-09 20! PC A02/MF A01 


UCRL-TRANS-10955 
~ ical Study of Coal and Coal Charges Used 
or 
UCRL-TRANS-10955 76-12 81 PC AQ2/MF A01 
saaalinaees 


influence of Thermal Degradation Time on the Pro- 
perties of Coal in the Plastic State 
UCRL-TRANS-10956 76-11 81 PC AQ2/MF AO1 


UCRL-TRANS-10957 


Kinetics of Coke 
UCRL-TRANS-10957 


UCRL-TRANS-10958 


Principal Results of Experimental Work on the Un- 
derground Gasification of Brown Coal in the USSR. 
UCRL-TRANS-10958 76-11 8! PC AQ3/MF A0O1 


UCRL-TRANS-10960 


Corrosion a eae of Metais under Stress Using Gas 
Indust 
UCRL TRANS 10960 76-13 11F PC AQ2/MF AO1 


UCRL-TRANS-10961 
Selection of 4 for Pipes Designed for Equipping 


the Orenbu 
noes! 76-13 11F PC AO02/MF AO1 


ion. 
76-11 7A PC AQ2/MF AO1 


UCRL-T 
UCRL-TRANS- 10962 


Procedure for isotopic Separation. 
UCRL-TRANS-10962 76-12 7D 


UCRL-TRANS-10963 
Procedure for isotope Enrichment. 
UCRL-TRANS-10963 76-12 18B 
UCRL-TRANS-10964 
Procedure and — for the Separation of an 


tsotope by Selective ionization. 
UCRL-TRANS- 10964 76-12 18B PC A0Q2/MF A01 
UCRL-TRANS-10965 
Procedure and Device for Separating Particles Such 
as the exp 235 U Isotope of Uranium from a Plasma. 
UCRL-TRANS-10965 76-13 188 PC A02/MF A01 
UCRL-TRANS-10967 
Mercury in Plants. 
UCRL-TRANS- 10967 
UCRL-TRANS-10968 
Dispersion of the Conductivity and the Dielectric 
Constant in the Case of Strong Electrolytes. 
UCRL-TRANS-10968 76-21 7D PC A04/MF A01 


PC AQ2/MF A01 


PC AO3/MF A01 


76-14 6F PC A0Q2/MF A01 


UCRL-TRANS-10969 


inner Friction of Electrolytic Solutions and Their In- 


retation According to the oa ¢ 
UCHU TRANS 10960” 76-13 PC OC AOS/ME A01 


UCRL-TRANS-10971 
Mirror Systems with Grazing Incidence as image- 


-Rays. 
UCAL-TRANS-10971 76-12 20F PC AOQ3/MF AO1 
UCRL-TRANS-10972 


Dosimetry of High-Energy (12--32 Mev) Electron 
BEAMS with Radiophotoiluminescent Glass. 
UCRL-TRANS-10972 76-12 18D PC AOQ2/MF A01 


UCRL-TRANS-10973 
Sees of the Varieties of Brown 
Coal in 


U.S.S.R. 
COL TROees 10072 76-13 8G PC AOQ2/MF Aoi 
UCRL-TRANS-10974 
Determination of Reaction-Kinetic Parameters from 
Non 


isothermal Measurements. 
UCRL-TRANS-10974 76-13 7D PC A02/MF A01 
UCRL-TRANS-10975 
Pome et Study of Electron-Beam Welding of the 
Vv 


U--0. , 
UCHL-TRANS-10975 76-13 13H PC AO3/MF AO1 
UCRL-TRANS-10976 


Formation of Zones of increased Ductility in a 
Uranium oe 0.2% by Weight of Vanadium 


evens oe ension under Hydrostatic waeoure. 
UCAL-T $-10976. 76-12 11F PC AQ2/MF AO1 
UCRL-TRANS-10977 


Study of the Forgeability and Deformation Re- 
sistance of the Alloy U--0.2% V by Torsion Tests 
400 and exp 0 C. 
UCRL-TRANS-10977 76-13 11F PC AOQ3/MF A01 
UCRL-TRANS-10978 
Difference Schemes for Equations with Discontinu- 
ts. 


ous Coefficien 
UCRL-TRANS-10978 76-13 12A PC AO2/MF A01 
UCRL-TRANS-10979 


Analysis of Several Technical Factors in the Un- 


round Gasification of Brown Coal. 
L-TRANS-10979 76-13 81 PC AO2/MF A01 
UCRL-TRANS-10980 


Numerical Modelling of Two-Dimensional Langmuir 
lence 


Turbu . 

N76-28019/7G! 76-25 201 PC AOQ3/MF A01 

Numerical Modelling of Two-Dimensional Langmuir 

Turbulence. 

UCRL-Trans-10980 76-13 201 PC A03/MF A01 
UCRL-TRANS-10961 

One-Dimensional Numerical 1 eee on 

Parametric Heating of Plasma, Part 1 

N76-28018/9G! 76-25 201 PC A02/MF A01 

One-Dimensional Numerical wee on 

Parametric Heating of Plasma. P 

UCRL-Trang-1098 76-13 201 ‘Pc A02/MF AO1 


UCRL-TRANS-10962 


Relation Between Crack Orientation and K/sub IC/ 

in =~ Aluminum Alloy A-Z5GU. A Microfracto- 

BCRLs -TRAN TRANG 10062 76-14 11F PC A02/MF AO1 
UCRL-TRANS-10983 

Electrolytic Fabrication of Calibration Sources in 


Spectrometry. 
UCRL-TRANS-10983 76-14 7D PC A0Q2/MF A01 
UCRL-TRANS-10964 


tee neg and ee we lg yey of Fuel Com- 
bustion ification. Xii-5. = Formation in a 
Coal BEA oon ring Underground Ga asification. 

UCRL-TRANS-1 76-12 7A PC A03/MF AO1 


UCRL-TRANS-109865 
Approximate Solution of Systems of Linear Equa- 


tions. 
UCRL-TRANS-10985 76-14 12A PC A02/MF AO1 
UCRL-TRANS-10986 


Spray Drying: Operations and Designs - (25). 
UCRL-TRANS-10986 76-22 7A PC hese AO1 


UCRL-TRANS-10987 
Determination of Coke Reactivity. 
UCRL-TRANS-10987 76-14 7A PC A02/MF A01 
UCRL-TRANS-10988 
Basic Study of Underground Gasification of Coal, 
UCRL-TRANS-10988 76-14 81 PC A02/MF AO1 
UCRL-TRANS-10989 
Underground Gasification of Codi. 


UCRL-TRANS-10989 76-14 


7, 


81 PC A04/MF A01 








UCRL-TRANS-10990 


Spontaneous Combustion and Underground Gasifi- 
cation of Coal: Coal-Combustion Gas. Part 
UCRL-TRANS-10990 76-21 81 PC AQ3/MF A01 


UCRL a en tet 


us Combustion and Underground Gasifi- 
Caton of Coal. Part ll. Coal-Combustion Gas 
UCRL-TRANS-10991 76-25 21D PC A0a/MF A01 


UCRL-TRANS-10992 


Spontaneous Combustion and Underground Gasifi- 
cation of Coal: Coal-Combustion Gas. Part lil. 
UCRL-TRANS-10992 76-21 81 PC A0Q2/MF A01 


UCRL-TRANS-10993 
Study of the Melting of Simple Substances under 


Pressures. 
RL-TRANS-10993 76-15 7D PC A04/MF AO1 
UCRL-TRANS-10994 
Heterogeneous lon-Exchange Reactions on Silver 


Salts. 

UCRL-TRANS-10994 76-14 7D PC A0Q2/MF A0O1 
UCRL-TRANS-10995 

Numerical Solution of the Problem of Shock-Wave 


Diffraction on a Wedge. 

UCRL-TRANS-10995 76-14 20D PC A0Q2/MF A01 
UCRL-TRANS-10996 

General Observations on Experience Gained in Un- 

derground Gasification of Coal in the Moscow 

Basin. 

UCRL-TRANS-10996 76-25 81 PC A03/MF A01 
UCRL-TRANS-10997 


Permissible Flooding of Coal Seams under the Con- 

ditions Prevailing at the Southern-Abinsk Un- 
round-Gasification Station. 

UCRL-TRANS-10997 76-14 81 PC A02/MF AO1 


UCRL-TRANS-10998 

Underground Fuel Gasification. 

UCRL- NS- 10998 76-21 81 PC A02/MF A01 
UCRL-TRANS-10999 


Study on the Use of Protactinium 233 as a Simula- 
tor of Plutonium 239 in Pulmonary Dosimet 
UCRL-TRANS-10999 76-16 6R PC AO2/MF AO1 


UCRL-TRANS-11000 
os Equilibrium of H sub 2 , 0 sub 2 , and T 


UCRL-TRANS-11000 76-18 7D PC A03/MF A01 
UCRL-TRANS-11002 
Radiochemical Measurement of the Solubility of 
Silver Halides in Silver Nitrate Solutions and the 
Formation of the Silver Halide with Silver 
UCAL-TRANS-11002 76-18 7D PC AO2/MF AO1 
UCRL-TRANS-11003 
lsotopically eee ionization by Interaction of the 


Multiparticle 
UCRL-TRANS-11003 76-18 188 PC A03/MF A01 
UCRL-TRANS-11004 


Selective — of an ltsotope from Several 
Excited Stat 
UCRL-TRANS. 11004 76-25 


UCRL-TRANS-11005 


18B PC A02/MF A01 


isotope Separation System. 
UCRL-TRANS-11005 76-18 
UCRL-TRANS-11006 


Complex Formation Between Silver and Thio- 
cyanate lons in Aqueous Solutions. 
UCRL-TRANS-11006 76-21 7B PC A03/MF A01 


UCRL-TRANS-11007 


round Gasification of Coal. 
UCRL-TRANS-11007 76-22 8i 


UCRL-TRANS-11009 


Phenols in the Pyrolysis Products of Coal. 
UCRL-TRANS-11009 76-26 7C PC A04/MF A01 


UCRL-TRANS-11011 
ane Trial of Underground Gasification of Coal at 


Leninsk. 
UCRL-TRANS-11011 76-22 8! PC AO3/MF A01 
UCRL-TRANS-11013 


Experiments in ey ae pe Coal Gasification at 


the Lisichansk Mine (Part 3 of 3). 
UCRL-TRANS-11013 76-21 81 PC AO3/MF A01 


UCRL-TRANS-11016 


Method and Apparatus to Produce _ tsotopically 
Selective Adiabatic Po een invers 
UCRL-TRANS-11016 18B PC. A03/MF A01 


UCRL-TRANS-11018 
Hybrid Drive with Kinetic Energy Store as Vehicle 


UCRL-TRANS-11018 76-22 13F PC A02/MF AO1 


186 PC A03/MF A01 


PC A06/MF A01 


UCRL-TRANS-11023 


Pressure Dependence of the Electrical Conductivity 
of Suchan Hard-Coal Constituents. 
UCRL-TRANS-11023 76-21 81 PC AG2/MF AO1 


UCRL-TRANS-11024 
U round p nen of Moscow Basin Coals 


in a Filtration C . 
UCRL-TRANS-11024 76-22 81 PC AOQ2/MF A01 
UCRL-TRANS-11025 
Electrical Conductance of the Petrographic Con- 
stituents of Suchan Hard 
UCRL-TRANS-11025 76-22 81 PC AQ2/MF A01 


UCRL-TRANS-11026 

Results and Prospects in the Sector of Un- 

round Gasification of Coal. 

UCRL-TRANS-11026 76-21 81 PC AO2/MF A011 
UCRL-TRANS-11027 

ee a of Coal and the Tasks of 

+e ~~ AR Sciences of the USSR 

UCRLTRA S-11027 76-22 81 PC A02/MF AO1 

UCRL-TRANS-11028 


Roof Control in the Underground Gasification of 

Thin Dippin Seams of Hard : 

UCRL- -11028 76-22 8| PC AQ3/MF AO1 
UCRL-TRANS-11030 

Backward Splitting of a 


per Anode under the 
Action of an Electron Beam in the X-Ray Regime of 
a Noncylindrical Z-Pinch. 


UCRL-TRANS-11030 76-26 201 PC AOQ2/MF A01 
UCRL-TRANS-11032 

influence of the Mineralogical Composition of 

Mineral impurities on the Electrical Conductance of 

Hard Coal. 

UCRL-TRANS-11032 76-22 81 PC A02/MF A01 
UCRL-TRANS-11033 

Water Balance of Gas Generators and Optimum 


Conditions of Water Supply 
UCRL-TRANS-11033 6-22 81 PC AO3/MF AO1 


UCRL-TRANS-11035 
Some Results of a Thermal investigation of Rocks 
ecm = een Seams for the Purpose of oe 
a vior During Underground Gasification 
al 
UCRL-TRANS-11035 
UCRL-TRANS-11036 


Behavior of the Roof of a Coal Seam in the 
Presence of Underground Gasification. 
UCRL-TRANS-11036 76-22 81 PC AQ3/MF AO1 


UCRL-TRANS-11040 
Effect of the Nature of the Gas Phase and Alkali Ad- 
ditives on Corrosion and Passivation of Iron in Mol- 
ten Carbonates. 
UCRL-TRANS-11040 76-26 11F PC AOQ2/MF A01 
UCRL-TRANS-11041 
Model of the Nonhyd namic Stage of a Plasma 
a Rity). 


76-22 81 PC A03/MF A01 


Focus (Z Pinch Sausage- Instab 
UCRL- S-11041 76- 201 PC /MF AO1 
UCRL-TRANS-11043 


Preparation for an industrial Trial of Underground 
Gasification of Anthracites in the Ray hs 
UCRL-TRANS-11043 76-21 

UCRL-TRANS-11051 


namics of Gas Formation Duri 
of a SEAM of Brown Coal in an 


the Gasification 
oo Gas 


Generator at the Angren a Station. 

UCRL-TRANS-11051 76-26 PC A02/MF A01 
UCRL-TRANS-11052 

Physicochemical Properties of Lean Coals in the 

Area of the Kamensk Podzemgaz Station. 

UCRL-TRANS-11052 76-22 81 PC A02/MF AO1 
UCRL-TRANS-11055 

Gas \ een in a Coal Channel with a Steam-Ox- 

n : 

UGRL-TRANS-11058 76-21 81 PC A02/MF A01 

UCRL-TRANS-11059 


ap mepe of the Electrical Conductivity of Sinter- 


ue Coals on Tem perature 
UCRL-TRANS-11059 76-21 81 PC A02/MF A01 
UCRL-TRANS-11060 


IGI-2 High-S Gas Genera 
UCRL- NS-11060 76-22 ‘210 PC A02/MF A01 


UCRL-TRANS-11061 


Gas-Cooled High Temperature Reactor with a Pri- 
mary 1 a System and a Secondary Water 


Coolan 
UCAL- S-11061 76-22 181 PC A02/MF AO1 
UCRL-TRANS-11063 


Analyses of an _  Energy-independent Neutron 
Dosimeter for People 


UCRL-TRANS-11063 76-26 18D PC A02/MF A01 


UCRL-13656 


UCRL-TRANS-11079 
Effect of Neutron Constants on the Neutron 
Caiculation of a Thermonuciear Reactor Blanket. 
UCRL-TRANS-11079 76-26 18A PC A0Q2/MF A01 
ar 1) 
Gone sian Ne 1) ee at 10A PC AOQ3/MF A01 
UCRL-6028-T 
Excitation Functions of Neutron-induced Reactions 
UCRL-6028-T 76-10 20H PC AC2/MF A01 
UCRL-6238(DEL.) 


and pee of Ceramic Materials in 


To 

UCAL-eoserDEL 76-02 18% PC AO3/MF AO1 
UCRL-13021(ADD.) 

ee Boron Films and Coatings: A 
SRIA-37(Add.) 76-09 11C PC AQ2/MF A01 
UCRL-13498 


Study of the Acute Toxicities of Neat Ftm and Fdne 
and of — 10% Solutions in Methylene Chioride. 


Final 
UCAL-1 8 76-07 6T PC AO3/MF A01 
UCRL-13586 


Application of Linear Transforms and Estimation 
port duly 1 the Ana of Chemical Data. Final Re- 


i AS 1972- nS 1973. 
6-12 7D PC A06/MF A01 
Be ayuct. 
Ss Pulse Study. Final Report. 
UCRL-13603 76-09 PC A04/MF A0O1 
UCRL-13610 


ers of Costs of Producing in Situ Retorts in Oil 


Shale by rentenn Mini —- 
UCRL-13610 7 PC ‘A04/MF AO1 
UCRL-13614 
Klamath Any Hot Water Well a 
UCRL-13614 76-06 13A PC Ai6/MF A01 
UCRL-13627 


Underground Sto 
Cavities Created by 
UCRL-13627 


UCRL-13629 
ee of a ny ay Mey for Preparing 


ylene Hollow Shells 4} Re 
Von teens 76-06 be" A0S/MF AO1 


UCRL-13630 


Experimental Technique for the Evaluation of Ther- 
mal Transient Effects on Piezoelectric Accelerome- 
ters. Nbs Technical Note 855. 

UCRL-13630 76-06 148 PC AO04/MF A01 


UCRL-13631 


Warhead Penetration and Ricochet Analysis for 
Concrete Impacts. 7 Report. 


of Liquified Natural Gas in 
uclear Explosives 
76-06 21D PC A13/MF A01 


UCRL-13631 190 PC A0S/MF A01 
UCRL-13632 

Laser Fusion System n Study. Final Report. 

UCRL-13632 7 18A PC A12/MF AO1 
UCRL-13633 


Geothermal Resource Utilization: Paper and Cane 
ar Industries. Final rt 


UCRL-13633 76-26 10A PC A10/MF A01 

yon 
de we in Laser Glasses. Final 
ey 1 15 ype December 1973. 

UCAL. 13697 PC A04/MF A01 
UCRL-13638 

Quantitative Evaluation of the Retimac S 

UCRL-13638 76-08 18) PC 09/ME A011 
UCRL-13639(V.1) 

Laser Fusion Study. Final Report, Volume |, Study 

Results. 

UCRL-13639(V.1) 76-02 18A PC A14/MF A011 
UCRL-13640 


ee Systems Design Study. Final Technical 


UCRL-13640 76-02 18A PC A14/MF A01 
UCRL-13640(ADD:) 

Laser Fusion Systems Design Study. Final Technical 

UCRL-13640(ADD.) 76-02 18A PC A0Q2/MF A01 
UCRL-13651 


Generation of eS a? Pulses for Laser Fu- 
sion. M.L. Report No 


UCRL-13651 T6205 18A PC A06/MF A01 
UCRL-13656 

investigation of RF Plasma Light Sources for Dye 

Laser Excitation. 

UCRL-13656 76-05 20E PC A04/MF AO1 


AR-1405 








UCRL-13657 


Mass Spectrometric Study of the Molecular ies 
Formed pe | one of Uci sub 4 in sub 


2 , and Alc! su 

UCRL-13657 76-05 7E PC A02/MF A01 
UCRL-13658 

Design. Study of the CHi-X, a Special Purpose Com- 

ystem. 

BCAL-13688 76-10 9B PC AOS/MF AO1 
UCRL-13660 

Fluorescence Line-Narrowing Studies of Nd:Glass 

Laser Materials. 

UCRL-13660 76-11 20E PC AOQ4/MF A01 
UCRL-13661 


Origin of Burst-Type Acoustic Emission in Unflawed 


7075-T6 Aluminum. 
UCRL-13661 76-11 11F PC AO2/MF AO1 
UCRL-13662 
Transient Compressible Flows in Porous Media. 
UCRL-13662 76-09 18C PC AOS/MF A01 


UCRL-13667 
nt of a Design Basis Tornado and Struc- 
tural n — for Lawrence Livermore 
rae Site 
UCRL-13667 6-15 13M PC AO4/MF AO1 
UCRL-13668 


Development of a Design Basis Tornado and Struc- 
tural Design Criteria for the Nevada Test Site, 


Nevada. Final 

UCRL- 13668 76-12 13M PC AO4/MF AO1 
UCRL-13669 

Stark Broadening in Hot, Dense Laser-Produced 

Plasmas. 

UCRL-13669 76-16 20! PC AOQ3/MF A01 
UCRL-13670 

H 4 ‘G” Calibration of Acceleromet 

-13670 76-14 146 ry A02/MF A01 

aan 

Controlied Thermonuciear Research. Annual Re- 


ony Ju ame 1974. 
76-10 18A PC AOS/MF AO1 


aaumendin 
Hazards Control Progress Report No. 50, January-- 


June 1975. 

UCRL-50007-75-1 76-15 18F PC AQ3/MF AO1 
UCRL-50007-75-2 

Hazards Control Progress Report No. 51, July-- 

December 1975. 

UCRL-50007-75-2 76-25 5B PC A03/MF A0O1 
UCRL-50016-75-2 

Mechanical Engineering Department. Quarterly Re- 

port: April--June 1975. 

UCRL-50016-75-2 76-02 10B PC A03/MF A01 
UCRL-50023-75 

Computation Department Annual Report, July 1974- 

-June 1975. 

UCRL-50023-75 76-10 9B PC A03/MF AO1 
UCRL-50025-7° -2 


Electronics eo Department Quarterly Re- 


No. 2, 197 
L-50025-75-2 76-03 9C PC A03/MF A01 
UCRL-50025-75-3 


Electronics eee Department Quarterly Re- 


No. 3, 1975. 
L-50025-75-3 76-14 9B PC A03/MF AO1 
UCRL-50025-75-4 


eg gy oe Department Quarterly Re- 


L-50025-75-4 76-12 9C PC A03/MF A01 
UCRL-50025-76-1 
eed Engineering Department Quarterly Re- 
L-50025-76-1 76-26 118A PC A03/MF A01 
UCRL-50026-74 


LLL in Situ Coal Gasification Program Quarterly 
rt 


1.-§9026-74 76-06 81 PC A0Q2/MF AO1 
UCRL-52026-75-1 
LLL in Situ Coal Gasification P 


ram. Quarterly 
ow Report, eer ow 1975. 

-§0026-75-1 7 8 PC AQ3/MF AO1 

UCRL-50026-75-2 


LLL in Situ Coal Gasification Program. Quarterly 
ress rt, April-June 1975. 
L-50026-75-2 76-11 8F PC A03/MF A01 
UCRL-50026-75-3 
LLL in Situ Coal Gasification Program. Quarterly 
Progress Report, July--September 1975. 
L-50026-75-3 76-11 8! PC A03/MF A01 


AR-1 406 


UCRL-50026-75-4 


LLL in Situ Coal Gasification Program. Quarterly 
Progress Report, ber 1975. 
UCRL-50026-75-4 76-21 81 PC AG3/MF A01 


UCRL-50027-75 


Environmental Monitoring at the Lawrence Liver- 
more Laboratory, 1975 Annual " 
UCRL-50027-75 76-26 18H PC A04/MF A01 


UCRL-50028-75-1 
H-Division Quarte 
UCRL-50028-75-1 

UCRL-50028-75-2 


H-Division Quarterly Report, April--June 1975. 
UCRL-50028-75-2 76-16 148 PC AO4/MF A01 


UCRL-50028-75-3 


H-Division Quarterly ms +> July--September 1975. 
UCRL-50028-75-3 A04/MF A01 


UCRL-50028-75-4 
H-Division Quarterly Report, October--December 


uarterly = * Ne wen 1975. 
5B PC A03/MF A01 


UCRL-50028-75-4 76-15 5B PC AOQ4/MF A01 
UCRL-50028-76-1 

H-Division Quarterly rt, January--March 1976. 

UCRL-50028-76-1 26 5B PC A04/MF A01 
UCRL-50029-75 


E and Resource Planning Group Annual Re- 
port for FY 1975. 


UCRL-50029-75 76-14 21D PC AQ2/MF A01 
UCRL-50031-75 
uperennauating eagaes Development Program 
ress Report, July 1974--June 1975. 
UG L-50031-75 76-11 18A PC A06/MF A01 
UCRL-50032-75 


LLL in Situ Coal Gasification Program. Annual Re- 
fen Fiscal Year 1975, July 1974--June 1975. 
RL-50032-75 76-14 81 PC AO3/MF A01 


UCRL-50033-75 
Fiber Composite Program for Flywheel Applications. 


Second Quarterly P Rapes. 
UAL 5003375” ee 14 OC PC AO02/MF A01 


UCRL-50034-76-1 


Wind Power Studies: initial Data and Numerical Cal- 
=. Progress Report, September--December 


UCRL-50034-76-1 76-21 108 PC AQ3/MF A01 
UCRL-50035-75(V.1) 
Theoretical Physics Division Annual Report, Janua- 


eee 1975. Volume 1. 
RL-50035-75(V.1) 76-16 18A PC AO6/MF A01 


UCRL-50301 
Angenteate Solution of a Spherical Elastic Solid in 
iscoelastic Hemispherical Cavity. 
UCRL-50301 76-14 11G PC A0Q2/MF A01 
RL-50400(REV.1 (V.6) 
Tables and Graphs of Photon interaction Cross 
Sections from 1.0 Kev to 100 Mev Derived from the 
Lit Evaluated Nuclear Data Library. 
UCRL-50400(REV .1)(V. 
20H PC A22/MF A01 


UCRL-50400(V.5)(REV.1) 
integrated System for Production of Neutronics and 
Photonics Caiculational Constants. Volume 5, Revi- 
sion 1. CLYDE, a Code for the Production of Calcu- 
lational Constants from Nuclear Data. 
UCRL-50400(V.5)(REV.1) 
76-22 18K PC AO06/MF A01 


UCRL-50400(V.15)(P T.A) 
An integrated System for Production of Neutrons 
and Photonics Caiculational Constants. Volume 15, 
Part a. The Lili Evaluated Nuclear Data Library 
Endl): Evaluation Techniques, Reaction index, and 

tions of individual Evaiuations. 

UCRL-50400(V.15)(PT.A) 

76-26 20H PC AO86/MF A01 


UCRL-51186(REV.1) 
Linear Multistep Methods for Ordinary Differential 
ne, ewe Ape) Stability, and the 
Methods of Nordsieck and 
UORL STOREY 1) 76-06 12A PC AO02/MF A01 
UCRL-51244(REV.1) 
Literature Study of Metallic Ternary and Quanterna- 


ry Hydrides. 
UCRL-51244(REV.1) 76-12 7D PC AOQ3/MF AO1 
UCRL-51336-75 
~~ Program. Third Annual Report, 20 May 
§ 


UCRL-51336-75 76-10 4A PC A03/MF A01 
UCRL-51336-FINAL 


DOT-CIAP Program. Final Report. 
UCRL-51336-FINAL 76-10 4A PC A03/MF AO1 


UCRL-51444-75 

Program Report: Fy 1975, Atmospheric and 
Senet peensee Division, Physics rtment. 
UCRL-51444-75 76-11 4A PC /MF A01 


UCRL-51574(REV.1) 


Method for Computer Simulation of Problems in 
Solid Mechanics and Gas Dynamics in Three 


Dimensions and Time. 
UCRL-51574(REV.1) 76-07 20K PC AOS/MF A01 


UCRL-51625-75 
hee gi in Rainout Research Lawrence Liver- 
ore Laboratory: Fiscal 1975. 
UCAL-51625-75 76-13 8H PC A06/MF AO}1 
UCRL-51653 
Preliminary a of the Potential Chemical and Cii- 
matic Effects tmospheric Nuclear 
UCRL-51653 76-10 4A PC /MF A01 
UCRL-51657 
Stabilization of Distant and Local Power System 
Disturbances by Optimized Field Control. 
UCRL-51657 76-10 108 PC A99/MF A01 


UCRL-51676 


New in-Situ Coal Gasification Process That Com- 
pensates for Flame-Front Channeling, Resulting in 


100% Resource Utilization. 

UCRL-51676 7 8! PC A02/MF A01 
UCRL-51682(PT.7) 

Behavior of Porous Beryllium under Ther- 


momechanical Loading. Part é Calibration Studies 
on the Carbon Piezoresistive G “7° 
UCRL-51682(PT.7) 76-02 1 PC A02/MF A01 


UCRL-51688 


Numerical Evaluation : J sae In 
UCRL-51688 PC 


UCRL-51692 
in Situ instrumentation: Final Report of a Joint 


Ee/ME Group Study. 
UCRL-51692 76-06 14B PC A02/MF A01 
UCRL-51694(REV.1) 


Octal Debugging Program (Odt-80) for the Mcs-80 

UCRL-51694(REV.1) 76-09 98 PC A02/MF A01 
UCRL-51694(REV.2) 

woe Debugging Program (Odt-80) for the Mcs-80 

CAL S16O4(REV. 2) 76-11 98 PC AOQ2/MF AO1 
UCRL-51711 


rals. 
/MF A01 


Evaluation of Home Ss ae System. 

UCRL-51711 A08/MF A01 
UCRL-51718 

Fault Tree some of the Lptr Scram System 

UCRL-51718 76-02 18! PC AQ3/MF AO1 
UCRL-51719 

Hsm, a Measurements oy a a Challenge. 

UCRL-51719 PC /MF AO1 


a a 


Hsm, a ineerin —natenee. 
UCRL STTASIREV. ) * - 19D" PC A05/MF A011 
UCRL-51720 


Pseudo-Gray-Level im Via Tmds and R 
UCRL-51720 76-02 9B PC AOD MF A01 
UCRL-51731 

in Situ +s —ueaaaa ad Testing: Transient-Pulse and 

Steady-Sta 

UCRLS1731. 76-06 8! PC A02/MF A01 
UCRL-51738 


Hartree--Fock Ener rgy Curves, for BrH om + (X ex 

2 pi), KrH exp + (X exp 1 sigma ey & ), and Rb 

exp + (X exp 2 sigma exp + vatulinasy Cal- 

culatons. 

UCRL-51738 76-25 7D PC A02/MF AO1 
UCRL-51741 

Exploration of a Selenium-Based Cycle for the 


Thermochemical Production of Hydrogen from 
Water. 

UCRL-51741 , 76-06 7B PC A02/MF A01 

UCRL-51747 


Analysis of Potential Nonelectrical Applications of 

a Energy and Their Place in the National 

UCRL-51747 76-06 10A PC AQ3/MF A01 
UCRL-51748 

Computer Algorithms Useful for Determining a Sub- 

surface Electrical Profile Via High Frequency Prob- 


UGRL-51748 76-06 81 PC A02/MF A01 


UCRL-51751 
Massive raulic Fracturing: identification of Criti- 
cal Technical issues for Application in Increasing 


Gas Production in the Western United States 


?. 








UCRL-51751 
UCRL-51756 
—— on the Possible Effects of Additives on 


ng by Geothermal Brines. 
UCR 31756 76-06 81 PC AQ2/MF A01 


UCRL-51760 


of Stochastic 
UoaL-styeo eae 12A PC AO3/MF A01 


UCRL-51761 
Environmental Tests of Ma-106 Light-Flash Experi- 


ment Hardware 
UCRL-51761 76-02 18D PC A02/MF A011 


UCRL-51764 
— ty ~~ Ores Fractures in Coal at Kem- 


76-06 81 PC A03/MF A01 


merer, 

UCRL-51 76-06 81 PC A02/MF A01 
UCRL-51766 

Evalvation of interlaminar Shear Test for Fiber 
Dont ei7e8 76-06 11D PC AQ2/MF A01 
UCRL-51768 


Rubble in Situ Extraction oy} A Proposed Pro- 
ram for Recovery of =~ — Oil Shale. 


RL-51768 81 PC A03/MF AO1 
UCRL-51770 
tg h -y in Situ Coal Liquefaction. 
UCRL-5177 76-06 81 PC A02/MF A01 
UCRL-51773 
coy me he pone Properties of Polymers Used as 
RL- 51773 76-10 19D PC A03/MF A01 
UCRL-51775 


Geothermal Development of the Salton Trough, 


California and Mexico. 
UCRL-51775 76-06 8! PC AO03/MF A01 
UCRL-51779 


Practical Approach to the Introduction of Alternate 


Automotive Fuels. 
UCRL-51779 76-09 21D PC A02/MF A0O1 
UCRL-51780 


Computational Model for Oil Shale Retorting. 
UCRL-51780 76-06 81 PC A02/MF A01 


UCRL-51783 


Parametric Performance and Cost ——_ of the 
P Sohio Solar Process Heat F a. 
UCRL-51783 76-06 13A PC /MF AO1 


UCRL-51789 
Remote Method for Determining the Thickness and 


Wo yee Properties of Planar Layered Media. 

UCRL-51789 76-08 8G PC A03/MF A01 
UCRL-51790 

Fractures induced by a Contained Explosion in 

Kemmerer I. 

UCRL-51790 76-06 81 PC A04/MF A01 
UCRL-51791 

Convective instability During in Situ Coal Gasifica- 

n. 

UCRL-51791 76-06 81 PC A02/MF A01 

UCRL-51794 


Determining the Natural Frequencies of Spheroids 
Via the Boundary-Value Problem Formulation. 
UCRL-51794 76-02 20K PC A02/MF AO1 


UCRL-51797 


Progress on the Conceptual Design of a Mirror 
Hybrid Fusion--Fission Reactor 
UCRL-51797 76-09 18A PC A0@/MF A01 


UCRL-51798 


Effects of Selection and P 13 Volumetric 
Growth Rate of Mouse ee ve 
UCRL-51798 76-07 6E PC A02/MF A01 


UCRL-51799 
Theory on RR Remote a cee Prob- 


of a Nonuniform Coal SEAM 
RL-51799 76-06 81 PC A03/MF AO1 
UCRL-51800 
Kink Instabilities and the Gas-Embedded Z-Pinch. 
UCRL-51800 76-13 201 PC A02/MF A0O1 
UCRL-51803 
Discussion of Sites Recommended as Potential 


Natural Landmarks in the Arctic Lowland, Northern 


UCRL-51803 76-12 6F PC AOS/MF A01 
UCRL-51806 
MAFJ: Some Simple Additions to MAFCO. 
UCRL-51806 76-26 9B PC A02/MF A01 
UCRL-51810(PT.1) 
RISOS Analytic Tool Description Manual. Part |: 
ram Description. 


UCRL-51810(PT.1) 
UCRL-51811 


Lithium--Water--Air Battery: A New Concept for Au- 
tomotive Propulsion. 


76-09 9B PC A03/MF A01 


UCRL-51811 76-09 10C PC AO3/MF AO1 
UCRL-51813 

Potential Power Generation and Gas Production 

from Gulf Coast Geopressure 

UCRL-51813 76-09 81 PC AO3/MF A01 
UCRL-51814 

Anthropogenic Climate Modification: Modeling the 

Removal of the Tropical Rain Forest. 

UCRL-51814 76-08 48 PC AO086/MF A011 
UCRL-51819 


Statistical Study of the Reported Values of Mercury 
in United States ene ry Standard Rocks. 


UCRL-51819 8D PC AO3/MF A01 
UCRL-51820 
Simplex, a Code for the Solution of Linear Pro- 
——— 
UCRL-51 76-09 201 PC A04/MF A01 
UCRL-51821 


Fortran Subroutines for the Numerical Evaluation of 


aan eae? integrals Unter Anderem. 

UCRL-51 76-10 9E PC A0S/MF A01 
ey se 

Safe a. Acoustic Fracturing Effect). 

UCRL-5 76-07 81 PC AO3/MF A0O1 

smal 

Numerical Methods in Fiuid Dynamics. 

UCRL-51824 76-09 20D PC A04/MF A01 
UCRL-51825 

Radar Target Classification Using Temporal-Mode 

eo a 

UCRL-51825 76-08 171 PC A02/MF A01 
UCRL-51826 

BEAMS Through Propagation of High Energy Laser 

~ the Atmosphere. 

UCRL-51 76-09 20F PC A04/MF A01 

rg 


Estimated Viscosity, Surface Tension, and Density 
of Liquid a from the Triple Point to 25 K. 
76-02 


UCRL-5182 7D PC A02/MF AO1 
UCRL-51829 

Fault Trees for Decision Making in Systems Analy- 

sis. 

UCRL-51829 76-09 SA PC A16/MF A01 
UCRL-51833 


Discussions of Bulk Atomic or Molecular Separa- 
tions by Resonant Radiation Pressure. 
UCRL-51833 76-02 188 PC A02/MF A01 


UCRL-51835 
Coal Plasticity and the Physics of Swelling as Re- 


lated to in Situ Gasification. 
UCRL-51835 81 PC AO3/MF A011 
UCRL-51836 


Analysis of Efficient Impulse Delivery and Plate 
Rupture by Laser-Supported Detonation Waves. 
UCRL-51836 76-10 20E PC A03/MF AO1 


UCRL-51837 
Toward a Mathematical Theory of Environmental 


Monitori The In vent — ling Problem. 
UCRL-51 7 won 76-02 3B te A18/MF A011 
UCRL-51843 


Present Status of the Polymeric-Materials Screening 


Program for the LLL Geothermal Project. 

UCRL-51843 76-09 111 A03/MF A0O1 
UCRL-51844 

Pulse Pressure Transducers: Design and Calibra- 

UCRL-51844 76-09 148 PC A02/MF AO1 
UCRL-51845 


Fast Two-Dimensional Linear Filtering Algorithm 
Using the Finite Fourier Transform and Multi-Level 


Storage. 

UCRL-51845 76-10 968 PC A0Q2/MF A01 
UCRL-51846 

Nuclear Decay Scheme Studies of 30-H exp 131 

Te/Sup M/, Min exp 131 Te/Sup G/, and 55.5- 

Min exp 105 Cd 

UCRL-51846 76-02 20H PC A15/MF A01 
UCRL-51847 

Litepath: A Computer Code to Simulate an Optical 

em. 

ORL 61847 76-12 20F PC AQ2/MF A01 
UCRL-51648 

Appraisal of Current Methods of Evaluating Crude 


Oil Resources. 


UCRL-51848 76-09 8! PC A03/MF A01 
4 


UCRL-51878 


UCRL-5184$ 
eee Autocovariance of the Optica! Transfer 
Atmosphere, Telescopic 


a Turbulent 
ite 76-07 20F PC AQ2/MF A01 


UCRL-51850 
Trace Elements in California Aerosols. Part |. instru- 
mental Neutron Activation is Techn 
UCRL-51850 76-02 PC MF AO1 
UCRL-51851 , 
Estimate of the Geothermal Energy Resource in the 
Salton T , California. 
UCRL-51851 76-09 10A PC AOQ2/MF A01 
UCRL-51851(REV.1) 


Estimate of the Geothermal Energy Resource in the 


ton Trough, C rnia. 
UCRL-51851(REV.1) 76-25 8! PC A02/MF A011 
UCRL-51854 
Studies of Calorimeter Absorbers for CW and 
Lasers 


Pulsed CO sub 2 ‘ 
UCRL-51854 76-02 20E PC A02/MF A01 
UCRL-51855 
Trace Element Analysis at the Livermore Pool-T 
Reactor Using Neutron Activation Techni 
UCRL-51855 76-02 7D Nr gURe AO1 


UCRL-51858 
Compression of Gnatie B — in ew Format. 
UCRL-51858 PC A03/MF AO1 
UCRL-51859 
instrumental Trace Element Analysis of California 
Market Milk. 
UCRL-51859 76-02 7D PC AO03/MF AO1 
UCRL-51860 


Pinhole for Producing a Close-in image of an Ex- 
tended 14-Mev Neutron Source. 


UCRL-51860 76-13 20H PC A03/MF A01 
UCRL-51861 

Performance Test of a Lyshoim Engine. 

UCRL-51861 76-09 108 PC A02/MF AO1 
UCRL-51862 


Multiphonon Relaxation and Excitation Transfer in 
Rare-Earth Doped Glasses. 
UCRL-51862 76-02 118 PC AQ4/MF AO1 


UCRL-51864 
Introduction to the Measurement of Texture in 


Biomedical images. 

UCRL-51864 76-10 68 PC A02/MF AO1 
UCRL-51865 

isotherms for the U-UH sub 3 -H sub 2 System at 

Temperatures of 700 exp 0 -1050 exp 0 C and Pres- 
76-02 7D PC A03/MF AO1 
UCRL-51866 

phen om of eS us Silica from High-Tem- 


al Brines. 
AL st 76-10 7A PC A02/MF A01 
UCRL-51867 
Mining Considerations for 
op ty 
UCRL-51867 


UCRL-51868 


Shock Compression ty meen for a Boron- 
Loaded, Silicone- a Com 


in Situ Oil Shale 
76-09 81 PC A03/MF AO1 


UCRL-51868 110 “pc A02/MF A01 
UCRL-51869 

Exposure of a Alloys in Car- 

bonaceous Gas A 

UCRL-51869 eo “11F PC AO2/MF A01 
UCRL-51872 

Decien s of a Repetitively Pulsed Megajoule Dense- 

UCR SIGT2 76-05 18A PC AO04/MF AO1 
UCRL-51873 


Calorimetric Measurements of Laser Energy and 
Power: 1975 Supplement. 


UCRL-51873 76-02 20E PC A02/MF A01 
UCRL-51874 

Astron P ~ Final Report. 

UCRL-51874 76-15 18A PC AOQS/MF A01 
UCRL-51876 

Analytical ren eeny | of Mine Roof Behavior Using 

Statistical Material Properties. 

UCRL-51876 76-12 81 PC A10/MF AO1 
UCRL-51877 

Vapor-Droplet Fiow Equations. 

UCRL-518 6-09 20D PC A03/MF AO1 


UCRL-51878 


Numerical inversion of the Fourier Transform: A 
Combination Trapezoidal and Filon Technique. 


AR-1407 








UCRL-51878 
UCRL-51880 
Effects of Electromagnetic Fields Below 30 Mhz on 


76-11 12A PC AG2/MF AO1 


Animal Biology 

UCRL-51880 76-10 6R PC AOQ2/MF AO1 
UCRL-51882 

Application of Heuristic Modeling to Econometrics. 

UCRL-51882 76-10 PC AQ3/MF A01 
UCRL-51885 

gy of State of Plastics: Polystyrene and Its 

UORL 51885 76-11 111 PC AQ3/MF A01 
UCRL-51886 

Computer-Controlied Sampling System for Airborne 

Particulates. 

UCRL-51886 76-11 8H PC AO2/MF AO1 
UCRL-51889 

Application of bag eae by Seapaignee for the 

aon ll Properties and Colli- 

sional 

UCRL-51889 76-02 7D PC A13/MF A01 
UCRL-51890 


Price Elasticity in Electric-Power Demand Forecast- 


RL-51890 76-11 10B PC AQ2/MF AO1 
UCRL-51882 
Determination of Equation-of-State Parameters for 
Four T of Explosive, 
AD-A017 789/9GI" 76-02 19A PC AOQ3/MF AO1 
Determination of Equation-of-State Parameters for 
Four yt of Explosive. 
UCAL-51 76-12 19D PC AGQ3/MF AO 
oan: 


m of Nonlinear Processes Associated 
with the Resonant interaction of ome CO sub 2 
Laser Radiation with Molecular S 


UCRL-51893 76-11 PC, A14/MF A01 
UCRL-51894 

Numerical Solution of the Navier--Stokes Equations 

at High ids Numbers. 

UCRL-51 76-05 20D PC AOS/MF A01 
UCRL-51895 

Scanning Electron Microscopy Techniques for 

Determining Atmospheric Particie-Size Distribution. 

UCRL-51 76-10 14B PC A02/MF A01 
UCRL-51896 

Zero-Pressure Gruneisen Coefficient for Wet, 

Porous Media. 

UCRL-51896 76-10 11D PC A02/MF A01 
UCRL-51898 


lenge Optical Monitoring of Urban Air Pollu- 


UCRL-51898 76-21 13B PC AO7/MF A01 
UCRL-51900 

Experimenta! Inquiries: A Mathematical Approach. 

UCRL-51900 76-13 12B PC A02/MF AO1 
UCRL-51901 


ey ee ee for ss of Water 
apor an rou uclear Detonation. 
ty tee + 18C PC A03/MF A01 


UCRL-51901 
UCRL-51902 

Phase rams of the Elemen 

UCRL-51 76-16 OL PC A04/MF A01 
UCRL-51904 

in Situ Gasification of Softening Coal 

UCRL-51904 76-11 81 PC AO2/MF AO1 
UCRL-51906 

Neutron nee Facility at the 3-Mw Liver- 

more Pool-T 

UCRL-51906 76-10 18E PC AQ3/MF AO1 
” fader 


4 ape -Rays from Capture of 2 Ev to 9 


xo oa Be neutrons bs 20H oH PC A07/MF A01 
UCRL-51908 

Pockels Cell Pulse-Stackers. 

UCRL-51908 76-26 18A PC A02/MF AO1 
UCRL-51909 


High Explosive Fracturing Studies in Coal. 
UCRL-51909 "F611 8! PC A02/MF A01 
UCRL-51910 


Performance of a Uranium Getter Bed for Removing 
Deuterium from a Flowing inert Gas. 
UCRL-51910 7 18G PC A02/MF A01 
UCRL-51911 
py ere oa Materials oor Energy Conver- 
sion Systems: A Literature Searc 
UCRL-51911 76-12 7B PC AO3/MF A01 


AR-1408 


UCRL-51912 


Geothermal Binary Fluid oe: Heat Exchanger 
Area Requirements and Initial Costs. 
UCRL-51912 76-12 81 PC AQ3/MF A01 


UCRL-51913(PT.1) 
Radiological and Chemical Studies of the Ground 
Water at Enewetak Atoll. 1. Sampling, Field Mea- 
nd A Methods 


surements, a . 
UCRL-S1Si3(PT 1) 76-10 8H PC AOQ3/MF A01 
UCRL-51914 


Laser Light Scattering and Absorption in Dense, 
Spherically Symmetric ae. 


UCRL-51914 201 PC AO7/MF A01 
UCRL-51916 

Diamond-Turning HP-21 Beryllium to Achieve an 

Optical Surface. 

UCRL-51916 76-10 13H PC AO4/MF A01 
UCRL-51919 


Effect of Stress on the Microstructure of a 
Graywacke Sandstone from the a. of the Rio 


Bianco Gas-Stim ulation Sa: pepe 
UCRL-51919 18C ee A03/MF A01 


UCRL-51920(V.1) 
Development of an ‘+ Pollution Model for the San 


Francisco Bay Area. Final wepen to the National 
Science Foundation. Volume |. 


UCRL-51920(V.1) 76-13 13B PC A11/MF A01 
UCRL-51921 

Estimated Refractive Index and Solid Density of OT, 

with Application to Hollow-Microsphere Laser Tar- 

Bcri-s1921 76-12 18A PC AQ2/MF AO1 
UCRL-51923 


Thermal Stress Analysis of a Ceramic Gas-Turbine 
Stator Blade. 
UCRL-51923 


UCRL-51925 
Measurement of the Neutron-induced Fission Cross 
Section of exp 241 Pu Relative to exp 235 U from 


76-10 20H PC AO3/MF AO1 


76-12 21E PC A03/MF A01 


UCRL-51926 


Present Status and Future = a for Nonelectri- 
cal Uses of Geothermal Resources 
UCRL-51926 76-21 rte PC A06/MF A01 
UCRL-51928 
Evaluation of Methods for Seismic Analysis of 
Mixed-Oxide Fuel Fabrication Plants 
76-12 13M "oc A04/MF A01 


UCRL-51928 
UCRL-51929 
Some Optimizations of the Animal Code 
UCRL-51929 76-10 18A PC A02/MF A01 
UCRL-51931 
Numerical invest n of the Pulsed NF3 + H2 
Chemical Laser Using a Model Which includes 


Rotational Relaxation and Semi-Classical Laser 





Equations. 
RL-51931 76-12 20E PC A14/MF A01 

UCRL-51933 

LLL Transient-Elect gnetics-Meas t 

Facility. 

UCRL-51933 76-10 148 PC A03/MF A01 
UCRL-51934 

LLL Sphere-Winding Machine. 

UCRL-51934 76-12 131 PC AOQ2/MF A01 
UCRL-51936 

Absorption of Te Electromagnetic Energy 

by a oaded Straight Wire. 

UCRL-51936 76-11 9E PC AO2/MF A01 
UCRL-51940 

Floating-Point Package for intel 8008 and 8080 

Microprocessors. 

UCRL-51940 76-11 9B PC AOQ3/MF A01 
UCRL-51943 

_ Francisco Bay and delta System: A Selected 

ibliog } 

UCRL-51 76-13 13B PC A21/MF A01 
UCRL-51944 

Effect of Electrical Potential on Scale Formation in 

Salton Sea Brine. 

UCRL-51944 76-12 81 PC A02/MF A01 
UCRL-51945 

Portable Microwave Spectrometer Analyzer for 

| ery Contaminants in Air: A Feasibility Study. 

rt. 

UCRL-51945 76-12 138 PC A02/MF A01 
UCRL-51946 

Mode Coupling of Electron Plasma Waves. 

UCRL-51946 76-09 201 PC A06/MF A01 


UCRL-51947 


Chemical and Statistical Analysis of an ~~ of 

Precious Metal in the LLL Metal tee y * 

UCRL-51947 76-14 11F PC /MF AO1 
UCRL-51948 


Average Properties of Nuclear Test Areas and Media 
at the Userda Nevada Test Site 


UCRL-51948 76-11 8G PC AO3/MF Ao1 
UCRL-51949 
Methodology for impact Assessment in the 
Estuarine/Marine Environment. 
UCRL-51949 76-14 6F PC AO3/MF AO1 
UCRL-51950 
paren ot Current sosemene Research on San 
Franc — and — S 
UCRL-51 e12. 138 PC A03/MF A01 
man” 
PQ-Tree 
UCRL-51 76-26 126 PC AO8/MF AO1 
UCRL-51956 
Bmb: A Poor Fluorescent Descriptor for Cervical 
L-51956 76-12 6E PC A02/MF A01 
UCRL-51957 
Pressure Distribution in Beds of Oil Shale a. 
UCRL-51957 76-21 81 PC A02/M 
UCRL-51958 
Three-Dimensional Tensor-Product, Spline inter- 
poe Code (T q 
RL-51 76-22 9B PC A04/MF AO1 
UCRL-51964 


Continued Studies of Calorimeter Performance at 


the Lawrence Livermore Laboratory. 

UCRL-51964 76-12 7D PC A02/MF A01 
UCRL-51965 

Chemistry of Aliphatic Sulfurpentafluoride Deriva- 

UGRiL-51965 76-13 7D PC AQ2/MF AO1 
UCRL-51966 

California Energy Outlook. 

UCRL-51966 76-26 10A PC AO3/MF A01 
UCRL-51969 


Computerized Data Base of the Fundamental Con- 
stants of Nature. 


UCRL-51969 76-13 9B PC A02/MF A01 
UCRL-51970 

Display Octal Debugging Technique (DODT-80) for 

the Mes Microcomputer. 

UCRL-51970 76-14 9B PC A02/MF AO1 
UCRL-51972 


integrodifference Methods with Applications to Dif- 
fusion and Optical Propagation. 
UCRL-51972 6-26 20F PC A06/MF A01 


ee 


Properties and Total Energy Coupling in 
nderground Explosions 

UCAL: 76-14 18C PC AO3/MF A01 
UCRL-51976 


“ Characteristics of Geothermal Wells Located in the 


Salton Sea Geothermal Field, imperial County, 
California. 

UCRL-51976 76-22 81 PC AOQ4/MF AO1 
UCRL-51977 

Possibilities for ee Heavy Metal Sulfides in 
Scale from Geothermal Brines. 

UCRL-51977 76-14 81 PC AO2/MF A01 
UCRL-51978 

Mechanical Design of a Composite Centeriess 
UCL S1978 76-14 10C PC A03/MF A01 
UCRL-51979 


ween Fluid Flow by Using High-Frequency 


ee ee Probing. 
UCAL S19 76-22 81 PC AO4/MF A01 


UCRL-S1981 . 
Tactical Nuclear Studies: A More Comprehensive 


roach. 

UCRL-51981 76-14 15F PC A02/MF AO1 
UCRL-51964 

Theoretical Tool Movement Required to Diamond 

Turn an off-Axis Paraboloid on Axis 

UCRL-51984 76-15 20F PC A02/MF AO1 
UCRL-51985 

ag ny for Terms Related to the Kernel in 

ae on Souter. 

UCRL-51 6-14 20C PC A03/MF A01 
beer 

Comparison of Methods of Solving the Earthquake 

Response of Structures with Foundation Flexibility. 


7. 








UCRL-51986 
UCRL-51988 


Gas-initiated Crack Propagation in a Porous Solid. 
UCRL-51988 76-22 18C PC AO7/MF AO1 


UCRL-51992 
Evaluation of the Native Hydraulic Characteristics of 
the Felix Coal (Eocene, Wasatch Formation 
Associated Strata, Hoe Creek Site, Campbell 
lensed 
AL-51 76-22 81 PC AOQ3/MF A01 
UCRL-51996 


Shock-Wave Studies of Subbituminous Coals. 
UCRL-51996 76-22 8! PC A02/MF AO1 


UCRL-52000-75-4 


Lawrence Livermore Laboratory Energy and 
Techno Review 


76-21 13M PC AO4/MF A01 


UCRL- 75-4 76-06 10A PC A03/MF AO1 

UCRL-52000-75-7 

Lawrence Livermore Laboratory Energy and 

Tech Review. 

UCAL- 75-7 76-03 18B PC A03/MF AO1 

UCRL-52000-75-8 

ome ae Laboratory Energy and 
w. 

VORL 82teo-75-6 76-09 8G PC A02/MF A01 

UCRL-52000-75-9 

Lawrence Livermore Laboratory Energy and 

Techno Review. 

UCAL- 75-9 76-11 10A PC AO3/MF AO1 

UCRL-52000-75-10 


Lawrence Livermore Laboratory Energy and 
bw Meare 
UCRL- 75-10 76-10 10A PC AO3/MF A011 


UCRL-52000-75-11 

Energy and Techn Review. 

UCRL-52000-75-11 6-14 10A PC AO3/MF AO1 
UCRL-52000-75-12 

Energy and Technology Review. 

UCRL-52000-75-12 76-14 18A PC A03/MF A01 
UCRL-52000-76-1 

Energy and Technology Review. 

UCRL-52000-76-1 76-15 201 PC AO3/MF A01 
UCRL-52001 

Feasibility Study for Automation of the Central 

———. , Water Resources Division, U.S. 

Geological! Su 

UCRL-52001 ae 76-15 7D PC A04/MF A01 
UCRL-52002 


Rate of Reaction of Steam and Carbon Dioxide with 
Chars Produced from ee s Coals. 
UCRL-52002 6-21 7D PC AQ3/MF A01 


UCRL-52004 "76-22 81 PC AO4/MF AO1 
UCRL-52006 

Geological and Seismological Investigation for the 

my 836, and 854 Building Complexes at LLL's Site 

UCRL-52006 76-26 8G PC A03/MF AO1 
UCRL-52007 

Free Radicals and Fuel-Air-Explosion Initiation. 


UCRL-52007 76-26 21B PC A03/MF AO1 
UCRL-52008 

Status Report on Mirror Alternatives. 

UCRL-52008 76-14 18A PC AO4/MF A01 
UCRL-52009 

Coupled Mhd-Monte Cario Transport Model for 

Dense Plasmas 

UCRL-52009 76-14 201 PC AO6/MF A01 
UCRL-52011 

Asbestos Monitoring Studies, Phases | and ll. Final 

UCRL-52011 76-25 148 PC A03/MF AO1 
UCRL-52015 


Numeric Processor and Text a for the 

‘Master Control’ Data-Base-Man 

UCRL-52015 76-22 9 Pe 
UCRL-52022 


Cadmium Concentrations in Rock Scallops in Com- 
parison with Some Other les 


/MF AO1 


UCRL-52022 76-22 6F PC A02/MF A01 
UCRL-52025 

eae Studies for the Nuclear Chemical 

UCRI s2028 "(76-25 18C PC AO4/MF AO1 


UCRL-52028 
WF-SYR/LLL1: A Thin-Wire Semouies Code os An- 


tennas or Scatterers with Pulse Expansion Func- 
tions for Current. 

UCRL-52028 76-26 9E PC AO3/MF A01 
UCRL-52033 

Thermal Centering of a Fusion Weld with a 
Scanning Radiation Thermometer. 

UCRL- 76-26 13H PC AO3/MF AO1 
UCRL-52034 


Applicability of Chemical Getter Beds to Scavenge 


Tritium from inert 
UCRL-52034 76-26 18G PC AOS/MF A01 
UCRL-52035 
y ee of ee Coal as it Relates to In 
. Part 1. Gas Evolution. 
UCRL-52035 76-26 7A PC AQ2/MF AO1 


UCRL-52040 
——— on Trypsin-Like Enzymes in Sperm and 
m . 


UCRL-52040 76-26 6A PC A0S/MF A01 
UCRL-52050 
Derivation of Simple Poles in a Transfer Function 
ation. 


UCAL- 76-26 9D PC AO04/MF AO1 
UCRL-52056 
— a Recent Alterations and New System Con- 
AL-52056 76-26 68 PC A0Q3/MF AO1 
UCRL-52062 
internal Variable Theory of Plasticity Based on 
Dislocation Mechanics. 
UCRL-52062 76-26 201. PC AO6/MF AO1 
UCRL-74780 


High-Performance Vessels from an Aromatic Polya- 
mide ~~ pean Com 
13D PC A03/MF A01 


UCRL-74780 1606" 


UCRL-75060 


Application of a New Theory for the Pressure-in- 
duced Collapse of Pores in Ductile Materials. 
UCRL-75060 76-08 11F PC A02/MF A01 


UCRL-75105 
Plutonium isotopic Measurements by gamma-Ray 


UCRL-75105 76-02 7D PC A02/MF A01 
UCRL-75142 


Numerical Method of Lines for the Solution of Non- 
linear Partial Differential Equations. 
UCRL-75142 7 12A PC AO2/MF AO1 


UCRL-75617 
Display Terminal with ae. and Graphic 


ility, for Microcompute 
UCRL-75617 76-10 =. AO02/MF A01 
UCRL-75853(REV.1) 
Measures of importance of Events and Cut Sets in 


Fault Trees. 
UCRL-75853(REV.1) 76-06 14D PC A03/MF A01 


UCRL-75868 

Age egy se of Neng hi superman Pac = 

r ntegration of Systems o nary - 

ferential Equation 

UCRL-75868 76-10 9B PC A03/MF AO1 
UCRL-75876 

Gain of Laser Fusion Pellets. 

UCRL-75876 76-26 18A PC A02/MF A01 
UCRL-75880 

Pellet coo y for a Laser Fusion Reactor. 

UCRL-7: 76-02 18A PC A02/MF A01 
UCRL-75885 

Laser Driven isothermal implosions. 

UCRL-75885 76-16 18A PC A02/MF A01 
UCRL-758690(REV.1) 

Leaching of Primary Sulfide Ores in Sulfuric Acid 


Solutions at Elevated Temperatures and Pressures 
UCRL-75899(REV.1) 76-12 7D PC A03/MF A01 


UCRL-75979 
Acceleration of Polyethelene Foils by Laser Driven 


Ablation. 

UCRL-75979 76-02 201 PC A02/MF A01 
UCRL-75990 

LLL in Situ Coal Gasification Progra 

UCRL-75990 76-06 -8l PC A0Q2/MF A01 
UCAL-76027 


Software Soourtty in Networks. 
UCRL-7602 76-12 98 PC A02/MF A01 


UCRL-76039 
pene Ye ility Measurements for Years at 75 


UCRL-7 
RL-76039 76-09 148 PC A04/MF A01 


UCRL-76394 


UCRL-76125 


Some Aspects of Micro-Drill bee ine a 
UCRL-76125 76-09 131 A0Q2/MF AO1 


UCRL-76132 
Comparative Climatic impact of increased Strato- 


spheric Aerosol Loading and Decreased Solar Con- 

stant in a Zonal Climate Model. 

UCRL-76132 76-10 4A PC AOQ2/MF A01 

UCRL-76135(ADD.1) 

Listing of Clem7c. 

UCRL-76135(ADD.1) 76-07 20A PC AQ2/MF A01 
sr 

Listing of DICK 

DORN IOISSADIO. 2) 76-09 148 PC AQ2/MF AO1 
UCRL-76144 

Essential Step Toward Producing Reliable Software. 

UCRL-76144 76-08 PC A02/MF A01 
UCRL-76157 

Ly 2 ge Mass-Consistent Same cg 


x Model for Regions with Complex T 
UCAL-761 57 76-06 PC AOSIME AOt 


UCRL-76170 


. Three-Dimensional Transport-Diffusion 
| of Atmospheric Pollutants 


and Its Validation -- ae Tracer Studies. 
UCRL-76170 4A PC AQ3/MF AO1 
UCRL-76171 


Mass-Consistent Mode! for Wind Fields over Com- 
lex Terrain. 
RL-76171 


UCRL-76174 
oo Life of Organic Fiber/Epoxy Pressure Ves- 


76-08 4A PC A03/MF AO1 


UCRL-76174 76-09 130 PC A02/MF A01 
UCRL-76198 

Livermore acc Air = Model (LIRAQ-1). 

UCRL-76198 76-11 138 PC AO2/MF AO1 
UCRL-76223 

Satellite and Surface Observations of Texas Dust 

UCR 76223 76-06 4A PC A02/MF A01 
UCRL-76297 

Climatic Modeling Results from Stratospheric Per- 

UCRL-76297 76-07 4A PC A03/MF A01 
UCRL-76299 

Advances in Magnetospheric Physics, 1971--1974: 

E Particles. 

UCRL-76299 76-02 4A PC AO04/MF AO1 
UCRL-76303 

Laser Light Absorption with Density Profile Modifi- 

UCRL-76303 76-15 201 PC A02/MF A01 
UCRL-76314(REV.1) 


Flow Models for Operating System Security. 
UCRL-76314(REV.1) 76-08 98 PC A02/MF A01 


UCRL-76341 
Control and Data Management for a Large Fusion 


Laser. 

UCRL-76341 76-10 18A PC AO2/MF A01 
UCRL-76350 

Valkyrie, a CO sub 2 Laser System for Laser Fusion 

7 

RL-76350 76-02 20!1 PC A03/MF AO1 

UCRL-76359 

Application of Photodefiection to Spectroscopy. 

UCRL-76359 76-09 7D PC A02/MF AO1 
UCRL-76363 

Advanced Airborne Infrared Method for Evaluating 

Geothermal Resources. 

UCRL-76363 76-06 81 PC A02/MF A0O1 
UCRL-76364 

Results from Recent Solar Radiation Calculations. 

UCRL-76364 76-06 4A PC A03/MF AO1 
UCRL-76365 

Testing of Fiber ———— — 

UCRL-76365 11D ‘Sc A03/MF A01 
UCRL-76390 

industrial Process Heat from Solar Energy. 

UCRL-76390 76-08 10A PC A02/MF AO1 
UCRL-76390(REV.1) 


industrial Process Heat from So 
UCRL-76390(REV.1) 76-12 10C. 


UCRL-76394 
Where We Are Now ii. & Pg 
76394 138 


Pe hO2/MF AOt 


UCAL- PC AG2/MF A01 


AR-1409 








UCRL-76408 
Principal Conclusions of the Committee on the 


ey of Modern Society Nonelectricail Appli- 
cations Project. 


UCRL-76408 76-09 10A PC AQ3/MF A01 
UCRL-76409 

Geothermal Two-Phase-Fiow Test Facility. 

UCRL-76409 76-06 14B PC AQ2/MF A01 
UCRL-76416 


Potential Power Generation and Gas Production 
from Gulf Coast Geopressured Reservoirs. 
UCRL-76416 76-06 8! PC AO3/MF AO1 


UCRL-76417 


Performance of Two-Phase Nozzies for Total Fiow 
Geothermal impulse Turbines. 
UCRL-76417 76-09 


UCRL-76431(REV.1) 
idealized Two-Dimensional Detonation Waves in 


Gaseous Mixtures. 
UCRL-76431(REV.1) 76-09 


8! PC A0Q3/MF A01 


19D PC AQ3/MF A01 


UCRL-76448 
Research and Development on Rubble in-Situ Ex- 
traction of Oil Shale (Rise) at Lawrence Livermore 
Laboratory. 
UCRL-76448 76-06 8! PC AOQ3/MF AO1 
UCRL-76452 


Thermal Behavior of Oil Shale Blocks Heated in Air. 


UCRL-76452 76-06 7A PC A0Q2/MF AO1 
UCRL-76491 
Theoretical X-Ray Conversion Efficiencies and 


Spectra of Single Element Plane Targets Heated by 
Hundred Picosecond Light Pulses from Neodymium 


Glass Lasers 

UCRL-76491 76-02 20! PC A0Q2/MF AO1 
UCRL-76496 

Critical Parameters of in Situ Coal Gasification. 

UCRL-76496 76-06 8! PC A02/MF A01 
UCRL-76504 

Workshop on Computer image Processing. 

UCRL-76504 76-06 9B PC A02/MF A01 
UCRL-76505(REV.1) 

Welder’S introduction to Acoustic Emission 


VOR 6805 
UCRL-7 REV.1) 76-06 13H PC AO2/MF A01 
UCRL-76516(REV.1) 


Brightness Temperature of Detonation Wave in 
Some Liquid Explosives. 
16(REV.1) 76-09 


UCAL-7 19D PC A02/MF A01 
UCRL-76532 

Prospects for Advances in Energy neve 
Technologies for Geothermal Energy Developmen 
UCRL-7 76-07 10B PC A03/MF aot 
UCRL-76539 

Convective instabilities in Porous Media with 
Through-Flow. 

UCRL-76539 76-09 8! PC A03/MF A01 
UCRL-76542(REV.1) 


Two-Dimensional! Spectral Factorization with Appli- 
cations in Recursive Digital Filtering. 
UCRL-76542(REV .1) 6-11 9E aye A04/MF A01 
UCRL-76548 
Excited Quasiparticie States of Odd-Mass Deformed 
Nuclei in the Transplutonium Elements 
76-02 20H 


UCRL-76548 PC AG2/MF AO1 
UCRL-76560 
Li'S Quality rance Program and the Sites of 


s: — aa Facil 
Specie Syaems 18) PC 


MF AO1 
UCRL-76568 
fa gen EMP Design Practices 
UCARL-76568 76-03 9C PC A02/MF A01 
UCRL-7$573 


Magnetic and inertial Ctr: Present Status and Out- 
look 


UCRL-76573 76-09 18A PC A03/MF A01 
UCRL-76578 

Explosive Initiation. 

UCRL-76578 76-09 19D PC AQ2/MF AO1 
UCRL-76583 

Promises and Problems in in-Situ Oil Shale 
UCAL T6583. 76-06 8i PC AQ2/MF A01 
UCRL-76590 


Attributes of System Testing Which Promote Cost- 
Effectiveness 


UCRL-76590 76-09 14A PC AQ2/MF A01 


AR-1410 


UCRL-76603 
Using a Zonal Atmospheric Model to Test 
| Feedback-Caused Drought in the 
Subtropical Desert. 

76-13 4B PC AOQ3/MF A01 
UCRL-76609 


Three-Dimensional Compressible Flow over a Rigid 
Structure: Explicit Finite-Difference and integral 
Method Cou 


pled at — Walis. 

UCRL-76609 PC AG2/MF A01 
UCRL-76639 

Lens and Mirror Design Via the Principal Surface. . 

UCRL-76639 76-05 18A PC A02/MF AO1 
UCRL-76671 

Quality Software for Ordinary Differential Equations 

UCRL-76671 76-10 968 PC A02/MF AO1 
UCRL-76671(REV.1) 


Quality Software for Ordinary Differential Equations 


at LLL. 

UCRL-76671(REV.1) 76-25 12A PC AOQ2/MF AO1 
UCRL-76679 

Fabrication and Characterization of Laser Fusion 


a. 
UCRL-76679 76-25 18A PC AO2/MF A01 
UCRL-76680 
One-Wavelength Solar Radiation Calculations: 


aateteh Sos Scattering and A ger Absorption. 
L-76680 4A PC AOQ3/MF A01 


UCRL-76688 


Software Organization for a Multipurpose Design 
Automation System. 


UCRL-76688 76-10 9B PC A02/MF AO1 
UCRL-76689 

Piezoelectric-Supported Thrust Bearing for the Tool 

Slide of a Diamond Turning Machine. 

UCRL-76689 7 131 PC AOQ2/MF AO1 
UCRL-76693 

Advanced instrumentation for Nuclear Monitoring. 

UCRL-76693 76-05 1 PC A02/MF A01 
UCRL-76699 

Precise Analyses by — wr 

UCRL-76699 PC RO3/MF A01 
UCRL-76706 

Estimated D sub 2 -DT-T sub 2 Phase Diagram in 

the Three-Phase " 

UCRL-76706 76-09 18A PC A02/MF A0O1 
UCRL-76707 

Secondary Containment System for a High Tritium 

Research Cryostat. 

UCRL-76707 76-09 18A PC A02/MF A01 
UCRL-76708 


Estimated Values of Some Cryogenic Properties of 


+= isotopes. 
RL-76708 76-09 7E PC A02/MF A01 
UCRL-76711 

Excess Heat Generation in Retorting Oil Shale in 


f. 

UCRL-76711 76-06 7A PC AO02/MF A011 
UCRL-76714 

Lawrence Livermore Laser Fusion Program: A 

Status ov 

UCRL-76714 76-15 18A PC AO3/MF AO1 
UCRL-76725 

Plutonium Radionuclides in the Ground Waters at 

Enewetak Atoll. 

UCRL-76725 76-05 8H PC AO3/MF AO1 
UCRL-76729 


Transfer Operations with Tritium: A Review. 
UCRL-76729 76-02 18A PC AO3/MF A01 


UCRL-76734 


ay eee of Deuterium on a Uranium Getter Dur- 
Dynamic Flow me Yo 


RL-76734 18A PC A0Q2/MF A01 
UCRL-76742 
Laser —— my we ee oy rt of 
Human and Shee _ee Ghos 
UCRL-76742 6-14 7C PC A02/MF A01 
UCRL-76743 


Stable saarge Sate Measurements in Hydrogen, 
Nitrogen, and Oxygen Raman ae. 
UCRL-76743 76-08 7D PC AQ3/MF AO1 
UCRL-76751 
n Corrections for X-Ray Fivorescence 


An of Environmental Samples. 


UCRL-76751 76-05 7D PC A02/MF A01 


UCRL-76761 
Analyses and Hydrogen-isotope-Transport Caicula- 
tions of bang and Future Designs of the Lii 
Neutron Source. 
UCRL- is 76-09 18A PC AO02/MF A01 
UCRL-76765 
Helium Generation in Fag = ye Neutrons. 
UCRL-76765 7 1 PC AOQ2/MF A01 
UCRL-76772 


Theoretical ~~ & + bey 5 -Activated First-Order 
Raman Spectra 1-Structure Alkali Ha- 


lides 
UCRL-76772 


76-22 7D PC A02/MF AO1 
UCRL-76773 

Air Pollution Analysis. 

UCRL-76773 76-06 138 PC A02/MF A01 
UCRL-76773(REV.1) 

Air Pollution Analysis. 

UCRL-76773(REV.1) 76-10 138 PC AO2/MF A01 
UCRL-76788 

Two-Level Disk Protection System. 

UCRL-76788 7 98 PC A02/MF AO1 
UCRL-76790 

Shallow Junction Solar Celts Fabricated by Corona 

UCRL-767! 76-22 10B PC A02/MF A01 
= 

ee Sena — cone Power Plants. 

UORLTe 138 PC AO2/MF AO1 

‘aaa 


instrumentation for off-Site Reactor Plume Studies. 
UCRL-76795 76-05 8H PC AOQ2/MF A01 


UCRL-76804 
Computer-Controlied Access System: Operational 


Considerations. 
UCRL-76804 76-14 51 PC AOQ2/MF AO1 
UCRL-76814 


Shallow Junction Solar Cells Fabricated by BF sub 


3 Corona Discharge. 
UCRL-76814 76-06 108 PC A0Q2/MF A01 


UCRL-76821 
Linear Digital Filtering for Laboratory Automation. 
UCRL-76821 76-09 98 PC AO3/MF A01 
UCRL-76822(REV.1) 


1.06 mu M 150 Psec Laser Dam Study of 
Turned, Diamond Turned/Polished and 

Polished Metal Mirrors. 

UCRL-76822(REV.1) 76-05 20E PC A03/MF A01 


UCRL-76835 

Look at Mass Storage. 

UCRL-76835 76-11 968 PC A02/MF A01 
UCRL-76836 

Screening of Epoxy Systems for High Performance 

Filament Winding Applications. 

UCRL-76836 76-09 11D PC A02/MF A0O1 
UCRL-76838 4 

Data Base Design for D v Ae Automation. 

UCRL-76838 PC A02/MF A01 
UCRL-76838(REV.1) 

Data Base n for Digital — ~ yr 

UCRL-76838(REV .1) 6-10 PC A02/M 


UCRL-76844 


Will the Large-Scale Production of Hyd 
Part of the Energy — or Part of its 
UCRL-76844 21D PC A02/MF ‘At 


UCRL-76850 
Hydrogen Economy: its Potential Promises and 
Problems 


UCRL-76850 76-21 21D PC A02/MF A01 
UCRL-76855 
Composite Materials for Use in 


Polymeric and 
Systems Utilizing Hot, Flowing, Geothermal Brine. 
UORL-76855 76-07 111 PC AOQ2/MF AO1 


UCRi-76856 » 
~~~ je intense Neutron Source: Design Con- 


RL-76856 76-02 18A PC AO3/MF AO1 
UCRL-76857 
Characteristics of Rotati 
and its Use in Radiation E 
UCRL-76857 76-02 
UCRL-76858 


Heavy Water Jet Target and a Beryllium Target for 
Production of Fast — 


ae Source 
tud 
18A PC A02/MF A011 


UCRL-76858 18A PC AO2/MF AO1 
UCRL-76869 A 
Direct X-Ray Response of Self-Scanning 


Photodiode Arrays. 


+. 








UCRL-76869 76-05 18D PC AO2/MF A01 
UCRL-76881 

Mirror Fert. 

UCRL-76881 76-02 18A PC AOQ2/MF AO1 
UCRL-76887 


Pattern Recognition at Lawrence Livermore Labora- 


UCAL-76887 


76-11 119A PC AO2/MF AO1 
UCRL-76890 
User’S View of Fert. 
UCRL-76890 76-05 18A PC AO03/MF A0O1 
UCRL-76891 
eas meee 
UCRL-76894 


Theoretical Band Structure Analysis on Possible 


+. te Detector Materials. 
L-76894 76-13 18D PC AO2/MF A01 


UCRL-76904 


—F Criteria for Phantoms for Calibration of Ex- 
Detectors for the in-Vivo Assay of Plutonium. 
UCRL-76904 76-11 6R PC AO02/MF A01 


UCRL-76909 
Contribution to a Debate: Should on Lan- 


GcrL-76909 aah 710 90 SPC Add A02/MF A01 


UCRL-76911 
Fusion Power and the Environment. 
76-09 18A 


UCRL-76911 PC A02/MF A01 
UCRL-76912 

may A Dynamics of an Expanding Power Generat- 

vent 76912 76-11 10A PC AQ2/MF A01 
UCRL-76913 


Performance of Filament-Wound Vessels from an 
ic Fiber in Several Epoxy Matrices 
UCRL-76913 76-08 11D PC A02/MF A01 
UCRL-76917 


Elongated-Ring Specimen for Tensile Properties of 
Filament-Wound Com 


UCRL-76917 76-09 11D PC A02/MF AO1 
UCRL-76918 

Long Pot-Life Epoxy System for Filament Winding. 

UCRL-76918 6-09 11D PC A02/MF A01 
UCRL-76924 

5D Band Effects in Cs, Xe, and |. 

UCRL-76924 76-11 7D PC AOQ2/MF AO1 
UCRL-76931 


Unification of Terminology Concerning the Error 
Motion of pee of Rotation. 


UCRL-7693 76-10 131 PC AG3/MF A01 
UCRL-76936 

im ns of Sampling from a LOG-Normal Popu- 

— " 

UCRL-76936 76-08 8H PC A02/MF A01 
UCRL-76937 


High-Efficiency Multidetector System for Tumor 
Scanning. 


UCRL- 7 76-11 18D PC A0Q2/MF AO1 
UCRL-76944 
Lili Special Projects Division Research in Neutron 


Measurements Soiaese. 

UCRL-76944 6-02 18D PC A02/MF AO} 
UCRL-76947 

Neutrino Flow and Gravitational Colla 

UCRL-76947 76-08 3B P A03/MF A01 
UCRL-76953 

a yg Field men. of High-E 

206" PC ADUIMF AOt 

iam 

Detector System for in-Situ Spectrometric Analysis 

of exp 241 AM and Pu in Soil. 

UCRL-76956 76-12 7D PC AOQ2/MF A0O1 
UCRL-76958 


yal pry Transition Laser System Excited by 
and es Ame Amy 


UCRL-76958 PC A02/MF A01 
UCRL-76961 
netohydrodynamics Near a Black Hole 
L-76961 76-05 3B PC A03/MF AO1 
UCRL-76967 


Numerical ey of — Relativistic Stars 


UCRL-7696 3B PC AO4/MF AO1 
UCRL-76977 

Seismic Safety Considerations for Buried Pipes. 

UCRL-76977 76-09 13K PC AO04/MF A01 


UCRL-76979 

Guidelines for Selecting a Microprocessor Prototyp- 

eR 76079 76-09 9B PC A02/MF A01 
UCRL-76963 

industrial eugene. Heat from Solar Energy: The 

Erda--Sohio Project 

UCRL-769863 76-08 10A PC AQ3/MF A01 
UCRL-76985 

Mirror Fusion Reactor Study. 

UCRL-76985 76-10 18A PC AO3/MF A01 
UCRL-76966 

Optimizing the Mirror (Fusion--Fission) Hybrid 

Reenter te for Plutonium Production. 

UCRL-76986 76-15 18A PC AO3/MF AO1 
UCRL-77001 

SETKIN: A Chemical Kinetics Preprocessor Code. 

UCRL-77001 76-09 PC A03/MF A01 
yn 

wo Methods of soon Energy Densification. 

UCRL 77003 18A PC A03/MF AO1 
UCRL-77007 

Future Energy Sources 

UCRL-77007 6-25 10A PC AO2/MF AO1 
UCRL-77010 

Contact Problem of a Plane Circular Neo-Hookean 

Membrane. 

UCRL-77010 76-10 20J PC AO02/MF AO1 
UCRL-77024 


Intense Synchrotron Radiation from a Magnetically 
Com i Relativistic eo ay he 


UCARL- 76-10 ms A03/MF A01 
mae 

Economics of Geothermal Heat as an Alternate Fuel 

UCRL-77031 76-10 10A PC A02/MF AO1 
UCRAL-77033 

P ts for Trivalent Rare-Earth Vapor Lasers 

UCRL-77033 76-02 20E PC A02/MF A01 
UCRL-77035 

Electrolyte Solutions: Transport Properties and Irr- 

eversible Thermodynamics 

UCRL-77035 76-10 7D PC AQ2/MF A01 
UCRL-77040 


Computer Simulation of Laser-Driven implosion of 
DT-Filled Glass Microbalioons. 
UCRL-77040 76-12 18A PC AO03/MF AO1 


UCRL-77041 
Models of Electron Conductivity Which Lead to 
Ablation Stabilization of Fiuid Instabilities in Laser- 
UCRLL7704 
UCRL-77041 76-12 18A PC A02/MF A01 
UCRL-77042 
Low Power Multiple Shell Fusion Targets for Use 
with Electron and lon BEAMS. 
UCRL-77042 76-11 18A PC AO3/MF AO1 
UCRL-77043 
interaction of 1.06 mu M Laser L = —_ Spherical 
naman imbedded in Low Density 
L-77 76-15 168A “PC A02/MF AO1 
UCRL-77044 
Analysis of the Bali-Plate Laser Fusion Target Ex- 
iments. 


RL-77044 76-12 18A PC AO2/MF AO1 
UCRL-77045 
Fusion Ta Designed to Match Present 
Relativistic Electron = Machine Parameters. 
UCRL-77045 6-12 18A PC AO02/MF AO1 
UCRL-77047 


interaction of Relativistic Electron BEAMS with 
High Z Plasmas. 


RL-77047 76-11 201 PC A02/MF A01 
UCRL-77048 


Stability and Symmetry Requirements of Electron 
and lon Beam Fusion Ta 


UCRL-77048 76-11 18A PC A03/MF AO1 
UCRL-77050 

os rison of Recent Experimenta! Results on X- 

«oy to eae - oe 

UCAL 18A PC AO2/MF A01 
oman 

Fusion Power: The Transition from Fundamental 

Science to Fusion Reactor Engineering. 

UCRL-77055 76-05 168A AO03/MF AO1 
UCRL-77057 


Behavior of Fluid Instabilities in Laser Fusion Pel- 
lets: Results of 2-D Calculations. 
UCRL-77057 76-09 18A PC A02/MF A01 


UCRL-77116(REV.1) 


UCRL-77062 

Generalized Software for Partial Differential Equa- 

UCAL-77062 76-09 12A PC AQ3/MF A01 
UCRL-77068 

Energy ion by Laser Fusion Targets Deter- 

mined by lon Calorimet 

UCAL- 76-14 201 PC AOQ3/MF A01 
UCRL-77072 

Neutron Time-of-Flight Spectrometer for Laser-Fu- 

UCR. 72 76-16 18A PC A02/MF A01 
UCRL-7707X(REV.1) 


Laser irradiation of Paryiene Disks with a 1.06 mu M 
Laser. 
UCRL-77073(REV.1) 76-14 18A PC AQ3/MF AO1 


UCRL-77075 
Computer Analysis of Four Channel X-Ray 
Mic images to Obtain Source and Spectral 
Emission Data on Laser Fusion. 
UCRL-77075 76-12 201 PC AOQ3/MF A01 
UCRL-7707S(REV.1) 
Computer Analysis of Four Channel X-Ray 
Mic ienete to Obtain Source and Spectral 
Emission on Laser Fusion Targets. 
UCAL-77075(REV. 1) 76-14 201 PC A03/MF A0O1 
UCRL-77079 


Experimental Determination of DT lon Temperatures 


in Laser Fusion T ’ 
UCRL-77079 76-10 201 PC AO2/MF A01 
UCRL-770860 


Laser Irradiation of Thin Plastic Targets with a 10.6 
mu M CO sub 2 Laser. 


UCRL-77080 76-26 201 PC A02/MF A01 
UCRL-77081 
nen sewage Lasee Ls ocean X-Ray 
or Ta nost 
UCRL-77081 -_ 76-25 201 PC A02/MF A01 


UCRL-77082 


ee Microscopy of Laser Fusion Targets in Four 
Bands from 0.7 to 4.0 Kev. 
UCR -77082 76-14 201 PC A0Q2/MF A01 


UCRL-77085 
er A 20 cm Aperture, Two-Beam, Nd-Glass 


arget a Ly 
reo = toe PC AOQ2/MF AO1 


UCRL-77092 
Simplified Scheme or Radioactive Plume Calcula- 


tions. 
UCRL-77092 76-11 6R PC A02/MF AO1 


UCRL-77094(REV.1) 
Laser Fusion Experiments at the Lawrence Liver- 
more Laborato ar. 
UCRL-77094(REV.1) 76-10 18A PC AOS/MF A01 
UCRL-77095 


or Dynamic Analysis of inflating Axisymmet- 
ic Membranes Subjected to Contact Constraints. 
UCRL-77095 76-14 20K PC AQ2/MF AO1 


UCRL-77102 
in-Situ Coal Gasification: An Update of the National 


UCRL-77102 76-10 81 PC AQ2/MF AO1 
UCRL-77104 

Solution Chemistry of Element 104. 

UCRL-77104 76-02 7E PC A02/MF A01 
UCRL-77105 

lonization, Charge Exchange, and Secondary Elec- 

tron Emission in the Extractor of an Lbi/LII Neutral 


Beam Source 
UCRL-77105 | 


UCRL-77106 
Ambient Environmental Radiation Monitoring at the 


76-10 18A PC A02/MF A01 


Lawrence Livermore Laboratory. 

UCRL-77106 76-11 8H PC AQ2/MF A01 
UCRL-77110 

Computer Algorithm for Transposing Large 

M Using Limited Primary yes 

UCRL-77110 76-14 1 A0Q2/MF A01 
UCRL-77115 


eee of Auroral-Line induced Transitions. 
UCRAL-77115 76-09 4A PC A02/MF AO1 
UCRL-77116 


Three-Dimensional Stress Distribution of a Double- 

Cantilever Beam with a Side Notch. 

UCRL-77116 76-05 13L PC AQ2/MF AO1 
UCRL-77116(REV.1) 


Three-Dimensional Stress Distribution of a Double- 
Cantilever Beam with a Side Notch. 
UCRL-77116(REV.1) 76-12 13M PC AQ2/MF AO1 


AR-1411 











UCRL-77123 
Rabbits as a Model for the Study of Hyper- 


teinemia and Ather ‘ 
L-77123 76-11 6A PC A02/MF AO1 
UCRL-77124 


MAbs 
Finishing of Precision Generated Metal Optical 
ts. 


UCRL-77124 76-05 20E PC A02/MF A01 
UCRL-77125 

Estimates on the ignition of High-Explosives by 

Laser Pulses. 

UCRL-77125 76-10 19D PC AQ3/MF A01 
UCRL-77127 

Self-Generated Magnetic Fields in Laser Plasmas. 

UCRL-77127 76-10 18A PC A02/MF AO1 
UCRL-77128 


Spectroscopic Studies of Rare-Earth tons in Glass 
son Fluorescence Line Narrowing Techniques. 
UCRL-77128 76-10 7D PC AOQ2/MF AO1 


UCRL-77132 


Parallelism in Automatic a 
UCRL-77132 76-10 14B PC AO02/MF A01 


UCRL-77139 
Comparison of Lasnex Caiculations with Experi- 
mental Results of Parylene Disc irradiations at 1.06 


mu M. 
UCRL-77139 76-13 18A PC AQ2/MF AO1 
UCRL-77146 
Bubbles and Their implications for Laser-Fusio 
UCRL-77146 76-22 18A PC NORM A01 


tat 


Flux eee 
Ucn -77149 


UCRL-77149(REV.1) 


Energy Flux Limitation by Tame Turbulence. 
UCRL-77149(REV.1) 76-16 168A PC A02/MF A01 


UCRL-77150 
Calculations of Self-Generated Magnetic Fields in 


toe be: Disc Experiments. 
UCRL-77 76-12 18A PC AOQ2/MF AO1 


UCRL-77151 


Charged-Particle ey Sen naga Spectrome- 
ter for Neutron Induced Reactio 


Tame Turbulence 
12 20! PC A02/MF A01 


UCRL-77151 76-14 18D. PC A03/MF AO1 
UCRL-77152 

Self-Consistent Microwave Piasma Heating Rates. 

UCRL-77152 76-09 201 PC /MF AO1 
UCRL-77153 


Depth Profiling of Tritium by Neutron Time-of- 
light 


L-77153 76-10 18A PC A02/MF AO1 
UCRL-77156 
intense, Pulsed, lon-Diode Sources and Their Appli- 


cation to Mirror Machines. 
UCRL-77156 76-25 i18A PC A0Q2/MF AO1 
UCRL-77167 


Effects of Cyclotron Radiation in Magnetically-Con- 
fined p- <~ J 11 B Reactors 


UCAL-77 76-25 18) PC A02/MF A01 
UCRL-77168 

Nonthermal Effects in Two Component DT Fusion 

Reactors. 

UCRL-77168 76-12 20! PC AOQ2/MF A01 
UCRL-77173 


Activation Measurements of High Energy Deuterons 
in the Plasma Focus Device. 


UCRL-77173 76-12 201 PC A02/MF A01 
UCRL-77197 

UGRL77 - 0605 20E PC A03/MF A01 

UCRL-77196 


Effect of Energy Dependence on the Evaluations of 
Albedo Neutron 


UCRL-77198 76-11 18D PC AQ2/MF AO1 
UCRL-77202 

Electron Beam En Deposition and Vuv Efficien- 

UCRL-77202 76-13 20H PC AG2/MF A01 
UCRL-77203 

Physics of Relativistic Electron BEAMS in Rectan- 

gular and ee Geometries. 

UCRL-77 > 76-09 18A PC AOQ2/MF AO1 
ey chee 

Markovian Analysis of Cervical Cell images. 

UCRL-77207 76-11 6E PC AO3/MF A01 
UCAL-77208 


Performance Handbook for Solar Heating Systems: 
A Progress Report. 


AR-1412 


UCRL-77208 76-10 13A PC AQ3/MF A01 
UCAL-77211 

Com ional Plasma Physics. 

UCRL-77211 76-05 20! PC AO4/MF AO1 
UCRL-77213 

Electron-Beam Pumping of Visible and Ultraviolet 

Gas Lasers. 

UCRL-77213 76-098 20E PC A05/MF AOi 
UCRL-77214 

2X18 Getter Material Problems. 

UCRL-77214 76-12 18A PC AO2/MF AO1 
UCRL-77215 

Construction and Testing of the 2X!IB Flat-Topping 

Power Supply. 

UCRL-77215 76-10 18A PC AOQ2/MF AO1 
UCRL-77216 

Pellet T rrection. 

UCRL-77216 76-15 18A PC AO2/MF A01 
UCRL-77218 


Computer Control! and Monitoring of Neutral Beam 
in rs on the 2XlIB Ctr Experiment at Lil. 
RL-77218 76-12 18A PC AQ2/MF A01 


UCRL-77219 
Electronics System for the Lil Negative lon Test 


Stand . 
UCRL-77219 


76-12 18A PC A02/MF AO1 

UCRL-77221 

Recent Mirror Machine Results and Their implica- 

tions for _ Systems. 

UCRL-77 76-02 201 PC A02/MF AO1 
Bes wip steng 

Anthro ic Moisture Production and Its Effect 

on Bounda 7 Layer Circulations over New York , 

UCRL-77 76-05 48 PC A0Q3/MF A0O1 
UCAL-77226 

2X11B Vacuum Vessel: ~ pe Design 

UCRL-77226 6-10 18A ‘A02/MF A01 
UCRL-77227 

1.1-Meter Bore, 8-Tesia Test Facility. 

UCRL-77227 76-10 18A PC A0Q2/MF A01 
UCRL-77229 

Electrical insulation for Large Multiaxis Supercon- 

a 

UCRL- 76-09 18A PC A02/MF A01 
UCRL-77230 


— Ammonia Micropeliet Generator for Baseball 


UCRL-77230 76-10 201 PC AQ2/MF A01 
UCRL-77231 

UORL-Trast oo rie ion’ PC A02/MF A01 
UCRL-77233 

ay , orth We M SAD Design Con 

UCRL-77233 6-10 18A PC A02/MF A0O1 
UCRL-77234 

Neutral Beam injection in 2XliB. 

UCRL-77234 76-10 18A PC A02/MF A01 
UCRL-77235 

— on Multifilamentary NB sub 3 SN Supercon- 

UCRL.77235 76-10 18A PC A02/MF A01 
UCRL-77236 

Beam-Line Cryopump. 

UCRL-77236 76-10 18A PC AOQ2/MF A01 
UCRL-77237 

Fusion Reactors: A Remote resent, 

UCRL-77237 76-09 18A A02/MF A01 
UCRL-77238 

Mechanical Design for Neutral Beam Injection 

UCRL-77238 76-10 18A PC A02/MF AO1 
UCRL-77239 

Performance Ana of in-Line Direct Converters 

for Neutral Beam Sources. 

UCRL-77239 76-10 18A PC A02/MF A01 
UCRL-77240 

S nemeny System for the Livermore intense Neutron 

UCRL-77240 76-09 18A PC AQ2/MF A01 
UCRL-77241 

= egg Joints in NB--Ti/Cu Composite Supercon- 

UCRL-77241 76-10 18A PC A02/MF A01 
UCRL-77242 


High Stability Space Frame for a Large Fusion 
UCRL-77242 76-10 18A PC A02/MF A01 





UCRL-77243 
Laser <4 Optics for Baseball li and Future Mir- 
ror Machines 
UCRL-77243 76-10 18A PC A02/MF A0o1 
UCRL-77244 


——— of Electromagnetic Fields and Forces in 


KOT of Arbitrary Geometry . 

UOR L-772 7-10 18A PC AOQ2/MF AOi 

Ber 
2X8 Status. 
UCRL-77245 


UCRL-77247 
Ultra-Fast image Sommer Streak Cameras for 


Laser Fusion Diagnostics. 
UCRL-77247 76-10 201 PC AO2/MF A01 
UCRL-77248 


Argus —_ Chamber. 
UCRL-772 76-10 18A PC A02/MF A01 


Za” 
Compound Ellipsoidal Focusing System for Fusion 


UCRL-77249 76-10 18A PC AQ2/MF A01 
UCRL-77251 


Plane Stress Calculations with a Two Dimensional 
Elastic- A Computes ay 


76-09 18A PC AO2/MF AO1 


UCRL-7725 20K PC AO2/MF AO1 
UCRL-77253 

Electron Beam Welding Fundamentals and Applica- 

UCAL-77253 76-05 13H PC AO02/MF A01 
UCRL-77254 

Narrow Groove Gas Metal-Arc Welding of Alu- 

minum. 

UCRL-77254 76-05 13H PC A02/MF AO} 
UCRL-77255 


Recent Experiments on Ay. -* Mirror Machine. 
UCRL-77255 PC A02/MF A01 


UCRL-77259 
Leak Hunting Problems Associated with Controlled 


Thermonucilear Fusion es iments. 
UCRL-77259 18A PC AO3/MF A011 
UCRL-77260 


Vibrational, Thermal, and Al om Considerations 
of the Laser System tor i u-T 
UCRL-77260 76-10 18A PC AQ2/MF A01 
UCRL-77263 

of the Steady-State Operation of Vacuum 


Analysis 
Systems for Fusion Machines. 
UCRL-77263 76-09 18A PC A02/MF A01 


UCRL-77264 
Baseball li-T, a New Target Plasma Startup Experi- 
UCRL-77264 76-10 18A PC AO2/MF AO1 
UCRL-77267 
Generic Survey of Air ony Simulation Models. 
UCRL-772@7 13B PC A02/MF A01 
UCRL-77269 


Project Planning and Project Management of 
Baseball |I-T 


UCRL-77269 76-10 18A PC A02/MF A01 
UCRL-77271 

Computer-Aided —~ we of Separabie Two-Dimen- 

sional Digital Filters 

UCRL- 1 76-14 9E PC AOQ2/MF AO1 
UCRL-77273 

Development and implementation of User Oriented 

Air pe 

UCRL-77273 76-14 138 PC A02/MF A01 
UCAL-77279 


Development of n Automation Codes Using 
Software Engineering Weth 
UCRL-77279 


76-11 98 PC A02/MF AO1 
UCRL-7727Q(REV,1) 
Development of Design Automation Codes Using 
Software Engineering ’ 
UCRL-77279(REV. 1) 76-21 9B PC A02/MF AOi 
UCRL-77284 


Exp 233 U Breeding and Neutron Multiplying Bian- 

kets for Fusion Reactors. 

UCRL-77284 76-26 18A PC A02/MF AO1 
UCRL-77285 

Approach to Detect 


eo oy Execu 


pn 
Helium Release from Type 304 Stainless Steel. 
UCRL-77290 76-10 11F PC AQ2/MF AO1 


?, 


pennies Errors in 
van 3 Program 
76-11 9B. " PC AO2/MF A01 








UCRL-77291 
Dynamic Tear 7. rn Its Potential for Evaluating 


the Toughness of 
UCRL- 76-05 13E PC A0Q2/MF A01 
UCRL-77294 


Computer ew to Evaluate the Quality of a PC 


Board Ro 
UCRL-77294 76-10 9E PC AQ2/MF AO1 


UCAL-77295 
Adiabatic Surface Thermometer for 
tage Braze ua 
UCRL-77 

an 
Comprehensive oy for Evaluating the En- 
vironmental and Human Health ee he of Coal- 
Fired Electricity Production in the South 

6F PCT ASS /MF A01 


Improved 
13H PC AO2/MF AO1 


UCRL-77303 76-11 
UCRL-77310 
sempmemnent of X-Rays Emitted from Projectiles 
Movi ~) _ Ta 
UCRL- 76-11 7D PC AO2/MF AO1 
taiien: 


Collisional Quenching of Metastable X-Ray Emitting 
States in a Fast Beam of He-Like Fluorine. 
UCRL-77311 76-11 7D PC AO2/MF A01 


UCRL-77315 
—— of Sperm Motility to Study the Effects of 
Metal lons. 
UCRL-77315 76-12 6F PC AO3/MF AO1 


UCRL-77318 
Evaluation of the Use of Sludge bod Crops. Plutoni- 


um as a ose Conditioner for ar. 

UCRL-77 76-08 PC A02/MF AO1 
ieee 

Economics of industrial Process Heat from Solar 

E q 

UCRE77326 76-14 10A PC A02/MF AO1 
UCRL-77345 


Stage lll Dislocation Pinning in Silver Resulting 
from — irradiation. 


UCRL-77 76-08 11F PC A02/MF A01 
UCRL-77350 

19 mm Ballistic Range: A Potpourri of Techniques 

and pes. 

UCRL-77350 76-09 19D PC A02/MF A0O1 
UCRL-77352 

Glovebox-Contained Forty-Millimeter Gun System 

for the woe By of One-Dimensional Shock Waves in 

Toxic Materials 

UCRL-77352 76-09 14B PC A02/MF AO1 
UCRL-77353 


Monte ate Approach to Numerical Deconvolution. 

UCRL-77. 76-21 12A PC AOQ2/MF A0O1 
hn pac 

Dt Fusion Neutron 


Copper and Niobium. 
UCRL-77357 


UCRL-77357(REV.1) 
Dt Fusion Neutron Radiation Strengthening of 


Copper and Niobium 
UCRL-77357(REV. 1). 76-10 18A PC AO3/MF A01 
UCRL-77367(REV.1) 
ee Determination of Hydroxy and Amino 
ae Using Pyromellitic Dianhydride 
UCRL-77367(REV.1) 76-26 7C PC A02/MF A01 


UCRL-77369 
spo wo Simulation of interstitial Diffusion in 


Radiation Strengthening of 
76-09 18A PC AO4/MF A01 


en. 
uc L-77369 76-05 11F PC AQ2/MF AO1 
UCAL-77371 
_,° Response Calculations for Nuclear Power 
UCRL-77371 76-09 18! PC AQ2/MF A01 
UCRL-77379 


Mineralogical Considerations in Leaching of Prima- 
a Sulfides at Elevated Temperatures and 


UCRL-77379 76-05 7D PC A02/MF A01 
UCRL-77388 

ot vatinge Photography Applied to Nondestruc- 

UCAL- 76-11 14B PC A02/MF A01 


UCRL-77395 
Generation of Floor weapones Spectra for Mixed- 
Oxide Fuel Fabrication Plants 
UCRL-77395 76-08 18) PC A02/MF AO1 
UCRL-77403 
Haameenyn Restoration of Atmospherically Degraded 
Using Multiframe imagery. 
ve L-77403 76-21 4A PC A02/MF A01 


UCRL-77406 

Laser Microdrilling in the Fabrication of Laser Fu- 
sion Poa. 

UCRL-77406 76-16 18A PC AOQ2/MF AO1 
UCRL-77414(REV.1) 

Measurement and Evaluation of the Livermore 
Time-Sharing System for the CDC 7600. 
UCRL-77414(REV.1) 76-11 9B PC AO2/MF A0O1 
UCRL-77419 


Uncertainties in the Validation of Parameterized 


Transport in 1--D Models of the Stratosphere. 

UCRL-77419 76-12 4A PC AO2/MF AO1 
UCRL-77422 

> ata Super-High Gain Pellets for Laser Fu- 

sion. 

UCRL-77422 76-25 18A PC A02/MF A0O1 
UCRL-77429 

Champ Code Calculations of Surface and Subsur- 

face Explosions. 

UCRL-77429 76-11 19D PC AOQ2/MF A0O1 
UCRL-77440 


Lithium Requirements for Electric Vehicles Using 
Lithium-Water-Air Batteries. 
UCRL-77440 76-14 10C PC AOQ2/MF AO1 


UCRL-77443 

Microprocessor as a Computer Mainframe. 

UCRL-77443 76-12 98 PC A02/MF A0O1 
UCRL-77446 

Mass eeomates —- + gre at L 

UCRL-77 14B eC ‘A02/MF A01 
Per ept ng 

Kaiman Strip Filter: Two-Dimensional Recursive 

Vector Processor 

UCRL-77447 76-11 9B PC A02/MF AO1 
UCRL-77448 

Procedure for Cleanup of Computer Routed Printed 

Circuit Boards. 

UCRL-77448 76-11 9E PC AOQ2/MF AO1 
UCRL-77449 

Nanosecond sunning of High Power Laser Ac- 

tivated Silicon Switches. 

UCRL-77449 76-12 9A PC AQ2/MF A01 
UCRL-77450 

Converging Algebraic image Reconstruction 

Technique ee, a Generalized Error Model. 

UCRL-77450 6-22 98 PC A02/MF AO1 
UCRL-77453 

Baby Brother System. 

UCRL-77453 76-14 9B PC A02/MF A0O1 
UCRL-77454 

Be Objective: Evaluate the Technol for A. og 

ing en 4 Boards and Printed Board 

RL-77 76-12 9E PC AOA/MF A A01 

saan: 

Plasma Focus as a Pulsed Power Source 

UCRL-77456 76-10 18A PC A A03/MF A01 
UCRL-77458 


Pulse Cytometric Analysis of the Perturbed Cellular 
rw f of ao Tumors: Problems and Promises. 
UCRL- 76-13 6E PC AQ3/MF A01 


aa 

Controlled Fusion Physics: a 

UCRL-77465 76-11 18A PC A02/MF A01 
UCRL-77466 


Accelerated Test for Predicting the Lifetime of Or- 


a Ss Fiber eee 
76-14 11D PC A02/MF A01 
sine 


Cytological Detection of Cervical Carcinoma with 
New Cytochemical Markers and Flow Microanalysis. 
UCRL-77469 76-26 6E PC A03/MF AO1 


UCRL-77478 


Microprocessor System to Recover Data from a 
Self-Scanning Ss + io. 


UCRL-77478 PC A02/MF AO1 
UCRL-77480 
Mechanical Design, Materials Selection, Fabrication 


and Assembly of Ultraclean, High-Gain, Nd: Glass 


Disk Laser Amplifiers. 
UCRL-77480 76-08 20E PC A02/MF AO1 


UCRL-77486 


ideas and Experiments in Magnetic Interfacing. 
UCRL-77486 76-12 13F PC A02/MF A01 


UCRL-77495 


MO200: A Model for Evaluation Safeguards 
Through Material Accountability for a 200 Tonne 
Per Year Mixed-Oxide Fuel-Rod Fabrication Plant. 
UCRL-77495 76-26 18) PC A02/MF AO1 


UCRL-77572 


UCRL-77498 

1024-Channei Portable paces Spectrometer. 

UCRL-77498 76-11 18D PC AQ2/MF AO1 
UCRL-77499 

conse Seenap Storage and Power Conditioning System for 

the Shiv . 

UCAL 7iaee 76-10 18A PC AQ2/MF AO1 
UCRL-77504 


—_ Com uter Data Aqgegees System. 
201 PC AQ2/MF A0O1 





Beene, 
(Computer-G ated) Movie is Worth a Thousand 
Pictures. 
UCRL-77510 76-26 9B PC A@2/MF AO1 
UCRL-77512(REV.1) 


Simulation of Optical Systems 
UCRL-77512(REV.1) 76-25 DOF PC AQ2/MF A01 


UCRL-77520 

Atmospheric Release Advisory Capability (Arac). 

UCRL-77520 76-12 8H PC AQ2/MF A01 
UCRL-77527 

Time-Resoilved Fast-Neutron Pinhole Camera for 

pe, RU Thermonuciear Plasmas 

76-26 201 PC A03/MF AO1 

UCRL-77528 


Environmental Monitoring Problem: Optimal Solu- 
Gane for Control and Sorsetenee Applications in 


he Case of een or «> 
UCR L-77528 PC AG2/MF A01 


UCRL-77532 
parison of gamma-Ray Exposure Rate Mea- 
surements at Bikini Atoll. 
UCRL-77532 76-11 18D PC AOQ2/MF AO1 
UCRL-77535 
CO sub 2 Laser lonization of Very High Lying 
Valence States in Atomic Uranium. 


UCRL-77535 76-26 7E PC A02/MF A01 
UCRL-77543 

rd oe for rte ——_ 

UCR PC A02/MF AO1 
eee 

Sampling a Two-Phase Geothermal Brine Fiow for 

Chemical Analysis. 

UCRL-77544 76-14 81 PC A03/MF AO1 
UCRL-77545 

Principles, Relative Merits, and Limitations of Cur- 

rent Cytokinetic Methods 

UCRL-77545 76-26 6C PC A02/MF A01 
UCRL-77547 

rr Ge pemonnenes of Fiber Com es. 

UCRL-77 6-12 11D A02/MF A01 
ana 

Analytic Technique for Router Compariso 

UCRL-77548 76-25 9E PC A02/MF A01 
UCRL-77555 

ro of — System Secur 

UCRL-77 76-14 9B > AO3/MF A01 

Prager gs 


Sample oumeaneean Programs for the Laboratory 

Automation M nes -*: 

UCRL-77558 76-13 148 PC AQ2/MF A01 
UCRL-77561 

Proceedings of the Meeting for Coordinating Preci- 

sion Machining of Optics Research and Require- 


ments. 
UCRL-77561 76-11 20F PC A02/MF A01 
UCRL-77562 
Repetitively Pulsed Capacitor Bank for the Dense- 
Plasma Focus. 
UCRL-77562 76-25 201 PC AO2/MF A01 
UCRL-77563 
oe Power Semiconductor Switching in the 
UCRIL-77563 76-25 9A PC AG2/MF AO1 
UCRL-77567 
LLL a for Composite Flywhee 
UCRL-77 76-12 11D °C A02/MF A01 
bce 
me mene | Design Data for Composite Materials. 
76-12 11D PC AOQ2/MF A01 
UCRL-77569 
png eypeeainn for ay Applic 
6-12 11D < A02/MF AO1 
Prev cater 
Arac System. 
UCRL-77572 76-14 8H PC A02/MF A01 


AR-1413 








UCRL-77578 


Automatic PC rd Routing Cleanup Procedures. 

UCRL-77578 76-22 9E PC AQ2/MF A01 
UCRL-77579 

- ee Module Placement in Design Automa- 

tion. 

UCRL-77579 76-22 9E PC A02/MF A01 
UCRL-77580 

Generation of Firmware for Control Microproces- 

sors. 

UCRL-77580 76-22 9B PC AQ2/MF AO1 
UCRL-77590 

we A Laser » Spacennoey in Atomic Hye 

UCRL- 76- 7D PC AOQ3/MF AO1 
ae 

Three Dimensional Numerical Modeling of Liquid 

Fuel Sprays. 

UCRL-77621 76-26 13F PC AG3/MF A01 
UCRL-77622 


FILEM: A Lay Management System. 
UCRL-77 6-25 9B PC AQ2/MF AO 


rat 

ae Tools for the Analysis of Operating System 

urity. 

UCRL-77624 76-14 9B PC AOQ2/MF AO1 
UCRL-77637 

Predicting Explosion-Generated Permeability 

around Geothermal Wells. 

UCRL-77637 76-14 81 PC AOQ2/MF A01 
UCRL-77639 

New Kind of Detonator: The Slapper. 

UCRL-77639 76-22 19A PC AOQ2/MF A01 
UCRL-77645 


Fuel Cycle Problems in Fusion Reactors 
UCRL-77645 76-14 118A PC. A02/MF A01 


UCRL-77655 
Electrical Conductivity of Orthopyroxene to 1400 
ome , and the Renting Selenotherm. 
L-77655 6-26 8G PC A02/MF A01 
UCRL-77659 
ameter and Determination of Explosive-induced 


racture. 

UCRL-77659 76-14 19D PC AGQ3/MF AO1 
UCRL-77665 

Corticosteroid Effect on the Cell Cycle. 

UCRL-77665 76-13 6C PC AQ2/MF A01 
UCRL-77679 

Consequences of Reduced Food Supply induced by 

Loss of Stratospheric . 

UCRL-77679 76-22 2B PC A02/MF AO1 
UCRL-77709 

+ owe A of Californium Diiodide. 

76-13 7E PC A02/MF A01 

“ae 

Laser Light Absorption Due to Self-Generated Mag- 

UCRL-77717 76-26 20! PC A02/MF A01 
UCAL-77722 

Methods in Environmental Sampling for 

Radion 

UCAL-77722 76-22 18H PC AOQ2/MF AO1 
UCRL-77728 


Assessment of a Chemical Getter for Scavenging 
Tritium from an inert Gas. 


UCRL-77728 76-26 18G PC AQ2/MF A01 
UCRL-77731 

Recent Developments in Laser Plasma Theory and 

Simulations. 

UCARL-77731 76-16 118A PC AOQ2/MF AO1 
UCRL-77735 


of Trivalent Lanthanides and Actinides 
by Solvent Extraction Without Aqueous Complexing 


L-77735 76-18 18G PC A02/MF A01 
UCRL-77755 
Sete Properties of the insensitive Explosive 
UCRL-77755 76-21 19A PC A02/MF AO1 
UCRL-777S5(REV.1)  - 
reaction Properties of the insensitive Explosive 
UCRL-77755(REV.1) 76-26 19D PC A02/MF AO1 
UCRL-77766 


oy as an Exten- 


Administrative Minicomputer 
ee ene ™~ 
UCRL-77766 C AO3/MF A01 


76-14 9B 


AR-1414 


UCRL-77796 


Control of First-Wali Surface Conditions in the 
— Magnetic Mirror Plasma Confinement Experi- 


UCRL-77798 76-16 18A PC AQ2/MF A01 
UCRL-77799 

Surface penenenes Rates for Mirror Fusion 
Reactor Designs 

UCRL-77799 76-15 18A PC AQ2/MF AO1 
UCRL-77801 


industrial Process Heat from Shallow Solar Ponds. 
UCRL-77801 76-22 10A PC AOQ2/MF AO1 


UCRL-77807 


Megawatt Nanosecond Switching of High Power 
Laser Activated Silicon Switches. 


UCRL-77807 76-26 9A PC A0Q2/MF A01 
UCRL-77816 

Personnel Monitoring Measureme 

UCRL-77816 76-15 rR "PC aansur aan 
UCRL-77823 

Optical Texture “een of Human Cells by 

Markovian is. 

UCRL-77823 76-25 6C PC AQ2/MF AO1 
UCRL-77828 


Minerva Multi-Microprocessor. 
UCRL-77828 76-22 9B PC AQ3/MF A01 


UCRL-77829 
Reactivity of Oil Shale Carbonaceous Residue with 


8) and Carbon Dioxide. 
UCRL-77829 76-22 81 PC AOQ3/MF AO1 
UCRL-77831 
a of Oil Shale: The Effects of Thermal Histo- 
Yield. 


AL 77831 76-22 81 PC AQ3/MF A01 
UCRL-77844 
Free Abrasive Grinding for Precision Optics. 
UCRL-77844 76-14 11B PC A02/MF A01 
UCRL-77849 


Simple Method to Unfold Ne 213 and Stiibene 
Neutron Spectra! Data 
UCRL-77849 


76-25 18D PC A02/MF AO1 

UCRL-77850 

Diemond Polishing @ Diamond Turned X-Ray 

UCRL-77850 76-14 11F PC AQ2/MF AO1 
UCRL-77858 

Switching Devices for Fusion Reactors. 

UCRL- 76-26 108 PC A02/MF A01 
UCRL-77863 

Computer Memory: va ae Ex nce. 

UCRL-77863 PC A02/MF A01 
UCRL-77868 

High Level Languages in Microcomputer Automa- 

UCRIL-77868 76-21 9B PC A02/MF A01 
UCRL-77892 


E netic Brake. 

UCRL-77882 76-22 201 PC A02/MF A01 
UCRL-77896 

Another Look at the Concept of ‘Mod 


UCRL-77896 76-25 .P “4 A02/MF A01 
UCRL-77902 

Polyamine Metabolism in Synchronously Growing 

Mammalian Celis. 

UCRL-77902 76-25 6A PC A02/MF A01 


UCRL-77941 


Mechanics of Long-Rod Penetration at High Angles 
of Obliquity. 


UCRL- 76-26 19D PC A02/MF A0O1 
UCRL-77944 

Status of Large see = Glass La 

UCRL-77944 6-22 20E PC A A02/MF AO1 
UCRL-77946 

Multi-Mini Systems: A Functional Development of 

ee Architecture for Tomorrow's Administrative 

UCR ‘77946 76-22 96 PC AOQ3/MF A01 
UCRL-77948 


Transaction Oriented Minicomputer Allows Fiexible 
Design of the Controlled Materials information 


UCRL-77948 76-26 18) PC AQ3/MF AO1 
UCRL-77962 

Technique for an Simple Poles from Real- 

Freq inform at 


UCRL- Or 6-25 20N PC A02/MF A01 


UCRL-78000 

Reduced U e Kalman Filter: A Two-Dimensional 

Recu rocessor. 

UCRL-78000 76-25 9B PC A02/MF A0O1 
UCRL-78011 

Aerosol Deposition and Suspension During a Texas 

Dust Storm. 

UCRL-78011 76-25 4A PC A0O3/MF A01 
UCRL-78012 

Tritium-Related Materials Problems in Fusion Reac- 

tors. 

UCRL-78012 76-26 18) PC AO3/MF A01 
‘UCRL-78049 

MHSS: A Material one See Simulator. 

UCRL-78049 PC A02/MF A01 
UCRL-78068 

Automating the Design of Microprocessor-Based 

Real Time Contro! Systems. 

UCRL-78088 76-22 98 PC A0Q2/MF AO1 
UCRL-78095 

Software Tools in an Audit Environment. 

UCRL-78095 76-22 98 PC AOQ2/MF A01 
UCRL-78112 

R and D Recommendations for Future ERDA Switch 

uirements. 

UCRL-78112 76-25 18A PC AOQ2/MF AO1 

UCSB-ME-75-3 


Finite Element Solutions to Two Groundwater Flow 


ay ms One Including Dispersion and the Other 
he influence of Electro osis, 
pp ode 181/9GI 76-08 8H PC A04/MF A01 


UCSB-10-PA-23-30 
High Energy User Group at Santa Barbara. Progress 
Report, 1975--March 1976. 
UCSB-10-PA-23-30 76-26 20H PC A02/MF A01 
UCSBMSI-CONTRIB-7 


Afterslip on rd Syimar Fault men 
PB-248 377/4G Soro 


UCSC-34P185X5 
Organelies and the Regulation of Plant Metabolism. 


Com 3-Year F 
UCSC-34P185X5 76-07 6C PC AO2/MF A011 
UCSC-34P197X4 


= ney Research in High Energy Physics. 


uese 3aP 1 o7X4 76-10 20H PC A02/MF A01 


UCSD-10P20-202 


Research on the Marine Food Chain. Progress Re- 
port, July 1974--June 1975. Part |. Introduction and 
Account of Work in Progress. Part lil. Manuscript 
Reports of Work Concluded. Part ill. Cruise Sum- 


m . 
UCSD-10P20-202 76-03 8A PC A99/MF A01 
UCSD-34P84X10 


6-07 8K PC A02 


Research. Progress Report, 


Marine Geochemistry 
July 1, 1975--June 30, 1976. 
X10 76-26 18H PC AO2/MF AO1 
UCSD-34P-133X9 


Progress Report on Genetic Control of Enzyme For- 


mation. 

UCSD-34P-133Xx9 76-08 6A PC A02/MF A01 
UCSD-34P150X4 

Genetic Control of Gametogenesis in Drosophila 


150X4 76-05 6R PC A02/MF AO1 
UCSD-34P159X6 
Biosynthesis and Secretion of Extracellular 
G ms. Annual ress ort. 
Geen oer ieeKe hy Peg: A02/MF A011 
UCSD-34P162-4 
New Materials by Low Temperature Condensation. 


P volo wy 
UCSD-34P1 -4 76-25 11F PC AO02/MF AO1 


UCSD-34P220X2 


Role of Secogdary Particles in the lonization 
+: - ae Progress . January 1--December 31, 


UCSD-34P220X2 76-16 18D PC A02/MF A01 
UCSESM-74-15 

ae sey wr Design of Reinforced Concrete Box 
PB-246 853/6G! 76-03 138 PC A0S/MF AO1 
UCSESM-74-16 

Girder-PC - A Computer Program for Des 
ee of Prestressed Concrete Box Gir 
PB one 854/46) 76-04 138 PC AO06/MF A01 
UCSESM-74-17 

CRUVBRG - A Computer Program for Analysis of 
Curved Open Girder Bridges, 








PB-245 603/6GI 


UCSESM-74-18 
MSBOX - A Computer Program for Automated 


n of Prestressed ye Box Girder a. 
PB-246 855/1GI 138 PC AO0G/MF 


UCSESM-75-5 


76-01 13M PC A08/MF A01 


Time-Dependent Behavior of Reinforced Concrete 
Columns Including Effects of Shrinkage, Creep and 


PB-248 37/9GI 76-06 13M PC AO6/MF A01 
UCSESM-75-6 
A Network-Topological Approach to the Finite Ele- 
ment Ana’ = rogressive Crack Growth in 
Pe 248 8 s45/0Gl * 76-07 13M PC AI3/MF AOt 
UCSESM-75-7 


Finite Element Formulation and Solution of Con- 
tact/Impact Problems in Continuum Mechanics. lil. 
AD-A022 038/4G! 76-10 20K PC AO4/MF A01 


UCSESM-75-8 
SHRINC - A Computer Program for Nonuniform 


Shrin in Concrete Members, 
812/0G 76-06 13C PC AO6/MF A01 
UCSESM-75-10 
Three-Dimensional Stochastic Response of 
Offshore Towers to W Action, 
PB-254 049/0G! 76-19 13M PC AO06/MF A01 
UCSESM-76-4 


Finite Element Formulation and Solution of of 
pow yt Problems in Continuum Mechanics - 
AD-A030 280/2GI 76-26 20K PC A0S/MF avi 


UDOT-MR-75-4 


Triple Trailer Evaluation in Utah. 
PB-257 228/7GI 76-25 13F PC A08/MF A01 


UDOT-MR-76-1 
improvement of Utah's Flexible Pavement Per- 
formance S 


ystem. 
PB-254 819/6GI 76-20 138 PC AOS/MF AO1 
UDRI-TR-73-47 
Three Dimensional! Display of the COMBIMAN Man- 


pace. 
76-20 9B PC A04/MF A01 
UDRI-TR-74-32 
Research = hay mo a on Characterization of 


mg ey aterials. 
A031 1 Hy tae 76-26 20. PC A08/MF AO1 
UDRI-TR-75 
Physical Properties of Rare Earth-Cobalt Magnets 
(Alternator Service am Study). 
AD-A027 398/7GI 20 9A PC A11/MF A01 
UDRI-TR-75-08 
Signal Processing in the - [ Nervous System: 
A Prony otane Approach 


044/5GI 76-22 6D PC A06/MF A01 

Be 

Evaluation of Materials for Air Force Systems and 

Hardware Applications. 

AD-A022 275/2Gi 76-10 11F PC A13/MF AO1 
UDSE-TR-75-02 

Gravity Assisted Mass Transit, 

PB-253 416/2GI 1617 13B PC A06/MF A01 
UE-293-FR 

Fire Safety Aboard LNG Vessels. 

AD-A030 619/1GI 76-25 13 PC A13/MF AO1 
UE-299-FR 


A Comparison of Proposed Ventilation Require- 

ments for inboard Engine Recreational Boat Com- 

partments. 

AD-A021 927/9G! 76-10 13) PC AO4/MF A01 
UEA-CRU-RP-2 


Proceedings of the international Conference on 
Mapping the Atmospheric and Oceanic Circulations 
and Other Climatic Parameters at the Time of the 
Last — Maximum About 17,000 Years Ago, and 
ag ns with Today's Conditions and Those of 

Little ice in Recent Centuries, 
hate of fhosetett on ae ay 1973. Collected Ab- 


Sstracts. 
PB-245 573/1GI 76-01 4B PC AQ7/MF A01 


UEC-AEC-740107 
Review of Underground Siting of Nuclear Power 
Plants 


UEC-AEC-740107 76-08 181 PC A0S/MF A01 
VEC-AEC-740107(DR) 
Review of Underground Siting of Nuclear Power 
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Application of Springing Experiment and Theory to 

Design Standards for Great Lakes Bulk Carriers. 

AD-A019 545/3G! 76-05 13J PC AO4/MF AO1 
USCG-D-165-75 

instrumentation of SS CHARLES M. BEEGHLY - 

1972, 1973, and 1974 Seasons. 

AD-A022 106/9G! 76-10 13J PC AO7/MF A01 


USCG-D-166-75 
Follow-Up Field Survey of the Oil Pollution from the 
Tanker ‘METULA.’ 


AD-A017 100/9G! 76-01 138 PC A04/MF A01 
USCG-D-167-75 

Recreational Boat Safe Loading - New Standa 

Cause identification Research ey 

AD-A018 915/9GI 76-04 13J PC A19/MF 
USCG-D-168-75 

peoomen of the Performance of Personal Fiota- 

ion Devices. 


AD-AOT? 101/7GI 76-01 6G PC AO7/MF A01 
USCG-D-169-75 
Design of River icebreakers; Library Search of Rus- 


sian and aeeen L ure. 

AD-A024 897/1GI 76-15 13J PC AO7/MF AO1 
USCG-D-170-75 

Development icebreaking 


icebreakers and 
—— corey Search of Russian and European 


AD-AD18 631/2GI 76-04 13J PC A0B/MF AO1 
USCG-D-171-75 
A Computer Simulation Technique for Oil Spilis Off 


the New are ne. 
AD-A018 947/ 76-04 138 PC A03/MF A011 
USCG-D-172-75 


A Census of Marine Traffic in a Selected Sector of 
the Lower Missi i River Derived from Side- 


,ooning Auborns r Data. 
AD-A018 946/4Gi 76-04 13J PC AO2/MF AO1 
USCG-D-173-75 
A Census of Marine Traffic in Lo island Sound 
Derived from Side og rae Data. 
AD-A019 020/7GI 13J PC A02/MF A01 
USCG-D-175-75 


Evaluation of Membrane Oil Pollution Prevention 
Research Conducted for Snaby United States 

Coast Guard and the United States 

AD-A018 945/6G! 76-04 138 ry A04/MF A01 


USCG-D-176-75 
Seas Oil Lenten. | Barrier M Ss . 
pr eb yh 138 PC MF AO1 


USCG-D-177-75 


A Study of the Effects of Detergents on Typical 
aoe Satese ane Correlation of Oil Particle Sizes. 
72/3GI 76-07 138 


amahemniee 


n, Fabrication and Test of a 1000-GPM High 
Seas Oil Recovery S and a 


500-GPM High Seas 
AD-A023 534/1Gi 
USCG-D-183-75 


MRBX - Operational Evaluation. 
AD-A020 978/3G! 76-08 13J PC AO3/MF AO1 


USCG-D- 184-75 


Survey way! of Techniques to Prevent or Reduce 
of Hazardous Chemicals. 
173/1GI 76-07 13B PC AO06/MF A01 


USCG-D-185-75 
investigation of 11 Chemicals with Respect to Ex- 


ipment. 
9C PC A03/MF AO1 


AD-A022 830/4GI 76-11 
USCG-D-186-75 
Development of a Distress Alerting and Locating 
— ae 
A023 841/0GI 76-13 6G PC AOS/MF A01 


USCG-D-187-75 
The Effectiveness of ‘Fire Gas Recirculation’ Extin- 


— 1 oe on Shipboard Machinery Space 

AD-A020 o70/iGI 76-08 13. PC AOQ4/MF A01 
USCG-D-188-75 

Oil-in-Water Content Monitor Developmental Pro- 

= summary. 

A022 t 76-11 148 PC AO3/MF AO1 

USCG-D-189-75 

A Study to Evaluate the Feasibility of Wet —— 

for $ rd Waste Water Treatment Sy 5 ems 

AD- 854/4GI 76-11 138 PC /MF AO1 


USCG-D-190-75 


Report of Observation and Evaluation of the Navy 
Experimental Coastal Patrol interdiction Craft 
4 for U. S. Coast Guard Missions. 

840/2G! 76-13 13J PC AO4/MF AO1 


USCG-D-193-75 


Technical and Operational Characteristics of High 
Performance Watercraft, 
AD-A018 948/0GI 76-04 13) PC A10/MF AO1 


USCG-D-194-75 


Hydrofoils for the Fisheries Law Enforcement Mis- 
sion of the U.S. Coast Guard. Volume |. A 
Cost/Effectiveness Comparison of 16s a with 
Conventional Coast Guard a 

AD-A020 366/1GI 76-07 PC A06/MF A01 


USCG-D-195-75 
Hydrofoils for the Fisheries Law Enforcement Mis- 
sion af the U.S. Coast Guard. Volume li. Sea Wave 
ee ae Distributions for United States Coastal 
AD-A020 624/361 76-07 8C PC A04/MF A01 
USCG-D-196-75 
Hydrofoils for the Fisheries Law Enforcement Mis- 
sion of the U.S. Coast Guard, Volume ill. Appen- 
dixes Describing Methodology. 
AD-A020 517/9G! 76-07 13) PC AO04/MF A01 
USCG/NTSB-MAR- 75-4 
Foundering of the Motor Vessel COMET Off Point 
im. Rhode island on 19 May 1973 with Loss of 
AD-A017 636/2G1 76-01 13) PC A03/MF AO1 
USCG-NTSB-MAR- 75-5 
Tankship TEXACO NORTH DAKOTA, Pumproom Ex- 


plosion, Gulf of wertee, A eo 3, 1973. 
AD-A017 763/4GI 13J PC AO3/MF AO1 
USCG/NTSB-MAR- 75-6 


SS C. V. SEA WITCH - SS ESSO BRUSSELS 
(Belgium); Collision and Fire in New York Harbor 
on 2 June 1973 with Loss of Life. 
AD-A021 429/6GI 76-09 13 PC AO04/MF AO1 


USCG-WDWP-1-76 
ae for Designation of Adjacent Coastal 


AD A024 483/0G! 76-14 13B PC A0S/MF A01 
USCG-WDWP-2-76 


Methodology for oe and Configura- 
tion of a Deepwater Port Sey = 
AD-A021 071/6GI 76-08 13) “PC A0S/MF AQ1 


USCG-WEP-1-76 


Marine Environmental Protection Program: An Anal- 
ysis of Mission Performance. 
AD-A025 325/2Gi 76-15 138 PC £05/MF A01 


USCSCP-R-3AU 


USCG-188-28 


Report of the international ice Patro! Service in the 
North Atlantic ee 
AD-A020 336/4G! 8. PC E03/MF AOl 


USCG-250-44 
sor System. Manual for the Airborne Remote Sen- 


sor , 
AD-A019 460/5G! 76-05 17E PC £03/MF A01 
USCG-373-66 
puss: Gees: Nova Scotia to Cape 
Hatteras, Carolina (October-November 1969 
and June 1970), 
308/3G! 76-07 8) PC E0S/MF AO} 
USCG-373-69 


Sopeneqrenhe Observations, North Atiantic Ocean 
Station 26 —enS 1968-26 ey 1969. 


AD-A029 465/2G! 76-23 B&W A10/MF AO1 
USCSC/OLMR-75/07 
Negotiated Grievance Procedures and Arbitration in 


the’ Federal Government A Survey of Agreement 
Determin 


Provisions and Third P ations. 
PB-246 637/3Gi 1 St PC AQ4/MF A01 
USCSC/OLMR-76/08 
Equal Employment Cpe Provisions in 
Federal Labor Agreements and Third-Party Deter- 
m . 
PB-248 961/5Gi 76-07 5i PC AGQ2/MF A001 
ay 0 a 
Agreement Expirations in the Federal 
January 1, 1976 to June 30, 1976. 
PB-250 3868/6G! 76-11 Si PC AO4/MF AO1 
USCSC/OLMR-76/10 
Negotiabiiity Determinations by Federal Labor Rela- 
— Council (FLAC). January 1, 1970 to January 1, 
PB-251 546/8GI 76-12 Si PC AQ2/MF AO1 
USCSC/OLMR-76/11 
Union Representation Provisions in Federal Labor 
reements. 
253 357/8G! 76-17 Si PC AG3/MF A01 
USCSC/OLMR-76/12 
Labor Agreement €E tions in The Federal 
Government, May 1, 1976 to November 1, nnd 
PB-255 610/8Gi 76-20 Si PC AG4/M 
USCSC/OLMR-76/13 
eee Agreements in the Federal Government, 
PB.255 611/6G! 76-20 Si PC AQ3/MF A01 
USCSC/OLMR-76/14 
Assignment and Scheduling of Work in Federal 
Labor —. 
PB-257 8GI 76-23 5i PC AOS/MF A01 
USCSC-72-IL-01 
Assessment Center Feasibil wh: 
PB-255 883/1GI 76- PC A03/MF A01 
USCSC-73-IL-NIPA 
Work Measurement Guidelines for Federal Govern- 
ment 4 
PB-248 1 76-05 5! PC AO7/MF A0O1 
USCSC-73-MA-09 
Performance Evaluation in Massachusetts Mu- 
oe ies onee 
76-19 5! PC AOQ4/MF A01 
ceca ratgom 
rammatic Responses to Dru a in Public 
Sector — aA oe 
PB-246 5K eo AOS/MF A01 
eeibeeniiins 


Public Personne! and Drug Use: A Guide for Policy 


PB 25 180/2G! 76-20 SK PC A03/MF AO1 
USCSC-74-IL-19 


Rules and Regulations of the Director of Personnel 
Public Employee Collective Bargaining Pursuant 


o Governor's Executive Order No 

PB-254 962/2GI 76-19 51 PC A03/MF AO1 
USCSC-75-KY-01C 

Pension and Retirement ele : A Guideline for 

insuring Income Security for red Emp 1 

the City and County Level. ject Funded Under 

the | mental — Act of 1970). 

PB-247 2GI 51 PC AOQ3/MF AO1 
USCSC-75-VA-01 

Classification ts —_ A Manual for Virginia Cities, 

Counties, =. 

PB-254 98 1/4Gi. 76-20 5i PC AO7/MF AO1 
USCSCP-R-3AU 

A Job Analysis ee Medical Service 

Classes, Detroit Fire Departmen 

PB-252 928/7GI 76-17 €e PC A06/MF A01 


AR-1431 








USDA/AER-274 
Social and Labor Adjustment of Rural Black Amer- 


icans in the Mississippi Delta. A Case Study of 
Madison, Ark. 
PB-253 083/0G! 76-16 5K PC AO4/MF AO1 
USDA/AER-279 
Effect of the Smali Watershed P on Major 
Uses of Land: Examination of 60 in the 


Mississippi Delta, and Missouri River 


Tributaries 
PB-256 040/7GI 76-22 8H PC AO4/MF A011 
USDA/AER-308 
Economics of Rural Ambulance Service in the Great 
Plains: A Feasibility Analysis for Local Decision- 
PB-251 117/8GI 76-13 6E PC AQ3/MF AO1 
USDA/AER-313 


Decentralized Tomato Processing: Plant Design, 
Costs, and Economic Feasibility. 
PB-251 382/8G! 76-12 6H PC AO4/MF A01 


USDA/DF-76/001 


Foreign Production, Supply and Distribution of 
ricultural Products. 
487/6GI 76-11 SC CP TO1 


USDA/DF-76/002 
Wilderness Area User's Simulation Model (WAUSM), 


1975. 
PB-251 634/2GI 76-12 SK CP TO03 
USDA/DF-76/002A 


Simulation Model of Wilderness-Area Use Model- 
Users Manual and Program Documentation, 
PC A21/MF AO1 


PB-251 635/9GI 76-12 5K 
USDA/DF-76/003 

Foreign Production, Supply and Distribution of 

ultural Products. 
252 629/1GI 76-15 28 CP TO1 

USF-EE-751 

inhomogeneous Coupled Line Device 

PB-249 034/0GI 76-08 9E PC A04/MF A01 
USGS/CD-75/003 

Economic Evaluation Manual. 

PB-247 640/6G! 76-05 5C PC A1S/MF A01 
USGS/CD-75/004 

Reservoir Engineering Manual. 

PB-247 806/3GI 76-04 81 PC A99/MF A01 
USGS/CD-75/005 

Reservoir Simulation Manual. 

PB-250 821/6G! 76-11 8! PC A16/MF A01 
USGS/CD-75/006 

Well Logging Manual. 

PB-247 641/4Gi 76-04 8i PC A9S/MF A01 
USGS/CD-76/001 


Selected Geothermal Resources Data: Hydrothermal 
Senate Systems in the States of Alaska, 
Arizona, California, Colorado, Hawaii, idaho, Mon- 
tana, Nevada, New Mexico, Oregon, Utah, Washing- 
ton, yh 
PB-250 377/9G! 76-11 8G PC A16/MF AO1 

USGS/GD-75/009 


Spectrographic and Chemical Analyses of Stream 
Sediment and Rock from the Beartooth Primitive 
Area and Vicinity, Montana and rape 3 

PB-245 403/1Gi 1 CP To1 


USGS/GD-75/018 
Spectrographic and Chemical Analyses of Stream 
Sediment and Rock from the indian Peaks Study 
Area, Colorado. 
PB-246 033/5G! 76-01 8D CP TO1 
USGS/GD-75/020 
Development and Application of Remote-Sensing 
Techniques in the Search for Deposits of Copper 


pete Peper « = 1, 1975. 


PB-246 284/4G 8G PC AO3/MF A01 
ands 

Computer Programs for the Forward Calculation 

and Automatic inversion of Wenner Sounding 

PB-247 265/2G! 76-04 81 PC AQ3/MF AO1 


USGS/GD-75-022 
Stress Analysis of an internally Balanced Force 


030/96! 76-06 8G PC A04/MF AO1 
USGS/GD-76/001 
Estimation of Earthquake Losses to Single Family 


PB-251 677/1GI 76-13 138 PC A0S/MF AO1 


AR-1432 


USGS/GD-76/002 


Principal Samad Accuracies, Sources, Base Station 
and Plots for 832 Gravity Stations on 
the Walker Lake 1 degree x 2 degrees Quadrangle, 


California and Nevada. 
PB-251 249/9GI 76-12 8E PC AOQ3/MF AO1 
USGS/GD-76/003 


An Optimal Method for Evaluating a Class of Con- 


volution integrals with Related Kernels. 
PB-251 156/6GI 76-11 12A PC AOQ2/MF AO1 
USGS/GD-76/004 


MULAP: A Multi-Linear Analysis Program for 
Ground Motion Studies of Horizontally Layered 


Pb 251 286/16! 


76-12 8M PC AQ3/MF A01 
USGS-GD-76/005 
Spectrographic and Chemical Analyses of Stream 
iments and Rocks from the North Absaroka 
Study Area, Park and Sweet Counties, Montana. 
PB-252 214/2GI 76-14 8D CP TO1 
USGS/GD-76-006 


Environmental Studies, South Texas Outer Con- 
tinental Shelf. Ge . Part |. Geologic Description 
and interpretation. Part li. inventory of Data 


Archived and Analyzed. 
PB-251 341/4Gi 76-12 8G PC A17/MF A01 


USGS/GD-76/007 


Spectrographic and Chemical Analyses of Stream 

ayy and — from the Proposed Additions 
Wilderness, Powel! and Lewis and 

Clerk. Counties, em non 

PB-253 190/3GI 76-16 8D CP TO1 


USGS/GD-76/008 


Spectographic and Chemical Analyses of Stream 
Sediments, Rocks, and Soils from the Scotchman 
Peak Wilderness Area, Lincoin and ee 
Counties, Montana, and Bonner County, idaho 

PB-254 972/3G! 76-19 8D CP To1 


USGS/GD-76/009 
Seismic Data from Downhole Array. , 
PB-254 971/5GI 76-19 8K CP TO1 
USGS/GD-76/010 


Principal Facts, Accuracies, Sources, Base Station 
Descriptions, and Plots for 1,794 Gravity Stations on 
the Susanville 1 degree x 2 degree Quadrangle, 


California. 

PB-254 061/5Gi 76-19 8E PC AO0S/MF AO1 
USGS/GD-76/011 

Spectographic and Chemical Analyses of Mineral- 

ized Rock and Stream Sediments from the Laramie 

Peak Study Area, . 

PB-255 795/7GI 76-21 8D CP TO2 
USGS/GD-76/012 


Programmer's Guide for REMAPP REMote Sensing 


Array Processi ures. 
PB-256 693/36!" 76-22 9B PC A03/MF A01 
USGS/GD-76/013 


OPTRIN and OPTAPE: Programs for intercha of 
Date Between REMAPP and the OPTRONICS P- 
1700 System. 
PB-256 692/5G! 
USGS-LI-75/009 


Resource and Land investigations (RAL!) Program: 


76-22 9B PC AO03/MF A01 


Considerations in Evaluating Ut Line popecsie. 

PB-248 261/0GI 76-08 138 e. PC A17/MF A01 
USGS-LI-75-010 

Application of Skylab and ERTS im to Fault 

Tectonics and Earthquake Hazards o insular 


Ra , California. Southwestern 
PB-247 896/4GI 76-05 8G PC A04/MF AO1 


USGS-LI-75/011 
Land Use Policy and Program Analysis. Number 1. 
+= pr aae Relations in State Land Use 
Pe.247 913/161 76-04 13B PC A03/MF AO1 
USGS-LI-75/012 
Land Use Policy and Program Analysis. Number 2. 
Data Needs and Resources for State Land Use 
a. 
PB-247 714/9GI 76-04 138 PC AO3/MF AO1 
USGS-LI-75/013 
Land Use Policy and Program Analysis. Number 3. 
a grams and Financing of State 
PB.247 se 2 138 PC AOS/MF A01 
USGS-LI-75/014 
Land Use srw J and Program Analysis. Number 4. 
State of the for Designation of Areas of Critical 


oe Rte Concern. 
PB-247 716/4GI 76-04 138 PC AO4/MF A01 





USGS-LI-75/015 
Land Use ty and Program a Number 5. 
peuae anG Critical Areas 
pear 7 717/2GI 76-04 13B PC A04/MF A01 
USGS-LI-75/016 


Land Use Policy and Program Analysis. Number 6. 
Man Needs for State Land Use Planning- 
Pu involvement in —_ —_— Use as. 
PB-247 718/0GI F AO1 


USGS-LI-75/017 
Land: State Alternatives for Planning and Manage- 


ment. A Task Force rt. 
PB-247 610/9GI 6-04 138 PC AO6/MF AOi 
USGS-LI-75/018 


Author index to Published ERTS-1 Reports, 
PB-248 294/1G! 76-06 5B PC AOS/MF AO1 


USGS-LI-76/001 
Effect of Sun Angle, Atmospheric Attenuation, and 
Turbulence on Mirror Beacons for Landsat image 
PB-255 404/6GI 76-21 17H PC AOQ4/MF AO1 
USGS/OFR-74/344 


Storage of Low-Level Radioactive Wastes in the 
Ground Hydrogeologic and Hydrochemical Factors 
with an Appendix on the Ma Flats, Kentucky, 
Radioactive Waste Sto Site: Current K 

and Data Needs for a antitative Hydrogeologic 


Evaluation. 
PB-258 521/4GI 76-25 18G PC AOQ4/MF A01 
USGS/OFR-75/249 


Dynamics of Turbidity Plumes in Lake Onta 
E76-10370 76-16 8H PC Aa ME A01 


USGS/OFR-76/196 
Lineaments on Skylab Photographs - Detection, 
Mapping, and Hydrologic Significance in Central 
Tennessee. ; 
E76-10380 76-19 8B PC AOS/MF AO1 

USGS/WDR/AL-75/1 
Water Resources Data for Alabama, 


1975. 

PB-251 854/6GI 76-12 
USGS/WDR/AR-75/1 

Water Resources Data for Arkansas, Water Year 


1975. 
PB-256 671/9GI 76-22 138 PC A99/MF A01 
USGS/WDR/CT-75/1 
Water Resources Data for Connecticut. Water Year 
5 


1975. 
PB-254 435/1GI 76-19 13B PC A17/MF A01 
USGS/WDR/FL-75-1 


Water Resources Data for Florida Water Year 1975. 
Volume 1. ——— Florida. Surface Water, Ground 


Water, Quality of Water. 
76-19 138 PC A99/MF A01 


Water Year 
8H PC A17/MF A01 


PB-254 659/6GI 
USGS/WDR/FL-75-2 

Water Resources Data for Florida Water Year 1975. 

Volume 2. a Florida. Surface Water, Ground 


Water, Quality of Water. 
PB-254 660/4GI 76-19 138 PC A98/MF A01 
USGS/WDR/GA-75/1 


Water Resources Data for Georgia, 


1975. 

PB-251 856/1GI 76-12 
USGS-WDR-HI-75/1 

Water Resources Data for Hawaii and Other Pacific 


Areas, Water Year 1975 
668/ 13B PC A18/MF A01 


Water Year 
8H PC A17/MF A01 


PB-256 668/5G! 76-22 
USGS/WDR/IA-75/1 


Water Resources Data for lowa, Water Year 1975. 
PB-251 858/7GI 76-12 8H PC A14/MF A01 


USGS/WDR/IL-75/ 


Water ete: Data for lilinois, Water Year 1975. 
PB-254 434/4GI 76-19 138 PC A18/MF A01 


USGS/WDR/IN-7571 


Water Resources Data for indiana, Water Year 1975. 
PB-251 859/5GI 76-13 8H PC A16/MF A01 


USGS/WDR/KS-75/1 


Water Resources Data for Kansas, Water Year 1975. 
PB-251 857/9GI . 76-12 8H PC A18/MF A011 


USGS/WDR/KY-75/1 


— Resources Data for Kentucky, Water Year 

PB-251 853/8GI 76-12 8H PC A15/MF AO1 
USGS/WDR/LA-75/1 

a Resources Data for Louisiana, Water Year 


975. 
PB-251 852/0Gi 76-12 8H PC A99/MF A01 
7. 








USGS/WDR/MO-75/1 
Water Resources Data for Missouri, Water Year, 


1975. 

PB-256 765/9GI 76-22 13B PC A17/MF A01 
USGS/WDR/MS-75/1 

Water Resources Data for Mississippi, Water Year 


1975. 
PB-257 659/3GI 76-24 1368 PC A23/MF A01 
USGS/WDR/NC-75/1 


Water Resources Data for North Carolina, Water 
Year 1975. 


PB-251 860/3G! 76-12 8H PC A19/MF A01 
USGS/WDR/NJ-75/1 
my Resources Data for New Jersey, Water Year, 
PB-256 802/0G! 76-22 13B PC A21/MF AO1 
USGS/WDR/NV-75/1 


Water Resources Data for Nevada. Water Year 1975. 
PB-254 431/0GI 76-19 138 PC A14/MF A01 


USGS/WDR/NY-75/1 
Water Resources Data for New York, Water Year 


1975. 

PB-256 669/3GI 76-22 138 PC A99/MF AO1 
USGS/WDR-OR-75/1 

Water Resources Data for O n, Water Year 1975. 

PB-257 153/7GI 76-23 13B PC A98/MF AO1 


USGS/WDR/SC-75/1 
Water Resources Data for South Carolina, Water 


Year 1975. 
PB-251 855/3GI 76-12 8H PC A10/MF A01 
USGS/WDR/SD-75/1 


Water Resources Data for South Dakota, Water Year 


1975. 

PB-251 861/1GI 76-12 8H PC A13/MF AO1 
USGS/WDR/TN-75-1 

Water Resources Data for Tennessee. Water Year 


1975. 

PB-254 462/5G! 76-19 138 PC A20/MF A0O1 
USGS/WDR/TX-75/1 

Water Resources Data for Texas, Water Year 1975. 

Volume 1. Arkansas River Basin, Red River Basin, 
River Basin, Trinity 

Coasta! Basins. 
PB-257 081/0GI 76- 13B PC A25/MF AO1 
USGS/WDR/TX-75/2 

Water Resources Data for Texas, Water Year 1975. 

Volume 2. San Jacinto River Basin, Brazos River 


Basin, San Bernard River Basin and intervening 
Coasta! Basins 
PB-257 082/8G! 76-23 138 PC A19/MF AO1 


USGS/WDR/TX-75/3 


Water Resources Data for Texas, Water Year, 1975. 
Volume 3. Colorado River Basin, Lavaca River 
Basin, Guadalupe River Basin, Nueces River Basin, 
Rio Grande Basin and intervening Coastal Basins. 

PB-257 083/6G! 76-23 138 PC A22/MF AO1 


USGS/WRD/CC-76/034 


Computation of U Flows in Rivers and 
Estuaries by the o Mathes of Chammotartation 
PB-253 785/0GI 76-18 8H PC A10/MF A01 


USGS/WRD/CC-76/035 
Determination of 
Parameters 


PB-253 739/7GI 
USGS/WRD/HD-76/001 
Water Resources Data for Louisiana, Water Year 


1975. 

PB-251 852/0GI 76-12 8H PC A99/MF A01 
USGS/WRD/HD-76/002 

Water Resources Data for Kentucky, Water Year 


Biochemical-Oxygen-Demi.nd 
76-19 13B PC A04/MF A01 


PB-251 853/8G! 76-12 8H PC A1S/MF A01 
USGS/WRD/HD-76/003 

-_ Resources Data for Alabama, Water Year 

PB-251 854/6G! 76-12 8H PC A17/MF A01 
USGS/WRD/HD-76/004 

Water Resources Data for South Carolina, Water 

Year 1975. 

PB-251 855/3GI 76-12 8H PC A10/MF A01 
USGS/WRD/HD-76/005 


— Resources Data for Tennessee. Water Year 


PB-254 462/5GI 76-19 13B PC A20/MF AO1 
USGS/WRD/HD-76/006 
+ Resources Data for Georgia, 


PB-251 856/1Gi 


USGS/WRD/HD-76/007 
Water Resources Data for Nevada. Water Year 1975. 


Water Year 
76-12 8H PC A17/MF A01 


PB-254 431/0GI 
USGS/WRD/HD-76 /008 


Water Resources Data for Kansas, Water Year 1975. 
PB-251 857/9GI 76-12 8H PC A18/MF AO1 


USGS/WRD/HD-76/009 


Water Resources Data for lowa, Water Year 1975. 
PB-251 858/7GI 76-12 8H PC A14/MF A01 


USGS/WRD/HD-76/010 
Water Resources Data for indiana, Water Year 1975. 


76-19 138 PC A14/MF AO1 


PB-251 859/5GI 76-13 8H PC A16/MF AO1 
USGS/WRD/HD-76/011 

Water Resources Data for North Carolina, Water 

Year 1975. 

PB-251 860/3GI 76-12 8H PC A19/MF A0O1 
USGS/WRD/HD-76/012 


a Resources Data for South Dakota, Water Year 
PB-251 861/1GI 


76-12 8H PC A13/MF A01 

USGS/WRD/HD-76/013 

Water Resources Data for illinois, Water Year 1975. 

PB-254 434/4GI 76-19 138 PC A18/MF A01 
USGS/WRD/HD-76-014 

Water Resources Data for Florida Water Year 1975. 

Volume 2. So mn urface Water, Ground 

Water, Quality of Water. 

PB-254 1 76-19 13B PC A99/MF AO1 
USGS/WRD/HD-76/015 

aa Resources Data for Mississippi, Water Year 

PB-257 659/3GI 76-24 138 PC A23/MF AO1 
USGS/WRD/HD-76/016 

— Resources Data for Connecticut. Water Year 

PB-254 435/1G! 76-19 138 PC A17/MF AO1 
USGS/WRD/HD-76/017 

Water Resources Data for Oregon, Water Year 1975. 

PB-257 153/7GI 76-23 138 PC A99/MF AO1 
USGS/WRD/HD-76/019 


Water Resources Data for Florida Water Year 1975. 
Volume 1. Northern Florida. Surface Water, Ground 
Water, Quality of Water. 

PB-254 659/6GI 76-19 13B PC A99/MF AO1 


USGS/WRD/HD-76/020 
Water Resources Data for New Jersey, Water Year, 


1975. 
PB-256 802/0GI 76-22 138 PC A21/MF A01 
USGS/WRD/HD-76/021 


Water Resources Data for Hawaii and Other Pacific 

Areas, Water Year 1975. 

PB-256 668/5GI 76-22 138 PC A18/MF A01 
USGS/WRD/HD-76/022 


Water Resources Data for Arkansas, Water Year 


1975. 
PB-256 671/9GI 76-22 13B PC A99/MF A01 
USGS/WRD/HD-76/025 


Water Resources Data for Texas, a Year 1975. 
Volume 1. Arkansas River Basin, Red River Basin, 
Sabine River Basin, Neches River t Basin, Trinity 
River Basin and intervening Coastal Basins. 

PB-257 081 joan 76- 138 PC A25/MF A01 


USGS/WRD/HD-76/025-VOL-3 


Water Resources Data for Texas, Water Year, 1975. 
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PB-257 083/6GI 76-23 1 PC A22/MF A01 
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Water Resources Data for Texas, Water Year 1975. 
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Pe oe7 082/86! 76-23 138 PC A19/MF A01 
USGS/WRD/HD-76/029 

Water Resources Data for New York, Water Year 
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PB-256 669/3GI 76-22 138 PC A99/MF A01 
USGS/WRD/HD-76/031 

eer Resources Data for Missouri, Water Year, 

PB-256 765/9G! 76-22 138 PC A17/MF A01 
USGS/WRD/WRI-75/051 


Flood of July 21, 1975 in Mercer County, New Jer- 


PB-249 106/6G! 76-07 13B PC AOS/MF A01 
USGS/WRD/WRI-76/008 


Hyd ic Characteristics of Lagoons at San Juan, 
Puerto Rico, During a ne 1974 Tidal 
PB-250 972/7Gi 76-12 138 PC A04/MF AO1 


USGS/WRD/WRI-76/039 


USGS/WRD/WRI-76/012 
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PB-251 517/96! 6-12 8H AO3/MF A01 
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Distribution and Movement of Zinc and Other 
Metals in South San Francisco Bay, California. 
PB-251 111/1GI 76-11 138 PC AOQ4/MF A011 


USGS/WRD/WRI-76/015 
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island, Pribilof Island, Alaska. 
PB-250 365/4G! 76-12 8H PC A0Q2/MF A01 
USGS/WRD/WRI-76/016 


PB-251 668/0Gi 76-13 7D PC AQ4/MF AO1 
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Preliminary Evaluation of the Ground-Water Data 
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PB-251 690/4G! 76-13 138 PC AO04/MF AOi 
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A Technique for Estimating the Time of Travel of 
Water in indiana Streams. 
8H PC AO3/MF A011 


USGS/WRD/WRI-76-019 
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USGS/WRD/WRI-76/020 
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AD-A023 721/4G1 76-13 138 PC AO4/MF A01 


USGS/WRD/WRI-76/022 
Results of infiltration Tests Near Scott City, Western 


Kansas. 

PB-252 242/3GI 76-14 8H PC A03/MF AO1 
USGS/WRD/WRI-76/026 

Techniques for Estimating Flood Depths for 


Oklahoma Streams. 
PB-253 310/7GI 76-17 8H PC A03/MF A01 
USGS/WRD/WRI-76/027 
Variation in Concentration of Selected Water-Quaili- 
2 ae, River at Bend 
pe ms 414 Starten § 76-18 138 PC A02/MF A01 
USGS/WRD/WRI-76/028 
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AD-A027 213/8G! 76-20 PC A neaseee A0O1 


USGS/WRD/WRI-76/029 
Recycling Ground Water in Waushara County, 
-Resource Management for Coild-Water 


Fish Hatcheries. 
PB-253 408/9Gi 138 PC A04/MF A01 
USGS/WRD/WRI-76/031 
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76-16 138 PC A03/MF AO1 
USGS/WRD/WRI-76/032 
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PB-253 751/2GI 
USGS/WRD/WRI-76/036 

Geohydrology of the Oklahoma Panhandle, Beaver, 

Cimarron, and Texas Counties. 

PB-254 028/4GI 76-18 8H PC AO7/MF AO1 
USGS/WRD/WRI-76/038 

The Shaliow Aquifer - A Prime Freshwater Resource 

in Eastern Paim Beach ae Florida. 

PB-254 393/2GI 8H PC A0Q2/MF AO1 
USGS/WRD/WRI-76/039 

Construction and Testing of Two Waste-injection 

Monitor Wells in Northwest Florida. 

PB-254 507/7GI 76-19 8H PC A04/MF A01 


AR-1433 








USGS/WRD/WRI-76/040 
Availability of Ground Water near Carmel, Hamilton 
and Marion Counties, indiana. 
PB-255 224/8GI 76-20 138 PC AG3/MF A01 
USGS/WRD/WRI-76/041 
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PB-255 070/5GI 76-20 8H PC AO03/MF AO1 
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Sediment Discharge from Highway Cut-Slopes in 
the Lake Tahoe Basin, California, 1972-74. 


PB-255 225/5GI 76-20 138 PC AOS/MF AO1 
USGS/WRD/WRI-76/043 

Preimpoundment Water Quality of Raystown Branch 

Juniata River and Six Tributary Streams, South- 

AD-A027 387 76-20 13B PC AOQ3/MF A01 
USGS/WRD/WRI-76/044 


Thermal Loading of Hyco Lake, North Carolina. The 
Effect of Heated Water on Temperature and 
papoies, 1966-74. 

PB-254 989/7Gi 76-20 13B PC AQ4/MF A01 
USGS/WRD/WRI-76/045 

Technical Manual for Estimating Low-Flow 
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USGS/WRD/WRI-76/046 
ary Marion-Moulttrie Stream System investigation: 
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AD-A028 020/6GI 76-21 138 PC AQ2/MF A01 
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AD-A02®795/3G1 76-22. 138 PC AOS/MF AOt 
rn ill 
Nitrogen and a Uptake in the oe 
Conservation Areas, Florida, ~~ + vetoes ad 
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256 408/6G! 76-22 8H A16/MF A01 
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USGS/WRD/WRI-76/055 
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nity Metabolism in Streams and La 

: 
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PB-256 903/6Gi 76-23 138 PC A12/MF AO1 
USGS/WRD/WRI-76/067 
Ground-Water Quality in the Davie Landfill, Broward 
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USGS/WRD/WRI-76/060 
Sources of Arsenic in Streams Tributary to Lake 
Crowley, Californ 
PB-256 856/6G! 76-23 138 PC AO3/MF AO1 
USGS/WRD/WRI-76/061 
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Ng an Alluvial Aquifer Near Lake Min- 
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PB-258 560/2GI 76-26 8H PC A06/MF AO1 
USGS/WRD-75/056 

Ground-Water Conditions in the Lower 

Withlacoochee River - Cross-Fiorida Barge Canal 

Complex Area. 

AD-A019 247/6GI 76-05 138 PC A03/MF A01 
USGS/WRD-75/057 

Areas for lilinois Streams. 

PB-246 298/4GI 76-02 8H PC AO6/MF A01 
USGS/WRD-75/058 

Ground Water for irrigation in the Viking Basin, 

West-Central Minnesota ™ 

PB-246 565/6GI 76-04 2C PC A04/MF AO1 
USGS/WRD-75/059 

Water Quality in Rhode River at Smithsonian in- 

stitution Pier Near Annapolis, Maryland, April 1970 

December 1973. 

PB-246 723/1Gi 76-02 138 PC A04/MF A01 
USGS/WRD-75/060 

Hydrology of Malheur Lake, Harney County, 

Southeastern n. 

PB-246 717/3Gi 76-02 8H PC AOQ3/MF A01 
USGS/WRD-75/061 


Ground-Water Resources of American Samoa with 
Emphasis on the Tafuna-Leone —’ Tutuila ae 
PB-247 289/2GI 76-04 PC A04/MF A01 


USGS/WRD-75/062 
Digital Mode! Simulation of the Glacial-Outwash 


ulfer at Dayton, ’ 
247 997/0GI 76-05 138 PC A03/MF A01 


itude Frequency of Floods in Small 
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76-06 8H PC A03/MF A01 
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Scour at Selected Sites in Alaska. 
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Evaluation of Data Availability and Examples of 
ee for Ground-Water Management on Cape 
PB-248 848/4Gi § 76-07 8H PC AO3/MF AO1 
USGS/WRD-76/004 


Flood of July 21, 1975 in Mercer County, New Jer- 


-249 106/6G! 76-07 138 PC AOS/MF A01 
USGS/WRD-76-005 
upenwe on * on — S of Fresh Water for Cooling 


oelectric Powerplants in Florida. 
eb2s0 XBl-tan 76-11 108 PC AO3/MF AO1 
USGS-WRD-76/006 


Chemical Characteristics of the Lower Kissimmee 

River, Florida With Emphasis on Nitrogen and 

PB 20 $38/8GI 76-11 138 PC AO7/MF A01 
USGS/WRD-76-007 

Land Subsidence Caused by Dissolution of Salt 

Near Four Oil and Gas Wells in Central Kansas. 

PB-250 979/2G! 76-11 8M PC AO3/MF A01 
USGS/WRD-76/009 


Aquifer Tests in the Summit Reach of the Proposed 
Cross-Florida Barge Canal Near Ocala, Florida. 
1 586/3GI 76-09 8H 


PC A03/MF A01 
USGS/WRD-76/010 
Erosion and Sediment Transport in the Owens River 
Near Bishop, 
PB-251 109/5G! 76-12 8H PC A04/MF A01 
USGS/WRD-76/011 


Floods in New York, 1972, with Special Reference 


to Tropical . 
PB-251 116/0GI 76-12 138 PC AOS/MF A01 


USGS/WRD-76/021 
Benthic Fauna of Three Tidal Creeks 
ee the Rhode River, § 
5/76! 76-13 PC AOQ3/MF A01 
Pearl 
Hydrologic Effects of Storms of June 24-28, 1974, in 
Lee and Collier Counties, Florida. 
PB-252 324/9GI 76-14 8H PC AO3/MF A0i 
USGS-WRD-76/024 


Digital Mode! for Simulated Effects of Ground- 
Water Pumping in the Hueco Bolson, El Paso Area, 
Texas, New Mexico, and Mexico. 

PB-253 015/2Gi 76-15 8H PC AOG/MF A01 


pay ete of the Anza-Terwilliger Area, River- 
side , California. 
PB-252 Gi 76-16 8H PC AO3/MF A01 


Water-Quality investigation, Eel River, California. 
PB-253 744/7GI 76-18 138 PC A03/MF A01 


USGS/WRD-76/037 
Magnitude and Frequency of Floods in North 
Carolina 


PB-254 411/2G! 76-19 8H PC AO3/MF A01 
USGS/WRI-2-76 
Techniques for Estimating Flood Depths for 


Oklahoma Stream 
PB-253 310/7GI 
USGS/WRI-4-72 
Ground-Water Conditions in the Lower 
Withiacoochee River - Cross-Florida Barge Canal 


Complex Area. 
AD-A019 247/6GI 


76-17 8H PC AO3/MF A01 


76-05 138 PC A03/MF A01 
USGS/WRI-5-76 
Water-Qual “ween Eel River, California. 
PB-253 744 76-18 138 PC A03/MF A01 
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Water-Resources Reconnaissance of St. 
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PB-250 365/4GI 76-12 


USGS/WRI-10-74 
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PB-252 7GI ‘76-16 8H PC AO3/MF AO1 
USGS/WRI-13-75 

Drai Areas for Illinois Streams. 

PB-246 2986/4GI 76-02 8H PC A06/MF A01 


USGS/WRI-14-75 
Water-Quality Assessment of the indiana Dunes Na- 


tional Lakeshore, 1973-74. 

PB-245 618/4GI 76-01 138 PC A04/MF A01 
usas/wri-14-f6 

Variation in Concentration of Selected Water-Quali- 

Constituents in the Sacramento River at Bend 

PB os 414/7Gi 76-18 138 PC A02/MF A01 
USGS/WARI-16-75 

Evaluation of Data Availability and oe of 

Modeling for Ground-Water Management on Cape 
Cod, Massach . 

PB-248 848/4GI 76-07 8H PC A03/MF A01 
USGS/WRI-18-75 
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nitude and Frequency of Floods in Small 
ay Basins in North Dakota. 
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PB-248 926/8GI 76-07 8H PC A0S/MF A01 
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Recycling Ground Water in Waeaushara County, 
Wisconsin-Resource Management for Coid-Water 


PB-253 408/9GI 76-17 138 PC AO4/MF AO1 
USGS/WRI-21-75 
aa of Malheur Lake, Harney County, 


' 76-02 8H PC AO3/MF A01 
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PB-246 717/3Gi 








USGS/WRI-23-75 
Ground Water for Irrigation in the Viking Basin, 


West-Central Minnesota 
PB-246 565/6GI 76-04 2C PC AO4/MF AO1 
USGS/WRI-25/75 


Geohydrology of the Oklahoma Panhandle, Beaver, 

Cimarron, and Texas Counties 

PB-254 028/4G! 76-18 8H PC A07/MF AO1 
USGS/WRI-26-75 

Sediment Transport, Turbidity, Channel Configura- 

tion, and possible Effects of impoundment of the 

Mad River, Humboldt County, California. 

AD-A023 721/4GI 76-13 13B PC A04/MF A01 
USGS/WRI-27-75 

Land Subsidence Caused by Dissolution of Sait 

Near Four Oil and Gas Wells in Central Kansas. 

PB-250 979/2GI 76-11 8M PC AO3/MF AO1 


USGS/WRI-28-75 


Aquifer Tests in the Summit Reach of the Proposed 
Cross-Florida Barge Canal Near Ae = Florida. 
AD-A021 586/3GI 76-09 PC A03/MF A01 


USGS/WRI-29-75 


Ground-Water Resources of American Samoa with 
——— on the Tafuna-Leone Plain, Tutuila Island. 
PB-247 289/2GI 76-04 8H PC AO4/MF A01 


USGS-WRI-32-75 


Scour at Selected Bridge Sites in Alaska. 
PB-248 337/8GI 76-05 13B PC A08/MF A01 
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to Tropical Storm Agnes. 
PB-251 116/0GI 76-12 13B PC A0S/MF A01 
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AD-A027 213/8G! 76-20 8H PC AO04/MF A01 
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PB-25 /7G\ PC A03/MF A01 
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PB-255 070/5GI 76-20 8H PC A03/MF AO1 
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Water Quality in the Mad ¢d Basin, Humboldt 
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AD-A023 722/2GI 76-13 138 PC A04/MF A01 
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Digital Mode! for Simulated Effects of Ground- 
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PB-253 015/2GI 76-15 8H PC A06/MF A01 
USGS/WRI-75-37 
Distribution and Movement of Zinc and Other Heavy 
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PB-251 111/1GI 76-11 138 PC AO4/MF AO1 
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USGS/WRI-76/1 


Construction and Testing of Two Waste-injection 
Monitor Wells in Northwest Florida. 
PB-254 507/7GI 76-19 8H PC AO4/MF A01 


USGS/WRI-76-9 


A Technique for Estimating the Time of Travel of 
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PB-251 934/6GI 76-13 8H PC AO3/MF A01 


USGS/WRI-76-11 
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PB-255 713/0GI 76-21 138 PC AOQ3/MF AO1 


USGS/WRI-76-12 
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USGS/WRI-76/17 ; 
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PB-254 989/7Gi 76-20 138 PC A04/MF A01 
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Frequency Characteristics of Streams in the 
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Stiffened Cylinde 
N76-22587/9GI 76-17 20K PC AO7/MF AO1 


UTIAS-TN-201 ~ 
Equilibrium Composition Data for Combustible 
Stoichiometric Mixtures of Hydrogen-Oxygen 
OO Anoe 663/2G! 76-23 7D PC AO2/MF A01 
UTIAS-195 
Experiments on Nonequilibrium, Nonstationary Ex- 
. = — Vapour/Carrier Gas Mixture in a 
AD AIS | 504/46! 
UTIAS-198 


An Analysis of Shock Structure and Nonequilibrium 

Laminar Boundary Layers Induced by a Normal 

Shock Wave in an lonized Argon Flow 

AD-A023 050/8G! 76-11 201 PC AO6/MF A01 
4. 


76-06 20D PC A03/MF A01 








UTIAS-201 


Condensation of Water Vapour with or without a 
Carrier Gas in a Shock Tube. 
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Limestones in Florida, 
761/8GI 76-23 8H PC AO04/MF A01 
W76-11494 


Production of Plants ae to Salt Tolerance 
PB-256 764/2G! 6C PC AO4/MF A01 


W76-11495 
ened nee Studies of Mechanical Mixing 
Devices in Strat Lakes. 


PB-256 yorrel 76-23 138 PC A06/MF AO1 
W76-11523 

i Dendrochrono : A Method for Deter- 

m Flood Histories of Watersheds. 

PB-256 967/1Gi 76-23 PC A02/MF A01 
W76-11773 

Use of yee og ID yn onan | in Water 

ane Planning and Management in North 

PB-257 098/4Gi 76-25 138 PC AO7/MF A01 
W76-11774 


Evaluation of Soil Systems for Land Disposal of in- 
dustrial and Municipal Effiuents, 


PB-257 093/5Gi 76-23 138 PC AOS/MF A01 
W76-11775 

Overiand Fiow Pretreatment of Wastewater, 

PB-257 143/8GI 76-24 2C PC A0S/MF AO1 
W76-11776 


Removal of Undesirable Cations from Acid Mine 


Water ih Cation-Exc M 
PB-257 092/7Gi 76-24 PC A02/MF A01 
W76-11777 
Waste ew into the Hawaiian Ghyben-Herzberg 
Aquifer: A Laboratory Study Using a Sand-Packed 


raulic Model. 
-257 060/4GI 76-25 138 PC AOS/MF AO1 
W76-11778 
Nitrogen Cycling in Microcosms and Application to 
ao Saee of the Northern Arm of the Great Sait 
PB-257 063/8G! 76-23 138 PC A0S/MF AO1 
W76-11875 
yerpmstnorenngy - Heavy ng ae in Chicago 


_— d Northeastern Illinois. Phase |. Historical Stu- 
PB-257 062/0GI 76-23 4B PC A04/MF A01 
W76-11876 
manage" ts of the University of Hawaii-Manoa 
Stream oes tion. 
PB-257 06 , 76-24 8H PC A02/MF AO1 
W76-11877 
The Future of the Savannah River, Proceedings of a 
at McCormick, South Carolina on 


posium, Held 
October 14-15, 1975, 


PB-257 059/6GI 76-23 8H PC A10/MF A01 
W76-11903 

Public Participation in Water Resource Develop- 

ment, A Bibliog-aphy. 

PB-257 173/5GI 76-24 138 PC A06/MF A01 
W76-11904 


Biological Control of Water Weeds with Plant 
Pathogens. 
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PB-257 172/7GI 
W76-11905 
Temporal Changes in the Offshore Islands of Mis- 


sissippi. 
PB-257 150/3GI 76-24 8F PC AO6/MF AO1 
W76-11906 
The Role of Benthic Metabolism in a 
PB-257 151/1GI 76-24 8H PC 
W76-12151 
The Winooski Workshops: An Assessment of 
Specified Workshop Techniques for Stimulating and 
improving Public Involvement in Water Resources 





76-24 6C PC A03/MF AO1 


Lake. 
/MF AO1 


PB-257 545/4Gi 76-24 13B PC AOS/MF A01 
W76-12152 

The Effect of Cadmi= on Freshwater Phytoplank- 

ton. 

PB-257 547/0GI 76-24 138 PC AO06/MF AO1 
W76-12153 


Hydrologic impact of Burning and Grazing on a 
Chained Pi - ~ appara Ay ~ yer pe ~ eastern Utah. 


PB-257 476/ 76-24 13B PC AO3/MF AO1 
W76-12154 

Groundwater Property Rights and Controversies in 
ntana. 

PB-257 516/5GI 76-24 8H PC AOS/MF A01 
W76-12155 


me memed “ Real Time Daily Operation of a Mul- 


Sone ir System, 
257 515/7GI 76-24 128 PC AQS/MF AO1 
W76-12156 

Planning the Location and Capacity of Flood Con- 

tro! Structures 

PB-257 480/4G! 76-24 138 PC A06/MF A01 
W76-12210 

The Trophic State of North Carolina Lak 

PB-257 491/1GI 76-24 8H PC ATI/MF A01 
W76-12211 


Time Parameter Evaluation in Dual Fiocculant 
Destabilization. By anne cy pl eee of the 


Flocculation of a Synthetic Late soy ty yr 
PB-257 736/9GI 76-25 138 core A06/ 
W76-12212 


ee, owrey of the Flocculation of a 


eb 27 7377 TsIrTOl noe oe 138 PC A04/MF A0O1 


W76-12213 
A —— ye of Spiritwood Lake, N.D., with 
Special Emphasis on Its Water Quality, Seasonal! 
Cycles of Chemical pa Phytoplankton, 
Zooplankton and Primary Production. Part |. 
ty S + meee Production and Energy Conversion 
Lake, North Dakota 
PB 7 734/46! 76-25 8H PC A0Q2/MF AO1 
W76-12214 
t wy Study of Spiritwood Lake, N.D., with 
Special Emphasis on its Water Quality, Seasonal 
Cycles of Chemical Nutrients, 
Zooplankton and Primary 
Causes and Control of Aigal Blooms in Spiritwood 


Lake, North Dakota, 
PB-257 735/1GI 76-25 8H PC AO02/MF AO1 
W76-12215 


Energy Costs of Wastewater Reuse. 

PB-257 518/1Gi 76-25 138 PC AO2/MF AO1 
W76-12216 

Continuation of the Arizona Water information 


P 257 e0/Sa 76-24 13B PC AO04/MF AO 
W76-12217 

—— of Iilinois Water Resource Laws with Par- 

~- toe to the Drainage Code and Closely 

PB-257 538/96! 76-24 138 PC AOS/MF AO1 
W76-12218 


Economic Costs of Controlling Water Quality 
T ent of irrigation Return Flows. 
PB-257 517/3G 76-24 2C PC AO04/MF A01 


W76-12219 , 
Disposal Alternatives for intermittent Sand Filter 


Scrapings Utilization and Sand Recovery, 

PB-257 492/9G! 76-24 138 PC AO04/MF AO1 
W76-12220 : 

Wabash River Systems Model. Terminal Report 

PB-257 489/5G! 76-24 13B PC A0S/MF AO1 
W76-12250 

Regional Simulation of Streamflow 

PB-257 496/0GI 76-24 8H °C. A10/MF A01 
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W76-12344 


Evaluating a Low-E y, High-Volume Pump for 

a uction jem inectedk Waste Lagoons by 
x " 

PB- 777/3G1 76-25 2C PC A02/MF A01 
W76-12461 


impact of Hurricane Tidal Su _ Su vent 

ng Use Changes and Water - 

PB-257 840/9G! 76-25 138 PC AO4/MF A01 
W76-12462 

Effect of Wet-Air Oxidation on the Chemical Com- 


position of Sew ludges. 
PB-257 841/7GI 76-25 138 PC A02/MF A01 
W76-12463 


An Historical Perspective of Nutrient inputs and 
Trophic States as Deduced from Cayuga Lake Sedi- 


ments. 

PB-257 843/3GI 76-26 8H PC AOQ2/MF AO01 

W76-12464 

waneton of Clear Water Sewage Effiuent in 
| Processing. 

te 842/5GI 76-25 13B PC A03/MF AO1 

W76-12465 


impact of a Mainstream impoundment on the Fish 
— A Big Walnut Creek, A Scioto River Tributary 


io. 

PB-257 844/1Gi 76-25 138 PC AQS/MF A01 
W76-12466 

Multivariate Analysis of Georgia Coastal Plain 

Groundwaters 

PB-257 839/16! 76-25 8H PC A0S/MF AO1 
W76-12824 

Public Groundwater Supplies in Lake Coun 

PB-258 256/7GI 6-26 8H PC AOS/MF A01 
W76-12845 

Habitat Evaluation Procedures. 

PB-258 254/2GI 76-26 6F PC A03/MF AO1 
W76-111106 


——, Aspects of Flood Management in the 


ee iver Basin. 
PB-256 211/4GI 76-21 8H PC AO3/MF A01 
W77-00148 
A Method for Selecting and Evaluating Simulation 
Games as Educational Tools for Water Resources 


Plann ning. 
PB-258 /4G\ 76-26 138 PC AOS/MF AO1i 
W77-00149 


Fort River Ecosystem: Productivity of the 
n Component. 


PB- 772/3G! 76-26 6C PC A04/MF A01 
W77-00150 

Evaluation of Proposed Man-Made Ponds for Food 

Production to Recover Valves in Waste Heat and 

Solid nie Stu 


dges. 
76-26 13B PC A04/MF AO1 


PB-258 773/1GI 
W77-00159 
———e of Soil Movement Across a Watershed. 
PB-258 918/2GI 76-26 138 PC A04/MF A01 
W-05231-12/13 


Production Sogfanering Measures, Vapor Phase 
u 


Cooled Traveling- bes. 
AD-A025 360/9C1 76-16 9A PC AQ2/MF AO1 
W-05231-14 


Production tee BR. Measures, Vapor Phase 
ubes 


Cooled Traveling -Wave 
AD-A025 361/7GI 76-16 9A PC A02/MF AO1 


W-06115 

intermodulation Study. 

AD-A025 688/1GI 76-16 9E PC A0S/MF A01 
W-06176 

Multitone catter Ly ~ » Coesane 

AD-A017 ly oc A0S/MF A0O1 
W-06596 

Millimeter Dual Helix —— 

AD-A022 320/6G! 76-10 9A PC, A03/MF A01 


WA/DOE/BR-75/01 
Baseline = Program, North Puget Sound. 
oe Oil impact Literature Review. Volume |. 
PB-254 291/8G! 76-19 6F PC A10/MF A01 
WA/DOE/BR-75/02 
Baseline Study Program, North Puget Sound. 
Biological Oil impact Literature Review. Volume Ii. 
PB-254 + A 76-19 6F PC A20/MF A01 
WA/DOE/CZ-75/01 
A Baseline Survey of Significant Marine Birds in 


Washington State. 
PB-254 293/4G! 76-19 8A PC A18/MF A01 





WA/DOE/CZ-75/02 
Marine Shoreline Fauna of Washington. A Status 


Survey. 
PB-254 294/2GI 76-19 8A PC A99/MF A01 
WA-2140 


Command Decoder 
N76-22927/7GI 


WA-2164 
Command Decoder Sys 
N76-22286/8GI 
WADC-TR-S5-156-PT-3 


Installation oi an Automatic Contro! System in a T- 
r Variable Stability Flight Research. 
Part 3. Ground ‘ond Flight Checkout. 


mie-17 9B PC A02/MF AO1 


9617 148 PC AOQ2/MF A01 


AD-A023 852/7GI 76-13 1C PC AOS/MF AO1 
WAED-74 

Design and Fabrication of a 100 KW Permanent 

Magnet Generator. 

AD-A024 261/0GI 76-14 10B PC A12/MF A01 
WANL-PR(CC)-45 

Compact Thermoelectric Converter. Phase Ii-C. 

se Progress Report, 1 January 1969--31 

arch 1 

WANL-PR(CC)-45 76-02 108 PC AOS/MF AO1 

WANL-PR(J)-001 


Nerva Nuclear Subsystem, Phase |. Progress Report, 


July 10--July 30, 1961. 
WANL-PR(J)-001 76-03 18N PC A02/MF AO1 


WANL-PR(J)-002 

Nerva Nuclear Subsystem, Phase |. Progress Report. 
July 31--August 31, 1961. 

WANL-PR(J)-002 76-03 18N PC AO03/MF A01 

WANL-PR(J)-003 
ae Program pmeeed Subsystem, Phase 1. 
oanees PRN OOS 1 mber--30 September 1961. 
6-03 18N PC AO3/MF AO1 

a 


Nerva Fc Nuclear ar. Progress Re- 
pest, eee ber 1--November 30, 1 
ANL-PR(J)-005 76-03 18N PC A04/MF AO1 
WANL-PR(J)-016 
Nerva ~~ Subsystem Progress Report, October 
30, 1 ; 


1--Octobe 
WANL-PRQ)-O16 76-03 18N PC AO03/MF A01 


WANL-PR(J)-021 


Nerva Nuclear Subsystem. Progress Report, 1 
March--31 March 1963 


WANL-PR(J)-021 76-03 18N PC A04/MF AO1 
WANL-PR(J)-022 

Nerva Nuclear Subsystem. Progress Report, 1 April 

1963--30 April 1 

WANL-PR(J)-022 76-02 18N PC A04/MF AO1 


WANL-PR(J)-023 
Nerva Nuclear Subsystem. Progress Report, 1 May-- 
May 1963. 


31 
WANL-PR(Jp-023 76-03 18N PC AOS/MF A01 


WANL-PR(J)-026 
Nerva Nuclear Subsystem. Progress Report, 1 Au- 
ust 1963--31 poowe ay A 
ANL-PR(J)-026 18N PC AOS/MF AO1 


WANL-PR(J)-040 
Nerva Nuclear Subsystem. Progress Report, 1 Oc- 


tober 1965--31 December 1965. 
WANL-PR(J)-040 76-02 18N PC A0S/MF A01 


WANL-PR(J)-051 
Nerva Nuclear Subsystem ee Progess Re- 
port, 1 October 1967--30 September 1968. 
WANL- PR(J)-051 76-02 18N PC A0S/MF A01 


WANL-PR(J)-052 


Nerva Nuclear Su 


ae. a ee Report, 1 Oc- 
tober 1968--31 December 1 


WANL-PR(J)-052 76-02 18N PC AO8/MF A01 
WANL-PR(J)-054 | 
Nerva Nuclear a Progress Report, 1 April 
1969--30 June 1969 
WANL-PR(J)-054 76-02 18N PC AO08/MF AO1 
WANL-PR(J)-059 


Nerva Nuclear Subsystem. Summary Progress Re- 
. 1 October 1969--30 September 1970. 
WANL- -PR(J)-059 76-02 18N PC AO6/MF A01 


WANL-PR(J)-061 
ner Nuclear Subsystem. Summary Progress Re- 


port, 1 October 1970--30 September 1971. 
WANL- -PR(J)-061 76-02 18N PC AO06/MF A01 


WANL-TME-003 
Heating Rate Calculations. . 
WANL-TME-003 76-02 18N PC AO2/MF A01 


+. 
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WANL-TME-004 
Radiation Environment around Shielded Kiwi B-1 
Reactor. 
WANL-TME-004 76-02 18N PC A02/MF A01 
WANL-TME-005 


P ad Dose Rate from Direct Beam Radiation and 
Exhaust Gas Fission Products. 
N76-18904/2G! 76-13 21F PC E£02/MF AO1 


Payload Dose Rate from Direct Beam Radiation and 
Exhaust Gas Fission Products. 
WANL-TME-005 76-02 18N PC AO2/MF A0O1 


WANL-TME-008 
Want Recommendations and Comments on Prelimi- 
aaty Model Specifications. Agc 10097 (Heated 
WANL-TME-008 76-03 18N PC AO04/MF AO1 
WANL-TME-016 
Wan! Recommendations and Comments on Prelimi- 


ary Model Specifications. Agc 10095 a (Hot Bleed). 
WANL-TME-016 76-03 18N PC /MF AO1 
WANL-TME-063 
B-1 and ape Reactor Design Summary. 
WANL-TME-063 76-82 18N PC A04/MF A01 
WANL-TME-064 
Shipment of the —— + 
WANL-TME-064 181 PC A02/MF A0O1 
WANL-TME-067 
information Requirements: Fuel Element inspection. 
WANL-TME-067 76-03 18N PC AO02/MF A0O1 
WANL-TME-071 
Dose Rates and Radiological Effects from a Frag- 
mented Core. 
WANL-TME-071 76-03 181 PC A02/MF A01 
WANL-TME-082 
rogen Reactivity Worth in Nrx-a-1. 
ANL-TME-082 76-03 18N PC AO02/MF AO1 
WANL-TME-094 


Preliminary Description of Nrx-a-1 Reactor Regions 
for Neutronic Calculations. 
WANL-TME-094 76-03 18N PC A02/MF AO1 


WANL-TME-100 
Cooldown History of Kiwi B-1B Reactor. 


WANL-TME-100 76-02 18N PC A03/MF AO1 
WANL-TME-102 

Fuel Element Temperature Limitations. 

WANL-TME-102 76-02 18N PC A02/MF A01 
WANL-TME-103 

Nerva Power Range Analysis. 

WANL-TME-103 76-02 181 PC AQ2/MF A01 
WANL-TME-150 


Nerva Shield Capsule Irradiation Program: En- 
ineering Design, Safeguards Analysis, and Operat- 


Manual. 
WANL-TME-150 76-02 18N PC A03/MF A01 
WANL-TME-170 
Mechanical Study of Nrx-B Forged Support Plate 
ht. 
WANL-TME-170 76-02 18N PC A02/MF A0O1 
WANL-TME-184 
Pre-Operational ony of a Bearing Component 
Material irradiation 
WANL-TME-184 76-02 18N PC A03/MF AO1 
WANL-TME-203 
Draft Rift Hazards Summary Review 
WANL-TME-203 76-02 181 PC A06/MF AO1 


WANL-TME-212(REV.1) 


Proposed Amendment to Project 1980: Radiation 
— Program. Appendix |. 400 Hour Irradiation 


at Gtr 
WANL- TME-212(REV. 1) 
18N PC A0O2/MF AO1 


WANL-TME-224 
Status Report of Tank Heating Calculations for 
a. 
WANL-TME-224 76-02 18N PC AO3/MF A0O1 
WANL-TME-226 


rng Environment inside and Outside of the 
rx-a-1. 


WANL-TME-226 76-02 18N PC A03/MF AO1 
WANL-TME-239 

ane Rate eg in Nrx-a-1 During Opera- 

tion and after Shutdo 

WANL-TME-239 "76-02 18N PC A03/MF A01 


WANL-TME-240(ADD.) 
Selection of Titanium for Nrx-a Reflector Dome End 
Support R ng. 
WANL-TME-240(ADD.) 
76-08 18N PC AO5/MF A0O1 


WANL-TME-253 


Decay Heat Cooling Analysis of a Nuclear Rocket 
Engine. Paper Presented at Ars/Ans/las Nuclear 
Propulsion Conference, 17 August 1962. 
WANL-TME-253 76-02 18N PC A02/MF AO1 


WANL-TME-259 


Reactor Test Program Task Force: Meeting at Wan, 
January 21--23, 1963. 
WANL-TME-259 76-02 18N PC AO7/MF AO1 


WANL-TME-262 


Shielding in the Nrx Test Car Privy Roof. 
WANL-TME-262 76-02 18N PC A02/MF AO1 


WANL-TME-268 


Comments on Proposed Las! Ln sub 2 System. 
WANL-TME-268 76-02 18N PC AO02/MF A01 


WANL-TME-270 


Nerva Engine Reactor Control System: Preliminary 
Synthesis and Analysis. 


ANL-TME-270 76-02 181 PC A06/MF A01 
WANL-TME-273 
Nuclear Analysis of N 
WANL-TME-273 "76-02 18N PC AO06/MF A01 
WANL-TME-279 


Recommended Modifications to Extend Test Cell 

“A” Capabilities for Nrx Testing. 

WANL-TME-279 76-02 18N PC AO3/MF AO1 
WANL-TME-288 

Nrx-a Short Run Flow Profiles and Coolant Usage 

for Test Cell a. 

WANL-TME-288 76-02 18N PC A02/MF A01 
WANL-TME-291(ADD.1) 


Nrx-a Configuration for Radiation Analyses. 
WANL-TME-291(ADD.1) 
7 18N PC AO2/MF A01 


WANL-TME-291(ADD.2) 


Nrx-a Configuration for Radiation Analysis. 
WANL-TME-291(ADD.2) 
18N PC AO2/MF A01 


WANL-TME-292 

Nrx-a Cycle Schematic Ay ge 

WANL-TME-292 18N PC A02/MF A01 
WANL-TME-292 


Reactivity Feedback i on Operation. 
WANL-TME-293 18N PC A02/MF AO1 
WANL-TME-296 


Heat Generation Rates in the Nrx Aluminum Pres- 
sure Vessel and Support Stand with the Aluminum 
Mockup Shield. 

WANL-TME-296 76-02 18N PC AO2/MF AO1 


WANL-TME-297 
Power Generation and Distribution in Nrx-a-1; Bur- 


~ of ex 4 U in Nrx-a-1. 
WANL-T 76-02 18N PC A02/MF AO1 
Bie gts ning 
Tabular Data for Kiwi B-4A and Kiwi 
WANL-TME-301 76-02 18N PC Ai A02/MF A01 
WANL-TME-308 


rnc Investigation of Nrx-a Core Element iIn- 


terspace Voids and Their Distribution 
WANL-TME-308 76-02 18N PC A03/MF AO1 
WANL-TME-312 


Effect of the Wanli Reference Reactor Control 


bre on ae Pressure Control. 
ANL-TME-312 76-02 181 PC A03/MF A01 


WANL-TME-332 
Preliminary Measurement of Orifice Coefficients for 


Production Type Fuel coment Orifices. 

WANL-TME- 18N PC A02/MF AO1 
WANL-TME-347 

Nuclear Subsystem Control and Its Integration into 

Engine Control. 

WANL-TME-347 76-02 181 PC A03/MF AO1 
WANL-TME-361 

Nrx Test +. yg ee, Test Requests 

WANL-TME 18N PC AO4/MF A01 


anne clin 


Power Testing of heat: Project Nerva: Reactor 

Analysis Test awe 

WANL-TME-369(R EV. ONO. 38) 
6-03 18N PC A02/MF AO1 


WANL-TME-375 


High Temperature Fuel Irradiation Behavior Experi- 
ments: Capsule Series Wani-TT 


WANL-TME-375 76-02 18N PC A03/MF AO1 
WANL-TME-380 

Discussion of Approaches to Malfunction Analysis. 

WANL-TME-380 76-02 181 PC A02/MF AO1 





WANL-TME-482 


WANL-TME-381 

Nrx-a-2 Cycle Schematic Diagram. 

WANL-TME-381 76-03 18N PC A02/MF A01 
WANL-TME-383 


esc soy Oe ggamanias eae Experimental Facility 
ANL-TME-383 76-02 18N PC AOQ2/MF A0O1 
WANL-TME-396(REV.A) 
Preliminary Model Specification Nerva Nuclear 
Su Model Nrx-a for Engine, Rocket, 
Nuclear, Shielded, Hot-Bleed, Mode! No. AJ30-5. 
WANL-TME-396(REV.A) 
18N PC AOS/MF AO1 


WANL-TME-399 

seen Screening Report on Chemical Destruct 

tem. 

WANL_TME-399 76-02 18N PC A02/MF AO1 
WANL-TME-406 

Specifications and Drawings for Core Elements: 

Channel Core. 

WANL-TME-406 76-02 18N PC AOS/MF AO1 
WANL-TME-407 

Stress Analysis: Nrx-a Fuel Elements. 

WANL-TME-407 76-02 18N PC AO6/MF A0O1 
WANL-TME-411 


n of the Nrx-a Reacior Core Periphery. 
WANL-TME-411 76-02 18N PC AOQ4/MF A01 
WANL-TME-414 
Alternate Pian for Nrx Reactor Annan S at Nrds. 
WANL-TME-414 76-02 18N PC A02/MF AO1 
WANL-TME-415 


Program to Demonstrate Capability of Shipping 
Nrx-a Reactors. 
WANL-TME-415 76-02 18N PC A02/MF AO1 


WANL-TME-418 


Seating of Nrx-a Core Periphery Seals by Angied 
Lateral Support Plunger. 
WANL-TME-418 76-02 18N PC A02/MF A01 


WANL-TME-419 


rt of Visit to Nrts (June 26--27, 1963) to Ex- 
amine Feasibility of Conducting Dynamic Nerva 
Fuel Irradiation Experiments. 


WANL-TME-419 76-02 18N PC A02/MF AO1 
WANL-TME-422 

Unseating of Nrx-a inner Reflector and Clusters. 

WANL-TME-422 76-02 18N PC A03/MF AO1 
WANL-TME-422A 


Unseating of Inner Reflector and Clusters (Revision 


a). 

WANL-TME-422A 76-02 18N PC A03/MF AO1 
WANL-TME-426 

Reactor Non-Fuel Materials Program, CY 1963 and 


CY 1964. 

WANL-TME-426 76-02 18N PC A04/MF AO1 
WANL-TME-432 

he si Estimate of Hydrogen Corrosion of Gra- 

e. 

WANL-TME-432 76-02 18N PC A02/MF AO1 
WANL-TME-436 

Wani Contribution to Rift Safety Review. 

WANL-TME-436 76-02 181 PC A0S/MF A01 
WANL-TME-437 

Review of Safeguards Againet Accident Criticality in 

Wanl Reactor Assembly Area. 

WANL-TME-437 6-02 18N PC A0S/MF A01 
WANL-TME-450 

Twelve Sided Nrx-B Design. 

WANL-TME-450 76-02 18N PC AQ2/MF AO1 
WANL-TME-464 

Graphite Support Plate tg hy ~~ 

WANL-TME-464 76-02 C A02/MF A01 


WANL-TME-471 
Nrx/a Shield Replacement Unit, Stress and Vibra- 
tion Analysis. 
WANL-TME-471 76-02 18N PC A04/MF AO1 
WANL-TME-472 


Experimental Determination of Orifice Coefficients 
for Production Type Fuel Element Orifices for Nrx- 


Al. 
WANL-TME-472 76-02 18N PC AO3/MF AO1 
WANL-TME-478 
Alternate Methods of Investigating Flow Induced 
Vibrations. 
WANL-TME-478 76-02 18N PC A03/MF AO1 
WANL-TME-482 


Analytical investigation of the Shock Capabilities of 
the Nrx-a Support S 
WANL-TME-482 76-02 18N PC A03/MF A01 
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WANL-TME-488 
Nrx-a ign Review 
WANL-TME-488 

WANL-TME-489 
Reciamation of Beryllium porte. 

WANL-TME-489 76-02 18N PC AO3/MF AO1 

WANL-TME-492 
Effect of Tie Rod Resistance on Core Bundling of 
Banded and Unbanded Nrx-a Core Design. 
WANL-TME-492 76-02 18N PC MF AO1 

WANL-TME-494 


Factors involved in the Elimination of the Fuel Ele- 
ment Alignment Sleeves 


76-02 18N PC A12/MF A01 


WANL-TME-494 76-02 18N PC A02/MF AO1 
WANL-TME-498 

Review of Nerva Parameters and Reactor Experi- 

ments. 

WANL-TME-498 76-02 18N PC A03/MF A01 
WANL-TME-502 


— Temperature Testing of Pre-Production Fuel 


waen THE 502 76-02 18N PC AOQ3/MF AO1 
WANL-TME-505 

Feasibility Study of Repetitive Spatial integration 

Techniques as Applied to a —— Nerva Reactor. 

WANL-TME-505 76-02 18N PC AO3/MF AO1 


WANL-TME-508 
Wan! Flexible Critical Experiment (Fcx) Design Re- 
ANL-TME-508 76-02 18N PC AO3/MF AO1 
WANL-TME-515 
Metallurgical Aspects of the Reuse of Beryllium 
Refiecto 


rs. 
WANL-TME-515 


76-02 18N PC AO2/MF AO1 
WANL-TME-618 
of Axial Static Loads in the Nrx-a Reactor. 
WANL-TME-518 76-02 18N PC AO3/MF AO1 
WANL-TME-521 
Draft Contributions to = Fy | Ana Report. 
WANL-TME-521 181 PC A10/MF AO1 
WANL-TME-522 


Test Series a 7: Experimental Determination of the 

Friction Factor for the Formed Tie Rod Liner. 

WANL-TME-522 76-02 18N PC A02/MF AO1 
WANL-TME-523 

Test Series C 1: € 

Pressure Loss Co 

in the Inner Reflector 


tal Determination of the 
jent for the impedance Ring 
Ba ae pe ~ 


WANL-TME-523 PC AO02/MF A01 
WANL-TME-524 

Safeguards inst Accidental Criticality During 

Nerva Core ont t 


pmen ; 
WANL-TME-52 76-08 18! PC A03/MF A01 
WANL-TME-525 

Nrx-A2 Control System Performance During Reactor 


Startup. 
WANL-TME-525 76-02 18! PC A03/MF AO1 
WANL-TME-526 


Analysis of Wan! Nrx-a Experiments Performed in 
Los Alamos —- Facility. 


WANL-TME- 18N PC AO4/MF A01 
WANL-TME-528 

Advanced Task Force n Review. 

WANL-TME-528 18N PC A17/MF AO1 
WANL-TME-530 

Nrx-A1 and A2 Control S . Final : Cy 63. 

WANL-TME-530 181 PC /MF AO1 
WANL-TME-531 

interim Report on Electrically Simulated Nuclear 

Transients 

WANL-TME-531 76-02 18N PC AO3/MF A011 
WANL-TME-540 

Mechanica! Proof Tests on Nerva Fuel Material. 

WANL-TME-540 76-03 18N PC AO2/MF AO1 


WANL-TME-543 


Measurement of Loss Coefficient for the lium 
Assembly Flow Tests: Test Series D 


WANL-TME-543 18N PC A02/MF A01 
WANL-TME-544 

Thermal Stress Studies on Unfueled Nerva Element. 

WANL-TME-544 76-02 18N PC AOQ2/MF AO1 
WANL-TME-545 —~ 

Status of Wan! Excursion Analysis P 

WANL-TME-545 76-02 18 p ‘A02/MF A01 
WANL-TME-546 


~ of a Full Core ae maaan System for 
a 4 Rift Launch 
wana Th 16N “PC A03/MF A01 
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WANL-TME-563 
Metallurgical Evaluation of the Nerva Nrx-a Tie Rod 


Fabrication Process. 
WANL-TME-563 76-02 18N PC A02/MF AO1 


WANL-TME-565 

internal Tem om eng of Fuel Elements During En- 

vironmental Testing. 

WANL-TME-565 76-02 18N PC AO3/MF A01 
WANL-TME-566 

Nrx-A1l Aluminum Barrel. 

WANL-TME-566 76-02 18N PC AOQ3/MF A01 
WANL-TME-569 


Task 3.8 Spent Fuel Storage and Cooling Require- 


ments. 

WANL-TME-569 76-02 18N PC AO03/MF A01 
WANL-TME-572 

Stress Analysis of Nrx-a Outer Reflector Sectors 


and Tie Bolts. 

WANL-TME-572 76-02 18N PC A04/MF A01 
WANL-TME-573 

Contract Year 1963. + Summary Presenta- 


tion, October 22--23, 

WANL-TME- 573 "76-05 18N PC A19/MF A01 
WANL-TME-577 

Nrx-a Hybrid a ry Core Simulation. 

WANL-TME-577 18N PC AQ3/MF A01 
WANL-TME-590 

Fabrication a of pee ye 

WANL-TME-590 F AO1 
WANL-TME-595 


Review of a Projected 1/12 

WANL-TME-595 76-02 
WANL-TME-597 

Contribution to the Seventeenth High Temperature 

Fuel Committee Meeting, December 3--5, 1963. 


ment Reflector T 
8N PC A02/MF ‘a0 


WANL-TME-597 7 18N PC AO3/MF AO1 
WANL-TME-599 

Stress Analysis: Nrx-a Core iniet Band. 

WANL-TME-599 76-02 18N PC AQ3/MF AO1 
WANL-TME-607 


Thermal, Fluid Flow, and Nuclear Characteristics of 
Cores with Cooled internal Structures. 
WANL-TME-607 76-03 18N PC AOS/MF A0O1 


WANL-TME-611 
Material Selection for the Nrx-a Core Support Bar- 
rel 


WANL-TME-611 76-02 18N PC AQ2/MF A01 
WANL-TME-612 

Stress Analysis: Nrx-a Regular Cluster Support 

Blocks. 

WANL-TME-612 76-02 18N PC A06/MF A01 
WANL-TME-614 

Stress Analysis: a -_ End Support Ring. 

WANL-TME_614 18N PC AO3/MP AOt 
WANL-TME-615 

Stress Analysis: Nrx-a Control Drum Assembly. 

WANL-TME-615 76-02 18N PC A04/MF AO1 


WANL-TME-655 


Analysis and Design Significance of the B-3, Single 
Seal, High Pressure, Isothermal Test Data. 
WANL-TME-655 76-02 18N PC AO2/MF AO1 


WANL-TME-658 
Grid Line Markings on Core Exit Surface - Nrx-A1 


for Phot ic Purposes with AGC Nozz 
WANL-TME 76-02 18N PC AG A02/MF A01 
WANL-TME-673 


Experimental Determination of Loss Coefficients for 
the Model of the Beryllium Reflector Assembly 


oe and Hydrogen 
WANL-TME-673 ee 6-03 18N PC A04/MF A01 
WANL-TME-697(ADD.1) 
Analysis of the Alternate Startup System for Nrx 
Reactors. 
WANL-TME-697(ADD.1) 
7 18N PC A02/MF A01 
WANL-TME-710(REV.A) 
Radiation Effects Data Book 
WANL-TME-710(REV.A) 
76-02 18N PC A17/MF AO1 
WANL-TME-712 


ne emery Determination of the Pressure Loss 
Coefficient for the Production Tie Rod Centering 


wan He-712 76-03 18N PC A03/MF A01 
WANL-TME-713 

Nrx-a Core Compaction Program. 

WANL-TME-713 76-02 181 PC A0Q3/MF AO1 








WANL-TME-720 
induced Vibrations Digital Program for Analysis of 
Kiwi and Nerva Reactor Cores. 


WANL-TME-720 76-03 18N PC AO3/MF AOi 
WANL-TME-735 

Wan Nuclear Excursion a Pr ree. 

WANL-TME-735 76-02 A02/MF A01 
WANL-TME-738 


mietieation of ve _— Failures 
WANL-TME-738 18N PC AOQ2/MF AO1 


WANL-TME-740 
Stress Analysis: Nrx-a Unfueled Elements and 


Miscellaneous C! Components. 

WANL-TME-740 76-02 18N PC AO3/MF AO1 
WANL-TME-743 

Shield Optimization —_ for Nerva. 

WANL-TME-743 18N PC AO3/MF A01 
WANL-TME-744 

Thermal ——— of High Temperature Fuel Element 

Corrosion T 

WANL-TME-744 76-02 18N PC A04/MF A01 
WANL-TME-744(SUP.2) 


Thermal Analysis of High Temperature Fuel Element 
Corrosion Tests. 
WANL-TME-744(SUP. 2) 
18N PC A03/MF AO1 
WANL-TME-745 
a of Nrx-A1l Drum Hate Measure- 


ents and Recommended Nrx-A2 Modifications. 

WANL-TME-745 76-02 18N PC AOS/MF A01 
WANL-TME-746 

Seven Cluster Transportation Test. 

WANL-TME-746 76-03 18N PC Ac2/MF A01 
WANL-TME-747 

Ne 8020 a: Revision of Crsave. 

WANL-TME-747 76-02 18N PC AO02/MF A01 
WANL-TME-749 


Analysis in Support of the Flexible Critical Experi- 


ment. 
WANL-TME-749 76-03 18E PC AO6/MF A01 
WANL-TME-751 
Review of Nerva Fuel Development and Evaluation 


WARLTME- 751 


76-02 18N PC A03/MF A0O1 

WANL-TME-752 

Test Celi “A” Adequacy Review in Support of the 

Nrx-A2 Test. 

WANL-TME-752 76-02 18N PC AO3/MF AO1 
WANL-TME-755 

Evaluation of Thoria Dispersion-Hardened Nickel for 

Nerva ications. 

WANL-TME-755 76-03 18N PC AO3/MF AO1 
WANL-TME-758 


Thermal and Nuclear Design Review of the Nrx-A5 
r 


Reactor. 
WANL-TME-758 76-02 18N PC A0S/MF AO1 
ncn oe 


Supplement to on Say Evaluation Report. 
WANL-TME- 701 (SUP. 1-6 
7 181 PC A12/MF A01 


WANL-TME-761(SUP.3) 

to Nrx-A2 Safety Evaluation Report. 
WAN TME. -761(SUP.3) 
7 181 PC AO3/MF A01 


ia 


Supplement to Nrx-A2 Safety Evaluation Report. 
WANL-TME- eI SUP. 5) a 
7 181 PC AQ3/MF A011 


WANL-TME-761(SUP.6) 
Supplement to Nrx-A2 Safety Evaluation Report. 
WANL-TME-761(SUP.6) 
7 181 PC AOQ2/MF AO1 


WANL-TME-763 
Summary of Nerva instrumentation Quarterly Des 
Review at AGG. Progress Report, 15--16 April 1 
WANL-TME-763 76-02 18N PC AO7/MF A01 
WANL-TME-765 
Evaluation of Nrx-A2 Type inner Reflector Proper- 


ties. 

WANL-TME-765 76-02 18N PC A04/MF A01 
WANL-TME-766 

Description and Hazards Analysis of Third Series of 

Thermal Stress Experiments on Large Samples of 

Nerva Fuel Material in Treat. 

WANL-TME-766 76-02 18N PC A02/MF AO1 
WANL-TME-767(SUP.1) ! 

Analysis of Kiwi B4a Radiation Measurements. 

WANL-TME-767(SUP.1) 

7 18N PC A02/MF A01 
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WANL-TME-770 
Vibrational Stability of Nrx-A1 Inner Reflector and 


Core. 
WANL-TME-770 76-03 18N PC AO3/MF AO1 
WANL-TME-77X(SUP.1) 


Nrx-A1 Thermal and Fluid Fiow Performance. 
WANL-TME-773(SUP.1) 
7 18N PC AO4/MF AO1 


WANL-TME-775 
Liquid Hydrogen Flow Decay from A... Cell “A” 
Feedsystem to Reactor or Orifice Flo ce. 
WANL-TME-775 76-02 186i PC /MF AO1 


WANL-TME-776 


ep wre, re house Astronuciear Laboratory Contribution 
ighteenth High a Fuel Commit- 


tee Meeting, May 19, 20, and 21, 1964. 
WANL-TME-776 76-02 18N PC AO3/MF AO1 
WANL-TME-777 


hen ey ce Astronucilear Laboratory Contribution 
to the th Meeting of the Particle Fuels Work- 


ing Group, May 20--21, 1964. Evaluation of Fuel 


WANL-TME-777 76-08 18N PC A03/MF A01 
WANL-TME-778 

Nrx-A2 Mechanical Design. 

WANL-TME-778 76-02 18N PC A11/MF A01 
WANL-TME-784 

Status Review of Nrx-a Reactor Redesign. 

WANL-TME-784 76-02 18N PC A0S/MF AO1 
WANL-TME-788 


Permeability of the ND215 Reimpregnated Inner 

Reflector Cylinder: Data Analysis and Design Sig- 

nificance. 

WANL-TME-788 76-02 18N PC A02/MF A01 
WANL-TME-791 


Replacement of Inconel X-750 with Inconel 718 for 
Nrx-a Components. 
WANL-TME-791 76-02 18N PC AO03/MF AO1 


WANL-TME-792 
Plugged Core Flow Test Report. Phase | Tests: 


Prerequisite to Nrx-A2. 

WANL-TME-792 76-02 18N PC A12/MF AO1 
WANL-TME-812 

interim Report: Disassembly and Inspection of Nrx- 

Ai Reactor. 

WANL-TME-812 76-02 18N PC A02/MF A01 
WANL-TME-826 


bay Series Ffi-7: An Experimental Satormnetian of 
Loss Coefficients for the inner impedance Ring 

Using OAT and Hydrogen 

WANL-TME-826 0076-02 18N PC A06/MF AO1 


WANL-TME-827 


Thermal Capsule Calibrations. 

WANL-TME-827 76-02 18N PC AO4/MF AO1 
WANL-TME-840 

Reactor Analysis Data for Nrx-a Reacto 

WANL-TME 76-02 18N PC A24/MF A01 
WANL-TME-846 

Analysis and Design Significance of Nozzie inter- 

face Seal Lea 4, ~~ 


WANL-TME 048 6-02 18N PC A02/MF A01 
WANL-TME-849 

Evaluation of the Nrx-A1 Outer Reflector Sector 

Cracks 


WANL-TME-849 76-03 18N PC A02/MF AO1 
WANL-TME-851 

Shake Test of the Nrx-A1 Reactor Test Car System 

at Nevada. 

WANL-TME-851 76-02 18N PC A02/MF AO1 
WANL-TME-862 

Nrx-A1 Tear down Analysis. 

WANL-TME-862 76-02 18N PC A03/MF AO1 
WANL-TME-867 


Nozzie interface Seal Test: Mechanical Loading and 
nal 26. 


ee Fi Repent, mi- 
WANL-TME-867 6-02 18N PC AO3/MF AO1 


WANL-TME-869 


a ee Determination of Orifice Coefficients 
for Production Type Fuel Element Orifices for Nrx- 


A2. 

WANL-TME-869 76-03 18N PC AO04/MF A01 
WANL-TME-870 

Reactor Non-Fuel Materials Program, 1964--1965. 

WANL-TME-870 76-02 1 PC A04/MF A01 
WANL-TME-880 


suits, Capability and Test Profile Analysis for the 
WANL-TME-880 76-05 18N PC AO7/MF A01 


WANL-TME-887(SUP.1) 
Alternative Nrx-A2 Shutdown Using the Pressure 
Control Loop around Pcv-41. 
WANL-TME-887(S UP.1) 

7 18N PC A02/MF A01 

WANL-TME-887(SUP.3) 


Nrx-A2 Low Power--Low Flow Performance Test. 
eaten 
18N PC AO3/MF AO1 


WANL-TME-887(SUP.4) 
Nrx-A2 Test Predictions Report: Startup with Flow 


Lag and 50%, 83% Power Points. 
WANL-TME-887(SUP.4) 
7 18N PC A02/MF AO1 
WANL-TME-888 
Post ive Structural a is of Nrx-A1. | 
WANL-TME-888 76-0 8N PC A02/MF AO1 
WANL-TME-895 


Requirements for Capsule Disassembly and Post-ir- 
radiation Analysis. Fuel Irradiation Program, Series 


T-T. Phase i. 
WANL-TME-895 76-02 18N PC A02/MF A01 
WANL-TME-936 


Development of a Method for Computing the Coid- 
to-Hot Reactivity a in the Nrx-a Assemblies. 
WANL-TME- 18N PC AO4/MF A01 


WANL-TME-9860 
Partial ——— Core tery Vibration Test im- 
1-6 


ay er inner Reflector Emi-6. 

L-TME-980 76-02 18N PC A02/MF A0O1 

WANL-TME-997(SUP.1) 

Reactor Experimentation and the Packard Bell 

Computer. 

alia st aha th 
6-11 18N PC AOQ3/MF A01 

WANL-TME-1001 


Dire: A Digital poaster | — a Excursion Studies. 
WANL-TME-1001 PC A03/MF A01 


WANL-TME-1003 


Compertecs of Kiwi B-4D Experimental Results with 
TNT Code Calculations. 
WANL-TME-1003 76-02 18N PC AO02/MF A0O1 


WANL-TME-1005 


Stress Analysis: Outer Reflector Sup 
WANL-TME-1005 76-02 18N wy 


WANL-TME-1008 
Test Report on fae em Crystal Discs _— 
ment No. 23/W003 Irradiated at the Ground 


Reactor (Grt Test 13). 
WANL-TME-1008 76-02 18N PC AO2/MF A01 
WANL-TME-1011 


is: Nrx-a Forward Fuel Cluster Support 
Components and Flow Screen. 
WANL-TME-1011 76-02 18N PC AO3/MF AO1 
WANL-TME-1013 
Nerva, a Two-Dimensional Excursion Analysis Pro- 


ram. 
WANL-TME-1013 76-02 18N PC A03/MF AO1 
WANL-TME-1016 
eae use Astronuciear Laboratory Contribution 
to the Nineteenth High Temperature Fuel Commit- 
tee Meeting, 16--18 ember 1964. 
WANL-TME-1016 76-02 18N PC A02/MF A01 
WANL-TME-1050 
Nrx-A3 Test Prediction > ay 
WANL-TME-1050 7 18N PC AO7/MF AO1 
WANL-TME-1061(R EV.1) 
Review of Nuclear Safeguards for Nrx Reactors 
oe Aa Assembly Operations at Nrds. 


Safety Evaluation Report, Part |. 
WANL-TME- 1061 — 


F AO1 


181 PC A0O5/MF A01 
WANL-TME-1077 

Sector Spigot Compressive Load Test (At Cryogenic 

Temperature). 

WANL-TME-1077 76-02 18N PC A0Q2/MF A01 
WANL-TME-1079 


—— instrumentation Disassembly and Post- 
rative 
ANL-TME-1079 76-02 18N PC A03/MF A01 


WANL-TME-1099 


Stress Analysis: Nrx 

WANL-TME-1099 e-02 18N PC AO3/MF AO1 
WANL-TME-1103 

Ar renym eh Analog ~~ of Nrx/Est T 

WANL-TME-1103 18N PC A02/MF A01 


WANL-TME-1104 


Notes of Monthly Component Test Program Review 
— Held with Snpo at Wani on February 4, 
1965. 











WANL-TME-1282 


WANL-TME-1104 
WANL-TME-1119 


Definition of Nrx-A3 Test Parameter Lim 
WANL-TME-1119 76-02 18N PC A02/MF A011 


WANL-TME-1122 
Post-Operational Evaluation of Nrx-A2 Reactor Fuel 
Elements. 
WANL-TME-1122 76-02 18N PC A06/MF A01 
WANL-TME-1126(SUP.1) 


Nrx/Est Safety Evaluation Report. 
WANL-TME-1126(SUP.1) 
7 181 PC AO3/MF A01 


76-02 18N PC A02/MF AO1 


WANL-TME-1126(SUP.4) 
Nrx/Est Safety Evaluation Report. 


ee oe ‘m eC Reber han 


WANL-TME-1147 


Reactivity Effects of the Proposed Snpo-C Counter- 
measure Explosive Projectile Destruct System. 
WANL-TME-1147 76-02 18N PC A03/MF A01 


WANL-TME-1149 


Weeengpeves Astronuciear Laboratory Contribution 
AL ~d wentieth ae Temperature Fuel Committee 

, 18--20 May 1 
WAN ‘ME-1149 


WANL-TME-1155 


Notes of Monthly Component Test i Review 
Meeting Held with Snpo at Wan! on Ap 19, 1965. 
WANL-TME-1155 76-02 18N A02/MF AO1 


WANL-TME-1158 
Nrx-A3 Restart Review Presentation 10 and 11 May 


1965. 
WANL-TME-1158 76-02 18N PC A03/MF A0O1 
WANL-TME-1162 


High Temperature Testing of Nrx-A2 Fuel. Elements. 
WANL-TME-1162 76-02 18N PC AOS/MF AO} 


WANL-TME-1171 
Evaluation of Externally Coated Nrx-A3 Fuel Ele- 


ments. 

WANL-TME-1171 76-02 18N PC A02/MF A01 
WANL-TME-1178 

Fuel Element Hole Location Survey. 

WANL-TME-1178 76-02 18N PC A03/MF AO1 
WANL-TME-1178(SUP.1) 

Pewee 1. Fuel Element Hole Location Survey. 

WANL-TME-1178(SUP.1) 

7 18N PC AO02/MF A01 


76-02 18N PC A03/MF AO1 


WANL-TME-1216 


Reactor Non-Fuel Materials P 
WANL-TME-1216 76-02 1 


WANL-TME-1235 
Nrx-A4 Element Placement and Orificing Summary 


Report. 

WANL-TME-1235 76-02 18N PC AOS/MF AO1 
WANL-TME-1238 

Radiation Analysis of the Nrx-A4/Est Shield Con- 


ee 
ANL-TME-1238 76-02 18N PC A11/MF A01 
WANL-TME-1243 


Nrx-A3 Post-Operative Mechanical 
Evaluation. 
WANL-TME-1243 


WANL-TME-1244 


Results of beta Backscatter Data Evaluation. 
WANL-TME-1244 76-02 18N PC A02/MF AO1 


WANL-TME-1248 
Single Cluster Corrosion Tests Wan! Hydrogen Cor- 
— Test Runs 24 November 1964--12 August 
WANL-TME-1248 76-02 18N PC A03/MF A0O1 

WANL-TME-1255 
Pax aes in Support of Nerva. Quarterly Re- 

rt, 4TH CY 65. 

ANL-TME-1255 76-02 18N PC AO7/MF A01 

WANL-TME-1269 
Evaluation of the Fuel Element beta Backscatter 


ram for C. Y. 1966. 
PC A02/MF A01 


Component 
76-02 18N PC AO5S/MF A0O1 


Nondestructive Test System. 
WANL-TME-1269 76-02 18N PC A03/MF A0O1 
WANL-TME-1275 


Comparison of Carbide Coatings for Graphite 


Based Fuel Elements. 

WANL-TME-1275 76-02 18N PC A02/MF A01 
WANL-TME-1276 

Evaluation of Prototype Fuel Element Handling 


WANL-TME-1276 76-02 18N PC A03/MF AO1 
WANL-TME-1282 
Developmental Test Program Presentation. 
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WANL-TME-1282 76-02 18N PC AO6/MF AO1 
WANL-TME-1286 
Test Series Ffi-6. Orifice to Element Sealing 


Development. 
WANL-TME-1286 76-02 18N PC AO3/MF AO1 
WANL-TME-1288 


Test Series Hht-16. a Corrosion Test. 
WANL-TME-1288 18N PC AQ2/MF A0O1 


WANL-TME-1290(V.2) 

Nrx-A6 Design Report. Thermal, Fluid Flow and 

Nuclear Analysis of the Nrx-A6 Reactor. Volume Ii. 

WANL-TME-1290(V.2) 

76-02 18N PC AO7/MF AO1 

WANL-TME-1291 

Summary Fabrication Report for Nrx a-3 Fuel Ele- 

ments. Westinghouse Electric Corporation Astrofuel 

ity. 

WANL-TME-1291 76-02 18N PC AO4/MF AO1 

WANL-TME-1294 


interim Report on the Experimental investigation of 
Fission Product Diffusion. 
WANL-TME-1294 76-02 18N PC AO4/MF AO1 


WANL-TME-1298 


Corrosion Inhibitor Tests. 
WANL-TME-1298 76-02 18N PC AQ2/MF AO1 


WANL-TME-1321 
eee house Astronucilear Laboratory Contribution 
A the wenty-First thigh pe rature Fuel Commit- 
WANL. es 1321 eos oe PC AO3/MF AO1 
WANL-TME-1350 
Nrx-A6 Design Review Presentation, 21 December 


1965. 
WANL-TME-1350 76-02 18N PC AO3/MF AO1 
WANL-TME-1361 


Clustered Nerva Ii Engine + Studies. 
WANL-TME-1361 7 181 PC AOS/MF AO1 


WANL-TME-1391 
Nrx-A5 Element Placement and Orificing Summary 


Report. 

WANL-TME-1391 76-02 18N PC AOS/MF A01 
WANL-TME-1419 

Test Program for Support of Nr-1 Reactor Develop- 


WANL-TME-1419 76-02 18N PC A04/MF A01 
WANL-TME-1423 

Stress Analysis: Nrx-A5. 

WANL-TME-1423 76-02 18N PC A04/MF AO1 
WANL-TME-1426 

Notes of Monthly Development Test Program 

— Meeting Heid with Snpo at Wani on April 28, 

WANL-TME-1426 76-02 18N PC AOQ3/MF A01 
WANL-TME-1428 


Proposed Revision at Waltz Mill Site (Wanhes) for 
Fuel Element Cluster Testing. 
WANL-TME-1428 76-02 18N PC A02/MF AO1 


WANL-TME-1431 
—— of the Thermal Response of Three 
or Designs to Post-Operational 
Conditions. 
WANL E-1431 76-02 18! PC A06/MF A01 


WANL-TME-1435 
Notes of seg Development Test Program 
— Held with Snpo at Wan! on 26 May 
WANL-TME-1435 76-02 18N PC AO3/MF A0O1 
WANL-TME-1441 
Summary Fabrication Report for Nrx-A5 Fuel Ele- 


ments. 
WANL-TME-1441 76-02 18N PC AOQ3/MF AO1 
WANL-TME-1442 


Proposed Nr-1 Criticals Experiment Program 
WANL-TME- 1442 76-03 18 PC A03/MF A01 


WANL-TME-1447 
Nrx/Est Disassembly and Post-Operative Examina- 


WANL-TME-1447 76-02 18N PC A03/MF AO1 
WANL-TME-1449 . 
Uooreens of the Single Element Hydrogen Corro- 


ay 1449 . 76-02 18N PC AO2/MF AOl 
WANL-TME-1452 
Drum Limit for on EP-IV 


a 
Presentation to Snpo-C, 20 June 196 
WANL-TME- 1452 76-02 18N PC AO3/MF AO1 


WANL-TME-1497 


Laboratory Studies of Nerva Matrix Materials. 
WANL-TME-1497 76-02 18N PC AOQS/MF A011 


AR-1452 


WANL-TME-1499 


Fuel Assessment Program, Phase |: | m Report. 
WANL-TME-1499 76-02 18N pC Ai2/MF AO1 


WANL-TME-1509 


Nrx-A5 Sensor - ore and Post-Operative Ex- 
amination 
WANL-TME-1909. 76-02 18N PC AO4/MF A01 


WANL-TME-1516 


Nr-1 Thermal, Fluid Flow, Nuclear and Radiation 
Design Status Report. 
WANL-TME-1516 76-08 18N PC A11/MF A01 


WANL-TME-1529 


Notes of Month —— ent Test Pr 
Review hay 1g Be Held npo at Clevela 
tem 


WANL-TME- 1629 76-02 18N PC A03/MF A01 
WANL-TME-1539 

ee use Astronuclear Laboratory Contribution 

wenty-Third High Temperature Fuel Com- 

—_ Meeting, November 29, 30, and December 1, 

WANL-TME-1539 76-08 18N PC AO3/MF AO1 
"Skim 


a & Reactor System Anaysis for Nerva. 
WANLATOA 1542 76-02 181 PC A02/MF A01 


WANL-TME-1544(R EV.2) 
Nrx-A6 Development Program (Revision No. 2). 
WANL-TME-1544(REV.2) 
76-02 18N PC A02/MF A01 
WANL-TME-1553 


Nr-1 Fuel Element Size Study. 
WANL-TME-1553 76-02 


WANL-TME-1557 


Notes of Month 
Review Meeting eid a 


18N PC AQ3/MF AO1 


lopment Test + o_— 
with Snpo at Wani 
WANL-TME-1557. 76-02 18N PC AOQ3/MF AO1 
WANL-TME-1558 


Study of Various Heating Methods for High Tem- 
ature Testing of Fuel Elements. 
ANL-TME-1 76-02 18N PC AQ3/MF AO1 


WANL-TME-1564 
Feasibility of a Pyrolytic Process for Manufacturing 
rr Carbide Graphite Composite Support 
WANL-TME-1564 76-02 18N PC AOS/MF AO1 
WANL-TME-1576 
Xe-1 > ree Placement and Orificing Summary 


Report. 

WANL-TME-1576 76-02 18N PC A11/MF AO1 
WANL-TME-1601 

Ay Carbide--Graphite Composite Development 


An ae Preliminary Report. 
-TME-1601 76-02 18N PC AO2/MF AO1 


WANL-TME-1609 


interim Report on Fission Product Diffusion from 
Nerva Fuels. 
WANL-TME-1609 76-02 18N PC AO04/MF A01 


WANL-TME-1611 
Ww house Astronuciear Laboratory Contribution 


to the ey A - High Tem ture Fuel Com- 
mittee Meet ng: May 16--18, 1967. 
WANL-TME-1611 76-08 18N PC AQ3/MF A01 


WANL-TME-1612 
Destructive Test Results of Nrx-A5 Fuel Elements. 
WANL-TME-1612 76-02 18N PC AOQ4/MF AO1 
WANL-TME-1613(SUP.2) 
Nrx-A6 Test Prediction Report. 


rumtratinmrecnets > 
7 18N PC AO06/MF A01 


WANL-TME-1613(S UP.3) 
Nrx-A6 Test Prediction Report. 


WANL-TME-1613(SUP.3) 
76-02 18N PC A02/MF A01 
WANL-TME-1615 
Notes of Monthly Development Test Program 
— Meeting Held with Snpo at Wani on May 4, 
WANL-TME-1615 76-02 18N PC A03/MF AO1 
WANL-TME-1616 
installation History of Xe-1 Reactor Instrumentation. 
WANL-TME-1616 76-02 18N PC AO3/MF A01 
WANL-TME-1624 
Tfi-ia Cluster Corrosion Test Summary November-- 
February 1967. 
WANL-TME-1624 76-02 18N PC AO4/MF A01 
WANL-TME-1633(S UP.1) 
Nrx-A6 Sa Evaluation Report. 
WANL-TME-1633(SUP.1) 
76-11 18N PC AQ2/MF AO1 


WANL-TME-1634 


Nrx-A6 Operating Limits Documen 
WANL-TME-1634 76-11 


WANL-TME-1636 
Notes of Monthly Development Test Program 
es Meeting Held with Snpo at Wani on June 8, 
WANL-TME-1636 76-02 18N PC AO4/MF A01 
WANL-TME-1661 
Evaluation of Nerva Engine Attitude on the Effec- 
tiveness of a Post Cooqeronet Destruct System 
WANL-TME-1661 76-02 18N PC A04/MF AO1 
WANL-TME-1665 


Cluster Corrosion Proof Tests for Nrx-A6. 
WANL-TME-1665 76-03 18N PC AOS/MF AO1 


WANL-TME-1667 

Nerva Technical Program Review, Wanl-Large, 
Pennsylvania, August 23--24, 1967. 
WANL-TME-1667 76-05 18N PC A12/MF AO1 
WANL-TME-1676 


Wanef Critical Experiments in Support of Nerva. 
Qua rt, 2ND Quarter CY ‘67. 
WANL-T elere 76-05 18N PC AO06/MF A01 


WANL-TME-1678 


Meta! Tube Bore inserts. 
WANL-TME-1678 76-03 18N PC AOQ2/MF AO1 


WANL-TME-1696 


Investigations on | Saaeee of Fission Products by Dif- 
fusion and by Hydrogen-induced Corrosion from 
Nerva Fuels. 

WANL-TME-1696 76-05 18N PC AOS/MF A01 


WANL-TME-1701 


Post-Operational Heating Analysis of Nr-1, 
WANL-TME-1701 76-05 18N PC A05/MF A01 


WANL-TME-1708 
yy use Astronuclear Laboratory Contribution 
to the une 0 High oa Fuels Com- 


mittee a r 5-7, 1 
WANL-TME-1708 76-02 18N PC AO3/MF A0O1 
WANL-TME-1713 


Reactivity Prediction and Reactivity Shimming 
Specification for the Nrx-A6 Reactor 
WANL-TME-1713 76-02 18N PC A06/MF A01 


WANL-TME-1719 
Nrx-A6 Instrumentation installation Re 
18N 


18N. "PC A02/MF A01 


WANL-TME-1719 76-03 A03/MF A01 
WANL-TME-1720 

Westinghouse Astronuclear Laboratory Contribution 

to the 13TH Coated Particle — orking Group 


Meeting, 12 and 13 December 1 
WANL-TME-1720 76-02 ion. “PC AO3/MF A01 
WANL-TME-1722 
Notes of Monthly Development Test Program 
Review Meetin id with Snpo at Wanl on 
November 30, 1967. 
WANL-TME-1722 76-05 18N PC AO3/MF AO1 
WANL-TME- 
Presentation to Snpo-C Nuclear and Radiation 
ment Program. 
WANL-TME-1733 76-05 18N PC A05/MF AO1 
WANL-TME-1773 
High Temperature Thermocouple Qualification and 
Development Testing. Progress Report, January 1, 
1967--March 31, 1968. 
WANL-TME-1773 76-03 18N PC A20/MF A01 
WANL-TME-1798(V.5) 
Radiation Analysis. 
WANL-TME-1798(V.5) 
76-02 18N PC A0S/MF AO1 
WANL-TME-1798(V .7)(PT.1) 
Component Test Program, Volume 7. Part |. 
WANL-TME-1798(V.7)(PT.1) 
76-02 18N PC A17/MF AO1 


cree em 
rx-A6 Reactor Structural Performance 
WANL-TME: 1832 76-03 18N PC ‘A03/MF A01 
WANL-TME-1841(REV.1) 
First Revision to R-1 Common Analog Model. 


WANL-TME-1841(REV. 7. 
7 18N PC AO04/MF AO1 


WANL-TME-1849 


Device for High Voltage Surge Protection. 
WANL-TME-1849 76-02 21F PC A0Q2/MF AO1 
WANL-TME-1852(V.2)APP.) 

R-1 Parametric Shield Measurements Conducted on 

the Nerva Permanent Assembly Experiment (Pax) 

Reactor. Volume Ii. 4 

WANL-TME-1852(V.2)(APP.) 
76-03, _ 18N PC A23/MF A011 
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WANL-TME-1856 


Notes of Monthly Development Test Program 
Review Meeting Held with Snpo at Wan! on August 


27, 1968. 

WANL-TME-1856 76-03 18N PC AOQ4/MF AO1 
yore an 

ae 7 no ppesieation IV-3 “Hi- 

Expansion ¢ on Graphite 76-63 18N PC AO3/MF AO1 
WANL-TME-1859 

Widd-TS-3005 Permeability Studies. Final Report. 

WANL-TME-1859 76-03 18N PC AO3/MF AO1 
WANL-TME-1877 

Westinghouse Astronuciear Laboratory Contribution 

of the Fourteenth Coated Particle Fuels Working 


Group Meeting, 20--21 November 1 
WANL-TME-1877 76-08 18N 


WANL-TME-1911 
Pax-GO Power Distribution Measurements. Final 


Test 4 

WANL-TME-1911 76-03 18N PC AO4/MF AO1 
WANL-TME-1917 

Pax-G1 Gross Power Measurements. Final Test Re- 


OPANL-TME-1917 76-03 18N PC AO3/MF AO1 
WANL-TME-1925 
Post-Test - —~arma of Nrx-A6 Cluster Exit Gas 


Thermocouples. 
WANL-TME-1925 76-03 18N PC AO2/MF A01 
WANL-TME-1947 


Initial Chesoctornation “eS Bath ee Material. 
WANL-TME-1947 PC A04/MF A0O1 


WANL-TME-1950 


968. 
PC AOQ3/MF A01 


Effects of Composition and Processing on the Pro- 

perties of Niobium Carbide-Graphite Composite 

Material. 

WANL-TME-1950 76-03 18N PC AOS/MF AO1 
WANL-TME-1978 

Fission Product Diffusion from Nerva Fuel at Low 

Temperatures. 

WANL-TME-1978 76-05 18N PC AO3/MF A01 
WANL-TME-1983 


Pewee-2 _— Expansion Matrix Development Pro- 


o- Final 
ANL-TME-1 76-03 18N PC AOS/MF AO1 
WANL-TME-1987 


Partial Core Vibration Test Results. Final moyy 
WANL-TME- 1987 76-03 18N PC AO3/MF A01 


WANL-TME-2016 


ineering Critical ~~ Specification. Part 

rformance/Design and Qualification Require- 
Ban, Fuel Elements for Nerva Nuclear oa. 
WANL-TME-2016 76-03 18N PC A02/MF AO1 


WANL-TME-2689 
Evaluation of the Wani ow rated Nuclear, Radia- 
ndard Design Method 


tion, and Shielding 
(Wisdm). Volume 2. 
18N PC AO4/MF AO1 


WANL-TME-2689 
WANL-TME-2750 

~~ Mho re Diffusion from Nerva Coated Com- 

WANL-TME-2750 76-02 18N PC AO3/MF AO1 
WANL-TME-2751 

re one Effects Analysis Report. 

WANL-TME-2751 76-03 
WANL-TME-2761 

Nerva Cluster and Hot End Hardware. Trade Study 


No. 774. 
WANL-TME-2761 


76-02 


Nuclear 
18N PC A11/MF AO1 


76-03 18N PC A04/MF AO1 
WANL-TME-2762 
Core rade Study No. 77 
WANL-TME-2 62 76-03 18N “PC A04/MF A01 
WANL-TME-2763 


a Support. Data Item S-54, Trade Study No. 


WANL-TME-2763 76-03 18N PC A04/MF AO1 
WANL-TME-2770(V.2) 
Reliability Allocations Assessments and Analysis 


. Nuclear Subsystem. ww ese li, Chapters 7-- 


WANL-TME-2770(V.2) 
18N PC A22/MF AO1 


WANL-TME-2771 
Wan ee ners to the 31ST High Me — 
Fuels Committee Meeting, 8--10 December 
WANL-TME-2771 76-02 18N PC AOS/ME A01 
WANL-TME-2780 


Orifice Jet Brazing Process Development, Qualifica- 
tion, and initial Application. 


WANL-TME-2780 76-03 18N PC A06/MF A01 


WANL-TNR-025 
Nerva B-2 Reactor, Phase 1. Nerva Nuclear 
ge 
WANL-TNR-025 76-02 18N PC AO4/MF AO1 
WANL-TNR-026 
Nerva B-4 Reactor, Phase |. 
WANL-TNR-026 76-02 18N PC AOSMF AO1 
WANL-TNR-060 

nne Nuclear Rocket Study. 
WANL-TNR-060 76-03 18N PC AQ2/MF AO1 
WANL-TNR-070 


Toxicity of Nerva Reflector Material Following a 


Launch Pad Accident. 
WANL-TNR-070 76-02 18N PC AO6/MF AO1 
WANL-TNR-097(REV.0) 


Prelim ry Nrx-A1 Test Plan. 
WANL-TNR-097(REV.0) 
18N PC AOG/MF AO1 


WANL-TNR-090(ADD.2) 
Addendum No. 2 to Wani-Tnr--099. 


WANL-TNR-099(ADD.2) 
76-03 181 PC AG2/MF A01 


WANL-TNR-099(APP.B)REV.) 
Nuclear Safety . ee Test Cell Fuel 
Storage Rack. Revised x B. 
WANL-TNR-099(APP.B)( ) 

76-03 181 PC AO02/MF A01 
WANL-TNR-090(REV.A) 
Safety Report for the Astronuciear Westinghouse 
Exper mental Faci py (Pax and Fcx). 
L-TNR-099( 
6-02 181 PC AOS/MF AO1 

WANL-TNR-090(REV.B) 

soy Report for the Westinghouse Astronuciear 
Experimenta Facil 8 and Fcx). 
L-TNR-099(RE 
181 PC AO02/MF AO1 
WANL-TNR-090(REV.C) 


Safety Report for the Westinghouse Astronuciear 
Experimental An | Yo” and Fcx). 


WANL-TNR-099(R E 
181 PC AO4/MF A01 
WANL-TNR-099(SUP.1) 
fety Report for the Flexible Critical Experiment. 
WANL-TNR-099(S UP.1) 


76-02 18N PC A03/MF AO1 
WANL-TNR-101 


Kiwi B-5 Shield Air Flow Distribution Test. 
WANL-TNR-101 76-02 18N PC A06/MF A01 


WANL-TNR-112 
Vibration Test of an Electro-Pneumatic Actuator: 


Bendix Model Nd-01. 
WANL-TNR-112 76-02 18N PC A03/MF AO1 
WANL-TNR-122 


Evaluation of Kiwi Hydraulic Actuator for Nrx-a Ap- 


WANLCTNR-122 76-02 18N PC A04/MF AO1 
WANL-TNR-124 


Nrx-a Assembly aa = —— any os 
WANL-TNRA-124 Po ales A01 


WANL-TNR-158 
Preassembly Experiment (Pax) in Support of Nrx- 


WANL-TNR-158 76-02 18N PC A16/MF A01 
WANL-TNR-166 

oo Sag Combined Reactor and System Testing in 

est 

WANL-TNR-166 76-05 18N PC A03/MF AO1 


WANL-TNR-167 
Analysis of alpha Particle Release from Particulate 
F 


WANL-TNR-167 76-02 18N PC A03/MF AO1 
WANL-TNR-171(SUP.1) 
Criteria of the Post-Operative Cells E-MAD Facility. 


WANL-TNR-171(SUP.1) dianieiaiiaation 


WANL-TNR-172 
Nrx-a Test Program 
WANL-TNA-172 

WANL-TNR-188 
Review of Nerva Fuel Element Surface Treatment. 
WANL-TNR-188 76-02 18N PC AQ3/MF AQ1 

WANL-TNR-188(ADD.1) 

Review of Nerva Fuel Element Surface Treatment. 
WANL-TNR-188(ADD.1) 
P 18N PC AO2/MF AO1 


76-03 18N PC AOQ3/MF AO1 





WAPD-TM-1227 


WANL-TNR-194 
Destructive Test Evaluation of Nrx-A2 Fuel Ele- 


ments. 

WANL-TNR-194 76-02 18N PC AO3/MF AO1 
WANL-TNR-200 

Destructive Test Evaluation of Nrx-A3 Fuel Ele- 


ments. 

WANL-TNR-200 76-02 18N PC A04/MF AO1 
WANL-TNR-206 

Program Report on the Anti-Criticality Poison Wire 


ANL-TNR-206 76-02 181 PC AQ3/MF AO1 
WANL-TNR-206(V.3)PT.A) 
cregrem Report ea An hy Anti-Criticality Poison Wire 
Seren a0ery, S\PT 4 A) 
181 PC AO7/MF AO1 


WANL-TNR-208 
Laoag Coating of UC sub 2 Fuel Particles. 
WANL- 208 76-02 18N PC AO4/MF AO1 


WANL-TNR-200(V.2) 
Rover — Safety Program Preliminary Review. 


Volume ti 

WANL-TNR- -209(V.2) 76-05 18N PC A19/MF AO1 
WANL-TNR-217 

ry ye on Laboratory Coating Studies. 

WANL-TNR-217 76-02 18N A04/MF AO1 


WANL-TR-6524 
ov to Orni to Attend Annual Neutron Physics Divi- 


WANL-TR-6524 76-08 18N PC A02/MF AO1 
WANL-TR-6548 

Nerva Fuel  emee A Status A pe my bs ony 

WANL-TR-6548 PC MF AO1 
WANL-TR-6575 


tip to AEC to Present as Part of the Pewee-2 

iness Review pes Want ¥ Non-Fueled Component 
‘erformance Predictions). 

76-03 18N PC MF AO1 


eunesenner 


Review the yay Ane tr on Long Life Reac- 
tor (Lir) Excha Technical 


Progress in a Development for the Nerva 

Reactor. 

WANL-TR-6601 76-05 18N PC AO2/MF AO1 
WANL-TR-6669 


rip to Lasi to Discuss Fuel Structural Behavior, 
ctural Modeling, and Thermal Stress Lo , 
WANL-TR-6669 76-03 18N PC A02/M 


WAPD-MRAP-145 


——- Water Reactor (PWR) Project. Technical 


ress Report, July 26, = ae 25, 1976. 
WARD UR as ¥ 76-25 PC A02/MF A011 


WAPD-TM-1060 
Plastic Anisotropy of Polycrystalline Zircaloy (Lwbr 
Program 


Development ‘ 

WAPD-TM-1060 76-14 18E PC A04/MF A01 
WAPD-TM-1105 

Determination of Stiffness and Loading in Bolted 

Joints H Circular Geo -. 

WAPD-TM-1105 76-12 1 PC A04/MF A01 


WAPD-TM-1199 
+ aad 4 way in High Pressure Two-Phase Flow: A 


+ Water in a Uniformly Heated 4-Rod 
Bundle (L +d velopment Program). 
i100" er 10 A05S/MF A0O1 
eaeiain 
Po in Welds. 
WAPD-TM-1202 76-05 13E PC A03/MF A01 
WAPD-TM-1203 
—— lodine Stress Corrosion Cracking of Zir- 
ca 
WAPD-TM-1 76-16 13K PC AO3/MF A01 
WAPD-TM-1206 
Three-Dimensional Finite Element Ana of a 
Circular Disc with Circular Penetrations. 
Ww TM-1206 76-22 20K PC A0S/MF A01 
WAPD-TM-1209 


Solution of Linear Equations Resulting from Finite 
Element Discretizations of Multi-Dimensiona! Boun- 
dary Value Probiems. 


w TM-1209 76-05 18) PC AOQ4/MF AO1 
WAPD-TM-1216 

Temperature Measurements in a Free Burning Ar 

WAPD-TM-1216 76-05 13H PC A04/MF At 
WAPD-TM-1227 

Hydraulic Pressure Pulses with Structural Flexibili- 

ty: a and Analysis (LWBR Development Pro- 

gram). 

WAPD-TM-1227 76-25 181 PC AO3/MF AO1 


AR-1453 








WAPD-TM-1243 
Some High Temperature Mechanical Properties of 
internally Pressurized Zircaloy-4 Tubing. Lwbr 
Development Program. 

WAPD-TM-1243 76-26 18) PC AQ2/MF A0O1 

WAPD-TM-1248 
Effects of interna! Surface Flaws, lodine Concentra- 
tion and Temperature on the Stress Corrosion 
Cracking Behavior of Zircaloy-4 Tubing (LWBR 


aeons Program) 
WAPD- "1248 


76-26 18) PC A03/MF A01 
WARD-CR-3045-10 


Core Restraint Development. Quarterly Progress Re- 
ot for Period Ending ust 31, 1975. 
ARD-CR-3045-10 76-13 18E PC A0Q2/MF A01 
WARD-MRP-144 


Pressurized Water Reactor Project. Technical 


Progress Report for the Period January 26, 1975-- 

July 25, 1975. 

WARD-MRP-144 76-10 18E PC A02/MF A01 
WARD-5558 

Seismic Design Criteria for the Clinch River Breeder 

Reactor Piant. 

WARD-5558 76-02 18E PC AO3/MF A0O1 
WARD-5594 

Crbr Nuclear, Thermofiuid, and Advanced Fuel Con- 

ceptual n. 

WARD-5594 76-05 18E PC A02/MF A01 
WARMP-101 


Washington and Alaska Coronary Care Capability 


HRP-0C /2G\ 76-16 6E PC A02 
WASDS-74-17-VOL-3 


Tactical Fighter On-Aircraft Maintenance Charac- 
teristics Study. Volume Il, 
AD-A018 791/4GI 76-04 1C PC A98/MF A01 


WASH-1341 AND (AMEND.1) 
Programmatic information for the Licensing of 
Standardized Nuclear Power Piants. 
WASH-1341 AND (AMEND.1) 
76-13 18E PC AO4/MF A01 
WASH-1400-APP-1 


Reactor Study: An Assessment of Accident 
Risks in U.S. mercial Nuclear Power Plants. Ap- 
x |. Accident Definition and Use of Event 
rees. 
PB-248 202/4Gi 76-05 18E PC AO6/MF A01 
WASH-1400-APP-2 
Reactor Safety Study: An Assessment of Accident 
Risks in U.S. Commercial Nuclear Power Piants. Ap- 
_—_ li. Fault Trees. 
248 203/2G! 76-05 18E€ PC ASS/MF A01 
WASH-1400-APP-3/4 
Reactor ye An Assessment of Accident 
Risks in U.S mercial Nuclear Power Plants. Ap- 
Wi. Failure Data. Appendix IV. Common 


Failures. 
PB-248 204/0GI 76-05 18E PC A08/MF A01 
WASH-1400-APP-5 
Reactor Study. An Assessment of Accident 
Risks in U.S. mercial Nuclear Power Plants. Ap- 
V. Quantitative tts of Accidents 
PB-248 205/7GI 76-05 18E PC A06/MF AO1 
WASH-1400-APP-6 
Reactor Study: An Assessment of Accident 
Risks in U.S. mercial Nuclear Power Plants. Ap- 


pendix Vi. Caiculation of Reactor Accident Con- 
sequences. 
PB-248 206/5GI 76-05 18E PC A20/MF A01 


Study: An Assessment of Accident 
Risks in U.S. mercial Nuclear Power Plants. 
pendix Vil. Release of tor Ac- 


Rationale for Nuciear Power Plants. Appendix X 


ae Adequacy. 
PB- 207/3GI 76-05 18E PC A25/MF A0O1 
WASH-1400-APP-11 ; 


Reactor Safety Study: An Assessment of Accident 
Risks in U.S. Commercial Nuclear Power Plants. Ap- 
Xi. Analysie of Comments on the Draft 


ASH-1400 Report. 
PB-248 208/1G! 76-05 18E PC AO7/MF A01 


WASH-1400-ES 
Reactor oe Sot An Assessment of Accident 
Risks in U.S. mercial Nuclear Power Plants. Ex- 


ecutive mary. 
PB-248 209/9G! 76-05 18E PC AQ2/MF A01 


AR-1454 





WASH-1400-MR 





Reactor Safety Study: An Assessment of Accident 
Risks in U.S. Commercial Nuclear Power Plants. 


Main oy coe 

PB-248 201/6GI 76-05 18E PC A10/MF AO1 
WB-72 

Women-Owned Businesses: 1972. 

PB-254 783/4GI 76-19 SC MF AO1 
WB-235 


Psychrometric Tables for Obtaining the Vapor Pres- 
sure, Relative Humidity, and Temperature of the 
Dew Point (from Readings of the Wet- and Dry-Bulb 


PB-257 023/ 76-22 4B PC AO5S/MF AO1 
WC72-A-52 

Census of Wholesale Trade 1972. Area Statistics 

United States. 

PB-250 426/4GI 76-10 5C MF AOQ1-NTIS 
WCAP-7125 


Survey of Experience with High Performance Fuel 


Rods of PWR Type. 
WCAP-7125 76-26 18) PC AO3/MF A01 
WCAP-8456 


Heavy Section Stee! Technology ty tm Technical 
Characterization 


rt No. 38. Fracture Toughness 
of Host Intermediate Pressure Vessei Material. 
WCAP-8456 76-02 18E PC AO3/MF A01 


WCAP-8583 


Pwr Fliecht-Set Phase 61 Evaluation Report. 
WCAP-8583 76-05 181 PC A14/MF AO1 


WCAP-8651 
Flecht Low Flooding Rate Cosine Test Series Data 


WCAP-8651 76-14 181 PC A21/MF A01 
WCR-75-2 
Community Noise Countermeasures Cost-Effective- 


ness . 
PB-247 080/SGI 76-04 20A PC A15/MF A01 


WDL-TR-5851 

Raster Graphics image Transform 

AD-A017 483/9GI 76-01 9B. “pc A18/MF AO1 
WDL-TR7071 

Prediction of pues Lv ae Performance. 

AD-A020 629/ 5J PC AO06G/MF AO1 
WEAT-13 

Environmental Energy Fields Associated with 

Severe Storms, 

PB-247 937/6GI 76-04 48 PC AO7/MF A01 


WES-APCP-TR-11 
Effects of eat _ on Water —_—, Growth. 
AD-A018 866/ 76-04 PC A06/MF A01 
ennainaitine 
Butoxyethanol Ester of 2,4-D for Control of Eura- 


sian Water Milfoil. 
AD-A024 105/9G! 76-13 6F PC AO7/MF AO} 


WES-CR-D-75-3 


Methods of Dissolved Oxygen Budget Analysis for 
Assessing Effects of row ad Material Disposal on 
B ical Community Meta 


AD-A018 340/0GI 76-03 “OF. PC A0S/MF A01 
WES-CR-D-75-5 
Concept Development for Confined 
Material Sites. 
AD- 684/1GI 76-19 138 PC AGS/MF A01 
WES-CR-D-75-6 


Laboratory Study Ry wd Release of Pesticide and 
eee Water Column During 

and Becotal a 
685/8G! 76-19 138 PC AO6/MF AO1 


WES-CR-D-76-1 
Research Study on the Effect of Dispersion, Set- 
tling, and Resedimentation on Migration of Chemi- 
cai Constituents during Open-Water Disposal of 
eo Materials. 
AD- 144/0GI 76-10 13B PC A11/MF A01 
WES-CR-D-76-3 
State-of-the-Art Beate and Evaluation of Open- 
Material Placem 


Water Dredged ent yon FT 
AD-A027 024/9G! 76-19 13B PC AOQS/MF A01 


WES-CR-D-76-4 
Techniques for Reducing Turbidity Associated with 
Present 


- Procedures and O 
76-19 138 A06/MF A01 


WES-CR-D-76-5 
ay ope of Models for Prediction of Short- 
Term Fate of Dredged Material Discharged in the 


Environ ment. 
AD-A027 131/2GI 76-19 13B PC A13/MF AO1 


WES-CR-D-76-6 


Socioeconomic Aspects of a A Material 
Disposal: The Creation of Recreation in Urban 


AD-A029 972/7G! 


WES-CR-D-76-7 


Effect of Sediment Organic Matter on Migration of 
Various Chemical Constituents During D sal of 


a Material. 
AD-A027 394/6G! 76-20 148 PC AQ9/MF A0O1 


76-24 13B PC A14/MF A01 


WES-CR-D-76-9 

Abatement of Malodors at Confined Dredged 
Material ! 

AD-A030 597/9GI 76-25 138 PC A08/MF A01 
WES-CR-H-75-1 


Lake Erie international rt Model Feasibility in- 
vestigation. Report 17-5. Wind-Driven Currents 
and Contaminant Dispersion in the Near-Shore of 


Large Lakes 
AD-A017 694/1GI 76-02 8H PC A10/MF A01 


WES-CR-H-75-1-6 

Lake Erie international Jetport Model Feasibility in- 
Report 17-6. Application of Three- 
| Hydrodynamic Model to Study Effects 
Jetport island 


of Proposed on Thermociine Struc- 
ture in Lake E 

A022 588/8G! 76-11 8H PC AOS/MF A01 
WES-CR-H-76-1 


geety and Evaluation of Remedial Sand Bypassing 


rr * 
AD-A026 480/4G! 76-19 138 PC AOQ7/MF AO1 
WES-CR-K-76-1-VOL-1 
General Pu Computer-Aided Analysis and 
nel of Tainter Gates. Volume |. Theoretical 
anual. 
AD-A030 854/4G! 76-26 138 PC AO6/MF A01 
WES-CR-S-75-5 
a Mechanics of Pile-Soil Interaction in Cohesion- 
AD-A019 298/9G! 76-05 8M PC A14/MF AO1 
WES-CR-S-76-1 
influence of End Restraint 7 Cyclic Triaxial a. 
AD-A022 811/4GI 76-11 PC AQ4/MF A01 
WES-CR-S-76-2 
Finite Element Analyses of Stresses and Movements 
in Birch Dam. 
AD-A025 448/2G! 76-16 138 PC AOS/MF AO1 
WES-CR-S-76-3 
Pore Pressures in Soft Ground under Surface Load- 
ing Theoretical Considerations 
A024 998/7GI 76-15 “aM PC A03/MF A01 
WES-CR-S-76-4 
State-of-the-Art R on Shotcrete. 
AD-A028 031/3GI 76-21 13C PC AO6/MF A01 
WES-CR-S-76-5 
The rer of Sand Fabric on Liquefaction 
AD-A026 884/7GI 76-19 8M PC A0S/MF A0O1 
WES-CR-S-76-6 


The Role of Fill Strength in the Stability of Embank- 
ments on Soft Clay Foundations. 
AD-A027 087/6G! 76-19 138 PC A11/MF AO1 


WES-CR-S-76-7 


Saturated Sand as an Inelastic Two-Phase Medium. 
AD-A029 940/4G! 76-24 8M PC A03/MF A01 


WES-CR-S-76-8 
Densification and Hysteresis of Sand Under Cyclic 


Shear. 

AD-A029 939/6G! 76-24 8M PC A03/MF AO1 
WES-CR-S-76-9 

+ gem Constitutive Law for Liquefaction of 

AD-A029 937/0Gi 76-24 13B PC A03/MF AO1 
WES-CR-S-76-10 


Pore Pressures in Soft Ground under Surface Load- 


r, interp ion of Field Records. 
A030 891/6GI 76-26 8M PC AO3/MF AO1 
WES-CR-S-76-11 


Data Collection and Analysis, Runway 4A-22L., 
O'Hare international ae 
26 1E PC AO0S/MF A01 


AD-A030 4GI 
WES-GITI-3 

Tidal Prism - inlet Area Relationships. 

AD-A022 327/1Gi 76-10 8C PC AO04/MF A0O1 
WES-GITI-4 

Annotated Bibliography on the Geotogic. Hydraulic, 

and Engineeri of Tidal in 

AD- 355/4G1 76-07 8H PC A1S/MF A01 
WES-GITI-5 , 


Notes on Tidal inlets on Sandy Shores. 
. 





Ai Sa ee 


oP aoe Ty 








—_ — : 
+ tac sy ee 


Re whee Is Fd Pee Sects A ORR 


“ bi lee Ce 


Da Bed 





ER Pe oe LAA ORR 1 Mini SO Se AO od 


AD-A022 328/9G! 


WES-GITI-7 
Model Materials a Sand Tests; Hydraulic 


Laboree eoeal Te 76-19 138 PC A13/MF A01 
weer. 

rays Harbor Estuary 45-ft 

mst SU (40-ft MLLW) Y Navigation hannel a casanens 


row i raulic Model investigation. 
/9GI 76-15 1 PC A20/MF A01 


Bellas 
Automated Procedure for spleen Sites for Suita- 
bility as Helicopter Landing Zones. Volume 1. 
Descriptions and Instructions for Use of Computer 
s. 
AD R030 173/9GI 76-24 1E PC A13/MF A01 
WES-INSTRUCTION-S-76-1 
Research and Development Management Analysis 


Stem (RDMAS). 
A025 447/4G) 76-16 SA PC A06/MF A01 
WES-K-76-1-VOL-2 


General Purpose Computer-Aided Analysis and 
— of Tainter Gates; Volume li. Procedural 


76-10 8C PC AO3/MF AO1 


AD-A029 938/8GI 76-24 138 PC A12/MF AO1 
WES-MP-C-70-2 

Bamboo Reinforced Concrete 

AD-A029 842/2G! 76-24 13C PC A02/MF A01 
WES-MP-C-70-3 

Behavior of Concrete Exposed to the Sea. 

AD-A029 801/8G! 76-24 13C PC AO02/MF A01 
WES-MP-C-70-6 

Tests of Rock Cores one > yy oe 

AD-A030 954/2G! hy panne A0o1 
WES-MP-C-70-8 


New lications for Lo 
839/8GI 76-24 


WES-MP-C-70-10 
ie of Rock Cores Michigamme Study Area, 


AD ADSO 950/0G! 76-26 8G PC AO7/MF A01 
WES-MP-C-70-12 


Concretes. 
PC A04/MF A01 


Admixtures, 

AD-A030 951/8GI 
WES-MP-C-70-15 

An Experimental Study of Moisture Migration in 


AD-A030 952/6G! 76-26 13C PC AO3/MF AO1 
WES-MP-C-70-18 

Portland-Cement Concrete Research Testing, and 

Performance. 

AD-A029 822/4G! 76-24 13C PC A02/MF AO1 
WES-MP-C-70-19 


76-26 13C PC A03/MF A01 


Crack Extensio orce Con to the 
Compressive. hay of Po _o t-Based 
AD-A0z9 821/6GI 76-24 13C PC AQ3/MF AO1 
WES-MP-C-70-20 

An Experimental Study of Multiaxial Creep in 


AD-A030 004/6Gi 76-24 :(13C PC A03/MF A01 
WES-MP-C-70-21 


AD-A030 953/4GI ™ 76-26 13C PC AOQ3/MF AO1 
WES-MP-C-70-22 

Nonmetallic frm 

AD-A030 955/9G! 76-26 138 PC AO3/MF A01 
WES-MP-C-70-23 


Low-Density Concrete Backfills for Lined Tuanate. 
AD-A029 820/8G! 76-24 13C PC AOQ3/MF AO1 


WES-MP-C-70-24 
An Evaluation of the MSA Method for Determining 


Particle Size Distr . 

AD-A029 819/0GI 76-24 148 PC AO4/MF AO1 
WES-MP-C-71-1 

ae any of In-Situ and Laboratory Test Results 

AD-A029 818/2GI 76-24 8G PC A03/MF A01 
WES-MP-C-71-2 


The Influence of Variation in Grain Size and 
Minimal Variation in Rock Type on the Quality of 
Correlations for intact igneous 


Rocks. 

AD-A030 957/5G! 
WES-MP-C-71-3 

Substitutions in Caicium Aluminates and Caicium 


inoterrites. 
AD-A029 828/1Gi 76-24 13C PC AOS/MF A01 


76-26 8G PC AG7/MF A01 


WES-MP-C-71-4 
Results of in situ Modulus of Deformation Test, 
Cannelton Lock and Dam. 
AD-A029 827/3GI 76-24 138 PC AQ3/MF A01 


WES-MP-C-71-6 
Strains Developed in Concrete Du and Sub- 
sequent to Hardening. ” 
AD-A029 826/5Gi 76-24 13C PC A04/MF A01 
WES-MP-C-72-1 
Porosity-Strength Considerations for 
Concrete. 
AD-A029 835/6GI 
WES-MP-C-72-2 
Quantitative Mineralogical Analysis by X-ray diffrac- 


tion. 
AD-A029 830/7G! 76-24 8G PC AOG/MF A01 
ag ts 


Cellular 
76-24 13C PC A02/MF A01 


Laboratory of Concrete Aggregate and Riprap 

for New 1 by and Dam Number 26. 

AD-A029 838/0G! 76-24 138 PC AO6G/MF A01 
WES-MP-C-72-5 

tna Synetic oducts y X Ray 

a ucts - 

AD-A030 958/ 7666 
mcg gy 


Relating Materials Quality to Materials Performance 
to Structural Performance of Concrete 


el Phases, 
ee A PC ie Aol 


AD-A029 837/2Gi 76-24 13C PC A02/MF A01 
WES-MP-C-72-9 

es 8 Rock Reactions a  eacue 

n Specification and Con 

AD- SeariG! 76-26 13C PC ear A01 
WES-MP-C-72-13 

Concrete for Reactor Vessels. 

AD-A030 960/9GI 76-26 18) PC AO3/MF AO1 


WES-MP-C-72-15 


Rapid Repair of Bomb-Dam Runways. Phase |. 
Preliminary Laboratory investigation. 
AD-A029 834/9GI 76-24 13C PC AO03/MF A01 


WES-MP-C-72-16 
Determination of Practical Ultimate Strength of 


AD-A029 813/3G! 76-24 13C PC AQ3/MF A01 
WES-MP-C-72-17 


Tests on TVA Containment Concrete. 
AD-A029 833/1GI 76-24 13C PC AO02/MF AO1 


WES-MP-C-72-18 


Shock Compression of Porous Conc 
AD-A029 4Gi 76-24 13C PCy A03/MF A01 


oe 
s of Curing Mass Concrete. 
ADLAO2e Aoae 31/60! 76-24 13C PC A02/MF A01 
WES-MP-C-72-22 
Expansive Cements and Their Use. 


AD-A030 961/7GI 76-26 13C PC AO3/MF A01 
WES-MP-C-72-23 

Use of cled Concrete as regate. 

AD dae 20/90! 76-24 “3 PC A03/MF A01 
WES-MP-C-73-1 

Fast Cement - Literature Sur wey. 

AD-A030 /5GI 76-26 13C A03/MF A01 
WES-MP-C-73-4 

identification of Samples of Objects Recovered 

from Ocean Floor. 

AD-A030 963/3G! 76-26 8G PC A02/MF A01 
WES-MP-C-73-5 


Ultimate Strain ay Tests, Clarence Cannon 
Dam, ST. Louis District 

AD-A029 816/6G! 76-24 138 PC A04/MF AO1 
WES-MP-C-73-6 

Multiaxial C in Conc 

AD-A029 815/8GI 720 13C PC AO3/MF A011 
WES-MP-C-73-7 


Use of ne a to Determine Water Content 

of Fresh Concret 

AD-A029 S14/1Gl 76-24 13C PC AO3/MF AO1 
pp 

Study of the Project M nae of Manage- 

ment for Use in a Materials Eanes 

AD-A029 829/9Gi 76-24 he : AOS/MF AO1 


WES-MP-C-73-10 


Feasibility Study of No-Slump Concrete for Mass 
Concrete Construction 
AD-A029 812/5Gi 
WES-MP-C-73-11 
Examination of Cores from Four Highway Bridges 


in Georgia. 
AD-A0SS 964/1GI 76-26 138 PC AO3/MF A011 


76-24 13C PC AO3/MF A01 








WES-MP-D-76-15 


WES-MP-C-74-1 


investigation of Accelerated Methods for the Deter- 
mination of Available Alkali in Pozzolans 
AD-A030 965/8G! 76-26 13C PC AG2/MF AOt 


WES-MP-C-74-2 
Studies of Concrete for Farley Nuclear Containment 
Structu 


re. 
AD-A029 824/0G! 76-24 13C PC AOQ3/MF AO1 
WES-MP-C-74-3 
Research and Development of Fiber-Reinforced 


America. 
AD-A029 823/2Gi 76-24 13C PC AOQ2/MF A01 


WES-MP-C-74-5 

Condition Survey of Lock and Dam 52, Ohio 

AD-A029 804/2G! 76-24 138 PC AOe/ME A A01 
WES-MP-C-74-7 


Condition Survey of Lock and Dam 53, Ohio River. 
AD-A029 817/4Gi 76-24 138 PC A04/MF AO1 


WES-MP-C-76-1 
Comparison of 4-1/2- and 7-in. (6-in. Nominal) Max- 


imum Size regate Mixtures for New Lock and 

Dam No. 26, River. 

AD-A023 968/1G! 76-13 138 PC A02/MF A01 
WES-MP-C-76-2 


Soereind Soo a Source of 
Ao aa os * 36-13 11B 


ae Atal Ceroonat A we ase of Some 


AD-AGZSTSIEG! 76-16. 136 PC AOS/MF AO1 


WES-MP-C-76-4 


ion of the Resistance of Freshly injected 
Grout to Erosion and Dilution by Flowing Water. 
AD-A026 260/0G! 76-18 1 PC A03/MF AO1 


WES-MP-C-76-8 
vestigation neering Condition Survey and Structural in- 
— of Emsworth Locks and Dam, Ohio 
AD A029 844/8G! 76-24 138 PC A06/MF A01 
WES-MP-C-76-9 
vestigation” Condition Paes and Structural in- 
—— of Locks and Dam 3, Monongahela 
AD A029 904/0GI 
WES-MP-C-76-10 
Structural Testing and Associated Data Reduction 
for a ene ee ee 
AD-A029 905/7G 76-24 19A A0S/MF A01 
WES-MP-D-75-11 
Dredged Material Research: Notes, News, Reviews, 


etc. 

AD-A018 993/6G! 76-05 138 PC A02/MF A01 
WES-MP-D-75-12 

Dredged Material Research: Notes, News, Reviews, 


regate. 
A03/MF A01 


76-24 138 PC A16/MF A01 


etc. 
AD-A018 776/5G! 76-04 8H PC A02/MF AO1 
WES-MP-D-76-2 
eae Material Research: Notes, News, Reviews, 
Cc. 
AD-A022 058/2G! 76-10 138 PC A02/MF A01 
WES-MP-D-76-3 


es Material Research. Notes, News, Reviews, 
Cc. 


AD-A023 988/9Gi 76-13 13B PC A02/MF AO1 
WES-MP-D-76-4 
eae Material Research: Notes, News, Reviews, 
AD-A024 656/1Gi 76-14 138 PC A0Q2/MF A01 
WES-MP-D-76-5 


Land Application of Waste Materials from Dredging, 
Construction, and Demoliti ion Processes. 
AD-A026 842/5Gi 76-19 138 PC A03/MF AO1 


WES-MP-D-76-6 
A Bioassay Dilution Technique to Assess the Sig- 
Material 


nificance of Dred Dispo 
AD-A030 263/8G! 76-24 138 PC A02/MF AO1 
WES-MP-D-76-7 


Bioassessment of the Standard Elutriate Test. 
AD-A030 793/4G! 76-26 138 PC A03/MF AO1 


WES-MP-D-76-13 


Dredged Material as a Natural Resource--Concepts 

for Land improvement and Reciamation. 

AD-A024 772/6G! 7614 138 PC A03/MF AO1 
WES-MP-D-76-14 

= a = an ry ae Briefing (5th), August 1975, 

AD- 377/6G! 76-10 138 PC AO6/MF A01 


WES-MP-D-76-15 
A New Concept for Dredged Materia! Disposal. 


AR-1455 








AD-A022 376/8GI 





76-10 13B PC AQ3/MF AO1 


WES-MP-D-76-16 
First Steps Toward Achieving Disposal Area Reuse. 
AD-A024 646/2Gi 76-14 1368 PC AOQ3/MF A0O1 
WES-MP-D-76-17 


Ecological Evaluation of Proposed Discharge of 
Dredged or Fill Material into Navigable Waters: In- 
terim Guidance for implementation of Section 
mera ny of Public Law 92-500 a Water Pol- 
lution Control! Act Amendments of 1972). 

AD-A026 882/1GI 76-19 6F PC AOS/MF A01 


WES-MP-D-76-18 
Distribution of Manganese, Nickel, Zinc, Cadmium, 
and Arsenic in Sediments and in the Standard 


Elutriate. 
AD-A026 355/8G! 76-18 1368 PC AQ3/MF A01 
WES-MP-D-76-19 


Semiannual interagency Briefing (6th), February 


1976, Washi n, D.C. 
AD-A029 187/ i 76-23 13B PC AO06/MF AO1 
WES-MP-H-75-8 
Westport Smali-Boat Basin Revision Study: Hydrau- 
lic Model investigation. 
AD-A018 422/6G 76-03 13B PC AO06/MF AO1 
WES-MP-H-75-10 
Masonboro inlet, North Carolina: Movable-Bed 
Hydraulic Mode! Study, Effects of Temperature and 
Experimental Procedures. 
76-05 8C PC AO5S/MF AO1 


AD-A019 266/6G! 
WES-MP-H-76-1 
Chesapeake aa Radioactive Tracer Study. 
AD-A020 539/3G! 76-07 138 PC AQ3/MF A01 


WES-MP-H-76-4-1 


Numerical Analysis of Tidal Circulation for Long 
Beach Harbor. Report 1. Existing Conditions and 
Alternate Plans for Pier J Completion and Tanker 


Terminal S é 
AD-A031 174/6GI 76-26 8C PC A07/MF A01 
WES-MP-H-76-4-3 
Numerical Analysis of Tidal Circulation for Long 
Beach Harbor. Report 3. Existing Conditions and 
Alternate Plans for Pier J Completion and Tanker 


Terminal S with -82 Ft Channel 

AD-A031 178/7GI 76-26 8C PC AO7/MF A01 
WES-MP-H-76-5 

Cooper River Rediversion Project, Bushy Park 

Water Supply Tests, raulic Model n. 

AD-A022 805/6G! 6-11 138 PC F AO1 
WES-MP-H-76-6 


Falis Lake Water-Quality Study; Hydraulic Laborato- 


ry a. 
AD-A023 754/5GI 76-13 138 PC AOS/MF A01 
WES-MP-H-76-8 
Stability of Rubbie-Mound Breakwater Lahaina Har- 
i 


bor, Hawaii. 

AD-A024 773/4GI 76-14 138 PC A03/MF A01 
WES-MP-H-76-9 

Effects of 40-Foot Charleston Harbor Project On 

Tides, Currents, and Salinities; Hydraulic Model In- 

AD-A024 524/1Gi 76-14 8F PC A0S/MF A01 
WES-MP-H-76-10 

Transmission of Wave Energy Through and Over- 

ing of the Long Beach, California, Breakwater; 


! 
AD-A025 175/1GI 


76-15 13B PC AO4/MF AO1 
WES-MP-H-76-11 
New Techniques and Materiais for Constructing 
lic Models. 
A026 095/0GI 76-17 8H PC A02/MF A0O1 
WES-MP-H-76-12 
Estimation of Winds Over the Great Lakes. 
AD-A028 022/2G! 76-21 4B PC A04/MF AO1 
WES-MP-H-76-14 
interim Report on Masonboro iniet, North Carolina, 
Model Tests, 
AD-A026 399/6G! 76-18 138 PC A13/MF AO1 
WES-MP-H-76-15 
Development of Navigation with Locks and Dams. 
AD-A029 355/5G! 76-23 138 PC AO4/MF AO1 


WES-MP-H-76-16 r 


A Variational Approach to Nonlinear Wave Theory. 
AD-A030 144/0GI 76-24 200 PC E03/MF A01 


WES-MP-H-76-17 


Enlargement of Marcus Hook ogee Delaware 
River; Hydraulic Model investigation 
AD-A030 541/7GI 76-25 138 PC AO6/MF A01 


AR-1456 





WES-MP-H-76-18 


Effects of Construction of Liberty State Park on 
Hydraulic Characteristics of New York Harbor. 


pwy Model a 
-A030 471/7GI 76-25 1368 PC A08/MF A01 


WES-MP-H-76-20-1 


Long Beach Harbor Numerical Analysis 


of Harbor 
s. Report 1. Existing Conditions and 
improvements. 


Proposed 
AD-A031 171/2GI 76-26 13B PC AO8/MF AO1 
WES-MP-H-76-20-2 


Long Beach Harbor Numerical Analysis of Harbor 
Oscillations. Report 2. Alternate Pians for Pier J 
Completion and Tanker Terminal Project. 

AD-A031 172/0GI 76-26 138 A03/MF A01 


WES-MP-H-76-20-3 


Long Beach Harbor om Analysis of Harbor 
Oscillations. Report 3. Alternate Plans for Pier J 
Completion and Tanker Terminal Project (62- and 


82-ft Depths). 
AD-A031 173/8GI 76-26 138 PC A04/MF A01 
WES-MP-K-76-4 


NETDEN: An interactive Network Design Graphics 


Simulation. 
AD-A029 225/0GI 76-23 17B PC AO4/MF A01 
WES-MP-M-73-6 


Project DIAMOND ORE; Phase liA: Effectiveness of 
Craters as Barriers to Mobility. 


AD-A017 726/1GI 76-02 19D PC AOQ3/MF A01 
WES-MP-M-73-12 
Generation and Propagation of Microseismic 


nals from Foo 
-A029 380/3GI 
WES-MP-M-74-7 
Characterization of Selected Road Sections in 
Western United States 
AD-A018 289/9GI 76-03 138 MF AO1 
WES-MP-M-75-10 
Rationale and Plan for Field Data Acquisition 


Required for the Rational Design and ~eee of 
Seismic and Acoustic Classifying Senso 


76-23 173 PC AOQS/MF A01 


AD-A018 346/7GI 76-03 17A PC AO7/MF A01 
WES-MP-M-76-1 

Preliminary Tests of Gloss-Reduction and Coloring 

Agents for Camouflage of Polyviny! Acetate Dust- 

Control Film. 

AD-A021 652/3G! 76-09 1E PC AO02/MF A01 
WES-MP-M-76-4 

eng om of using Langs Tractor Dozers in the Sur- 


of Coal and the Reclamation of Mined 


AD-A022 852/8G! 76-11 13C PC E05S/MF A01 
WES-MP-M-76-5 

Computer-Calculated Tank-Defender intervisibility 

on Hunter-Liggett Military Reservation Sites Alpha 

and Bravo. 

AD-A023 211/6GI 76-12 15G PC AO3/MF A01 
WES-MP-M-76-6 

Comparison Rin ned bn -_ Mobility Charac- 

teristics of Selec rcial 1/4- = 3/4-Ton 

Vehicles and the Miltary MISTAZ Util ruck. 

AD-A022 853/6GI ATUME A01 
WES-MP-M-76-8 

Air-Photo Analysis of Armor Stones on Cleveland 


Dikes. 
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Hamilton Lake, Steuben County, Indiana. 
PB-256 609/9G! 76-22 138 PC A03/MF A01 


WORKING PAPER-329 
Hovey Lake, Posey County, Indiana. 


PB-256 552/1GI 76-22 138 PC A02/MF AO1 
WORKING PAPER-331 

Lake James, Steuben County, indiana. 

PB-256 610/7GI 76-22 138 PC A03/MF A01 


WORKING PAPER-332 


Lake, Steuben County, Indiana 
PB- 561/2GI 76-22 138 PC AO3/MF A01 


WORKING PAPER-333 


Marsh Lake, Steuben County, indian 
PB-256 626/3GI 76-21 138 PC A03/}AF AO1 


Mississinewa “= wer Grant, Miami, and Wabash 
Counties, Indiana. 
PB-256 627/1GI 76-21 138 PC A04/MF A01 


WORKING PAPER-335 


Lake Maxinkuckee, Marshall County, Indian 
PB-256 632/1GI 76-22 138 PC A03/MF A01 


WORKING PAPER-336 
Moncoe Reservoir, Brown and Monroe Counties, In- 


diana. 
PB-256 616/4GI 76-21 138 PC AOQ4/MF A011 
WORKING PAPER-337 


Morse Reservoir, Hamilton County, Indiana. 
PB-256 560/4GI 76-22 1 PC A03/MF A01 


WORKING PAPER-338 


Olin Lake, LaGrange County, Indiana 
PB-254 050/8G! 76-18 138 PC A03/MF A01 


Oliver Lake, LaGrange County, Indiana. 
PB-254 051/6GI 76-18 13B PC A03/MF A01 


WORKING PAPER-340 


Lake, Steuben County, India 
-256 628/9GI 76-22 138 PC A03/MF A01 


WORKING PAPER-341 


Sylvan Lake, a 
-256 559/6G! 


WORKING PAPER-343 


Versailles Lake, nigten Se omets, indiana 
PB-254 052/4GI 138 


WORKING PAPER-344 


Lake Wawasee, Kosciusko County, Indiana. 
PB-254 053/2GI 76-18 1 PC A03/MF A01 


WORKING PAPER-346 


Westier Lake,  * oe , Indiana. 
PB-256 630/5GI 3B PC A03/MF A01 


WORKING PAPER-347 


Whitewater Lake, Union County, Indiana. 
PB-256 629/7GI 76-22 13B PC A03/MF AO1 


WORKING PAPER- 348 


Winona Lake, Kosciusko County, Indiana. 
PB-256 557/0GI 76-22 138 PC A03/MF A0O1 


ndiana. 
“so PC AOQ3/MF A01 


PC A0Q3/MF A01 


WORKING PAPER-382 


WORKING PAPER-349 


MPC AGS/ME A01 


Witmer Lake, LaGrange oot indiana. 

PB-256 602/4GI 76-21 138 PC A0Q3/MF AO1 
Johnson Pond, Wicomico 

PB-246 633/2GI 76-02 

Arkabutia Reservoir, DeSoto and Tate Counties, 
Pe 252 Bes/0G! 76-13 13B PC AO3/MF AO1 


WORKING PAPER-360 

Enid Lake, Yalobusha County, Mississippi. 

PB-252 342/1Gi 76-14 138 PC AQ3/MF A01 
WORKING PAPER-361 


Grenada Lake, en Grenada, and Yalobusha 


Counties, Mississi 
PB-253 143/2G! 76-15 138 PC AOQ3/MF AO1 
WORKING PAPER-362 


Ross Barnett Reservoir, Jackson, Madison, and 


Rankin Counties, er 
PB-253 093/9GI 76-16 138 PC AQ3/MF A01 


WORKING PAPER-363 
—_— Lake, Lafayette and Panola Counties, Missis- 


-252 343/9GI 76-13 138 PC AO3/MF A01 

WORKING PAPER-364 

Budd Lake, Morris County, New Jersey. 

PB-256 603/2GI 76-21 138 PC AOQ3/MF AO1 
WORKING PAPER-365 

Duhernal Lake, M a New Jersey. 

PB-256 607/3GI 76-21 1 PC AO3/MF A01 
eae PAPER -366 


Lake, Middlesex cae ee ’ 
PB. 549/7GI 76-22 138 PC A03/MF A01 


ap crass 4 hen gpa 


p Somes County, New Jersey and 
Orange Cou n 
550/ nthe e22 138 PC AQ3/MF A01 
WORKING PAPER-368 


Hopatcong and Musconetcong Lakes, Morris and 
Sussex Counties, New Jersey. 
PB-256 601/6Gi 76-22 138 PC AQ4/MF AO1 


ay Nea cant 


Oradell ¥ Sorgen © om . New Jersey. 
PB-256 sorrran PC A03/MF A01 
WORKING PAPER-371 


Paulinskill Lake, Sussex County, New Jersey. 
PB-256 542/2Gi 76-22 138 PC AOQ3/MF AO1 


WORKING PAPER-372 


Pinecliff Lake, Passaic County, New . 
PB-256 543/0GI! 76-22 "50 PC Ada/MF A01 


WORKING PAPER-373 


Pee Saaveat 722 1S 1 at A04/MF AO1 
WORKING PAPER-374 

Spruce Run Reservoir, Hunterdon County, New Jer- 

PO-256 545/5GI 76-22 138 PC A03/MF AO1 
WORKING PAPER-375 

Union Lake, Cumberland County, New a. 

PB-256 546/3GI 76-22 1 PC A03/MF A01 
WORKING PAPER-376 

Pe288 $47/16l 76-22 C738 PC ACSF Ao1 
WORKING PAPER-377 

— ee eee and Stanley Counties, 

PB-251 777/9GI 76-13 13B PC A0O3/MF AO1 
WORKING PAPER-378 

Blewett Falls Lake, Anson and Richmond Counties, 

North Carolina. 

PB-251 778/7Gi 76-13 138 PC A03/MF A01 
WORKING PAPER-379 


Fontana Lake, Swain and Graham Counties, North 


PB-246 632/4G! 76-02 138 PC A04/MF A01 
WORKING PAPER-380 
Lake Hickory, Suenter, Caldwell, and Catawba 


Counties, North 
PB-251 779/5GI oo 138 PC AOQ4/MF A011 
WORKING PAPER-381 


High Rock Lake, Davidson and Rowan Counties, 
North Carolina. 


rth 
PB-247 935/0GI 76-04 138 PC A04/MF AO1 
WORKING PAPER-382 
Hiwassee Lake, Cherokee County, North Carolina 
PB-250 578/2GI 76-10 138 PC AOQ4/MF A01 


AR-1463 











WORKING PAPER-383 
Lake James, Burke and McDowell Counties, North 


Carolina. 
PB-250 477/7GI 76-10 13B PC AO3/MF AO1 
WORKING PAPER-384 


Lake Junaluska, Haywood Coun 
PB-250 474/4GI 76-10 13 


WORKING PAPER-385 


Lookout Shoals Lake, Alexander, Catawba and 
iredet! Counties, North Carolina. 
PB-250 449/6GI 76-10 13B PC AQ3/MF AO1 


WORKING PAPER-386 


Mountain tsiand, Lake Gaston and Mecklenburg 
Counties, North Carolina. 
PB-250 473/6GI 76-09 13B PC A03/MF A01 


WORKING PAPER-387 


Lake Norman, Catawba, tradell, Lincoin, and 
Mecklenburg Counties, North Carolina. 
PB-252 046/8G! 76-13 138 PC A04/MF AO1 


WORKING PAPER-388 
— Lake, Burke and Caldwell Counties, North 


Carolin 
76-09 13B PC A04/MF AO1 


, North Carolina. 
PC AO3/MF A01 


PB-250 472/8G! 
WORKING PAPER-389 


Santeetiah Lake, Graham County, North Carolina. 
PB-246 627/4Gi 76-02 138 PC AO4/MF A01 


WORKING PAPER-390 
Lake Tillery, Montgomery and Stanly Counties, 


North Carolina. 

PB-251 068/3GI 76-10 13B PC A04/MF AO1 
WORKING PAPER-391 

Lake Waccamaw, Columbus County, North 

Carolina. 

PB-252 047/6GI 76-13 13B PC AQ3/MF A01 


WORKING PAPER-392 


Waterville Lake, Haywood County, North Carolina. 
PB-252 048/4GI 76-13 13B PC AQ3/MF A0O1 


WORKING PAPER-393 
Atwood Reservoir, Carroll and Tuscarawas Coun- 


ties, Ohio. 

PB-253 239/8Gi 76-16 13B PC A03/MF A01 
WORKING PAPER-394 

Beach City Reservoir, Stark, and Tuscarawas Coun- 


ties, Ohio. 

PB-254 912/9GI 76-19 138 PC AO3/MF A0O1 
WORKING PAPER-395 
ae. Mahoning, Portage, and Stark 


PB-252 049/26! 76-13 13B PC AO3/MF A01 
WORKING PAPER-396 

Buckeye Lake, Fairfield, Licking, and Perry Coun- 

ties, Ohio 


PB-254 264/5GI 76-18 13B PC AOQ3/MF AO1 
WORKING PAPER-397 
Charlies Mill Reservoir, Ashland and Richland Coun- 


ties, Ohio. 
PB-254 909/5GI 76-18 13B PC A03/MF A01 
WORKING PAPER-398 


Deer Creek Reservoir, Fayette and Pickaway Coun- 


ties, . 
PB-252 050/0G! 76-13 13B PC AOQ3/MF AO1 
WORKING PAPER-399 


Delaware Reservoir, Delaware Coun 
PB-251 780/3GI 76-12 136 


WORKING PAPER-400 


Muskingum County, Ohio 
76-19 138 PC AO4/MF AO1 


, Ohio. 
C A03/MF AO1 


Dillon Reservoir, 
PB-254 910/3GI 
WORKING PAPER-401 


Lake Grant, Brown County, Oh 
PB-253 118/4GI 76-16 


WORKING PAPER-402 


Huron County, O 
76-12 


138 PC A03/MF A01 


Holiday Lake, 

PB-251 781/1GI 
WORKING PAPER-403 

Hoover Reservoir, Delaware and Franklin Counties, 


Ohio. 
PB-253 082/2Gi 76-15 138. PC AO3/MF A01 
WORKING PAPER-404 


indian Lake, Logan County, Ohio. 
PB-252 344/7GI » 76-14 138 PC A03/MF AO1 


WORKING PAPER-405 


Lake Loramie, Auglaize and Shelby Counties. 
PB-253 095/4G! 76-16 138 PC AO3/MF AO1 


WORKING PAPER-406 


Mosquito Creek Reservoir, Trumbull County 
PB-251 782/9GI 76-12 


138 PC AO3/MF A01 


, Ohio. 
13B PC AG3/MF A01 


AR-1464 


WORKING PAPER-407 


O'Shaughnessy R Delaware Coun —<S 

PB-254 054/0G! 76-18 13B PC /MF ‘hot 
WORKING PAPER-408 

Pleasant Hill Reservoir, Ashiand and Richland 

Counties. 

PB-252 345/4GI 76-13 138 PC AQ3/MF AO1 
WORKING PAPER-409 

Rocky Fork Reservoir, Highland County, Ohio. 

PB-253 240/6GI 76-16 138 A0Q3/MF A01 


WORKING PAPER-410 


Lake Shawnee, Greene County, O 
PB-252 051/8Gi 76-13 138 moc A03/MF A01 


WORKING PAPER-411 
Grand Lake of St. Marys, Auglaize and Mercer 


Counties, Ohio 
PB-253 241/4G\ 76-16 138 PC AO3/MF A011 
WORKING PAPER-412 


Tappan Reservoir, Harrison Coumty. © 
PB-252 052/6GI 76-13 138 PC "A03/MF A01 


WORKING PAPER-415 
Blanchard Reservoir, Centre County, Pennsylvania. 


EPA Region Ill. 
PB-246 4G! 76-03 13B PC AOQ3/MF A01 
WORKING PAPER-416 


Lake Canadohta, Crawford County, Pennsylvania. 
PB-246 566/4GI 76-02 138 PC A03/MF A01 


WORKING PAPER-417 


Conneaut Lake, Crawford Soe ae Pennsylvania. 
PB-246 626/6G! 7 PC AO3/MF A01 


pip nin PAPER-419 


Harveys Lake, Luzerne Ay nn 
PB-247 209/0G! 


WORKING PAPER-422-R 


Lake Onteiaunee, Berks Coun 
PB-251 120/2GI 76-11 


WORKING PAPER-423 
Conewago (Pinchot) Lake, York County, Pennsyl- 


vania. 
PB-247 210/8GI 76-04 138 PC A03/MF A01 
WORKING PAPER-425 


Pymatuning Reservoir, Crawford County, Pennsyl- 
vania and ula County, Ohio. 
PB-247 945/9GI 7 13B PC A04/MF A01 


WORKING PAPER-426 
wy iver Reservoir, Mercer County, Pennsyi- 
— EPA 


_ We. 
76-03 13B PC A04/MF AO1 
his PAPER-428 


, Pike and Wayne Counties, 


Pen ania. EPA — itt. 

PB-247 975/6GI 6-05 138 PC A04/MF A01 
WORKING PAPER-458 

Lake Chesdin, Amelia, Chesterfield, 


Counties, a 
PB-252 053/4GI 76-13 


ania. 
AG3/MF A01 


, Pennsylvania. 
38 PC AO3/MF AO1 


and Dinwiddie 


1368 PC AOQ3/MF AO1 
WORKING PAPER-459 


Chickahominy Lake, Charies City, and New Kent 
Counties, Virginia. 


PB-256 548/9G! 76-22 138 PC AQ3/MF A01 
WORKING PAPER-460 

Claytor Lake, Pulaski ar Virginia. 

PB-252 054/2G! 1 PC A04/MF A01 


WORKING PAPER-462 
John H. Kerr Reservoir, Halifax, and Mecklenburg 
Counties, a, and Granville, Vance, and War- 


ren Counties, a. 
PB-254 917/8G! 76-19 138 PC A04/MF A011 
WORKING PAPER-463 


John = Flannagan Reservoir, Dickenson County, 


Virginia 
PB-252 055/9G! 76-13 13B PC AQ3/MF A01 
WORKING PAPER-464 


Occoquan Reservoir, Fairfax a ed Virginia. 
PB-254 913/7GI 76-19 138 MF AO1 


WORKING PAPER-465 
Smith Mountain Bedford, Franklin, and 


Reservoir, 
Aw vy nia Counties, Virginia. 
PB-253 081/4GI 76-15 138 PC A04/MF A01 


Rivanna Reservoir, Albermarie coven, Waa 
PB-253 094/7GI 76-16 1 MF A01 


WORKING PAPER-467 
Bivestone Reservoir, Mercer, and Sum- 
mers Counties, West Virginia and Giles ‘County, Vir- 


inia. 
Pp.252 056/7GI 76-13 1368 PC A0S/MF A01 





WORKING PAPER-468 


Lake Lynn, Monongalia County, West Virginia. 
PB-251 119/4GI 76-12 138 PC AO3/MF A0O1 


WORKING PAPER-469 
Summersville Reservoir, Nicholas County, West Vir- 


Be 251 783/7GI 76-13 138 PC A03/MF A01 
WORKING PAPER-470 
Me — Barbour and Taylor Counties, 


est Virginia 
PB-251 118/6G! 76-11 138 PC A04/MF AO1 
WORKING PAPER-474 


A Compendium of Lake and Reservoir Data Col- 
lected by the National Eutrophication ~ eke, in the 
Northeast and North-Central United Sta 

PB-248 894/8Gi 76-06 13B PC AI0/MF A01 


WORKING PAPER -494 


Lake Ahquabi, Warren County, lo 
PB-258 249/2GI 76-26 


WORKING PAPER-495 


Big Creek Reservoir, Polk County, lowa. 
PB-258 248/4GI 76-26 138 PC AO3/MF AO1 


WORKING PAPER -496 


Black Hawk Lake, Sac County, lowa. 
PB-258 247/6GI 76-26 13B PC A03/MF A01 


Lake MacBride, oe +e See 
PB-258 295/5Gi 138 


Rock Creek Lake, Jasper County, lo 
PB-258 289/8G! 76-26 1 


WORKING PAPER-554 
Branched Oak Reservoir, 


PB-258 244/3G! 76-26 
WORKING PAPER-555 


Harlan County Reservoir, Harlan County, Nebraska. 
PB-258 283/1G! 76-26 13B PC A03/MF A01 


WORKING PAPER-556 
awe D. Strunk Reservoir, 
Nebraska. 


PB-258 284/9GI 76-26 
WORKING PAPER -557 
Hugh Butler Reservoir, Frontier and Red Willow 


Counties, Nebraska 
76-26 138 PC A03/MF A01 


138. “pc A03/MF A01 


PC A0Q3/MF AO1 


wa. 
PC A03/MF A01 


Lancaster County, 


138 PC AO3/MF A01 


Frontier County, 
138 PC A03/MF A01 


PB-258 236/9Gi 
WORKING PAPER-558 
Johnson Reservoir, Dawson and Gosper Counties, 


Nebraska. 

PB-258 294/8GI 76-26 138 PC A03/MF A01 
WORKING PAPER-559 

C. W. McConaughy Reservoir, 


PB-258 252/6GI 
WORKING PAPER-560 


Pawnee Reservoir, Lancaster County, Nebraska. 
PB-258 245/0GI 76-26 13B PC A03/MF AO1 


WORKING PAPER-5S61 


Sherman Reservoir, Sherman County, Nebraska. 
PB-258 288/0G! 76-26 13B PC A03/MF AO1 


WORKING PAPER-562 


Swanson Reservoir, Hitchcock County, Nebraska. 
PB-258 282/3G! 76-26 13B PC A03/MF A01 


WORKING PAPER-901 


Towards the Development of Primitives for Data 
Base Procedures Translation. 
AD-A023 842/8G! 76-13 9B PC AOQ3/MF A01 


WORKING PAPER-902 


ity of Microprogramming to the Transia- 
tion of Data and Data Base Ma ont Same. 
AD-A023 614/1GI 76-12 PC MF AO1 


WORKING PAPER -3605-01 
a emenaeny of Wage, Earnings, and income Sub- 


PB-253 952/6GI 76-18 SC PC A03/MF AO1 
WORKING PAPER-5050-1-2 
The Consequences of Transit Fare and Service Poli- 


cies: A ibliog 
PB-253 101/0GI 76-17 
WORKING PAPER -7544 


Single Cycle Continuous Review coneiee for Ar- 


borescent Production/inventory ae 
AD-A018 647/8GI 76-04 PC ‘A03/MF A01 


WORKING REPORT-345 


Webster Lake, Kosciusko County, Indiana. 
PB-256 558/8G! 76-22 138 PC A03/MF A01 


7. 


Keith County, 
76-26 13B PC AO3/MF AO1 


y. 
138 PC A03/MF A01 





= aetna ct 








WP-02-69-24 

The Explosive Hazard of Incinerator Dust. 

PB-256 948/1GI 76-22 138 PC A03/MF AO1 
WP-02-69-26 

Grinder Evaluation and Developm 

PB-256 506/7GI 76-22 138° "BC A03/MF A01 
WP-2-75-76 


Computational Performance of Three Subtour 
Elimination Algorithms for Solving Asymmetric 
Traveling Salesman Problems. 

AD-A019 548/7GI 76-06 12A PC AO03/MF AQ1 
WwP-5-75-76 


infinite Horizon Dynamic Programming Models--A 


Planning Horizon Formulation. 

AD-A018 188/3GI 76-02 12B PC A03/MF A01 
WP-14-3-75 

Analysis of BART'S Energy Consumption for interim 

Operations. 
248 118/2GI 76-05 13F PC A03/MF AO1 

WP-17-1-75 

The Bay Area Rapid Transit System - Current Status 

and impacts. 

PB-247 709/9GI 76-05 13B PC A03/MF A@1 
WP-18-1-75 


Data Needs for Measuring the Impacts a New 

Transportation Systems: The BART Ex 

PB-247 708/1GI 76-05 13B P A02/MF ‘A01 
WP-21-75-76 


All the Facets of Zero-One Programming Polytopes 
with Positive Coefficients 
AD-A018 189/1GI 7602 12B PC A03/MF A01 


WP-23-75-76 
A Minimax Facility Location Problem and the Car- 
dinality Constrained Set Covering Problem. 
AD-A018 113/1GI 76-02 12B PC A02/MF AO1 
WP-24-75-76 


A Subtour Elimination Algorithm for the Bottleneck 
Traveling Salesman Problem. 
AD-A019 547/9GI 76-06 12A PC AO03/MF A01 


WP-30-75-76 


A LIFO implicit Enumeration Algorithm for the 
Asymmetric Traveling Salesman Problem Using a 
One-Arborescence Relaxation. 

AD-A019 800/2GI 76-06 12B PC A02/MF AO1 


A LIFO Implicit Enumeration Algorithm for the 

re me wa Traveling Salesman Problem Using a 
One-Arborescence Relaxation. 

N76-16878/0GI 76-11 12B PC AO02/MF AG1 


WP-51-74-75 
Some Valid inequalities for the Set Partitioning 


Problem. 
AD-A018 379/8G! 76-03 12B PC A03/MF A01 
WP-55-75-76 


Graph Substitution and Set Packing Polytopes. 
AD-A023 853/5G! 76-13 128 PC A03/MF AO} 


WP-59-75-76 
Critical Cutsets of Graphs and Canonical Facets of 


Set Packi cee 

AD-A023 884/36 OPS 76-13 12B PC A02/MF A01 
WP-61-75-76 

Optimal "re and Unloading Operations at an 

Oil Termina 

AD-A025 601/66! 76-16 12B PC A03/MF AO1 
WP-62-75-76 


Worst-Case Analysis of a New Heuristic for the 


Problem. 
AD-A025 602/4GI 76-16 12B PC A02/MF A0O1 
WP-64-75-76 
Using ne Convergence to Accelerate Value 
Iteratio 


AD-A025 604/0GI 76-16 12B PC A02/MF AO1 
WP-69-75-76 
Special Cases of the Quadratic Assignment 
Problem 


AD-A025 605/7G! 76-16 12B PC A02/MF AO1 
WP-75-01 
pempter, Local Governments and the Litany to 
PB-254 348/6GI 76-19 5A PC AO3/MF AO1 
WP-75-02 
Riverville Social Services information and Referral 
254 349/4GI 76-19 5K PC AO3/MF AG1 
WP-75-03 
A Future Cities Survey Research Design for Policy 


PB-254 350/2G! 76-19 5A PC AG4/MF AO1 


WP-75-04 
The URBIS Project: A Policy-Oriented Study of 


Computing in Local Government. 
PB-254 353/6G! 76-19 SA PC AQ3/MF AO1 
WP-75-05 


Chief Executives’ Views on Information Processing 


in Local Government. 
PB-254 352/8GI 76-19 5J PC AO3/MF AO1 
WP-75-06 


A Survey of EDP Performance Measurement for 


Local Government. 
PB-254 351/0GI 76-19 5A PC A@3/MF A01 
WP-75-07 


Municipal Computers: Growth, Usage and Manage- 


ment. 

PB-254 357/7GI 76-19 SA PC AOS/MF AO1 
WP-75-08 

Cost-Benefit a a ate Exercise in 


WP-75-09 
information Systems, Power, and Executive Control 
in Local Government: What Every Executive Should 
Know About Computerized Urban information 


254 355/1G) 76-19 5A PC AQ4/MF AO1 
WP-76-10 
County Computers: Growth, Usage, and Manage- 
PB. 254 358/5GI 76-19 5A PC AO4/MF AO1 
WP-76-11 
Determinants of Support for Computerized informa- 
tion Systems. 
PB-254 359/3GI 76-19 5A PC AQ4/MF AO1 
WP-76-12 


Technological Innovation in Local Government. The 
Case of Computers in U.S. Cities and Counties. 
PB-254 360/1GI 76-17 SA PC AOQ4/MF AO1 


WP-76-14 


information Technology and Urban Management in 
the United States. 
PB-254 361/9GI 76-19 138 PC A04/MF A01 


WP-76-15 


Administrative Reform, Technology, and intra-Or- 
anizational Power: a = Tne and Management 
trol in Local Governmen 


PB-254 362/7GIi 76.19 5A PC A04/MF AO1 
WP-20229 

Project Guide to Content Requirements and Au- 

dience Needs. 

AD-A019 124/7GI 76-05 98 PC AO03/MF AO) 
WPL-31 

Development of a Portable Acoustic Echo Sounder, 

AD-A021 244/9Gi 76-08 48 PC AOQ3/MF AO1 
WPL-38 


Quantitative Evaluation of Acoustic Echoes from the 
Planetary Boundary Layer. 
PB-253 207/5GI 76-15 4A PC AG3/MF AG1 


WPL-42 
Final Report and Operations Manual for Microwave 
— Dual Optical Distance-Measuring Instru- 
PB-247 364/3GI 76-03 20F PC AO7/MF A01 
WPL-43 
pw Programs for Multidimensional Spectra 


PB-256 098/5GI__ 76-22 98 PC AO7/MF AO1 
WPL-44 
Meteorological Applications of the FM Doppler 


PB-253 052/5GI 76-15 4B PC A02/MF A01 
WPL-45 


Wind and (C sup 2, sub n) Profiling — Crossed 
Laser Beams and Spatial Filter Detecto 


PB. 258 621/2GI 76-25 48 PC A A02/MF AO1 
WQEC/C-75-192 
A ee eve and papanontet Studies of Alkali and 
rinitrotoluene R 
AD-ADiS ossacl 76-05 7C PC A0G/MF AO1 
WQEC/C-76-5 
Cycle Life Test. Evaluation Program for Secondary 
pays Celis. 
6-26687/3G! 76-22 10C PC A13/MF AO1 
WQEC/C-76-8 


Accelerated Test Program for Sealed Nickel-Cadmi- 
um Spacecraft Batteries/Celis. 
N76-26688/1GI 76-22 10C PC AO6/MF AO1 





WRE-TN-1315(WR/D) 


WQEC/C-76-89 
Evaluation Program for Secondary Spacecraft Celis: 
initial Evaluation Tests of General Electric Company 
. pere-Hour Nickel-Cadmium Sasseren ells 
N76-26693/1Gi 76-22 
WR-ER11 


Automotive Gas Turbine Economic Analysis. invest- 
ment Cast Turbine Wheel Supplement, 


PS.287 614/8GI 76-25 21€ i. ney A01 
Automotive Gas Turbine Economic 
PB-258 420/9G! 76-26 "e ea/MF AO1 
WR-75-1 
Study to Define Unsteady Flow Fields and Their 
tatistical Characteristics. 


Ss 

N76-13021/0Gi 76-08 1A PC A@7/MF AO1 

Optimal Operating Policy for Multi Metropolitan 
Reservoir Systems eae oad and Appii- 


Water 
cations. Volume 1 


PB-255 656/1Gi 76-21 138 PC A1$/MF AO1 
WR-75-2 

Analysis of Screeching in a Cold Flow Jet Experi- 

ment. 

N75-33344/3GI 76-02 21H PC A@4/MF AO1 

Optimal Operat icy for eaeae Metropolitan 

he a e  Sveey gy Bom Fo Appendices. 

pees 657/9G!I 76-21 138 PC AS6/MF A01 
WR-76-4 


t of Modified Vibration Test Criteria for 


Qual Space bees - | a 
N76- /9GI PC A@7/MF A@1 


ps sean 
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N76-13568/8G! 76-08 8F C AOS/M A01 
“an 75-273 
Mechanics/Estimation Theory posium 
10167/4GI 76-03 22C PC A11/MF At 
Persea 


Mathematical Theory of the Goddard Trajectory 
Determination tem 


N76-24291/6G! 76-19 22C PC A23/MF AO1 
X-562-76-163 

Multi-Satetlite Attitude Prediction Program/Orbiting 

Solar Observatory-8 (MSAP/OSO $0-8) Operating 

76-27904/4G! 76-25 22A PC AO6/MF AO1 
X-962-74-294 

Tables of the Coefficients 

N76-23962/3G! 76-18 7D PC AO6/MF At 
X-662-75-61 


Applications of Numerical Codes to Space Piasma 
Probiems 


N76-10856/2G! 76-03 4A PC A02/MF A01 
X-602-75-281 

Le BR 38 Solar Radio Burs 

N76-1 ' 76-12 368 PC AO5S/MF A01 
X-602-75-297 

Galactic gamma-Ray Observations and Galactic 

Structure. 

N76-12933/7GI 76-07 38 PC A02/MF A01 
X-602-75-330 . 

Models of Jovian ric Radiation. 

N76-15966/4GI 76-10 38 PC AOS/MF A01 
X-602-76-12 


a a ke Markovian Expansion for Piasma Turbu- 
we 17000 76-12 20! PC AQ2/MF AO1 
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X-602-76-35 
Strong Scintillations in Astrophysics. 4. Cross-Cor- 
relation Between Different Frequencies and Finite 


Bandwidth Effect 

N76-19024/8GI 76-13 3B PC AQ3/MF A011 
X-602-76-58 

Differential Cross-Section for Positronium Forma- 

tion in yr areas ery egy 

N76-19923/1Gi 5 30H PC 


X-602-76-63 
Plasma Irregularities in the Comet's Tail. 
N76-20051/8GI 76-15 38 PC AO2/MF A01 


X-602-76-106 


Vif-Emissions from Ring Current Electrons. An in- 
terpretation of the Band of Missing Emissions 


F AO1 


N76-26004/1GI 76-20 4A PC A02/MF AO1 
X-602-76-107 

Prediction of the Diffuse Far infrared Flux from the 

Galactic Plane 

N76-26138/7GI 76-20 3B PC AO@2/MF AO1 
X-602-76-135 


Low-Energy Electron Scattering from CO. 2: Ab-in- 


itio Study Using the Frame-Transformation Theory. 

N76-25913/4GI 76-20 7D PC AO6/MF A01 
X-602-76-148 

Gamma-Rays, Cosmic Rays, and Galactic Structure. 

N76-28147/6GI 76-25 3B PC A03/MF A01 
X-604-75-239-REV 

A Scientific Operations Plan for the NASA Space 

Telescope. 

N76-11930/4GI 76-07 3B PC A02/MF AO1 
X-604-76-82 


ee and gence nee of the Space 
for Scientific Operations 


wre 2970046 76-25 3B PC A03/MF AO1 
X-611-76-98 

X-Ray ay ag of the Vela Pulsar: Statistics 

and Spectru 

N76-24097/7Gi 76-18 3B PC A02/MF A01 
X-621-75-254 


Neutral Composition Gravity Waves in the Thermo- 


oer Observed by Esro 4 
75-33969/7GI 


Sro 4. 
76-02 4A PC A02/MF A01 
X-621-76-41 


Trajectory Traces of Charged Particles in the Mag- 


netosphere. 

N76-23789/0GI 76-18 4A PC A04/MF A01 
X-621-76-64 

New Fine Structure Cooling Rate. 

N76-25912/6GI 76-20 4A PC AQ2/MF AO1 
X-622-76-75 


influence of Planetary-Scale Topography on the 
Diurnal Thermal TIDE During the 1971 Martian Dust 


Storm. 

N76-24115/7GI 76-18 38 PC AG3/MF AO1 
X-625-75-266 

Field-Aligned Currents Observed by the OGO 5 and 

wre 10808/701 76-03 4A PC AQ3/MF AO1 
X-625-76-24 


Variational Electric Fields at Low Latitudes and 

—_ Relation to Spread F and Plasma irregulari- 

ties. 

N76-17667/4GI 76-12 8N PC AO3/MF AO1 
X-625-76-108 

Auroral Vector Electric Field and Particle Com- 


pomepee. 1: Pre-Midnight Convection T . 
76-25711/2GI 76-20 4A PC /MF A01 
X-626-75-251 


N75-33557/0GI 
X-626-76-115 
Dependence of the Charge Exchange Lifetimes on 


Mirror Latitude. 
N76-26135/3GI 76-20 4A PC AOQ2/MF A01 
X-641-73-160 


international Symposium and Workshop on gamma- 


Ring Current Proton oom “4 —- Ap a 


Ray Astrophysics, Greenbelt, Maryland, 30 April--2 

May 1973. invited . 

NASA-TM-X-66279 76-02 38 PC A19/MF AO1 
X-660-75-285 


Workshop Papers for a Symposium on X-Ray Bina- 
ries 


N76-11931/2GI 76-07 3B PC A18/MF AO1 
X-660-76-1 

Evidence for an 11.2D Avege | from Cyg X-2. 

N76-16989/5G! 76-11 PC A02/MF A01 


X-660-76-19 
Electrons in a Closed Galaxy Model of Cosmic 


N76-18033/0G! 76-12 3B PC A03/MF AO1 
X-660-76-25 

On the Acceleration of Energetic Particles in the in- 

terplanetary Medium 

N76-20044/3G! 76-15 38 PC A03/MF AO1 
X-660-76-26 


The Acceleration of Energetic Particles in the inter- 
planetary Medium by Transit-Time Damping. 
N76-20043/5GI 76-15 3B PC A03/MF A01 


X-660-76-27 


Solar Modulation of Galactic Cosmic Rays 4: 
Latitude ndent Modulation. 
N76-19045/3GI 76-13 3B PC AO3/MF AO1 


Be aie 
s of the Symposium on the Study of the 
nterplanetary Medium in Three Dimen- 
N76-24119/9GI 76-18 38 PC A15/MF A01 
X-660-76-54 
On the Age of Cosmic Rays as Derived from the 


Abundance of Be-10 
N76-20058/3G! 76-15 38 PC AOS/MF AO1 
X-660-76-58 


Gamma-Ray and Microwave Evidence for Two 
Phases of Acceleration in Solar Flares. 


Suna “and 


N76-20056/7GI 76-15 3B PC AO3/MF A01 
X-661-75-205 

a Results from Long-Term Observations of Cyg 

-1. 

N75-32968/0G! 76-01 38 PC A02/MF AO1 
X-661-75-232 

Results from the Ariel-5 All-Sky X-Ray Monitor. 

N76-12932/9GI 76-07 38 PC A03/MF AO1 
X-661-75-233 

The Her X-1 Spectrum: A Measure of the Field Near 

the Magnetic Poles of a Neutron Star. 

N75- /9GI 76-02 38 PC A02/MF AO1 
X-661-75-260 

Evidence for a 17-Day eae from Cyg-X-3. 

N76-16009/2GI -10 PC A02/MF A01 
X-661-75-278 


The isotopic Composition of Cosmic Rays with 5 Is 
Less Than or Equal to Z Which Is Less Than or 


Equal tc 26. 

N76-12931/1GI 76-07 3B PC A03/MF A01 
X-661-75-303 

Long-Term X-Ray Studies of Sco X-1. 

N76-16010/0GI 76-10 3B PC A02/MF AO1 
X-661-76-8 

iron Line Emission from a High Temperature 

Piasma in Cas a. 

N76-18008/2GI 76-12 38 PC A02/MF AO1 
X-661-76-37 

Cyg X-1: # Return to the Pre-1971 Intensity Level 

and a 5.6- Modulation. 

N76-19044/6GI 76-13 38 PC A02/MF A011 
X-661-76-66 

os Variability in the X-Ray Pulsar Gx 1+ 4. 

N76-23108/3GI 76-17 3B PC A0Q2/MF AO1 
X-661-76-96 


Evidence for a 160.6 Period from Circinus X-1. 


N76-24098/5GI 76-18 38 PC A02/MF A01 
X-661-76-113 
X-Ray Emission from the Supernova Remnant 
G287.8-0.5. 
N76-27135/2GI 76-22 38 PC A02/MF AO1 
X-661-76-117 


bs rag in the Spectra and Pulse Period of 


N76-286121/1GI 76-25 3B PC A02/MF A01 
X-661-76-119 
Hot Interstellar Tunnels. 1: Simulation of Interacting 


Supernova Remnants. 
N76-29084/0GI 76-25 38 PC E03/MF AO1 
X-661-76-132 


ae, owe of Cosmic Ray Nuclei: 4226 and 


N76-26139/5GI 76-20 3B PC A03/MF A01 
X-661-76-142 


All-Sky Monitor Observations of the Decay of 
A0620-00 (Nova Monocerotis 1975). 
N76-28120/3GI 76-25 38 PC A03/MF A01 


X-661-76-182 


The 35-D X-Ray Profile of Her X-1. 
N76-31109/1GI 76-26 3B PC A02/MF A01 


?. 








X-662-75-246 


Significance of Medium Energy gare Ray As- 

tronomy in the Study of Cosmic Ray 

N75- /3GI 76-02 38 "PC A03/MF AO1 
X-662-75-321 

Non-Association of a Celestial gamma Ray Source 

with the New Milky Way Satellite Galaxy. 

N76-17018/2GI 76-11 3B PC A02/MF A01 
X-662-76-51 


A Search of the Sas-2 Data for Pulsed gamma-Ray 
Emission from Radio Pulsars. 


N76-21120/0GI 76-15 3B PC A03/MF AO1 
X-662-76-94 

SAS-2 gamma-Ray Observations of PSR 1747-46. 

N76-26136/1GI 76-20 3B PC A02/MF A0O1 
X-662-76-154 

The Structure and Content of the Galaxy and Galac- 

tic gamma Rays. 

N76-29110/3GI 76-25 3B PC A18/MF A01 
X-670-76-173 


Line identifications in the Ultraviolet S 

Herculis, 85 IV, and Zeta Draconis, B6 Ill. 

N76-29099/8G! 76-25 3B PC AO6/MF AO1 
X-671-75-301 

Cno Abundances and Hydrodynamic Models of the 

Nova Outbursts. 4: Comparison with Observations. 


a of Tau 


N76-15960/7GI 6-10 38 PC A03/MF A01 
X-671-76-9 

The Evolution of Rotating Stars. 1: Method and Ex- 

pce lorato eranene for a 7 Solar Mass Star 

76- 76-11 38 PC A A04/MF A01 

X-671 _ 

A Model for the X-Ray Nova A0620-00. 

N76-19018/0GI 76-13 3B PC A02/MF A01 
X-682-75-293 


implications for Fiare Build-Up and Heating from 

Observations Made by OSO-7. 

N76-17017/4GI 76-11 38 PC A02/MF A01 
X-682-75-294 


The Solar Physics Shuttle/Spacelab Program and 
its Relationship to Studies of the Fiare Build-U 


N76-17008/3G 76-11 3B PC AQ2/MF A01 
X-682-76-6 

Formation of the 0.511.-Mev Line in Solar Flares. 
_ N76-18029/8GI 76-12 38 PC A03/MF AO1 
X-682-76-128 


Reanalysis of the APOLLO Cosmic gamma-Ray 
rum in the 0.3 to 10 Mev yy AY ion. 


6-28148/4Gi 76-25 38 /MF AO1 
X-682-76-149 
Surface Chemistry of Selected Lunar Wy + 
N76-28139/3GI 76-25 3B PC /MF AO1 
X-682-76-196 


The Structure and Content of the Galaxy and Galac- 
tic gamma Rays. A Review. 
N76-31129/9GI 76-26 3B PC A02/MF A0O1 
X-690-75-125-REV 
Summary of Initial Results from the Gsfc Fluxgate 
netometer on Pioneer 11. 


11981/7GI 76-07 3B PC A03/MF A0O1 

piilienan 

Observations of Mercury’S Magnetic Field. 

N76-17003/4GI 76-11 3B PC A03/MF A01 
X-691-76-110 

Lodestone: Nature’S = Permanent Magnet 

N76-28720/0GI 6-25 8G PC A03/MF AO1 
X-692-75-177 

Bow Shock and Magnetosheath Waves at Mercury. 

N75-32978/9G! 76-01 38 PC A03/MF A01 
X-692-75-242 

The Scale Magnetic Field in the Solar Wind. 

N75- /3GI 76-02 38 PC A02/MF AO1 
X-692-75-248 

Waves in the Vicinity of the Magnetopause. 

N76-13675/3GI 76-08 4A PC A03/MF A01 
X-692-75-265 

infrared Upconversion for Astronomical Applica- 

t . 

N76-12897/4GI 76-07 3B PC A03/MF A01 
X-692-76-2 


Observations of the interplanetary Magnetic Field 
Between 0.46 and 1 aU. By th ariner 10 


Noe 16904/5GI 


76-11 38 PC A11/MF AO1 
X-692-76-90 
Magnetic Holes in the Solar Wind. 
N76-24136/3GI 76-18 3B PC A02/MF AO1 


eae 
interplaneta Sountany Layers at 1 au. 
N76-31115/ 76-26 3B PC A03/MF A01 
X-693-75-236 


Quantitative Comparisons of Type 3 Radio Burst In- 
tensity and Fast Electron Fiux at 1 au. 
N76-11985/8GI 76-07 3B PC A02/MF A01 


X-693-75-256 
New Source Location Measurements of Terrestrial 


Kilometric Radiation. 
N75-33556/2GI 76-02 20N PC A02/MF AO1 
X-693-75-257 


Resuits of Long-Term Synoptic Monitoring of Ju- 
iter'S Decametric Radiation. 
76-10969/3GI 76-03 3B PC A02/MF A01 
X-693-75-258 


implications of Pioneer-2 nee: Field Models for 
Jupiter’'S Decametric “a 


N76-10970/ 1GI 38 PC A02/MF A01 
X-693-75-284 
seeeerty of Low Frequency Solar Type 3 Radio 
ursts. 
N76-11986/6GI 76-07 38 PC A02/MF A01 
X-693-75-288 


Possible Radio Emission from Uranus at 0.5 Mhz. 
N76-16008/4GI 76-10 3B PC AO02/MF AO1 


X-693-76-47 


Terrestrial Kilometric Radiation: 1: 
tures Studies. 
N76-19652/6GI 


X-695-76-139 
Terrestrial Kilometric Radiation: 2-Emission from 
the Magnetospheric Cusp and Dayside Mag- 


netosheath. 
N76-27752/4GI 76-25 4A PC AO3/MF AO1 
X-700-76-155 


Prediction and Measurement of Radiation Damage 

to CMOS Devices on Board soeneans ft. 

N76-28479/3GI 76-25 9A PC AO3/MF A01 
X-711-75-135 

Electrolyte Concentration Changes During Opera- 

tion of the Nickel Cadmium Cell. 

N75-33497/9GI 76-02 10C PC AOQ2/MF A01 
X-711-75-197 

The Electrical Performance of Ag Zn Batteries for 

the Venus Multi-Probe Mission. 

N75-32588/6GI 76-01 10C PC AQ3/MF AO1 
X-711-75-316 

Secondary Aerospace Batteries and Battery Materi- 

als: A Bibliography, 1969 - 1974 


Spatial Struc- 
76-15 4A PC A03/MF A01 


N76-19549/4GI 76-15 10C PC AO7 
X-711-76-21 

The 1975 GSFC Battery Workshop. 

N76-24704/8GI 6-19 106 PC A1S/MF AOt 
X-711-76-29 


Results from the imp-J Violet Solar Cell Experiment 
and Violet Cell Balioon Flights. 
N76-30657/0G! 76- 108 PC A02/MF AO1 


X-723-75-249 
Waveguide CO2 Laser Gain: Dependence on Gas 


Kinetic and Discharge is rties. 
N75-33386/4GI 2 20E PC A03/MF A01 
X-740-76-144 


The National Aeronautics and Space Administration 
(NASA)/Goddard Space Flight Center (Gsfc) Sound- 


-Rocket Program. 
N76-29345/5GI 76-25 19G PC A03/MF A0O1 
X-814-75-315 


Frequency Stability Requirements for Two Way 


Range Rate Tracking. 
N76-15337/8GI 76-10 171 PC AQ2/MF A01 
X-814-76-100 


Demonstration of the Frequency Offset Errors in- 
troduced an incorrect Setting of the 
Zeeman/Magnetic Field Adjustment on the Cesium 


Beam Frequency Standard. 
N76-25444/0GI 76-20 14B PC A02/MF A01 


X-814-76-127 

ym Atomic Hydrogen Standards Program: An Up- 

N76.25548/8GI 76-20 20E PC A02/MF A01 
X-900-75-165 

Landsat Inventory of Surface-Mined Areas Using 

Extendible Digital Techniques. 

N75-33486/2GI 76-02 8! PC AQ2/MF AO1 
X-900-75-250 

The impact of Earth Resources Exploration from 


Space. 
N76-11545/0GI 76-07 8F PC AOQ2/MF A01 


X-920-75-308 


X-900-75-287 

Earth and Ocean Dynamics Satellites and Systems. 
N76-15556/3G! 76-10 8E PC AO3/MF A01 
X-900-75-295 

Nasa Pians for Future Earth Resources Mission 
N76-13568/0GI 76-08 2C PC A02/MF AO1 
X-900-76-28 


Goddard Laser Systems and Their Accuracies. 


N76-22531/7GI 76-17 17H PC AOQ2/MF AO1 

X-900-76-39 

Earth and Ocean Dynamics Pr 

N76-20576/4GI 76-15 ha PC AO3/MF AO1 
X-900-76-40 


Probing the Earth’S Gravity Field Using Satellite-to- 
Satellite Tracking (Sst). 





N76-28716/8GI 76-25 8N PC AO2/MF AO1 
X-901-75-191 

Radi icati for Meteorological Satellite 

Systems. 

N76-18204/7GI 76-13 17B PC AO4/MF AO1 
X-911-75-66 

Radiative Transfer in a on Stratified Dielectric. 

N76-16301/3GI 76-11 20M PC AQ2/MF AO1 
X-911-75-302 


Wind Estimates from Cloud Motions: Preliminary 
Results from Phases 1, 2, and 3 of an in Situ Air- 
craft Verification Experiment. 

N76-17741/9GI 76-12 48 PC AQ2/MF AO1 


X-911-76-11 


Characteristics of Southern Hemisphere 200 Mb 
Flow as Determined from Satellite Data. 
N76-19651/8G! 76-15 4A PC A03/MF AO1 


X-911-76-48 
The Proper Weighting Function for ee Tem- 


peratures from Satellite a adiances 
N76-25635/3G! 4B nec A02/MF AO1 


X-911-76-147 


Earth-Atmosphere System and Surface Reflectivities 
in Arid Regions from LANDSAT Multispectral 
Scanner Measurements. 


N76-28727/5GI 76-25 4A PC AO3/MF A01 

X-912-74-78 

Solar Energy Monitor in yy (SEMIS). 

N76-18224/5GI 76-13 38 PC AO3/MF AO1 
X-912-75-245 

Are en et ey with the Hale Dou- 

ble Sun cle Meani 

N75- 786 76- 2 ‘3B PC A02/MF AO1 
X-912-76-133 

ion Composition in a Noctilucent Cloud. 


N76-28726/7GI 76-25 4A PC A03/MF A01 
X-912-76-166 . 

Equatorial X-Rays and Their Effect on the Lower 

oa 

N76-30741/2GI 76-26 4A PC A02/MF AO1 
X-912-76-171 


Measures of the Solar Spectral Irradiance Between 
1200 and 3000 a. 


N76-31126/5GI 76-26 3B PC A0Q3/MF AO 
X-912-76-172 

ene of a Solar Proton Event on Stratospheric 

zone. 

N76-31130/7GI 76-26 4A PC A02/MF AO1 
X-913-75-252 

Satellite Microwave Observations of the Utah Great 

Salt Lake Desert. 

N76-10558/4GI 76-03 8G PC AOQ3/MF A011 
X-913-75-304 

Satellite Microwave Observations of Soil Moisture 

Variations 

N76-15553/0GI 76-10 8M PC AO3/MF A01 
X-913-76-118 

Remote soning of Soil Moisture. 

N76-25636/ 1G! 76-20 8M PC AO02/MF AC1 
X-913-76-161 


Hydrography Synthesis Using LANDSAT Remote 
Sensing and the SCS Models. 


N76- II 76-26 8H PC AO4/MF A01 
X-920-75-220 

The Exterior Tidal Potential Acting on a Satellite. 

N76-11199/6G! 76-07 22C PC A0Q3/MF A01 
X-920-75-299 

Spaceborne Earth Applications Ranging System 

r). 

N 6-15554/8G! 76-10 8G PC AG2/MF A01 

X-920-75-308 

Gravity Anomaly Detection: er ee: 

N76-18722/8GI 76-13 8E Pe. A02/MF AO1 
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X-921-75-176 
Se ee oS Cae 


N75-33447/4GI 76-02 8E PC A02/MF AO1 
X-921-75-194 

Analyses of the Solid Earth and Ocean Tidal Pertur- 

bations on the Orbits of the Geos-1 and Geos-2 

Satellites. 

N75-32145/5GI 76-01 22C PC AOQ3/MF A01 
X-921-75-244 

Gravimetric Investigations on the North American 


Datum (1972 - 1973). 
N76-17686/6GI 76-12 8E PC AO5/MF A01 
X-921-75-300 
Power Spectra of Geoid Undulations 
N76-15555/5GI 76-10 8E ‘PC A0Q2/MF A0O1 


X-921-76-20 
improvement in the Geopotential Derived from 
Satellite and Surface = tg} 7 and 8). 
N76-20747/1GI PC A02/MF AO1 
X-921-76-72 


Tidal Parameters Derived from the Perturbations in 
the Orbital inclinations of the Be-C, Geos-1 and 


Geos-2 Satellites 
N76-25743/5GI 76-20 8C PC AO6/MF AO1 
X-922-75-107 
On the Determination of Atmospheric Path Length 
Passive Microwave Radiometer. 
76-02 4A PC AQ3/MF AO 


5-33568/7G! 
X-923-75-190 
Monitoring Water Quality from Landsat. 
N76-11543/5GI 76-07 13B PC A03/MF AO1 
X-923-75-206 


Geological Mapping in Northwestern Saudi Arabia 
Using Landsat Multispectral Techniques 
N75-32574/6GI 76-01 8B PC A03/MF A01 


X-923-76-111 
eee oo Charting from LANDSAT Satellite: A 


with Aircraft imagery 
N76 286287561 76-25 8) PC AO2/MF A01 


X-923-76-145 
Analysis of Field Size Distributions, Lacie Test Sites 


, 5033, and 5039, Anhwei Province, People's 
ic of China. 
27652/6GI 76-25 8B PC A0Q2/MF AO1 
X-931-76-87 
= [om Meteorological Satellite Data 
N76-23801/3GI 76-18 48 PC AOQ7/MF AO1 
X-931-76-101 
A LANDSAT —_— image Rectification System. 
N76-25634/6G 6-20 8B PC A02/MF A01 
X-932-75-168 


Recovery of Atmospheric Refractivity Profiles from 


Simulated Satellite-to-Satellite Tracking Data. 
N76-12563/2GI 76-07 4A PC AO4/MF AO 
X-932-75-222 


paeeeeepense. Covariance Analysis including 
aye eye iasing. 


7e8s/eG! 76-12 8N PC A03/MF AO1 

Bios 

Lattice Model Theory of the a. of State 
Covering the Gas, Liquid, and Solid 

N76-11810/8GI 76-07 7D PC © AOS/MF AO1 
X-932-75-279 

Twinsat Earth Gravity Field Mapping. 
N76-13674/6GI 76-08 8E PC A02/MF A01 
X-932-75-312 


Applications of Satellite Technology to Gravity Field 
Determination 


N76-20746/3GI 76-15 8E PC A03/MF AO1 
X-932-76-5 

Satellite-to-Satellite System and Orbital Error Esti- 

mates. 

N76-22249/6G! 76-17 22C PC AO3/MF A01 
X-932-76-126 


On Estimating Gravity Anomalies: A eo of 
Least Squares Collocation with 


Tech MT 

n 

N76-277847/0G1 

X-951-75-211 4 
Twenty and Thirty Ghz Millimeter Wave Experiments 
with ellite 


the Ats-6 Sat . 
N75-33154/6GI 76-02 178 PC A0S/MF AO1 
X-951-75-235 
Review of Data Analysis Procedures for the Ats-6 


Millimeter Wave Experiment. 
N76-15338/6GI 76-10 17B PC AQ4/MF A01 


76-25 8E PC A02/MF A01 
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X-952-76-76 

A 0.4 to 10 Ghz Airborne Electromagnetic Environ- 

ment Su 7 USA Urban Areas. 

N76-23460/ 76-18 20N PC AOQ2/MF A0O1 
X-953-74-364 

Emi Survey for Maritime Satellite, L-Band, Ship- 

board Terminal. 

N76-10200/3GI 76-03 17B PC A02/MF A01 
XPS-TN-75-9 


An introduction to Spread Spectrum Modulation. 
AD-A017 499/5GI 76-01 17B PC A02/MF A01 


Y-DA-5970 
Porous Graphite Air-Bearing Components as Ap- 


ied to Machine Tools. 
-DA-5970 76-06 131 PC AO3/MF A011 
Y-DA-6026 


Characterization of Petroleum Pitches Used for 
Coke Production. 


Y-DA-6026 76-06 7C PC A02/MF A01 
Y-DA-6211 

Aluminum Metallization of Lucite Truncated Cones. 

Y-DA-6211 76-08 11C PC A02/MF A01 
Y-DA-6225 

Scaleup of Graphnol at Y-12. 

Y-DA-6225 76-02 11B PC A02/MF A01 
Y-DA-6295 

ee Aspects of Diamond-Turned Metal 

Y-DA-6295 76-12 20F PC A02/MF AO1 
Y-DA-6300 
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